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PREFACE 


The Title List of Documents Made Publicly Available is a 
monthly publication. It contains descriptions of the in¬ 
formation received and generated by the U.S. Nuclear 
Regulatory Commission (NRC). This information 
includes (1) docketed material associated with civilian 
nuclear power plants and other uses of radioactive ma¬ 
terials and (2) nondocketed material received and gen¬ 
erated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court 
dockets; it refers to the system by which NRC maintains 
its regulatory records. This series of documents is in¬ 
dexed by a Personal Author Index, a Corporate Source 
Index, and a Report Number Index. 

The docketed information contained in the Title List in¬ 


cludes the information formerly issued through the De¬ 
partment of Energy publication Power Reactor Docket 
Information, last published in January 1979. Microfiche 
of the docketed information listed in the Title List is 
available for sale on a subscription basis from the Na¬ 
tional Technical Information Service (NTIS). See 
NOTES at the end of the Preface for the complete NTIS 
address. 

We encourage your comments, criticisms, and sugges¬ 
tions. In particular, if there are title descriptions that are 
not meaningful, please let us know so that we can cor¬ 
rect the data base. Insofar as possible, we would like this 
document to be a valuable part of your reference 
material. 


Tnrim/fc 
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The listings within Docket 50 are divided into the cate¬ 
gories used for filing and searching in the NRC Public 
Document Room. Those categories are 


A. Application/construction stage documents and 
correspondence 

B. Utility Preliminary Safety Analysis Reports 
(PSAR), amendments 

C. Utility Environmental Reports (ER), amend¬ 
ments, and correspondence 

D. NRC Draft and Final Environmental (Impact) 
Statements (DES and FES), supplements and cor¬ 
respondence 

E. NRC Safety Evaluation Reports (SER), supple¬ 
ments and correspondence 

F. Security, medical, emergency, and fire-protection 
plans 

G. Legal and adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Reports (FSAR) and 
amendments 


L. limited work authorizations (LWA) and related 
correspondence 

M. Antitrust reviews and antitrust correspondence 

N. Antitrust hearing transcripts, testimony, and brief¬ 
ings 

O. Advisory Committee on Reactor Safeguards 
(ACRS) reports and correspondence 

P. Operating license stage documents and correspon¬ 
dence 

Q. Inspection reports, IE Bulletins, Circulars and In¬ 
formation Notices, civil penalties, and related cor¬ 
respondence 

R. Periodic operating reports and related correspon¬ 
dence 

S. Reportable occurrences, PNOs, PNSs, and related 
correspondence 

T. Transcripts, testimony, and briefings on non¬ 
antitrust matters 

U. Congressional/executive correspondence 

V. licensing of operators and related correspondence 

W. Decommissioning stage documents and correspon¬ 
dence 

X. Onsite storage of low-level waste 

Y. Independent spent fuel storage installations 
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Appendix A sets forth those categories and describes that category were filed in the time period of the report, 
the materials available in each. Omission of a category in 

the listing for a docket indicates that no documents in The principal elements of the entries in the list are 


(T) P. Operating license stage documents & correspondence 

© © 

8907070172 Commends util for exemplary hospitality extended to visiting Soviet technical 
working group on 890608. 

© ® © 

DENTON, H.R. Office of Governmental & Public Affairs (Post 870413). 89/06/27 


CLARK, P.R. General Public Utilities Corp.—GPU Service Corp. 2 pp. 50442:181-50442:182 


1. NRC/PDR Document category (see Appendix A). 

2. NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

3. Description of information contained in the docu¬ 
ment. 

4. Personal author(s). An asterisk in this position in¬ 
dicates that there is no personal author. 

5. Author affiliation (NRC, corporate, agency, or 
nonindividual source). 

6. Date of document described. 

7. Recipient of the document. 

8. Recipient affiliation (NRC or corporate). 

9. Pages in this document. 

10. This five-digit number is the NRC 48X microfiche 
designation. 


11. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

12. This five-digit number is the rhicrofiche on which 
this document ends. 

13. The three-digit portion of this entry is the number 
of the frame on which this document ends. 


The Docketed Items list is arranged sequentially by 
Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are 
items that were submitted as enclosures to principal 
items. In general, indented items are not in accession 
number sequence. If the docketed document has a con¬ 
tract (FIN) number of a formal report number, it will ap¬ 
pear in the last line of the item following entry 5. 


NONDOCKETED ITEMS 


The nondocketed items are divided into the categories 
used for filing and searching in the NRC Public Docu¬ 
ment Room. These categories and their symbols are: 


10CFR—Commission Meeting Records 


ACRS—Advisory Committee on Reactor Safe¬ 
guards 

ADVCM—NRC Advisory Committees 
COMMISSION—NRC Commissioners 
CONTRACT-—NRC Contracts and Modifications 
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NONDOCKETED ITEMS (cont) 


DISCLOSURE—Financial Disclosure Informa¬ 
tion 

FOIA—Freedom of Information Act Requests 
and Releases 

GEN TECH IS—Generic Technical Issues 

IE—Inspection and Enforcement Issuances 

MISC—Public Document Room Miscellaneous 

NUREG—NRC-Issued Formal Reports and Re¬ 
lated Correspondence 

ORG—Organizational File 

PR—Proposed Rules 

PRM—Petitions for Rulemaking 

PROJ—Projects 

PT21—10 CFR Part 21 Deficiency Reports 
QA999—Quality Assurance Inspections 
REGGD—Regulatory Guides 
RES—Research and Technical Assistance Reports 


REVIEW GRP—Research Review Groups 
RM—Rulemakings 

SECY—Staff Position Papers Before the Commis¬ 
sion 

STATE PROG—State Programs 

TOPREP—Vendor Topical Reports and Corre¬ 
spondence 

WASH—AEC-Issued Formal Reports and Corre¬ 
spondence 

WM—Waste Management Documents 

WMRES—Waste Management Contract Docu¬ 
ments 

XPORTUC—Exports and Import Licenses 

Appendix B sets forth these categories and describes the 
material available in each. Omission of a category in the 
listing for a docket indicates that no documents in that 
category were filed in the time period of the report. 

The principal elements of the nondpcketed items are 


(T) NUREG—NRC-Issued Formal Reports and Related Correspondence 

© © ® 

8910100307 NUREG/CR-5340 DATA SUMMARY REPORT FOR FISSION PRODUCT RELEASE 

TEST VI-2 

© © 

OSBORNE, M.F., COLLINS, J.L., LORENZ, R.A. Oak Ridge National Laboratory. 

© © © © © 

FIN B-0127. ORNL/TM-11105. 89/09/30. Division of Systems Research (Post 880717). 69 pp. 


51409:065-51409:134. 


1. Nondocket category. 

2. NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

3. NRC Report Number. 


4. Title and description of information contained in 
the document. 

5. Personal author(s). An asterisk in this position in¬ 
dicates that there is no personal author. 
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NONDOCKETED ITEMS (cont.) 


6. Corporate, agency, or other nonindividual source. 

7. Contract of financial identification number (FIN), 
if any. 

8. Secondary report number, if any. 

9. Date of document described. 

10. NRC organizational recipient (or sponsor). 

11. Pages in this document. 

12. This five-digit number is the NRC 48X microfiche 
designation. 


NOTES: 

1. The address for GPO is 

Superintendent of Documents 
U.S. Government Printing Office 
P.O. Box 37082 
Washington, DC 20013-7082 


To place orders, send check or money order payable to 
the Superintendent of Documents. GPO Deposit Ac¬ 
count holders may charge their orders by calling 
202-275-2060. 


2. The address for NTIS is 

National Technical Information Service 
5285 Port Royal Road 
Springfield, Virginia 22161 


13. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

14. This five-digit number is the microfiche on which 
this document ends. 

15. The three-digit portion of this entry is the number 
of the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by 
Accession Number within category. Indented items pre¬ 
ceded by a dash are enclosures to unindented items. 


To place orders for or to obtain price information about 
NRC publications at NTIS, either write to NITS or call 
the Sales Desk at (703) 487-4650. Specify the NRC re¬ 
port number and title when you place your order. Publi¬ 
cations can be charged to American Express, Visa, or 
Mastercard credit cards; supply the charge card number 
when placing your order. 

3. The address for the PDR is 

2120 L Street, NW., Lower Level 
Washington, DC 20555 

To place orders, either write to the NRC PDR or call 
(202) 634-3273. When ordering documents listed in this 
publication, please identify the Document Accession 
Number for each citation. Paper copy and microfiche of 
the documents listed in this title list may be purchased. 
Reproduction charges and method of payment, based on 
the current reproduction contract, are obtainable from 
the PDR. 
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ARRANGEMENT OF STEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 
27 

27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 1 

DOCKET UNKNOWN 1 

Domestic Licensing of Source Material - 
Docket 40 

40-0017 DOW CHEMICAL CO., MIDLAND, Ml 1 

40-0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-0577 MARTIN MARIETTA CORP., BALTIMORE, 1 

MD 

40-0672 NUCLEAR METALS, INC., CONCORD, MA 2 

40-0959 MAGNESIUM ELECTRON, INC., 2 

FLEMINGTON, NJ 

40-1162 WESTERN NUCLEAR, INC., LAKEWOOD, 4 

CO 

40-1341 TENNESSEE VALLEY AUTHORITY, 4 

CHATTANOOGA, TN 

40-1478 KERR-MCGEE OIL INDUSTRIES, INC., 4 

OKLAHOMA CITY, OK 

40-2259 PATHFINDER MINES CORP., RIVERTON, 4 

WY 

40-3392 ALLIED-SIGNAL, INC., MORRISTOWN, NJ 4 

40-3453 ATLAS MINERALS, INC., DENVER, CO 4 

40-4492 AMERICAN NUCLEAR CORP., CASPER, 4 

WY 

40-6622 PATHFINDER MINES CORP., SHIRLEY 4 

BASIN, WY 

40-6659 PETROTOMICS CO., SHIRLEY BASIN, 4 

WY 

40-7102 SHIELDALLOY METALLURGICAL CORP., 4 

NEWFIELD, NJ 

40-7402 CHEMETRON CORP., CHICAGO, IL 4 

40-7455 WHITTAKER CORP., LOS ANGELES, CA 4 

40-7604 BP CHEMICALS AMERICA, INC., LIMA, 5 

OH 

40-8027 SEQUOYAH FUELS CORP., GORE, OK 5 

40-8035 COTTER CORP., ROSWELL, NM 6 

40-8084 RIO ALGOM MINING CORP., MOAB, UT 6 

40-8102 EXXON CO., USA, HOUSTON, TX 6 

40-8452 BEAR CREEK URANIUM CO., CASPER, 7 

WY 

40-8502 TOTAL MINERALS CORP., CASPER, WY 7 

40-8584 MINERALS EXPLORATION CO., LOS 7 

ANGELES, CA 

40-8621 NUCLEAR RESEARCH CORP., 7 

WARRINGTON, PA 

40-8681 UMETCO MINERALS CORP., GRAND 7 

JUNCTION, CO 


Docket Name Page 

40-8698 PLATEAU RESOURCES, LTD., GRAND 7 

JUNCTION, CO 

40-8716 U.S. COAST GUARD, WASHINGTON, DC 7 

40-8724 CHEMETRON CORP., CHICAGO, IL 7 

40-8727 KERR-MCGEE NUCLEAR CORP., 8 

OKLAHOMA CITY, OK 

40-8768 KERR-MCGEE NUCLEAR CORP., 8 

OKLAHOMA CITY, OK 

40-8794 MOLYCORP, INC., LOS ANGELES, CA 8 

40-8801 WESTLAKE LANDFILL, NORTHBROOK, 8 

IL 

40-8820 AMAX, INC., GOLDEN, .CO 8 

40-8857 POWER RESOURCES, INC., GLENROCK, 8 

WY 

40-8902 ARCO COAL CO. DIV. (ATLANTIC 8 

RICHFIELD CO.), GRANTS, NM 

40-8903 HOMESTAKE MINING CO., GRANTS, NM 8 

40-8904 BP AMERICA, INC., CLEVELAND, OH 8 

40-8905 QUIVIRA MINING CO., GRANTS, NM 8 

40-8907 UNC MINING & MILLING (DIV. OF 9 

UNITED NUCLEAR CORP.), 

40-8914 ENERGY, DEPT. OF, SCOVILLE, ID 9 

40-8943 FERRET EXPLORATION CO. OF 9 

NEBRASKA, DENVER, CO 

40-8958 URANERZ USA, INC., CASPER, WY 9 

40-8964 SEQUOYAH FUELS CORP., OKLAHOMA 9 

CITY, OK 

40-8980 HERITAGE MINERALS, INC., 9 

LAKEHURST, NJ 

40-8981 URANERZ USA, INC., CASPER, WY 9 

40-8989 ENVIROCARE OF UTAH, INC., SALT 9 

LAKE CITY, UT 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 9 

50-3 INDIAN POINT STATION, UNIT 1 10 

50-10 DRESDEN NUCLEAR POWER STATION, 10 

UNIT 1 

50-16 ENRICO FERMI ATOMIC POWER PLANT, 10 

UNIT 1 

50-20 MASSACHUSETTS INSTITUTE OF 10 

TECHNOLOGY RESEARCH REACTOR 

50-29 YANKEE-ROWE NUCLEAR POWER 10 

STATION 

50-39 CURTISS-WRIGHT RESEARCH 11 

REACTOR 

50-54 CINTICHEM 12 

50-62 UNIV. OF VIRGINIA RESEARCH 12 

REACTOR 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-72 

UNIV. OF UTAH RESEARCH REACTOR 

12 

50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

4 

16 

50-73 

GENERAL ELECTRIC NUCLEAR TEST 

12 


1 



REACTOR 


50-213 

HADDAM NECK PLANT 

17 

50-83 

UNIV. OF FLORIDA TRAINING REACTOR 

12 

50-219 

OYSTER CREEK NUCLEAR POWER 

19 





PLANT 


50-87 

WESTINGHOUSE CRITICAL 

12 





EXPERIMENT 


50-220 

NINE MILE POINT NUCLEAR STATION, 

20 





UNIT 1 


50-89 

GENERAL ATOMICS 

12 







50-225 

RPI CRITICAL EXPERIMENT 

21 

50-94 

ROCKWELL INTERNATIONAL 

12 





RESEARCH REACTOR 


50-228 

AEROTEST RADIOGRAPHY & 

22 





RESEARCH REACTOR 


50-98 

UNIV. OF DELAWARE RESEARCH 

13 





REACTOR 


50-237 

DRESDEN NUCLEAR POWER STATION, 

22 





UNIT 2 


50-101 

PAWLING RESEARCH REACTOR 

13 







50-238 

NUCLEAR SHIP SAVANNAH 

23 

50-106 

OREGON STATE UNIV. RESEARCH 

13 





REACTOR 


50-243 

OREGON STATE UNIV. RESEARCH 

23 





REACTOR 


50-108 

ALLIS-CHALMERS MFG. CO. CRITICAL 

13 





ASSEMBLY 


50-244 

ROBERT EMMET GINNA NUCLEAR 

23 





PLANT, UNIT 1 


50-111 

NORTH CAROLINA STATE UNIV. 

13 





RESEARCH REACTOR 


50-245 

MILLSTONE NUCLEAR POWER 

24 





STATION, UNIT 1 


50-112 

UNIV. OF OKLAHOMA RESEARCH 

13 





REACTOR 


50-247 

INDIAN POINT STATION, UNIT 2 

26 

50-113 

UNIV. OF ARIZONA RESEARCH 

13 

50-249 

DRESDEN NUCLEAR POWER STATION, 

26 


REACTOR 



UNIT 3 


50-114 

WILLIAM MARSH RICE UNIV. RESEARCH 

13 

50-250 

TURKEY POINT PLANT, UNIT 3 

27 


REACTOR 








50-251 

TURKEY POINT PLANT, UNIT 4 

28 

50-122 

UNIV. OF WYOMING RESEARCH 

13 





REACTOR 


50-254 

QUAD-CITIES STATION, UNIT 1 

29 

50-123 

UNIV. OF MISSOURI RESEARCH 

13 

50-255 

PALISADES NUCLEAR PLANT 

30 


REACTOR-ROLLA 








50-259 

BROWNS FERRY NUCLEAR POWER 

32 

50-124 

VIRGINIA POLYTECHNIC INSTITUTE 

13 


STATION, UNIT 1 



TRAINING REACTOR 








50-260 

BROWNS FERRY NUCLEAR POWER 

33 

50-128 

TEXAS A&M UNIV. RESEARCH 

13 


STATION, UNIT 2 



REACTOR 








50-261 

H.B. ROBINSON PLANT, UNIT 2 

34 

50-133 

HUMBOLDT BAY POWER PLANT, UNIT 3 

13 







50-263 

MONTICELLO NUCLEAR GENERATING 

35 

50-134 

WORCESTER POLYTECHNIC INSTITUTE 

14 


PLANT 



RESEARCH REACTOR 








50-265 

QUAD-CITIES STATION, UNIT 2 

36 

50-141 

STANFORD UNIV. RESEARCH REACTOR 

14 







50-266 

POINT BEACH NUCLEAR PLANT, UNIT 1 

37 

50-146 

SAXTON NUCLEAR EXPERIMENTAL 

14 





FACILITY 


50-267 

FORT ST. VRAIN NUCLEAR 

38 





GENERATING STATION 


50-150 

OHIO STATE UNIV. RESEARCH 

14 





REACTOR 


50-269 

OCONEE NUCLEAR STATION, UNIT 1 

40 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

14 

50-270 

OCONEE NUCLEAR STATION, UNIT 2 

41 

50-156 

UNIV. OF WISCONSIN RESEARCH 

15 

50-271 

VERMONT YANKEE NUCLEAR POWER 

41 


REACTOR 



STATION 


50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 

15 

50-272 

SALEM NUCLEAR GENERATING 

42 


RESEARCH REACTOR 



STATION, UNIT 1 


50-163 

GENERAL ATOMICS 

15 

50-274 

U.S. GEOLOGICAL SURVEY RESEARCH 

43 

50-170 

ARMED FORCES RADIOBIOLOGY 

15 


REACTOR 



RESEARCH INSTITUTE 


50-275 

DIABLO CANYON NUCLEAR POWER 

43 





PLANT, UNIT 1 


50-171 

PEACH BOTTOM ATOMIC POWER 

15 





STATION, UNIT 1 


50-277 

PEACH BOTTOM ATOMIC POWER 

45 

50-174 

PENNSYLVANIA STATE RESEARCH 

16 


STATION, UNIT 2 



REACTOR 


50-278 

PEACH BOTTOM ATOMIC POWER 

47 

50-186 

UNIV. OF MISSOURI RESEARCH 

16 


STATION, UNIT 3 



REACTOR-COLUMBIA 


50-280 

SURRY POWER STATION, UNIT 1 

48 
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Docket Name Page 

50-281 SURRY POWER STATION, UNIT 2 49 

50-282 PRAIRIE ISLAND NUCLEAR STATION, 50 

UNIT 1 

50-284 IDAHO STATE UNIV. RESEARCH 51 

REACTOR 

50-285 FORT CALHOUN STATION, UNIT 1 51 

50-286 INDIAN POINT STATION, UNIT 3 52 

50-287 OCONEE NUCLEAR STATION, UNIT 3 53 

50-289 THREE MILE ISLAND NUCLEAR 53 

STATION, UNIT 1 

50-293 PILGRIM NUCLEAR POWER STATION, 54 

UNIT 1 

50-295 ZION NUCLEAR POWER STATION, UNIT 55 

1 

50-296 BROVyNS FERRY NUCLEAR POWER 56 

STATION, UNIT 3 

50-298 COOPER NUCLEAR STATION 57 

50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 58 

50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 59 

3 

50-304 ZION NUCLEAR POWER STATION, UNIT 60 

2 

50-305 KEWAUNEE NUCLEAR POWER PLANT 62 

50-306 PRAIRIE ISLAND NUCLEAR STATION, 62 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PLANT 63 

50-310 FLORIDA POWER CO. 64 

50-311 SALEM NUCLEAR GENERATING 65 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 66 

STATION 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 67 

50-315 DONALD C. COOK NUCLEAR POWER 68 

PLANT, UNIT 1 

50-316 DONALD C. COOK NUCLEAR POWER 69 

PLANT, UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 69 

PLANT, UNIT 1 

50-318 CALVERT CLIFFS NUCLEAR POWER 71 

PLANT, UNIT 2 

50-320 THREE MILE ISLAND NUCLEAR 72 

STATION, UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 73 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 74 

50-323 DIABLO CANYON NUCLEAR POWER 75 

PLANT, UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PLANT, 76 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PLANT, 78 

UNIT 1 

50-327 SEQUOYAH NUCLEAR PUNT, UNIT 1 79 

50-328 SEQUOYAH NUCLEAR PUNT, UNIT 2 81 


Docket Name Page 

50-329 MIDUND PUNT, UNIT 1 82 

50-330 MIDUND PUNT, UNIT 2 82 

50-331 DUANE ARNOLD ENERGY CENTER 82 

50-332 BARNWELL REPROCESSING PUNT 83 

50-333 JAMES A. FITZPATRICK NUCLEAR 83 

POWER PLANT 

50-334 BEAVER VALLEY POWER STATION, 84 

UNIT 1 

50-335 ST. LUCIE PUNT, UNIT 1 85 

50-336 MILLSTONE NUCLEAR POWER 85 

STATION, UNIT 2 

50-338 NORTH ANNA POWER STATION, UNIT 1 87 

50-339 NORTH ANNA POWER STATION, UNIT 2 88 

50-341 ENRICO FERMI ATOMIC POWER PUNT, 89 

UNIT 2 

50-344 TROJAN NUCLEAR PLANT 90 

50-346 DAVIS-BESSE NUCLEAR POWER 91 

STATION, UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PUNT, 92 

UNIT 1 

50-352 LIMERICK GENERATING STATION, UNIT 94 

1 

50-353 LIMERICK GENERATING STATION, UNIT 95 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 96 

1 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 97 

2 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 98 

3 

50-364 JOSEPH M. FARLEY NUCLEAR PUNT, 100 

UNIT 2 

50-366 EDWIN I. HATCH NUCLEAR PUNT, UNIT 101 

2 

50-368 ARKANSAS NUCLEAR ONE, UNIT 2 102 

50-369 WILLIAM B. MCGUIRE NUCLEAR 102 

STATION, UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 104 

STATION, UNIT 2 

50-373 LASALLE COUNTY STATION, UNIT 1 105 

50-374 USALLE COUNTY STATION, UNIT 2 106 

50-382 WATERFORD GENERATING STATION, 106 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 107 

STATION, UNIT 1 

50-388 SUSQUEHANNA STEAM ELECTRIC 108 

STATION, UNIT 2 

50-389 ST. LUCIE PUNT, UNIT 2 109 

50-390 WATTS BAR NUCLEAR PUNT, UNIT 1 110 

50-391 WATTS BAR NUCLEAR PUNT, UNIT 2 112 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 113 

UNIT 1 
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Docket 

Name 

Page 

50-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

114 

50-400 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

115 

50-401 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 2 

116 

50-403 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 4 

116 

50-407 

UNIV. OF UTAH RESEARCH REACTOR 

116 

50-409 

LA CROSSE BOILING WATER REACTOR 

117 

50-410 

NINE MILE POINT NUCLEAR STATION, 
UNIT 2 

117 

50-412 

BEAVER VALLEY POWER STATION, 

UNIT 2 

118 

50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

119 

50-414 

CATAWBA NUCLEAR STATION, UNIT 2 

121 

50-416 

GRAND GULF NUCLEAR STATION, UNIT 

1 

122 

50-417 

GRAND GULF NUCLEAR STATION, UNIT 

2 

123 

50-423 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 3 

123 

50-424 

ALVIN W. VOGTLE NUCLEAR PLANT, 

UNIT 1 

125 

50-425 

ALVIN W. VOGTLE NUCLEAR PLANT, 

UNIT 2 

126 

STN-5Q- 

437 

FLOATING NUCLEAR PLANT 

127 

50-438 

BELLEFONTE NUCLEAR PLANT, UNIT 1 

127 

50-439 

BELLEFONTE NUCLEAR PLANT, UNIT 2 

128 

50-440 

PERRY NUCLEAR POWER PLANT, UNIT 

1 

128 

50-441 

PERRY NUCLEAR POWER PLANT, UNIT 

2 

129 

50-443 

SEABROOK NUCLEAR STATION, UNIT 1 

129 

50-444 

SEABROOK NUCLEAR STATION, UNIT 2 

131 

50-445 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

132 

50-446 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

134 

STN-50- 

454 

BYRON STATION, UNIT 1 

135 

STN-50- 

455 

BYRON STATION, UNIT 2 

136 

STN-50- 

456 

BRAIDWOOD STATION, UNIT 1 

137 

STN-50- 

457 

BRAID WOOD STATION, UNIT 2 

138 

50-458 

RIVER BEND STATION, UNIT 1 

139 

50-459 

RIVER BEND STATION, UNIT 2 

140 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

140 

50-461 

CLINTON POWER STATION, UNIT 1 

140 

STN-50- 

482 

WOLF CREEK GENERATING STATION 

141 


Docket 

Name 

Page 

STN-50- 

483 

CALLAWAY PLANT, UNIT 1 

142 

STN-50- 

498 

SOUTH TEXAS PROJECT, UNIT 1 

143 

STN-50- 

499 

SOUTH TEXAS PROJECT, UNIT 2 

144 

STN-50- 

508 

WPPSS NUCLEAR PROJECT, UNIT 3 

145 

STN-50- 

518 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

145 

STN-50- 

519 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

145 

STN-50- 

520 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

145 

STN-50- 

521 

HARTSVILLE NUCLEAR PLANT, UNIT 4 

145 

STN-50- 

528 

PALO VERDE NUCLEAR STATION, UNIT 

1 

146 

STN-50- 

529 

PALO VERDE NUCLEAR STATION, UNIT 

2 

147 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

148 

STN-50- 

560 

BOPSSAR 

150 

50-601 

RESAR SP/90 

150 

50-602 

UNIV. OF TEXAS RESEARCH REACTOR 

150 

STN-50- 

605 

GE ADVANCED BWR DESIGN 

150 

50-606 

ARKANSAS TECH UNIV., UNIT 1 

150 

52-002 

SYSTEM 80+ STANDARDIZED 

NUCLEAR POWER PLANT DES., 

150 

DOCKET 

UNKNOWN 

150 

Domestic Licensing of Special Nuclear 

Material - Docket 70 


70-0008 

BATTELLE COLUMBUS DIV. (BATTELLE 
MEMORIAL INSTITUTE), 

150 

70-0025 

ROCKETDYNE DIV. (ROCKWELL 
INTERNATIONAL CORP.), CANOGA 

151 

70-0027 

BABCOCK & WILCOX CO., LYNCHBURG, 
VA 

151 

70-0028 

BABCOCK & WILCOX CO., ALLIANCE, 

OH 

151 

70-0036 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

151 

70-0058 

MARTIN MARIETTA CORP., BALTIMORE, 
MD 

151 

70-0135 

BABCOCK & WILCOX CO., APOLLO, PA 

151 

70-0143 

NUCLEAR FUEL SERVICES, INC., 

ERWIN, TN 

151 

70-0157 

TEXAS, UNIV. OF, AUSTIN, TX 

152 

70-0270 

MISSOURI, UNIV. OF, COLUMBIA, MO 

152 

70-0343 

RUTGERS STATE UNIV., NEW 
BRUNSWICK, NJ 

153 
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Docket 
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Page 

70-0364 

BABCOCK & WILCOX CO., PARKS 
TOWNSHIP, PA 

153 

71-0428 

BILL MILLER, INC. 

156 



71-0429 

QC LABORATORIES, INC. 

156 

70-0371 

UNC, INC., UNCASVILLE, CT 

153 

71-0435 

MORTON THIOKOL, INC., HUNTSVILLE 

156 

70-0398 

COMMERCE, DEPT. OF, WASHINGTON, 

DC 

153 


DIV. 




71-0437 

ADVEX CORP. 

156 

70-0687 

CINTICHEM, INC., TUXEDO, NY 

153 

71-0438 

GENERAL MOTORS CORP. 

156 

• 70-0698 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

154 

71-0440 

PROFESSIONAL SERVICE INDUSTRIES, 

157 




INC. 


70-0712 

KERR-MCGEE NUCLEAR CORP., 

154 

71-0441 

LUKENS STEEL CO. 



OKLAHOMA CITY, OK 

157 

70-0734 

GENERAL ATOMICS, SAN DIEGO, CA 

154 

71-0445 

GENERAL MOTORS CORP. 

157 

70-0820 

UNC RECOVERY SYSTEMS (UNITED 

154 

71-0448 

MET LAB, INC. 

157 


NUCLEAR CORP.), WOOD RIVER 


71-0454 

THERATRONICS INTERNATIONAL, LTD. 

157 

70-0824 

BABCOCK & WILCOX CO., LYNCHBURG, 
VA 

154 

71-0496 

SCIENTIFIC ECOLOGY GROUP, INC. 

157 

70-0874 

JAMES MADISON UNIV., 

154 

71-0592 

BRAUN ENGINEERING TESTING, INC. 

157 


HARRISONBURG, VA 


71-0594 

MARTIN MARIETTA ORDNANCE 

157 

70-090? 

GENERAL ATOMIC CO., NEW HAVEN, 

154 


SYSTEMS, INC. 



CT 


71-0595 

AKRON INDUSTRIAL SERVICES, INC. 

157 

70-0920 

RENSSELAER POLYTECHNIC 

154 

71-0596 

STANDARD TESTING & ENGINEERING 

157 


INSTITUTE, TROY, NY 


CO. 


70-0938 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY, CAMBRIDGE, MA 

154 

71-0600 

SHAFER VALVE CO. 

157 

70-1100 


71-0602 

APPLIED RADIANT ENERGY CORP. 

157 

COMBUSTION ENGINEERING, INC., 

155 



WINDSOR, CT 


71-0603 

JAN X-RAY SERVICES, INC. 

157 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON, 
NC 

155 

71-0604 

LOUISIANA POWER & LIGHT CO. 

157 



71-0700 

BRAUNKHOLE TRANSPORT U.S.A., INC. 

157 

70-1151 

WESTINGHOUSE ELECTRIC CORP., 

155 


CCC INTERNATIONAL, INC. 

157 


COLUMBIA, SC 

71-0719 

70-1201 

B&W FUEL CO., LYNCHBURG, VA 

155 

71-0720 

NORTHEAST IOWA COMMUNITY 
COLLEGE 

157 

70-1308 

GENERAL ELECTRIC CO., SAN JOSE, CA 

155 


158 


71-0721 

QUALITY SYSTEMS, NDE, LTD. 

70-3026 

VIRGINIA MILITARY INSTITUTE, 
LEXINGTON, VA 

155 

71-4909 

MODEL: GE-21PF-1 &W-21PF-1, 

158 




GENERAL ELECTRIC CO. 


70-3051 

TRANSNUCLEAR, INC., AIKEN, SC 

155 

71-4986 

MODEL: RA-2, RA-3, GENERAL 

158 

70-3070 

LOUISIANA ENERGY SERVICES, 
WASHINGTON, DC 

155 

71-5059 

ELECTRIC CO. 

MODEL: NFS-URANYL NIT., NUCLEAR 

158 


FUEL SERVICES, INC. 


Packaging of Radioactive Material for 




Transport and Transportation of Radioactive 


71-5088 

MODEL: D34710-1, D34710-2, BABCOCK 

158 

Material Under Certain Conditions - Docket 71 



& WILCOX CO. 


71-0102 

SOURCE PRODUCTION & EQUIPMENT 

156 

71-5450 

MODEL: RCC, -1, -2, -3, -4, 

158 


CO., INC. 


WESTINGHOUSE ELECTRIC CORP. 


71-0138 

BATTELLE COLUMBUS LABORATORIES 

156 

71-5468 

MODEL: NFS-IX-A, NUCLEAR FUEL 

158 



SERVICES, INC. 


71-0164 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY 

156 

71-5797 

MODEL: INNER & OUTER HFIR UN, 

158 




ENERGY, DEPT. OF 


71-0168 

NEW YORK TESTING LABORATORIES, 

INC. 

156 

71-5805 

MODEL: CNS 3-55, CHEM-NUCLEAR 

158 

71-0179 

156 

71-5908 

SYSTEMS, INC. 

MODEL: DOT-6M TYPE B, BABCOCK & 

158 

NUCLEAR CONTAINERS, INC. 

71-0335 

BURLINGTON, CITY OF, NC 

156 


WILCOX CO. 


71-0393 

VOITH HYDRO, INC. 

156 

71-5910 

MODEL: NNFD-SA-2, BABCOCK & 

158 



WILCOX CO. 


71-0402 

C&R LABORATORIES 

156 

71-5916 

MODEL: 2501, GENERAL ELECTRIC 

158 

71-0415 

DUQUESNE LIGHT CO. 

156 


CORP. 


71-0425 

QUAD CITY TESTING LABORATORY 

156 

71-5939 

MODEL: 1500, GENERAL ELECTRIC CO. 

158 
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Docket Name P®9® 

71-5950 MODEL: BCL-4, BATTELLE COLUMBUS 158 

LABORATORY 

71-5971 MODEL: IPO-200, GENERAL ELECTRIC 158 

CO 

71-6144 MODEL: B-2, U.S. ECOLOGY, INC. 158 

71-6206 MODEL: MODEL B, B&W FUEL CO. 158 

71-6244 MODEL: CNS 4-85, CHEM-NUCLEAR 158 

SYSTEMS, INC. 

71-6280 MODEL: A-0109, J.L. SHEPHERD & 158 

ASSOCIATES 

71-6294 MODEL: UNC-2901, COMBUSTION 158 

ENGINEERING, INC. 

71-6346 MODEL FSV-1 & FSV-1 A, PUBLIC 158 

SERVICE CO. OF COLORADO 

71-6347 MODEL: FSV-3, GENERAL ATOMICS 159 

71-6458 MODEL: BU-5, GENERAL ELECTRIC CO. 159 

71-6574 MODEL: HN-200, SCIENTIFIC ECOLOGY 159 

GROUP, INC. 

71-6581 MODEL: 51032-1 & 1 A, ADVANCED 159 

NUCLEAR FUELS CORP. 

71-6601 MODEL: CNS 8-120 A, CHEM-NUCLEAR 159 

SYSTEMS, INC. 

71-6642 MODEL: 4.5 TON CF, ENERGY, DEPT. OF 159 

71-6697 MODEL: GE-8500, ENERGY, DEPT. OF 159 

71 -6717 MODEL: 6717-B, AMERSHAM CORP. 159 

71-6786 MODEL: URIPS-8A & URIPS-8B, NAVY, 159 

DEPT. OF 

71-9006 MODEL: Al 500 SU, AMERSHAM CORP. 159 

71-9007 MODEL: Al 520, AMERSHAM CORP. 159 

71-9010 MODEL: NLI-1/2, NUCLEAR ASSURANCE 159 

CORP. 

71-9011 MODEL: E-MEH-00-00004, ADVANCED 159 

MEDICAL SYSTEMS, INC. 

71-9016 MODEL: TN-9, TRANSNUCLEAR, INC. 159 

71-9023 MODEL: NLI-10/24, NUCLEAR 159 

ASSURANCE CORP. 

71 -9024 MODEL STL-201, ST. LOUIS TESTING 159 

LABORATORIES 

71 -9027 MODEL 741 & 741E, AMERSHAM CORP. 159 

71 -9030 MODEL: SENTINEL-8, -3 & MW-3000, 159 

TELEDYNE ENERGY 

71-9032 MODEL: 650, AMERSHAM CORP. 160 

71 -9033 MODEL 660, 660B & 660E, AMERSHAM 160 

CORP. 

71-9035 MODEL 680 & 680E, AMERSHAM CORP. 160 

71-9039 MODEL: 715, AMERSHAM CORP. 160 

71-9044 MODEL: 1600, GENERAL ELECTRIC CO. 160 

71-9056 MODEL SPEC 2-T, SOURCE 160 

PRODUCTION & EQUIPMENT CO., 

71-9067 MODEL: BCL-3, BATTELLE COLUMBUS 160 

LABORATORY 

71-9068 MODEL: BCL-2, BATTELLE COLUMBUS 160 

LABORATORY 


Docket Name Page 

71-9069 MODEL: MO-1, WESTINGHOUSE 160 

ELECTRIC CORP. 

71-9073 MODEL: LN-142, SCIENTIFIC ECOLOGY 160 

GROUP, INC. 

71-9079 MODEL NUPAC 14D-2.0, NUCLEAR 160 

PACKAGING, INC. 

71-9081 MODEL: CNS 1-13C, CHEM-NUCLEAR 160 

SYSTEMS, INC. 

71-9086 MODEL: HN-190-1, SCIENTIFIC 160 

ECOLOGY GROUP, INC. 

71-9089 MODEL: HN 194S, SCIENTIFIC ECOLOGY 160 

GROUP, INC. 

71-9094 MODEL: CNS 14-195-H, CHEM-NUCLEAR 161 

SYSTEMS, INC. 

71 -9096 MODEL: CNS 21 -300, CHEM-NUCLEAR 161 

SYSTEMS, INC. 

71-9105 MODEL: CNS 6-101, CHEM-NUCLEAR 161 

SYSTEMS, INC. 

71-9111 MODEL: CNS 6-80-2 & 2A, CHEM- 161 

NUCLEAR SYSTEMS, INC. 

71-9126 MODEL: 20, 20A, 50, & 50A, AMERSHAM 161 

CORP. 

71-9127 MODEL: 100, 100A, 200 & 200A, 161 

AMERSHAM CORP. 

71-9128 MODEL: C-8, AMERSHAM CORP. 161 

71-9134 MODEL: ETR, ENERGY, DEPT. OF 161 

71-9135 MODEL: CENTURY S & SA, CENTURY 161 

UNIVERSAL S & SA, 

71-9139 MODEL: 589, GENERAL ELECTRIC CO. 161 

71-9143 MODEL: 920, AMERSHAM CORP. 161 

71-9147 MODEL: 850, AMERSHAM CORP. 161 

71-9149 MODEL: 910, AMERSHAM CORP. 161 

71-9151 MODEL: HN-100 SERIES 3, ET AL, 161 

SCIENTIFIC ECOLOGY 

71-9154 MODEL: 858, AMERSHAM CORP. 161 

71-9156 MODEL: IR-50, INDUSTRIAL NUCLEAR 161 

CO. 

71-9159 MODEL: NUPAC 14/190H, L& M, LN-14- 161 

170H, L&M, NUCLEAR 

71-9165 MODEL: 855, AMERSHAM CORP. 161 

71-9168 MODEL: CNS 8-120B, CHEM-NUCLEAR 161 

SYSTEMS. INC. 

71-9176 MODEL: NUPAC 14/21 OH & L, ET AL, 162 

NUCLEAR PACKAGING, 

71-9184 MODEL: PAS-1, NUCLEAR PACKAGING, 162 

INC. 

71-9191 MODEL: ORNL & BNL UNIRR FUEL, 162 

ENERGY, DEPT. OF 

71 -9192 MODEL: AP-300 TYPE A, ANEFCO, INC. 162 

71-9196 MODEL: UX-30, NUCLEAR PACKAGING, 162 

INC. 

71-9205 MODEL: SENTINEL 5S, TELEDYNE 162 

ENERGY SYSTEMS 
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Page 

71-9208 

MODEL: 10-142, NUCLEAR PACKAGING, 

162 

71-9853 

MODEL: ORNL, BNL & NBS UNIR. 

162 


INC. 



CONT., ENERGY, DEPT. OF 


71-9216 

MODEL: CNS 1-13G, CHEM-NUCLEAR 

162 

71-9932 

MODEL: UC-609, ENERGY, DEPT. OF 

162 


SYSTEMS, INC. 





71-9218 

MODEL: TRUPACT-II, ENERGY, DEPT. 

162 

Licensing of Independent Spent Fuel Storage 



OF 


- Docket 72 



71-9222 

MODEL: 14-215, SCIENTIFIC ECOLOGY 

162 

72-0001 

GENERAL ELECTRIC CO., MORRIS 

162 


GROUP, INC. 



OPERATIONS, 70-1308 


71-9224 

MODEL: HN-190-2, SCIENTIFIC 

162 

72-0002 

VIRGINIA ELECTRIC & POWER CO., 50- 

162 


ECOLOGY GROUP, INC. 



280 & 50-281 


71-9225 

MODEL: NAC-LWT, NUCLEAR 

162 

72-0006 

CAROLINA POWER & LIGHT CO., 50-324 

163 


ASSURANCE CORP. 



& 50-325 


71-9233 

MODEL: TN-RAM, TRANSNUCLEAR, INC. 

162 

72-0009 

PUBLIC SERVICE CO. OF COLORADO, 

163 





50-267 


71-9234 

MODEL: NCI-21 PF-1, NUCLEAR 

162 





CONTAINERS, INC. 


72-0010 

NORTHERN STATES POWER CO., 50- 

163 





282 & 50-306 


71-9786 

MODEL: S3G CBDCA, ENERGY, DEPT. 

162 





OF 


72-1007 

MODEL: VSC-24, PACIFIC SIERRA 

163 
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ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name Docket Page 

Low Level Radwaste Disposal Sites - 
Docket 27 

RICHLAND, WA, U.S. ECOLOGY, INC. 27-048 1 

Domestic Licensing of Source Material - 
Docket 40 

ALLIED-SiGNAL, INC., MORRISTOWN, NJ 40-3392 4 

AMAX, INC., GOLDEN, CO 40-8820 8 

AMERICAN NUCLEAR CORP., CASPER, WY 40-4492 4 

ARCO COAL CO. DIV. (ATLANTIC RICHFIELD 40-8902 8 

CO.), GRANTS, NM 

ATLAS MINERALS, INC., DENVER, CO 40-3453 4 

BEAR CREEK URANIUM CO., CASPER, WY 40-8452 7 

BP AMERICA, INC., CLEVELAND, OH 40-8904 8 

BP CHEMICALS AMERICA, INC., LIMA, OH 40-7604 5 

CHEMETRON CORP., CHICAGO, IL 40-8724 7 

CHEMETRON CORP., CHICAGO, IL 40-7402 4 

COTTER CORP., ROSWELL, NM 40-8035 6 

DOW CHEMICAL CO., MIDLAND, Ml 40-0017 1 

ENERGY, DEPT. OF, SCOVILLE, ID 40-8914 9 

ENVIROCARE OF UTAH, INC., SALT LAKE 40-8989 9 

CITY, UT 

EXXON CO., USA, HOUSTON, TX 40-8102 6 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8943 9 

DENVER, CO 

HERITAGE MINERALS, INC., LAKEHURST, 40-8980 9 

NJ 

HOMESTAKE MINING CO., GRANTS, NM 40-8903 8 

KERR-MCGEE NUCLEAR CORP., 40-8768 8 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8727 8 

OKLAHOMA CITY, OK 

KERR-MCGEE OIL INDUSTRIES, INC., 40-1478 4 

OKLAHOMA CITY, OK 

MAGNESIUM ELECTRON, INC., 40-0959 2 

FLEMINGTON, NJ 

MARTIN MARIETTA CORP., BALTIMORE, MD 40-0577 1 

MINERALS EXPLORATION CO., LOS 40-8584 7 

ANGELES, CA 

MOLYCORP, INC., LOS ANGELES, CA 40-8794 8 

NUCLEAR METALS, INC., CONCORD, MA 40-0672 2 

NUCLEAR RESEARCH CORP., 40-8621 7 

WARRINGTON, PA 

PATHFINDER MINES CORP., RIVERTON, WY 40-2259 4 

PATHFINDER MINES CORP., SHIRLEY 40-6622 4 

BASIN, WY 

PETROTOMICS CO., SHIRLEY BASIN, WY 40-6659 4 


Name Docket Page 

PLATEAU RESOURCES, LTD., GRAND 40-8698 7 

JUNCTION, CO 

POWER RESOURCES, INC., GLENROCK, WY 40-8857 8 

QUIVIRA MINING CO., GRANTS, NM 40-8905 8 

RIO ALGOM MINING CORP., MOAB, UT 40-8084 6 

SEQUOYAH FUELS CORP., GORE, OK 40-8027 5 

SEQUOYAH FUELS CORP., OKLAHOMA 40-8964 9 

CITY, OK 

SHIELDALLOY METALLURGICAL CORP., 40-7102 4 

NEWFIELD, NJ 

TENNESSEE VALLEY AUTHORITY, 40-1341 4 

CHATTANOOGA, TN 

TOTAL MINERALS CORP., CASPER, WY 40-8502 7 

U.S. COAST GUARD, WASHINGTON, DC 40-8716 7 

UMETCO MINERALS CORP., GRAND 40-8681 7 

JUNCTION, CO 

UMETCO MINERALS CORP., RIVERTON, WY 40-0299 1 

UNC MINING & MILLING (DIV. OF UNITED 40-8907 9 

NUCLEAR CORP.), 

URANERZ USA, INC., CASPER, WY 40-8958 9 

URANERZ USA, INC., CASPER, WY 40-8981 9 

WESTERN NUCLEAR, INC., LAKEWOOD, CO 40-1162 4 

WESTLAKE LANDFILL, NORTHBROOK, IL 40-8801 8 

WHITTAKER CORP., LOS ANGELES, CA 40-7455 4 

Domestic Licensing of Production and 
Utilization Facilities - Docket 50 

AEROTEST RADIOGRAPHY & RESEARCH 50-228 22 

REACTOR 

ALLIS-CHALMERS MFG. CO. CRITICAL 50-108 13 

ASSEMBLY 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 50-424 125 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 50-425 126 

ARKANSAS NUCLEAR ONE, UNIT 1 50-313 67 

ARKANSAS NUCLEAR ONE, UNIT 2 50-368 102 

ARKANSAS TECH UNIV., UNIT 1 50-606 150 

ARMED FORCES RADIOBIOLOGY 50-170 15 

RESEARCH INSTITUTE 

BARNWELL REPROCESSING PLANT 50-332 83 

BEAVER VALLEY POWER STATION, UNIT 1 50-334 84 

BEAVER VALLEY POWER STATION, UNIT 2 50-412 118 

BELLEFONTE NUCLEAR PLANT, UNIT 1 50-438 127 

BELLEFONTE NUCLEAR PLANT, UNIT 2 50-439 128 

BIG ROCK POINT NUCLEAR PLANT 50-155 14 

BOPSSAR STN-50-560 150 

BR AIDWOOD STATION, UNIT 1 STN-50-456 137 

BRAIDWOOD STATION, UNIT 2 STN-50-457 138 
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Docket 

Page 

BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 1 

50-259 

32 

BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 2 

50-260 

33 

BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 3 

50-296 

56 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 1 

50-325 

78 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 2 

50-324 

76 

BYRON STATION, UNIT 1 STN-50-454 

135 

BYRON STATION, UNIT 2 STN-50-455 

136 

CALLAWAY PLANT, UNIT 1 STN-50-483 

142 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 1 

50-317 

69 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 2 

50-318 

71 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

119 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

121 

CINTICHEM 

50-54 

12 

CUNTON POWER STATION, UNIT 1 

50-461 

140 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

50-445 

132 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

50-446 

134 

COOPER NUCLEAR STATION 

50-298 

57 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

59 

CURTISS-WRIGHT RESEARCH REACTOR 

50-39 

11 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

91 

DIABLO CANYON NUCLEAR POWER PLANT, 
UNIT 1 

50-275 

43 

DIABLO CANYON NUCLEAR POWER PLANT, 
UNIT 2 

50-323 

75 

DONALD C. COOK NUCLEAR POWER 

PLANT, UNIT 1 

50-315 

68 

DONALD C. COOK NUCLEAR POWER 

PLANT, UNIT 2 

50-316 

69 

DRESDEN NUCLEAR POWER STATION, 

UNIT 1 

50-10 

10 

DRESDEN NUCLEAR POWER STATION, 

UNIT 2 

50-237 

22 

DRESDEN NUCLEAR POWER STATION, 

UNIT 3 

50-249 

26 

DUANE ARNOLD ENERGY CENTER 

50-331 

82 

EDWIN L HATCH NUCLEAR PLANT, UNIT 1 

50-321 

73 

EDWIN L HATCH NUCLEAR PLANT, UNIT 2 

50-366 

101 

ENRICO FERMI ATOMIC POWER PLANT, 

UNIT 1 

50-16 

10 

ENRICO FERMI ATOMIC POWER PLANT, 

UNIT 2 

50-341 

89 

FLOATING NUCLEAR PLANT STN-50-437 

127 

FLORIDA POWER CO. 

50-310 

64 


Name 

Docket 

Page 

FORD NUCLEAR REACTOR 

50-2 

9 

FORT CALHOUN STATION, UNIT 1 

50-285 

51 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

38 

GE ADVANCED BWR DESIGN 

STN-50-605 

150 

GENERAL ATOMICS 

50-163 

15 

GENERAL ATOMICS 

50-89 

12 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-73 

12 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

15 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

122 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

123 

H.B. ROBINSON PLANT, UNIT 2 

50-261 

34 

HADDAM NECK PLANT 

50-213 

17 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

STN-50-518 

145 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

STN-50-519 

145 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

STN-50-520 

145 

HARTSVILLE NUCLEAR PLANT, UNIT 4 

STN-50-521 

145 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

96 

HUMBOLDT BAY POWER PLANT, UNIT 3 

50-133 

13 

IDAHO STATE UNIV. RESEARCH REACTOR 

50-284 

51 

INDIAN POINT STATION, UNIT 1 

50-3 

10 

INDIAN POINT STATION, UNIT 2 

50-247 

26 

INDIAN POINT STATION, UNIT 3 

50-286 

52 

JAMES A. FITZPATRICK NUCLEAR POWER 
PLANT 

50-333 

83 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-348 

1 

92 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-364 

2 

100 

KEWAUNEE NUCLEAR POWER PLANT 

50-305 

62 

LA CROSSE BOILING WATER REACTOR 

50-409 

117 

LASALLE COUNTY STATION, UNIT 1 

50-373 

105 

LASALLE COUNTY STATION, UNIT 2 

50-374 

106 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

94 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

95 

MAINE YANKEE ATOMIC POWER PLANT 

50-309 

63 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

50-20 

10 

MIDLAND PLANT, UNIT 1 

50-329 

82 

MIDLAND PLANT, UNIT 2 

50-330 

82 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 1 

50-245 

24 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 2 

50-336 

85 

MILLSTONE NUCLEAR POWER STATION, 
UNIT 3 

50-423 

123 
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MONTICELLO NUCLEAR GENERATING 

PLANT 

50-263 

35 

NINE MILE POINT NUCLEAR STATION, UNIT 

1 

50-220 

20 

NINE MILE POINT NUCLEAR STATION, UNIT 

2 

50-410 

117 

NORTH ANNA POWER STATION. UNIT 1 

50-338 

87 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

88 

NORTH CAROLINA STATE UNIV. RESEARCH 
REACTOR 

50-111 

13 

NUCLEAR SHIP SAVANNAH 

50-238 

23 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 

40 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

41 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

53 

OHIO STATE UNIV. RESEARCH REACTOR 

50-150 

14 

OREGON STATE UNIV. RESEARCH 

REACTOR 

50-106 

13 

OREGON STATE UNIV. RESEARCH 

REACTOR 

50-243 

23 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

19 

PALISADES NUCLEAR PLANT 

50-255 

30 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

146 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

147 

PALO VERDE NUCLEAR STATION, UNIT 3 STN 

-50-530 

148 

PAWLING RESEARCH REACTOR 

50-101 

13 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

15 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

45 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-278 

47 

PENNSYLVANIA STATE RESEARCH 

REACTOR 

50-174 

16 

PERRY NUCLEAR POWER PLANT, UNIT 1 

50-440 

128 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

129 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

54 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

37 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

58 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

50 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

2 

50-306 

62 

QUAD-CITIES STATION, UNIT 1 

50-254 

29 

QUAD-CITIES STATION, UNIT 2 

50-265 

36 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

66 

RESAR SP/90 

50-601 

150 

RIVER BEND STATION, UNIT 1 

50-458 

139 

RIVER BEND STATION, UNIT 2 

50-459 

140 
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Docket 
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ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

23 

ROCKWELL INTERNATIONAL RESEARCH 
REACTOR 

50-94 

12 

RPI CRITICAL EXPERIMENT 

50-225 

21 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

42 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

65 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

16 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

97 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

98 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

50-146 

14 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

129 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

131 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

79 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

81 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

50-400 

115 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 2 

50-401 

116 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 4 

50-403 

116 

SHOREHAM NUCLEAR POWER STATION 

50-322 

74 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

143 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

144 

ST. LUCIE PLANT, UNIT 1 

50-335 

85 

ST. LUCIE PLANT, UNIT 2 

50-389 

109 

STANFORD UNIV. RESEARCH REACTOR 

50-141 

14 

SURRY POWER STATION, UNIT 1 

50-280 

48 

SURRY POWER STATION, UNIT 2 

50-281 

49 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

50-387 

107 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

108 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-128 

13 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

50-289 

53 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

72 

TROJAN NUCLEAR PLANT 

50-344 

90 

TURKEY POINT PLANT, UNIT 3 

50-250 

27 

TURKEY POINT PLANT, UNIT 4 

50-251 

28 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

43 

UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

13 

UNIV. OF DELAWARE RESEARCH REACTOR 50-98 

13 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

12 
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UNIV. OF MISSOURI RESEARCH REACTOR- 50-186 16 

COLUMBIA 

UNIV. OF MISSOURI RESEARCH REACTOR- 50-123 13 

ROLLA 

UNIV. OF OKLAHOMA RESEARCH 50-112 13 

REACTOR 

UNIV. OF TEXAS RESEARCH REACTOR 50-602 150 

UNIV. OF UTAH RESEARCH REACTOR 50-72 12 

UNIV. OF UTAH RESEARCH REACTOR 50-407 116 

UNIV. OF VIRGINIA RESEARCH REACTOR 50-62 12 

UNIV. OF WISCONSIN RESEARCH 50-156 15 

REACTOR 

UNIV. OF WYOMING RESEARCH REACTOR 50-122 13 

VERMONT YANKEE NUCLEAR POWER 50-271 41 

STATION 

VIRGIL C. SUMMER NUCLEAR STATION, 50-395 113 

UNIT 1 

VIRGINIA POLYTECHNIC INSTITUTE 50-124 13 

TRAINING REACTOR 

WATERFORD GENERATING STATION, UNIT 50-382 106 

3 

WATTS BAR NUCLEAR PLANT, UNIT 1 50-390 110 

WATTS BAR NUCLEAR PLANT, UNIT 2 50-391 112 

WESTINGHOUSE CRITICAL EXPERIMENT 50-87 12 

WILLIAM B. MCGUIRE NUCLEAR STATION, 50-369 102 

UNIT 1 

WILLIAM B. MCGUIRE NUCLEAR STATION, 50-370 104 

UNIT 2 

WILLIAM MARSH RICE UNIV. RESEARCH 50-114 13 

REACTOR 

WOLF CREEK GENERATING STATION STN-50-482 141 

WORCESTER POLYTECHNIC INSTITUTE 50-134 14 

RESEARCH REACTOR 

WPPSS NUCLEAR PROJECT, UNIT 1 50-460 140 

WPPSS NUCLEAR PROJECT, UNIT 2 50-397 114 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 145 

YANKEE-ROWE NUCLEAR POWER STATION 50-29 10 

ZION NUCLEAR POWER STATION, UNIT 1 50-295 55 

ZION NUCLEAR POWER STATION, UNIT 2 50-304 60 

SYSTEM 80+STANDARDIZED NUCLEAR 52-002 150 

POWER PLANT DES., 

Domestic Licensing of Special Nuclear 
Material • Docket 70 

B&W FUEL CO., LYNCHBURG, VA 70-1201 155 

BABCOCK & WILCOX CO., ALLIANCE, OH 70-0028 151 

BABCOCK & WILCOX CO., APOLLO, PA 70-0135 151 

BABCOCK & WILCOX CO., LYNCHBURG, VA 70-0027 151 

BABCOCK & WILCOX CO., LYNCHBURG, VA 70-0824 154 

BABCOCK & WILCOX CO., PARKS 70-0364 153 

TOWNSHIP, PA loo 


BATTELLE COLUMBUS DIV. (BATTELLE 
MEMORIAL INSTITUTE), 

70-0008 

150 

CINTICHEM, INC., TUXEDO, NY 

70-0687 

153 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-0036 

151 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-1100 

155 

COMMERCE, DEPT. OF, WASHINGTON, DC 

70-0398 

153 

GENERAL ATOMIC CO., NEW HAVEN, CT 

70-0903 

154 

GENERAL ATOMICS, SAN DIEGO, CA 

70-0734 

154 

GENERAL ELECTRIC CO., SAN JOSE, CA 

70-1308 

155 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70-1113 

155 

JAMES MADISON UNIV., HARRISONBURG, 

VA 

70-0874 

154 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-0712 

154 

LOUISIANA ENERGY SERVICES, 
WASHINGTON, DC 

70-3070 

155 

MARTIN MARIETTA CORP., BALTIMORE, MD 

70-0058 

151 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY, CAMBRIDGE, MA 

70-0938 

154 

MISSOURI, UNIV. OF, COLUMBIA, MO 

70-0270 

152 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

151 

RENSSELAER POLYTECHNIC INSTITUTE, 
TROY, NY 

70-0920 

154 

ROCKETDYNE DIV. (ROCKWELL 
INTERNATIONAL CORP.), CANOGA 

70-0025 

151 

RUTGERS STATE UNIV., NEW BRUNSWICK, 
NJ 

70-0343 

153 

TEXAS, UNIV. OF, AUSTIN, TX 

70-0157 

152 

TRANSNUCLEAR, INC., AIKEN, SC 

70-3051 

155 

UNC RECOVERY SYSTEMS (UNITED 
NUCLEAR CORP.), WOOD RIVER 

70-0820 

154 

UNC, INC., UNCASVILLE, CT 

70-0371 

153 

VIRGINIA MILITARY INSTITUTE, 

LEXINGTON, VA 

70-3026 

155 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

70-1151 

155 

WESTINGHOUSE ELECTRIC CORP., 

70-0698 

154 


PITTSBURGH, PA 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions - Docket 71 


ADVEX CORP. 

71-0437 

156 

AKRON INDUSTRIAL SERVICES, INC. 

71-0595 

157 

APPLIED RADIANT ENERGY CORP. 

71-0602 

157 

BATTELLE COLUMBUS LABORATORIES 

71-0138 

156 

BILL MILLER, INC. 

71-0428 

156 

BRAUN ENGINEERING TESTING, INC. 

71-0592 

157 

BRAUNKHOLE TRANSPORT U.S.A., INC. 

71-0700 

157 
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BURLINGTON, CITY OF, NC 

71-0335 

156 

C&R LABORATORIES 

71-0402 

156 

CCC INTERNATIONAL, INC. 

71-0719 

157 

DUQUESNE LIGHT CO. 

71-0415 

156 

GENERAL MOTORS CORP. 

71-0445 

157 

GENERAL MOTORS CORP. 

71-0438 

156 

JAN X-RAY SERVICES, INC. 

71-0603 

157 

LOUISIANA POWER & LIGHT CO. 

71-0604 

157 

LUKENS STEEL CO. 

71-0441 

157 

MARTIN MARIETTA ORDNANCE SYSTEMS, 
INC. 

71-0594 

157 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY 

71-0164 

156 

MET LAB, INC. 

71-0448 

157 

MODEL: 10-142, NUCLEAR PACKAGING, 

INC. 

71-9208 

162 

MODEL: 100, 100A, 200 & 200A, AMERSHAM 
CORP. 

71-9127 

161 

MODEL: 14-215, SCIENTIFIC ECOLOGY 
GROUP, INC. 

71-9222 

162 

MODEL: 1500, GENERAL ELECTRIC CO. 

71-5939 

158 

MODEL: 1600, GENERAL ELECTRIC CO. 

71-9044 

160 

MODEL: 20, 20A, 50, & 50A, AMERSHAM 
CORP. 

71-9126 

161 

MODEL: 2501, GENERAL ELECTRIC CORP. 

71-5916 

158 

MODEL: 4.5 TON CF, ENERGY, DEPT. OF 

71-6642 

159 

MODEL: 51032-1 & 1A, ADVANCED 

NUCLEAR FUELS CORP. 

71-6581 

159 

MODEL: 589, GENERAL ELECTRIC CO. 

71-9139 

161 

MODEL: 650, AMERSHAM CORP. 

71-9032 

160 

MODEL: 660, 660B & 660E, AMERSHAM 

CORP. 

71-9033 

160 

MODEL: 6717-B, AMERSHAM CORP. 

71-6717 

159 

MODEL: 680 & 680E, AMERSHAM CORP. 

71-9035 

160 

MODEL: 715, AMERSHAM CORP. 

71-9039 

160 

MODEL: 741 & 741E, AMERSHAM CORP. 

71-9027 

159 

MODEL: 850, AMERSHAM CORP. 

71-9147 

161 

MODEL: 855, AMERSHAM CORP. 

71-9165 

161 

MODEL: 858, AMERSHAM CORP. 

71-9154 

161 

MODEL: 910, AMERSHAM CORP. 

71-9149 

161 

MODEL: 920, AMERSHAM CORP. 

71-9143 

161 

MODEL: A-0109, J.L. SHEPHERD & 
ASSOCIATES 

71-6280 

158 

MODEL: Al 500 SU, AMERSHAM CORP. 

71-9006 

159 

MODEL: Ai 520, AMERSHAM CORP. 

71-9007 

159 

MODEL: AP-300 TYPE A, ANEFCO, INC. 

71-9192 

162 

MODEL: B-2, U.S. ECOLOGY, INC. 

71-6144 

158 

MODEL: BCL-2, BATTELLE COLUMBUS 

71-9068 

160 


LABORATORY 
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MODEL: BCL-3, BATTELLE COLUMBUS 
LABORATORY 

71-9067 

160 

MODEL: BCL-4, BATTELLE COLUMBUS 
LABORATORY 

71-5950 

158 

MODEL: BU-5, GENERAL ELECTRIC CO. 

71-6458 

159 

MODEL: C-8, AMERSHAM CORP. 

71-9128 

161 

MODEL: CENTURY S & SA, CENTURY 
UNIVERSAL S & SA, 

71-9135 

161 

MODEL: CNS 1-13C, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9081 

160 

MODEL: CNS 1-13G, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9216 

162 

MODEL: CNS 14-195-H, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9094 

161 

MODEL: CNS 21-300, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9096 

161 

MODEL: CNS 3-55, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-5805 

158 

MODEL: CNS 4-85, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-6244 

158 

MODEL: CNS 6-101, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9105 

161 

MODEL: CNS 6-80-2 & 2A, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9111 

161 

MODEL: CNS 8-120 A, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-6601 

159 

MODEL: CNS 8-120B, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9168 

161 

MODEL: D34710-1, D34710-2, BABCOCK & 
WILCOX CO. 

71-5088 

158 

MODEL: DOT-6M TYPE B, BABCOCK & 
WILCOX CO. 

71-5908 

158 

MODEL: E-MEH-00-00004, ADVANCED 
MEDICAL SYSTEMS, INC. 

71-9011 

159 

MODEL: ETR, ENERGY, DEPT. OF 

71-9134 

161 

MODEL: FSV-1 & FSV-1A, PUBLIC SERVICE 
CO. OF COLORADO 

71-6346 

158 

MODEL: FSV-3, GENERAL ATOMICS 

71-6347 

159 

MODEL: GE-21PF-1 & W-21PF-1, GENERAL 
ELECTRIC CO. 

71-4909 

158 

MODEL: GE-8500, ENERGY, DEPT. OF 

71-6697 

159 

MODEL: HN 194S, SCIENTIFIC ECOLOGY 
GROUP, INC. 

71-9089 

160 

MODEL: HN-100 SERIES 3, ET AL, 
SCIENTIFIC ECOLOGY 

71-9151 

161 

MODEL: HN-190-1, SCIENTIFIC ECOLOGY 
GROUP, INC. 

71-9086 

160 

MODEL: HN-190-2, SCIENTIFIC ECOLOGY 
GROUP, INC. 

71-9224 

162 

MODEL: HN-200, SCIENTIFIC ECOLOGY 
GROUP, INC. 

71-6574 

159 

MODEL: INNER & OUTER HFIR UN, 

ENERGY, DEPT. OF 

71-5797 

158 

MODEL: IPO-200, GENERAL ELECTRIC CO 

71-5971 

158 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

71-9156 

161 
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MODEL LN-142, SCIENTIFIC ECOLOGY 
GROUP, INC. 

71-9073 

160 

MODEL MO-1, WESTINGHOUSE ELECTRIC 
CORP. 

71-9069 

160 

MODEL MODEL B, B&W FUEL CO. 

71-6206 

158 

MODEL NAC-LWT, NUCLEAR ASSURANCE 
CORP. 

71-9225 

162 

MODEL: NCI-21 PF-1, NUCLEAR 

CONTAINERS, INC. 

71-9234 

162 

MODEL NFS-IX-A, NUCLEAR FUEL 

SERVICES, INC. 

71-5468 

158 

MODEL NFS-URANYL NIT., NUCLEAR FUEL 
SERVICES, INC. 

71-5059 

158 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

159 

MODEL NLI-10/24, NUCLEAR ASSURANCE 
CORP. 

71-9023 

159 

MODEL: NNFD-SA-2, BABCOCK & WILCOX 
CO. 

71-5910 

158 

MODEL NUPAC 14/190H, L & M, LN-14- 
170H, L&M, NUCLEAR 

71-9159 

161 

MODEL NUPAC 14/21 OH & L, ET AL, 
NUCLEAR PACKAGING, 

71-9176 

162 

MODEL NUPAC 14D-2.0, NUCLEAR 
PACKAGING, INC. 

71-9079 

160 

MODEL ORNL & BNL UNIRR FUEL 

ENERGY, DEPT. OF 

71-9191 

162 

MODEL ORNL BNL & NBS UNIR. CONT., 
ENERGY, DEPT. OF 

71-9853 

162 

MODEL PAS-1, NUCLEAR PACKAGING, INC. 

71-9184 

162 

MODEL RA-2, RA-3, GENERAL ELECTRIC 

CO. 

71-4986 

158 

MODEL RCC, -1, -2, -3, -4, WESTINGHOUSE 
ELECTRIC CORP. 

71-5450 

158 

MODEL S3G CBDCA, ENERGY, DEPT. OF 

71-9786 

162 

MODEL SENTINEL 5S, TELEDYNE ENERGY 
SYSTEMS 

71-9205 

162 

MODEL SENTINEL-8, -3 & MW-3000, 
TELEDYNE ENERGY 

71-9030 

159 

MODEL SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO., 

71-9056 

160 

MODEL STL-201, ST. LOUIS TESTING 
LABORATORIES 

71-9024 

159 

MODEL TN-9, TRANSNUCLEAR, INC. 

71-9016 

159 


Name 

Docket 

Page 

MODEL: TN-RAM, TRANSNUCLEAR, INC. 

71-9233 

162 

MODEL: TRUPACT-II, ENERGY, DEPT. OF 

71-9218 

162 

MODEL: UC-609, ENERGY, DEPT. OF 

71-9932 

162 

MODEL: UNC-2901, COMBUSTION 
ENGINEERING, INC. 

71-6294 

158 

MODEL: URIPS-8A & URIPS-8B, NAVY, 

DEPT. OF 

71-6786 

159 

MODEL: UX-30, NUCLEAR PACKAGING, INC. 

71-9196 

162 

MORTON THIOKOL, INC., HUNTSVILLE DIV. 

71-0435 

156 

NEW YORK TESTING LABORATORIES, INC. 

71-0166 

156 

NORTHEAST IOWA COMMUNITY COLLEGE 

71-0720 

157 

NUCLEAR CONTAINERS, INC. 

71-0179 

156 

PROFESSIONAL SERVICE INDUSTRIES, INC. 

71-0440 

157 

QC LABORATORIES, INC. 

71-0429 

156 

QUAD CITY TESTING LABORATORY 

71-0425 

156 

QUALITY SYSTEMS, NDE, LTD. 

71-0721 

158 

SCIENTIFIC ECOLOGY GROUP, INC. 

71-0496 

157 

SHAFER VALVE CO. 

71-0600 

157 

SOURCE PRODUCTION & EQUIPMENT CO., 
INC. 

71-0102 

156 

STANDARD TESTING & ENGINEERING CO. 

71-0596 

157 

THERATRONICS INTERNATIONAL, LTD. 

71-0454 

157 

VOITH HYDRO, INC. 

71-0393 

156 


Licensing of Independent Spent Fuel 
Storage - Docket 72 


CAROLINA POWER & LIGHT CO., 50-324 & 
50-325 

72-0006 

163 

GENERAL ELECTRIC CO., MORRIS 
OPERATIONS, 70-1308 

72-0001 

162 

MODEL: VSC-24, PACIFIC SIERRA NUCLEAR 
ASSOCIATES 

72-1007 

163 

NORTHERN STATES POWER CO., 50-282 & 
50-306 

72-0010 

163 

PUBLIC SERVICE CO. OF COLORADO, 50- 
267 

72-0009 

163 

VIRGINIA ELECTRIC & POWER CO., 50-280 
& 50-281 

72-0002 

162 

UNKNOWN 

DOCKET 

150 

UNKNOWN 

DOCKET 

1 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 

9106190301 Notifies of environ soil samples exceeding action levels for Cs-134,Cs-137 
& K-40 at low-level radwaste disposal facility for first quarter 1991. 

NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 90/06/06. 
ROBERTSON.G. Washington, State of. 4pp. 58193:269-58193:272. 

9106280115 “1990 Annual Environ Monitoring Rept." W/910621 Itr. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 90/12/31. 
132pp. 58272:124-58272:255. 

9106070163 Documents review of licensee 910422 Itr reporting environ air monitoring 
samples exceeding action levels on 910311-18 & 18-26.Agrees w/data interpretations 
& conclusions reached by licensee.No further action required. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
05/29. Low-Level Waste Management Branch (Post 901230). 2pp. 58039:174- 
58039:175. 

9106070165 Ack receipt of monthly rept on receipt 8 burial of SNM at Hanford low level 
radwaste disposal facility for Feb 1991.No deficiencies indicated. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
05/29. Low-Level Waste Management Branch (Post 901230). 2pp. 58039:172- 
58039:173. 

9106070172 Documents review of licensee 910320 Itr reporting environ TLDs equal to 
action levels for month of Jan 1991.Agrees w/ data interpretations & licensee 
conclusions.No further action required. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
05/29. Low-Level Waste Management Branch (Post 901230). 2pp. 58017:193- 
58017:194. 

9106100050 Documents review of 910320 Itr reporting environ air monitoring samples 
exceeding action levels for 910211-19 & 19-25.Agrees w/data interpretations & con¬ 
clusions reached by licensee.No further action required. 

HOGG.R.C., LOAHUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
05/29. Low-Level Waste Management Branch (Post 901230). 2pp. 58092:070- 
58092:071. 

9106100321 Documents review of licensee 910320 Itr,reporting environ air monitoring 
samples exceeding action levels for periods 910128-0204 & 11.Agrees w/data inter¬ 
pretations & conclusions reached by licensee.No further action required. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
05/29. Low-Level Waste Management Branch (Post 901230). 2pp. 58051:215- 
58051:216. 

9106190250 Forwards American Ecology Corp annual rept & Form 10-K for 1990,per 
request.W/o end. 

NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/05/29. 
HOGG.R. Division of Low-Level Waste Management & Decommissioning (Post 
870413). ip. 58189:258-58189:258. 

9106070345 Notifies that review of radiological contingency plan for low-level radwaste 
facility near Richland,WA completed. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/06/05. 
NEWMAN,H. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 3pp. 58039:005- 
58039:007. 

9106190308 Notifies of 12 occupational & breathing zone air samples collected between 
910326 & 0410 which exceeded action level for gross beta of 1 E-12 uCi per cubic 
centimeter at low- level radwaste disposal facility. 

NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/06/06. 
ROBERTSON.G. Washington, State of. 4pp. 58193:257-58193:260. 

9106190318 Notifies of environ samples at air monitoring Stations 1-9 which exceeded 
action levels at low-level radwaste disposal facility during period 910422-29 & 0506. 
NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/06/06. 
ROBERTSON.G. Washington, State of. 3pp. 58193:261-58193:263. 

9106190424 Forwards “Rept of SNM for May 1991,per Condition 4 of License 16- 
19204-01.” W/o end. 

MARSHALL,S.W. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/06/06. 
LOHAUS.P.H. Operations Branch (870413-901229). Ip. 58193:273-58193:273. 

9106190253 Forwards site stabilization & closure plan (Oct 1990) for LLRW mgt 
facility,per M Elsen (w/State of WA Dept of Health) request.W/o end. 

NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/06/12. 
HOGG.R. NRC - No Detailed Affiliation Given. Ip. 58187:355-58187:355. 

9106190216 Documents review of US Ecology 910606 Itr,reporting environ air monitor¬ 
ing samples exceeding action levels for periods 910422-29 & 0506.No further action 
required.All samples below proposed investigation 8 reporting levels. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
06/17. Low-Level Waste Management Branch (Post 901230). 2pp. 58185:344- 
58185:345. 

9106190320 Documents review of US Ecology 910320 Itr reporting groundwater moni¬ 
toring sample exceeding action level for U-234 8 U-238 collected on 910116- 
18.Agrees w/licensee data interpretations 8 conclusions.No addl action required. 
HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
06/17. Low-Level Waste Management Branch (Post 901230). 2pp. 58193:292- 
58193:293. 

9106190322 Documents review of licensee 910320 Itr reporting environ air sample ex¬ 
ceeding action level for tritium for sampling period 901101-1207.Agrees w/vendor 
data interpretations 8 conclusions.No further action required. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
06/17. Low-Level Waste Management Branch (Post 901230). 2pp. 58193:290- 
58193:291. 


9106190354 Documents review of licensee 910521 Itr reporting environ air monitoring 
samples exceeding action levels for 910204-0304.Agrees w/licensee data interpreta¬ 
tions 8 conclusions.AII samples below investigation levels. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
06/17. Low-Level Waste Management Branch (Post 901230). 2pp. 58193:277- 
58193:278. 

9106190358 Documents review of licensee 910606 Itr reporting environ air monitoring 
samples exceeding action levels for 910408-15 8 15-22.Agrees w/licensee data 
interpretations.AII samples below proposed investigation/reporting levels. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
06/17. Low-Level Waste Management Branch (Post 901230). 2pp. 58193:296- 
58193:297. 

9106190361 Documents review of licensee 910606 Itr reporting environ air monitoring 
samples exceeding action levels for Cs-134, Cs-137 8 K-40 during First Quarter 
1991. Agrees w/data interpretations 8 conclusions reached by licensee. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
06/17. Low-Level Waste Management Branch (Post 901230). 2pp. 58193:298- 
58193:299. 

9106190363 Documents review of licensee 910517 Itr reporting environ air monitoring 
samples exceeding action levels for 910326-0401 8 0401-08.Agrees w/data interpre¬ 
tations 8 conclusions reached by licensee.No addl action required. 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
06/17. Low-Level Waste Management Branch (Post 901230). 2pp. 58193:285- 
58193:286. 

9106240135 Ack receipt of licensee monthly SNM rept for May 1991,per Condition 4 of 
License 16-19204-01.Rept timely submitted 8 summary review indicated no deficien- 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
06/19. Low-Level Waste Management Branch (Post 901230). 2pp. 58213:235- 
58213:236. 

9106240142 Ack receipt of licensee monthly SNM rept for Apr 1991,per Condition 4 of 
license 16-19204-01.Rept timely submitted 8 summary review indicated no deficien- 

HOGG.R.C., LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/ 
06/19. Low-Level Waste Management Branch (Post 901230). 2pp. 58228:315- 
58228:316. 

9106270378 Responds to monthly SNMs Receipt 8 Burial Rept (410) submitted.per 
Condition 4 of NRC License 16-19204-01. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/06/24. 
MARSHALL,S.W. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 2pp. 
58245:346-58245:347. 


DOCKET DOCKET UNKNOWN 

9106210237 Ack receipt of 640414 Itr advising of appointment of CW Keller as Nuclear 
Accountability 8 Licensing representative for Nuclear Div,Martin Co. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 64/06/06. ALPER.W.H. 
Martin Marietta Corp. 1 p. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0017 DOW CHEMICAL CO., MIDLAND, Ml 

9106030069 Ack receipt of comments on Dow Chemical USA application for 20.302 
burial of magnesium-thorium sfag matl.NRC will prepare environ assessment on burial 
as mandated under 10CFR51,in response to General Comment 1. 

JOHNSON,T.C. Decommissioning 8 Regulatory Issues Branch (Post 901230). 91/05/ 
23. BENETTI.J. Environmental Protection Agency. Ip. 57916:355-57916:355. 

9106200098 Discusses license application for on-site thorium disposal at Salzburg 
Landfill,Midland,Ml. 

AIMO.N.J, Dow Chemical Co. 91/06/11. PARROTT,J. NRC - No Detailed Affiliation 
Given. 2pp. 58200:046-58200:047. 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 


9106030235 Confirms withdrawal of request for license amend. 

LYONS,P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/05/02. 
HALL.R.E. Uranium Recovery Field Ofc. R4. Ip. 57894:272-57894:272. 

9106040040 Discusses annual ALARA 8 audit repts for facility per 910207 8 0307 Itrs. 
WARD.D.C. Region 4 (Post 820201). 91/05/17. Region 4 (Post 820201). 2pp. 
57902:061-57902:062. 

9106040283 Forwards list of deficiencies Identified during review of reclamation plan 8 
requests that deficiencies be addressed prior to continuation of technical review. 
HALL.R.E. Region 4 (Post 820201). 91/05/22. LYONS.P.J. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). 6pp. 57895:310-57895:315. 


DOCKET 40-0577 MARTIN MARIETTA CORP., BALTIMORE, MD 


9106120324 Responds to FOIA request for documents re license numbers R-36,issued 
in 1958,license R-72 issued in Dec 1960 8 license 19-01398-29.Forwards Apps 
A,B,C,D documents.App E documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information 8 Publications Sen/ices (Post 
890205). 91/04/01. BRENNAN,D.F. Pennsylvania, Commonwealth of. 13pp. 

58375:003-58380:113. 


1 



2 


DOCKETED ITEMS 


-9106210237 Ack receipt of 6404t4 Itr advising of appointment of CW Keller as nuclear 
accountability & licensing representative for Nuclear Div,Martin Co. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 64/06/06. ALPER.W.H. 
Martin Marietta Corp. Ip. 58378:209-58378:209. 


DOCKET 40-0672 NUCLEAR METALS, INC., CONCORD, MA 


9106250057 Places FL Vumbaco on svc list for receipt of info re Nuclear Metals,lnc.W/ 
Certificate of Svc.Served on 910603. 

MCDOW.J. Atomic Safety and Licensing Board Panel. #291 11819. 91/05/30. 
JULIAN,E. Docketing & Services Branch. 2pp. 58196:188-58196:189. 


9106280093 Reply to answer of Nuclear Metals,Inc re petition to intervene.* Petitioners 
filed Itr for intervention because hearing on NRC license would be necessary to safe¬ 
guard public interest re site. _ . 

LEWIS,S.J. Citizens Concerned About Nuclear Metals. LEWIS,S.J. National Toxic 
Campaign Fund. LEWIS,S.J. National Toxics Campaign. #291 11850. 91/06/06. 
Atomic Safety and Licensing Board Panel. 4pp. 58238:131-58238:166. 


—8409270109 Application for amend to License STC-365,renewing license. Supporting 
documentation end. .. . 

GWYNNE,B. Magnesium Elektron, Inc. (formerly Metberk, Inc.). 83/02/28. 4pp. 
58164:051-58164:053. 

-9106170018 Application for license,authorizing distribution of 7,178 lbs of magnesium 
alloy ingots containing 14/25% thorium. , 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 55/12/30. 4pp. 
58163:269-58163:272. 

-9106170023 Forwards application requesting permission to receive & distribute 35,000 
lbs of magnesium alloy ingots for period 560101-1231. 

SHEARA.F. Magnesium Elektron, fnc. (formerly Melberk, Inc.). 55/12/29. Atomic 
Energy Commission (Pre 750119). ip. 58163:277-58163:277. 

-9106170026 Responds to 560611 Itr 8 forwards request for amend to license D-512 to 
receive 60,000 lbs magnesium alloy ingots for yr 1956. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 56/06/14. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). Ip. 58163:278-58163:278. 


-9106280103 Suppl to petition to intervene & for public hearing.* 

LEWIS,S.J., LEWIS,S.J., LEWIS,S.J. Citizens Concerned About Nuclear Metals. 91/ 
06/06. Atomic Safety and Licensing Board Panel. 5pp. 58238:135-58238:139. 

-9106280108 Affidavit of M Resnikoff re investigation of Nuclear Metals, Inc of West 
Concord. 

RESNIKOFF,M. Affiliation Not Assigned. 91/06/03. 20pp. 58238:140-58238:159. 

-9106280117 Affidavit of MJ Williams re issues of concern re Nuclear Metals,lnc.W/ 
Certificate of Svc. 

WILLIAMS,M.J. Citizens Concerned About Nuclear Metals. 91/06/03. 7pp. 58238:160- 
58238:166. 

9106280072 Motion of Nuclear Metals,Inc for leave to suppl answer.* Expeditious & fair 
resolution of petition dictates that applicant have leave to suppl answer.W/Certificate 
of Svc. 

MCCALL.R.A. Nuclear Metals, Inc. MCCALL,R.A. Peabody 8 Arnold. #291 11876. 91 / 
06/14. Atomic Safety and Licensing Board Panel. 3pp. 58238:012-58238:024. 

-9106280081 Supplemental answer to petition of Citizens Concerned About Nuclear 
Metals,Natl Toxic Campaign Fund 8 Natl Toxics Campaign.* Petitioners should not be 
granted leave to intervene,per listed reasons.W/Certificate of Svc. 

MCCALL,R.A. Nuclear Metals, Inc. MCCALL.R.A. Peabody 8 Arnold. 91/06/14. 
Atomic Safety and Licensing Board Panel. 7pp. 58238:015-58238:021. 

-9106280083 Affidavit of HF Sawyer re map showing accurate 8 official zoning district 
of town of Concord,MA.W/one oversize map. 

SAWYER,H.F. Nuclear Metals, Inc. 91/06/12. 3pp. 58238:022-58238:024. 


DOCKET 40-0959 MAGNESIUM ELECTRON, INC., FLEMINGTON, NJ 

9106170007 Final response to FOIA request for files re Magnesium Electron Inc for 
1975 8 1983.App A documents end 8 being made available in POR. 

PHILIPS,J.D. Division of Freedom of Information 8 Publications Services (Post 
890205). 91/04/29. TOLEN.M.B. Reed, Smith, Shaw 8 McCiay. 7pp. 58163:260- 
58164:060. 

-8409270040 Forwards Amend 3 to License STC-365,terminating license. 

FRIEDMAN,L.F. Region 1 (Post 820201). 84/09/06. GWYNNE.B. Magnesium Elek¬ 
tron, Inc. (formerly Melberk, Inc.). Ip. 58164:041-58164:041. 

-8409270044 Application for amend to License STC-365,terminating license.Request for 
renewal of license withdrawn.Telcon record dtd 840815 end. 

GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 84/08/16. 
FRIEDMAN,L. Region 1 (Post 820201). 2pp. 58164:042-58164:042. 

-8409270056 Confirms 840214 telcon & responds to JE Glenn 840209 Itr re 
Cleveland,OH warehouse application for license. Reconsideration of author 830228 
application for license requested if warehouse deemed unqualified as licensee. 
GWYNNE.B.A. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 84/02/14. 
FRIEDMAN,L. Region 1 (Post 820201). Ip. 58164:043-58164:043. 

-8409270061 Reiterates 830715 request for addl info re 830228 request for renewal of 
License STC-365.Reply must be received within 30 days or license will be terminated. 
GLENN,J.E. Region 1 (Post 820201). 84/02/09. GWYNNE.B. Magnesium Elektron, 
Inc. (formerly Melberk, Inc.). Ip. 58164:044-58164:044. 


-9106170028 Application for license,authorizing transfer,deliver,export & receiving of 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 56/06/14. 4pp. 
58163:279-58163:286. 

-9106170031 Forwards license D-512 authorizing possession of listed licensed matl. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). 56/02/01. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:287-58163:287. 

-9106170032 Forwards license D-512.rev 1. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 56/06/26. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:288-58163:288. 

-9106170034 Forwards license D-512,rev 1. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 56/06/22. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:289-58163:289. 

-9106170035 Requests renewal of license D-512,rev 1. 

FALLON,J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 57/05/07. JOHNSON,L. 
Atomic Energy Commission (Pre 750119). Ip. 58163:290-58163:290. 

-9106170037 Forwards request for renewal of license D-512. 

FALLON,J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 57/05/13. JOHNSON,L. 
Atomic Energy Commission (Pre 750119). Ip. 58163:291-58163:291. 

-9106170040 Application for license,authorizing transfer,deliver,export & receiving of 
listed licensed matl. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 57/05/13. 4pp. 
58163:292-58163:295. 

-9106170044 Forwards license to receive possession of 100,000 lbs of magnesium 
alloy ingots containing 25% thorium through import from England. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/05/16. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:296-58163:296. 

-9106170045 Requests addl copies of 10CFR20. 

FALLON,J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 57/09/09. 
KIRKMAN.R.W. Atomic Energy Commission (Pre 750119). Ip. 58163:297-58163:297. 

-9106170051 Ack receipt of 570909 Itr & forwards addl copies of 10CFR20. 
KRIEGEMAN.W.E. Atomic Energy Commission (Pre 750119). 57/09/10. FALLON,J. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:298-58163:298. 

-9106170063 Forwards insp rept for license D-512 on 570829. 

MANN.M.M., KIRKMAN.R.W. Atomic Energy Commission (Pre 750119). 57/09/19. 
Atomic Energy Commission (Pre 750119). Ip. 58163:299-58163:299. 

-9106170069 Insp rept for license D-512 on 570829.No violations noted. Major areas 
inspected:organization & administration, facilities & uses of isotopes. 

KIRKMAN.R. Atomic Energy Commission (Pre 750119). 57/08/29. 4pp. 58163:300- 
58163:303. 

-9106170073 Discusses 570905 insp rept for license D-512 on 570829. 

ROGERS,L.R. Atomic Energy Commission (Pre 750119). 58/03/25. JOHNSON,L. 
Atomic Energy Commission (Pre 750119). 2pp. 58163:304-58163:305. 


-8409270066 Responds to 830627 Itr re suspension of application to renew 
license.Completion of end Form 314 required to terminate license.lnstructions re li¬ 
cense termination provided.W/o end. 

FRIEDMAN,L.F. Region 1 (Post 820201). 83/07/15. GWYNNE.B. Magnesium Elek¬ 
tron, Inc. (formerly Melberk, Inc.). 2pp. 58164:045-58164:045. 

—8409270074 Confirms 830627 telcon re Cleveland warehouse application for license & 
author application for renewal of license. Vendor will operate under general license 
per 10CFR40.3. Application for license renewal should be held in abeyance. 
GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 83/06/27. 

FRIEDMAN,L. Region 1 (Post 820201). 2pp. 58164:046-58164:046. 

-8409270079 Requests fee for 830228 application for renewal of License STC-365,per 
end 10CFR170.31.W/O end. 

JACKSON.G. License Fee Management Branch (Pre 861124). 83/03/31. GW V NNE,B. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:049-58164:049. 

-8409270090 Remits fee for renewal of License STC-365,per 830331 request. 
GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 83/04/21. 

JACKSON.G. License Fee Management Branch (Pre 861124). Ip. 58164:048- 
58164:048. 

-8409270099 Ack receipt of license renewal application.Applicatlon timely filed. 

GLENN,J.E. Div of Engineering & Technical Programs, R1. 83/05/09. GWYNNE.B. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:047-58164:047. 


-9106170075 Notice of violation from insp on 570829,Violation noted: radiation survey 
not made & storage areas & containers in which thorium stored not posted. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/03/28. 3pp. 58163:306- 
58163:309. 

-9106170079 Ack receipt of 580328 Itr advising of violations noted in insp of license D- 
512.Corrective actions:arrangements being made for radiation surveys to be conduct¬ 
ed. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 58/04/10. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). Ip. 58163:310-58163:310. 

-9106170081 Ack receipt of 580410 Itr informing NRC of steps taken to correct viola¬ 
tions noted in insp of license D-512. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/05/09. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:311-58163:311. 

-9106170084 Request response to 580611 application for renewal of license D-512. 
FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 58/07/02. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). Ip. 58163:312-58163:312. 

-9106170088 Discusses licensee 580611 application & advises that addl info needed re 
storage of source matl. 

ROGERS,L.R. Atomic Energy Commission (Pre 750119). 58/07/08. JOHNSON,L. 
Atomic Energy Commission (Pre 750119). 2pp. 58163:313-58163:314. 


-8409270105 Forwards application (Or renewal of License STC-365 & supporting docu¬ 
mentation for new warehouse in Cleveland,OH. Fee paid. 

GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 83/02/28. GUINN,P.R. 
Division of Fuel Cycle & Material Safety (Pre 870413). Ip. 58164:050-58164:053. 


-9106170094 Forwards application for license to receive 60,000 lbs of magnesium alloy 
ingots during FY59. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk. Inc.). 58/06/11. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). ip. 58163:315-58163:315. 
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-9106170104 Application for license,authorizing transfer,deliver.export & receiving of 
listed licensed matl. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc). 58/06/10. 4pp. 
58163:316-58163:319. 

—9106170107 Forwards undated authorization to receive possession of listed licensed 
matl. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 91/04/29. FALLON,J.D. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:320-58163:320. 

-9106170108 Confirms address for storage of magnesium alloy ingots at facility,per re¬ 
quest. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 58/07/11. 

DANLOS.N. Atomic Energy Commission (Pre 750119). Ip. 58163:321-58163:321. 

-9106170113 Requests renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc). 59/04/03. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). Ip. 58163:322-58163:322. 

“9106170114 Forwards aplication for renewal of license D-512. 

FALLON, J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 59/04/14. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). Ip. 58163:323-58163:323. 

-9106170117 Application for license,authorizing transfer,deliver,export & receiving of 
listed licensed matl. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Metberk, Inc.). 59/04/14. 4pp. 
58163:324-58163:327. 

-9106170119 Requests response to 590414 application for renewal of license D-512. 
FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 59/06/08. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). Ip. 58163:328-58163:328. 

-9106170122 License D-512 for Magnesium Elektron,Inc authorizing use of listed li¬ 
censed matl. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 59/06/09. FALLON,J.D. 
Magnesium Etektron, Inc. (formerly Melberk, Inc.). Ip. 58163:329-58163:329. 

-9106170124 Expresses appreciation for renewal of license D-512 until 600731. 
FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 59/06/10. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:330-58163:330. 

-9106170126 License D-512 for Magnesium Elektron,Inc,authorizing use of listed li¬ 
censed matl. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 59/06/16. Ip. 58163:331- 
58163:331. 

-9106170128 Requests renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 60/05/19. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). Ip. 58163:332-58163:332. 

-9106170130 Forwards request for renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 60/06/20. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:333-58163:333. 

-9106170134 Application for license,authorizing transfer,deliver,export & receiving of 
listed licensed matl. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 60/06/20. 4pp. 
58163:334-58163:337. 

-9106170136 Requests renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 61/07/13. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:338-58163:338. 

-9106170139 Forwards undated NRC regulations on 10CFR20 & 40, “Stds for Protec¬ 
tion Against Radiation" & "Licensing of Source Matl." 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 91/04/29. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:339- 
58163:340. 

-9106170142 Requests renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 64/06/04. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:341-58163:341. 

“9106170148 Discusses licensee 640604 Itr re renewal of license D-512. 

LAYFIELD.R.I. Atomic Energy Commission (Pre 750119). 64/06/12. FALLON,J.D. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:342-58163:342. 

-9106170149 Forwards application for renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 61/07/19. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:343-58163:343. 

-9106170150 Application for license.authorizing use of licensed matl for alloying pur¬ 
poses. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 61/07/19. 3pp. 
58163:344-58163:346. 

-9106170151 Discusses renewal of license STC-365 for Magnesium Elektron, Inc of 
New York City.State of NY will not issue license,per NRC 640612 Itr. 

VESSELS,R.D. New York, State of. 64/07/17. LAYFIELD.R.L. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 58163:347-58163:347. 

“9106170152 Application for license.authorizing use of listed licensed matl. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 64/06/23. Atomic 
Energy Commission (Pre 750119). 2pp. 58163:348-58163:349. 

“9106170153 Forwards license STC-365. 

LAYFIELD.R.L. Atomic Energy Commission (Pre 750119). 64/07/30. FALLON.J.D. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:350-58163:350. 

-9106170157 Notification of REAT call on 640811 re cracking of crate during shipment 
from Magnesium Elextron Co in New Jersey. Crate contained thorium magnesium 
alloy & tagged w/std label.Personnel handling crate counseled. 

GRAVESON.R.T. Atomic Energy Commission (Pre 750119). 64/08/12. Ip. 58163:351- 
58163:351. 

-9106170160 Discusses 640814 Itr re notification of damaged shipping crate by Road¬ 
way Express,South Keary.New Jersey. 

GILBERT,R.G. Atomic Energy Commission (Pre 750119). 64/08/14. NELSON,P.R. 
Atomic Energy Commission (Pre 750119). Ip. 58163:352-58163:352. 


-9106170162 Notification of damaged shipping crate by Roadway Express. South 
Keary.New Jersey on 640811 .Company requested advice re handling of problem. 
GILBERT,R.G. Atomic Energy Commission (Pre 750119). 64/08/14. NELSON,P.R. 
Atomic Energy Commission (Pre 750119). 2pp. 58163:353-58163:354. 

-9106170165 Notification ol 640812 event re cracking of crate containing thorium alloy 
during transient.Missing slat replaced & shipment continued. 

RYAN.A.F. Atomic Energy Commission (Pre 750119). 64/11/25. 5pp. 58163:355- 
58163:359. 

-9106170167 Forwards application for license. 

FALLON.J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc). 67/04/25. Atomic 
Energy Commission (Pre 750119). Ip. 58163:360-58163:360. 

-9106170169 Application for license.authorizing use of listed licensed matl. 

FALLON.J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 67/04/25. Atomic 
Energy Commission (Pre 750119). 2pp. 58164:001-58164:002. 

-9106170172 Forwards license STC-365. 

HARMON,D.F. Atomic Energy Commission (Pre 750119). 67/05/16. FALLON.J.D. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:003-58164:004. 

-9106170178 Requests addl info re NRC 710521 invoice under L-1674-71. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 71/06/01. Atomic 
Energy Commission (Pre 750119). 2pp. 58164:005-58164:006. 

-9106170182 Requests response to licensee request for addl info re second billing for 
annual fee. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 71/07/07. Atomic 
Energy Commission (Pre 750119). Ip. 58164:007-58164:007. 

-9106170184 Requests review of licensee request for info re application for renewal of 
license 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 72/04/14. 
MILLER.W.O. Atomic Energy Commission (Pre 750119). 2pp. 58164:008-58164:009. 

-9106170188 Advises that addl fee required re application for renewal of license. 
MILLER.W.O. Atomic Energy Commission (Pre 750119). 71/08/18. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:010-58164:010. 

-9106170193 Responds to 720414 Itr re license fee for license STC-365. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 71/08/18. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:011-58164:011. 

-9106170196 Requests that future correspondence for licensee forwarded to listed ad¬ 
dress. 

KINNEY,M.H. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 73/07/26. Atomic 
Energy Commission (Pre 750119). Ip. 58164:012-58164:012. 

-9106170200 Forwards application for renewal of license STC-365. 

MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 77/06/24. Office of Nu¬ 
clear Material Safety & Safeguards. Ip. 58164:013-58164:013. 

-9106170202 Application for license.authorizing use of listed licensed matl. 

MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 77/06/24. 2pp. 
58164:014-58164:015. 

—9106170204 Ack receipt of application for renewal of license STC-365. 

WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). 77/07/11. MILES,M.J. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:016-58164:016. 

-9106170205 Ack receipt of NRC Itr acknowledging receipt of licensee application for 
renewal of license STC-365. 

MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 77/07/27. 

WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). Ip. 58164:017- 

58164:017. 

—9106170208 Requests addl info re 770624 application for renewal of license STC-365. 
WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). 77/09/13. MILES,M.J. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). 3pp. 58164:018-58164:020. 

-9106170213 Ack receipt of 770913 Itr re control 07064.Requests delay in providing 
response due to extensive traveling abroad. 

MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 77/10/11. 

WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). Ip. 58184:021- 

58164:021. 

-9106170216 Respond to 770913 request for addl info re renewal of license STC-365. 
MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 77/11/15. 

WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). 5pp. 58164:022- 
58164:027. 

-9106170217 Forwards Itr re Magnesium Elektron Co,per request. 

ELKER.P.A. New Jersey, State of. 81/05/26. KINNERMAN.J. NRC - No Detailed Affili¬ 
ation Given. 2pp. 58164:028-58164:029. 

-9106170223 Discusses P Elker 810526 Itr w/encl anonymous Itr re Magnesium Elek¬ 
tron Co,Flemington,New Jersey.Concludes that concentration of radioactive matls 
below limits which would require NRC license,per insp conducted on 810630. 
KINNEMAN.J.D. Region 1, Ofc of the Director (810301-820201). 81/11/23. 
COSOLITO.F. New Jersey, State of. 2pp. 58164:030-58164:031. 

-9106170229 License STC-365 for Magnesium Elektron.lnc authorizing use of listed li¬ 
censed matl. 

LAYFIELD.R.L. Atomic Energy Commission. Directorate of Licensing (720101-750118). 
72/08/02. Ip. 58164:032-58164:032. 

“9106170232 License ST-365 for Magnesium Elektron.lnc authorizing use of listed li¬ 
cense matl. 

HARMON,D.F. Atomic Energy Commission (Pre 750119). 67/05/16. Ip. 58164:033- 
58164:033. 

-9106170236 License STC-365 for Magnesium Elektron,Inc,authorizing use of listed li¬ 
censed matl. 

LAYFIELD.R.L. Atomic Energy Commission (Pre 750119). 64/07/30. Ip. 58164:034- 
58164:034. 
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-9106170238 License STC-365 for Magnesium Elektron,Inc,authorizing use of listed li- 

* Atomic Energy Commission (Pre 750119). 61/07/21. 2pp. 58164:035-58164:036. 

—9106170241 Amend 2 to license STC-365 amending license conditions 10, 12 & 13 to 
read as listed. 

GUINN.P.R. Division of Fuel Cycle & Material Safety (Pre 870413). 81/06/18. Ip. 
58164:036-56164:038. 

-9106170243 Amend 1 to license STC-365 amending license as listed. 

WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). 78/04/25. 2pp. 
58164:039-58164:040. 

-9106170271 Forwards insp rept prepared by New York Operations ofc insp div re ac¬ 
tivities of license D-512. 

MANN.M.M. Atomic Energy Commission (Pre 750119). 57/12/18. PITTMAN.F.K. 
Atomic Energy Commission (Pre 750119). 7pp. 58164:054-58164:060. 


DOCKET 40-1162 WESTERN NUCLEAR, INC., LAKEWOOD, CO 

9106030232 Forwards consolidated info re soil sampling & results. 

BAKER,S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 91/05/01. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 8pp. 57894:171-57894:178. 

9106040075 Forwards review comments for split rock reclamation plan, submitted by 
Itrs dtd 890331,0712 & IllO.Several deficiencies which must be satisfactorily ad¬ 
dressed prior to determination that plan meets app A to 10CFR40 identified. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/14. BAKER,S. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.). 9pp. 57914:001-57914:009. 

9106040037 Discusses environ monitoring rept for facility covering period of Jul-Dec 
1990 per 910301 Hr. 

WARD.D.C. Region 4 (Post 620201). 91/05/17. Region 4 (Post 820201). 2pp. 
57902:063-57902:064. 

9106030328 Requests addl info re 910327 request for amend regarding environ moni¬ 
toring program at Split Rock Mill. 

HALL.R.E. Uranium Recovery Reid Ofc, R4. 91/05/20. BAKER,S. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.). 2pp. 57894:218-57894:219. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

9106200302 Forwards Radiation Safety Insp Rept 40-1341/91-01 on 910606. No viola¬ 
tions or deviations noted. 

HALL.R.E. Uranium Recovery Reid Ofc, R4. 91/06/18. WALLACE,E.G. Tennessee 
Valley Authority. 2pp. 58199:345-56199:348. 

-9106200305 Radiation Safety Insp Rept 40-1341/91-01 on 910606.No violations or 
deviations noted.Major areas inspected: tailings relocation programs to be implement¬ 
ed during course of Edgemont Mill Decommissioning Project. 

KONWINSKI.G.R. Uranium Recovery Field Ofc, R4. HALL.R.E. Region 4 (Post 
820201). 91/06/17. 2pp. 58199:347-58199:348. 


DOCKET 40-1478 KERR-MCGEE OIL INDUSTRIES, INC., OKLAHOMA CITY, OK 

9106030147 Forwards draft NRC license for decommissioning activities being performed 
at Cushing,OK site.Cleanup activities must be performed per NRC requirements under 
NRC license. 

BERNERO.R.M. Office of Nuclear Material Safaty 4 Safeguards. 91/05/20. STILL,E.T. 
Kerr-McGee Corp. 5pp. 57916:348-57916:352. 

9106190313 Summary of 910607 meeting w/vendor to discuss licensing of Cushing Oil 
Refinery site re necessity for vendor to obtain license,applicable 
requirements,acceptable schedule for decommissioning 4 status of cleanup actions. 
HUFFERT.A.M. Decommissioning 4 Regulatory Issues Branch (Post 901230). 91/06/ 
11. JOHNSON,T.C. Decommissioning 4 Regulatory Issues Branch (Post 901230). 
2pp„ 58193:320-58193:321. 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

9106040373 Forwards ALARA audit rept for review. 

VAN BRUNT,C.F. Pathfinder Mines Corp. 91/04/25. HALL.R.E. Uranium Recovery 
Field Ofc, R4.13pp. 57902:018-57902:030. 

9106040395 Application for amend to license SUA-672 to incorporate current configura¬ 
tion of groundwater corrective action sys. 

HARDGROVE.T.W. Pathfinder Mines Corp. 91/04/26. HALL.R.E. Uranium Recovery 
Field Ofc, R4. 5pp. 57895:189-57895:193. 

9106040126 Informs of approval of amend to mod to groundwater corrective action pro¬ 
gram 4 associated reporting requirements deleting license condition 57 4 revising 
condition 60. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/10. NUGENT,E.L. Pathfinder 
Mines Corp. 3pp. 57894:063-57894:082. 

-9106040138 Amend 28 to license SUA-0672 for Pathfinder Mines Corp, revising 
groundwater corrective action program & associated reporting requirements. 

HALL.R.E. Uranium Recovery Reid Ofc, R4. 91/05/10. 14pp. 57894:068-57894:079. 

-9106040149 Informs that corrective action program dtd 910426 meets design objective 
of removing hazardous constituents from aquifer.Recommends that seepage recovery 
sys be redefined by corrective action sys components. 

KONWINSKI.G.R. Uranium Recovery Field Ofc, R4. 91/05/10. Uranium Recovery 
Field Ofc, R4. 3pp. 57894:080-57694:082. 


DOCKET 40-3392 ALLIED-SIGNAL, INC., MORRISTOWN, NJ 

9106180152 Forwards Drawing MTW-3392 4 copies of Drawing MTW-A4609. Replace 
Page A-5 in current license w/Page A-5 encl.Page A-5(a) to be added immediately 
after Page A-5. 

KOSMIDER.M.D. Allied-Signal Corp. 91/06/10. PENNINGTON,S. Fuel Cycle Safety 
Branch. Ip. 58198:302-58198:305. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 


9106030246 Responds to violations noted in insp of license SUA-917 on 910408.Cor- 
rective actions:new organizational chart developed which reflects position change. 
BLUBAUGH.R.E. Atlas Corp. 91/05/06. HALL.R.E. Uranium Recovery Field Ofc, R4. 
2pp. 57894:273-57694:274. 

9106040085 Suggests that ficensee contact EPA w/request that mill be removed CER- 
CUS list. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/13. BLUBAUGH.R.E. Atlas Corp. 
2pp. 57931:333-57931:334. 

9106040425 Application for amend to license SUA-917,changing organization structure 
for Moab Mill Site as shown. 

BLUBAUGH.R.E. Atlas Corp. 91/05/13. HALL.R.E. Uranium Recovery Field Ofc, R4. 
2pp. 57895:181-57895:182. 

9106280131 Ack receipt of 910508 Hr informing NRC of steps taken to correct violations 
noted in insp rept 40-3453/91-01. 

HALL.R.E. Region 4 (Post 820201). 91/05/23. BLUBAUGH.R. Atlas Corp. Ip. 
56272:104-58272:106. 

-9106280139 Responds to NRC Hr re violations noted in insp of license SUA-917 on 
910408.Corrective actions:developed new organizational chart reflecting position 
change,to be submitted in form of amend to NRC for approval. 

BLUBAUGH.R.E. Atlas Corp. 91/05/06. HALL.R.E. Region 4 (Post 820201). 2pp. 
58272:105-58272:106. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 


9106030140 Forwards comprehensive annual rept for mine permit 352 amanded for re¬ 
porting period Apr 1990 - Apr 1991. 

FERGUSON,J.C. American Nuclear Corp. 91/04/18. MOXLEY.M. Wyoming, State of. 
ip. 57892:294-57892:294. 

9106030143 Submits rept on consolidation & addresses discrepancies in settlement 
data. 

FERGUSON,J.C. American Nuclear Corp. 91/04/24. HALL.R. Uranium Recovery Field 
Ofc, R4. Ip. 57887:274-57687:274. 

9106030307 Lists estimation of reclamation costs.Requests amend to license re estab¬ 
lishment of surety amount. 

FERGUSON,J.C. American Nuclear Corp. 91/05/03. HALL.R.E. Uranium Recovery 
Field Ofc, R4. 2pp. 57894:270-57694:271. 

9106030153 Provides listed figures for 910430 market value of GNMA account,permit 
352.Market value in excess of required bond amount. 

SHAFFER,R. Wyoming, State of. 91/05/15. FERGUSON,J.C. American Nuclear Corp. 
ip. 57694:318-57894:316. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 


9106030170 Provides clarification & definition of phrases, "...planned initiation of oper¬ 
ations” & “...prior to operations." 

MURDOCK,E.S. Pathfinder Mines Corp. 91/04/23. GARCIA,P. Uranium Recovery 
Field Ofc, R4. ip. 57887:324-57887:324. 


DOCKET 40-6659 PETROTOMICS CO., SHIRLEY BASIN, WY 


9106030311 Requests review & propose changes to corrective action program including 
mods planned for const season to determine cause or corrective actions for elevated 
& increasing levels of radionuclides & metals in monitoring wells. 

HALL.R.E. Region 4 (Post 820201). 91/05/22. PFAFF.S.J. Petrotomics Co. (formerly 
Getty/Petrotomics Co.). 2pp. 57693:310-57893:311. 

9106040220 Advises that Petrotomics Co environ monitoring rept for third & fourth quar¬ 
ter of 1990,submitted in accordance w/license condition 20 of license SUA-0551. 
HALL.R.E. Region 4 (Post 820201). 91/05/23. Region 4 (Post 820201). 3pp. 
57894:146-57894:148. 


DOCKET 40-7102 SHIELDALLOY METALLURGICAL CORP., NEWFIELO, NJ 


9106180280 Expresses concerns & requests clarification of 910319 Hr from Shieldalloy 
Metallurgical Co to NRC requesting exemption,mod or amend to license to allow han¬ 
dling & sale of 55,920 pounds ferrosilicon zirconium. 

STERN,R. New Jersey, State of. 91/06/07. FARAZ.Y. Fuel Cycle Safety Branch 3dd 
58165:333-58165:335. 

9106200089 Forwards ANSI/ANS-16.1-19B6 for licensee to perform teachability 
test,demonstrating non-leachable nature of radium,U & thorium contained in slag tem¬ 
porarily store onsite.Results of test requested before 9111 IB. 

SWIFT,J.J. Fuel Cycle Safety Branch. 91/06/14. SMITH,D. Shieldalloy Metallurgical 
Corp. Ip. 58200:092-58200:134. a 


DOCKET 40-7402 CHEMETRON CORP., CHICAGO, IL 


9106110273 Requests to established LPDR near Newburgh Heights,OH so that official 
NRC documents can be available to interested parties. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 91/06/ 
05. SOUDER.J. Freedom of Information & Local Public Document Room Branch Id 
58096:289-56096:289. K ‘ 


DOCKET 40-7455 WHITTAKER CORP., LOS ANGELES, CA 
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9106180307 Forwards 910528 Itr from new consultant Properties Environ-Tech.lnc rec¬ 
ommending actions designed to mitigate any potential adverse ramifications from 
presence of low level radwaste on licensee property in Greenville,PA. 

LOUTTIT.G.J. Whittaker Corp. 91/06/07. AUSTIN,J.H. Decommissioning & Regulatory 
Issues Branch (Post 901230). 2pp. 58171:090-58171:091. 


DOCKET 40-7604 BP CHEMICALS AMERICA, INC., LIMA, OH 

9106210195 Requests addl info re disposal of const debris.lnfo needed to assist in per¬ 
forming dose assessment needed for EA of proposed disposal. 

YOUNG,Y. Decommissioning & Regulatory Issues Branch (Post 901230). 91/06/14. 
ISSACSON.D.E. BP America. Inc. 2pp. 58191:074-58191:075. 


DOCKET 40-8027 SEQUOYAH FUELS CORP., GORE, OK 


9106180219 “1991 Emergency Exercise Manual." W/910425 Itr. 

LACEY,L.R. Sequoyah Fuels Corp. 91/05/29. BEACH,A.B. Region 4 (Post 820201). 
250pp. 58169:140-58169:278. 

9106170180 Forwards hearing file re application for renewal of license for 
facility,including insp repts from 1985 to present. W/five oversize drawings. 

UTTAL.S.L. Office of the General Counsel (Post 860701). #191 11476. 91/02/25. 
GLEASON,J.P. Atomic Safety and Licensing Board Panel. 8pp. 58136:001-58140:071. 

9106170095 FOIA request for documents on behalf of Native Americans for Clean Envi¬ 
ron re const,operation,licensing & relicensing of facility & insp &/or enforcement 
issues. 

CURRAN,D. Native Americans for a Clean Environment. CURRAN,D. Harmon, Curran, 
Gallagher & Spielberg (formerly Harmon, Curran & Tousley). 91/02/27. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (880515- 
890204). 2pp. 58161:286-58161:267. 

9106130045 Partial response to FOIA request for documents re const, 
operation,licensing or relicensing of Sequoyah Fuels Corp in Gore.OK.App B records 
end & being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/04. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN.D. Native Americans for a Clean Environment. 
3pp. 58055:025-58057:257. 

--9106130051 Forwards rept on environ sampling at Sequoyah Fuels Corp including re¬ 
sults of U & fluoride analyses. 

BERGER,J.D. Oak Ridge Associated Universities. 86/08/11. CROW.W. Division of 
Fuel Cycle & Material Safety (Pre 870413). 738pp. 58055:057-58057:257. 

9106120210 Partial response to FOIA request for documents re Sequoyah Fuels 
Facility.App D documents end & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/17. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN.D. Native Americans for a Clean Environment. 
2pp. 58054:334-58055:024. 

-8803070081 Forwards check of stated amount,per 880226 settlement agreement. 
NICKLES.P.J. Covington & Burling. 88/03/01. GOLDBERG,J.R. Assistant General 
Counsel for Hearings. Ip. 58055:020-58055:020. 

-9106120279 Forwards transcript of 860930 enforcement conference between Se¬ 
quoyah Fuels & NRC to discuss conditions for restart of facility. 

BEACH,A.B. Ofc of Inspection & Enforcement, Director (820201-870413). 86/12/01. 
RANDOLPH,J.G. Sequoyah Fuels Corp. Ip. 58054:336-58054:338. 

-9106120283 Transcript of 860930 enforcement conference w/Sequoyah Fuels Corp in 
Bethesda.MD.Attendees listed. 

* Ofc of Inspection & Enforcement, Director (820201-870413). 86/09/30. 38pp. 
58054:337-58055:013. 

-9106120288 Confirms request for rept & transcripts of Interviews re investigation of fa¬ 
cility noted in 870901 Itr & 870904 telcon between PJ Nickles & J Leiberman. 
RANDOLPH.J.G. Sequoyah Fuels Corp. 87/09/11. TAYLOR,J.M. NRC - No Detailed 
Affiliation Given. 2pp. 58055:014-58055:015. 

-9106120295 Forwards executed settlement agreement re Sequoyah Fuels Inc. 
NICKLES.P.J. Covington & Burling. 88/02/26. GOLDBERG,J.R. Office of the General 
Counsel (Post 860701). 4pp. 58055:016-58055:019. 

-9106120325 Provides authorization for proposed settlement agreement w/ Sequoyah 
Fuels Corp re civil penalty imposed for mall false statement. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 88/03/04. CHANDLER,L. Assist¬ 
ant General Counsel for Enforcement. 1 p. 58055:022-58055:024. 

9106130137 Partial response to FOIA request for documents re Sequoyah Fuels Corp in 
Gore.OK.App F documents end & being made available in PDR.App G documents 
withheld in part & app H documents withheld in entirety (ref FOIA Exemptions 5 & 
7A). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/24. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN.D. Native Americans for a Clean Environment. 
5pp. 58090:261-58090:278. 

-9106130156 Provides Commission w/info re Staff action on Sequoyah Fuels Corp re¬ 
quest for authorization for limited operations for sys cleanup at facility. 

STELLO.V. Ofc of the Executive Director for Operations. SECY-86-247. 86/08/20. 
3pp. 58090:270-58090:277. 

-9106130164 Advises that Ofc of General Counsel to address Commission jurisdiction 
re nonradiological hazards concerning 880104 incident at Sequoyah Fuels Corp. 
PARLER.W.C. Office of the General Counsel (Post 860701). 86/09/23. ZECH, ROB¬ 
ERTS, ASSELSTINE Commissioners (Post 750119). Ip. 58090:278-58090:278. 

9106120312 Partial response to FOIA request for info re Sequoyah Fuel Corp U proc¬ 
essing plant in Gore.OK.Records in app I partially withheld (ref FOIA exemption 6). 
PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/29. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 3pp. 58090:198-58090:205. 


-9106120320 Partially deleted memo re concerns expressed by individual about possi¬ 
ble contamination involving Kerr McGee. 

RESNER.M.E. Office of Inspector & Auditor (Pre 890417). 86/08/22. CONNELLY,S.R. 
Office of Inspector & Auditor (Pre 890417). 2pp. 58090:201-58090:202. 

-9106120326 Partially deleted memo forwarding memo discussing concerns re NRC 
regulation of Sequoyah Fuels Corp Gore facility received on 860820. 

CONNELLY,S.R. Office of Inspector & Auditor (Pre 890417). 86/08/29. STELLO.V. 
Ofc of the Executive Director for Operations. Ip. 58090:203-58090:205. 

9106100268 "NPDES Discharge Monitoring Rept for Apr 1991." W/undated Itr. 
GRAVES,R. Sequoyah Fuels Corp. 91/04/30. KNUDSON.M.O. Environmental Protec¬ 
tion Agency. 7pp. 58092:076-58092:082. 

9106140116 Partial response to FOIA request for documents re 
const,operation,licensing & re-licensing of Sequoyah Fuels Corp.App J records end & 
being made available in PDR. App K documents withheld (ref FOIA exemption 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/02. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN.D. Native Americans for a Clean Environment. 
4pp. 58097:340-58097:346. 

9106170109 Partial response to FOIA request for documents re const, 
operation,licensing & relicenslng of facility & insp &/or enforcement issues.Forwards 
App L documents.Other documents completely withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (880 515- 
890204). 91/05/14. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 4pp. 58161:268-58161:283. 

-9106170131 Informs that effective 870901 ,IOT coverage reduced to one shift per day 
per authorization.Related info end. 

STAUTER.J.C. Sequoyah Fuels Corp. 87/09/17. MARTIN,R.D. Region 4 (Post 
820201). 12pp. 58161:272-58161:283. 

9106280132 Forwards proprietary review of ability of facility to finance decommissioning 
as evidenced by most recent consolidated financial statement submissions.EncI with¬ 
held. 

NASH.D.A. Policy Development & Technical Support Branch (Post 870411). 91/05/ 
14. HAUGHNEY.C.J. Fuel Cycle Safety Branch. Ip. 58272:256-58272:256. 

9106270020 Appeals denial of FOIA request for documents re Sequoyah Fuels Corp 
uranium processing plant. 

CURRAN.D. Native Americans for a Clean Environment. CURRAN.D. Harmon, Curran, 
Galtagher & Spielberg (formerly Harmon, Curran & Tousley). 91/05/22. TAYLOR,W. 
Ofc of the Executive Director for Operations. 3pp. 58228:322-58228:329. 

9106190362 Partial response to FOIA request for documents re const, 
operation,licensing or relicensing of Sequoyah Fuels Corp, Gore.OK.App P documents 
end & being made available in PDR. App Q documents withheld (ref FOIA exemption 
5). 

GRIMSLEY.O.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/24. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN.D. Native Americans for a Clean Environment. 
5pp. 58167:081-58167:102. 

-8612220299 Responds to 881202 memo re Sequoyah Fuels Corp oversight 
organization.EncI minutes of 861021 meeting outlines licensee reporting requirements. 
STELLO.V. Ofc of the Executive Director for Operations. 86/12/18. CARR Commis¬ 
sioners (Post 750119). Ip. 58167:095-58167:096. 

-8612220302 Questions licensee 861014 submittal indicating that NRC would be noti¬ 
fied of incident only after licensee mgt.ltem seems to violate NRC 861002 order. 
CARR.K.M. Commissioners (Post 750119). 88/12/02. STELLO.V. Ofc of the Executive 
Director for Operations. 2pp. 58167:094-58167:094. 

-9011270238 Forwards demand for info issued to Sequoyah Fuels Corp. Demand fol¬ 
lowed licensee notification on 900822 of Region IV that U contaminated water discov¬ 
ered near solvent extraction facility.W/o end. 

BLAHA.J.L. Assistant for Operations (Post 890205). 90/11/06. WEBBER,M.F. Com¬ 
missioners (Post 750119). ip. 58167:099-58167:099. 

-9106190368 Discusses SECY-86-287 re Commission order concerning several miscel¬ 
laneous filings by parties to Sequoyah Fuels informal proceeding. 

CHILK.S.J. Office of the Secretary of the Commission. 86/09/18. ROBERTS, ASSEL¬ 
STINE Commissioners (Post 750119). Ip. 58167:086-58167:086. 

-9106190372 Discusses SECY-86-271 re options for response to presiding officers rec¬ 
ommendations that formal hearings be convened for Sequoyah Fuels Corp UF6 to 
UF4 conversion facility. 

HOYLE,J.C. Office of the Secretary of the Commission. 86/09/25. BERNTHAL, CARR 
Commissioners (Post 750119). Ip. 58167:087-58167:087. 

-9106190382 Documents Commissioners approval order denying motions from parties 
to two informal adjudicatory proceedings convened by Commission to consider Se¬ 
quoyah Fuels Corp request for licensing action. 

HOYLE,J.C. Office of the Secretary of the Commission. 86/09/25. Commissioners 
(Post 750119). ip. 58167:088-58167:090. 

—9108190392 Forwards Commissioner Asselstine views on Sequoyah Fuels order 
(SECY-86-271). 

DAVIS,P. NRC - No Detailed Affiliation Given. 86/10/03. BATES,A. NRC - No Detailed 
Affiliation Given. Ip. 58167:091-56167:091. 

—9106190403 Forwards staff requirements memo from 861002 meeting re “Affirmation/ 
Discussion & Vote.” 

CHILK.S.J. Office of the Secretary of the Commission. 86/10/07. ZECH Commission¬ 
ers (Post 750119). ip. 58167:092-58167:092. 

-9106190404 Partially deleted Staff requirements memo re affirmation/ discussion & 
vote on 861030 re SECY-B6-315. 

CHILK.S.J. Office of the Secretary of the Commission. 86/11/06. PARLER.W.C. 
Office of the General Counsel (Post 860701). Ip. 53167:093-58167:093. 

—9106190410 Requests that SECY-B7-177 be converted to notation vote paper. 
ROBERTS,T.M. NRC - No Detailed Affiliation Given. 87/07/24. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 58167:097-58167:098. 
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9106060204 Responds io NRC 910429 Itr re violations noted in Insp Rept 40-8027/91- 
03.Corrective actions:Procedure N-240-1, "Solvent Extraction” revised to call for 
checking top bleeder of UHN decanter 2 at least twice per shift. 

LACEY,L.R. Sequoyah Fuels Corp. 91/05/29. MARTIN,R.D. Region 4 (Post 820201). 
3pp. 58002:117-58002:119. 

9106100279 Forwards independent oversight program rept forwk ending 910502. 
GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 91/05/30. 
GRAVES,R. Sequoyah Fuels Corp. 13pp. 58052:061-58052:073. 

9106050249 Informs that actions taken re forage w/elevated molydenum concentrations 
appear to be satisfactory,per review of 1990 fertilizer completion rept. 

HORN.M. Fuel Cycle Safety Branch. 91/05/31. LACEY,L.R. Sequoyah Fuels Corp. Ip. 
58033:048-58033:048. 

9106100262 Requests addl 30 days to respond to NRC 901105 demand for info re in¬ 
dependent written appraisal rept.Complete response will be submitted by 910715. 
GRAVES,R. Sequoyah Fuels Corp. 91/05/31. MARTIN,R.D. Region 4 (Post 820201). 
2pp. 58092:306-58092:307. 

9106070260 Application for amend to license SUB-1010,revising Chapter 10 on waste 
handling,Chapter 16 on UF6 reduction plant,table of content & Amend 12 to Chapter 
3,reflecting addition of Restricted Area 5,per 910227 application & 910322 suppl. 
LACEY.L.R. Sequoyah Fuels Corp. 91/06/03. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 30pp. 58015:098-58015:127. 

9106120228 Forwards Independent Oversight Program Rept for week ending 
910602.During this week,1991 emergency exercise was held. Critique of exercise re¬ 
flected good preparation on part of personnel. 

GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 91/06/05. 
GRAVES,R. Sequoyah Fuels Corp. 12pp. 58109:282-58109:293. 

9106120131 Responds to discussion w/& Itr to RD Martin on 910531 re independent 
mgt assessment performed at facility by consulting firm.Concurs w/request for addl 30 
days to submit response.Anticipates receiving submittal by 910715. 

BEACH,A.B. Region 4 (Post 820201). 91/06/06. GRAVES,R. Sequoyah Fuels Corp. 
Ip. 58109:034-58109:034. 

9106180167 Forwards prose slides & two process description drawings & one combina¬ 
tion stream makeup drawing used at 910523 quarterly meeting w/NRC,per 910531 
telcon request.Drawings withheld (ref 10CFR2.790). 

LACEY,L.R. Sequoyah Fuels Corp. 91/06/06. HORN.M. Fuel Cycle Safety Branch. 
100pp. 58207:001-58207:133. 

9106190142 Forwards insp rept 40-8027/91-04 on 910325-29 & notice of violation. 
BEACH,A.B. Region 4 (Post 820201). 91/06/06. GRAVES,R. Sequoyah Fuels Corp. 
2pp. 58143:001-58143:013. 

--9106190148 Notice of violation from insp on 910325-29.Violation noted:QA function 
has not performed audits of preventive main! surveillance programs & repts docu¬ 
menting corporate audits of environ & process labs not received in 30 days. 

* Region 4 (Post 820201). 91/06/06. 2pp. 58143:003-58143:004. 

—9106190153 Insp rept 40-8027/91-04 on 910325-29.No violations noted. Major areas 
inspected:operations & maint processing operations & activities & QA program. 
GARCIA,P.J., MICHAUD,P.W., YANDELL.L.A. Region 3 (Post 820201). 91/05/31. 9pp. 
58143:005-58143:013. 

9106140177 Ack receipt of 910426 Itr,requesting mods in role of Oversight Team at fa¬ 
cility & receipt of independent,written appraisal of mgt controls & oversight of vendor 
performed by Morton & Potter dtd 910515. 

BEACH,A.B. Region 4 (Post 820201). 91/06/07. GRAVES,R. Sequoyah Fuels Corp. 
2pp. 58143:323-58143:324. 

9106190393 Forwards GR Konwinski 910529 memo containing recommendations for 
potential licensing actions in connection w/licensee environ discovery program. 

BEACH,A.B. Region 4 (Post 820201). 91/06/10. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. Ip. 58193:287-58193:289. 

-9106190396 Lists environ issues that should be considered for licensing action to ad¬ 
dress groundwater & contaminated soils concerns recently identified at site as direct 
result of poor handling of licensed matls. 

KONWINSKI,G.R. Uranium Recovery Reid Ofc, R4. 91/05/29. BEACH,A.B. Region 4 
(Post 820201). 2pp. 58193:288-58193:289. 

9106180251 Forwards Radiation Safety Insp Rept 40-8027/91-05 on 910415- 19 & 
notice of violation. 

BEACH,A.B. Region 4 (Post 820201). 91/06/11. GRAVES,R. Sequoyah Fuels Carp. 
3pp. 58169:303-58169:328. 

-9106180256 Notice of violation from insp on 910415-19.Violations noted: on 
910403,unusual event experienced but dept manager did not initiate incident rept 
within 1 work day. 

* Region 4 (Post 820201). 91/06/11. Ip. 58169:306-58169:306. 

-9106180259 Insp Rept 40-8027/91-05 on 910415-19.Violations noted.Major areas 
inspected:processing operations & radiation safety program including.operations inci¬ 
dent review.radiation protection & transportation of radioactive matls. 

YANDELL.L.A. Region 4 (Post 820201). 91/06/11.22pp. 58169:307-58169:328. 

9106190195 Forwards independent oversight program rept for wk ending 910609.Propri- 
etary end withheld. 

GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 91/06/12. 
GRAVES,R. Sequoyah Fuels Corp. 9pp. 58143:292-58143:300. 

9106200171 Corrects misstatement on Page 2 of notes to consolidated financial state¬ 
ments for yr ending 901231.Sequoyah Fuels Corp not SFIC is licensee. 

COOK.R. Sequoyah Fuels Corp. 91/06/12. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch, ip. 58204:358-58204:358. 

9106240255 Responds to programmatic issues in licensee contamination control pro¬ 
gram noted during 910603 insp.Corrective actions: new manager for health & safety 
hired & action levels for beta-gamma contamination under development. 

GRAVES.R, Sequoyah Fuels Corp. 91/06/12. MARTIN,R.D. Region 4 (Post 820201). 
4pp. 58212:327-58212:330. 

9106260059 "Preliminary Rept on Groundwater/Trench Porewater Sample Analyses 
Data at Sequoyah Fuels Corp Facility." 

* Sequoyah Fuels Corp. 91/06/12, Ip. 58226:227-58226:227 


9106180161 Summary of 910523 meeting w/licensee,SAIC & Native Americans for 
Clear Environ re status of environ investigation,QA program & proposed conduct of 
operations to be implemented at facility.Viewgraphs end. 

HORN.M. Fuel Cycle Safety Branch. 91/06/13. BIDINGER,G.H. Fuel Cycle Safety 
Branch. 11pp. 58173:330-58173:340. 

9106180164 Ack receipt of 910520 Itr providing quarterly status rept on Fond 2 
remediation.NRC pleased that raffinate sludge shipments resuming. 

HORN.M. Fuel Cycle Safety Branch. 91/06/13. LACEY.L.R. Sequoyah Fuels Corp. ip. 
58173:274-58173:274. 

9106270022 Responds to appeal re denial of FOIA request for documents re Sequoyah 
Fuels Corp uranium processing plant.Records remain withheld (ref FOIA Exemption 7). 
THOMPSON,H.L. Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). 91/06/18. CURRAN,D. Harmon, Curran, Gallagher & Spielberg 
(formerly Harmon, Curran & Tousley). 2pp. 58228:330-58228:331. 

9106280046 Forwards independent oversight program rept for week ending 
910616.Rept summarizes observations,concerns & resolutions of prior concerns for 
last 7 days. 

GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 91/06/19. 
GRAVES.R. Sequoyah Fuels Corp. 12pp. 58270:130-58270:141. 

9106260034 Forwards radiation safety insp rept 40-8027/91-07 on 910429-0503 & 
notice of violation.NRC concerned of findings because vendor had evaluated sys to 
reduce U emissions,yet discrepancy was not discovered. 

BEACH,A.B. Region 4 (Post 820201). 91/06/21. GRAVES.R. Sequoyah Fuels Corp. 
2pp. 58205:021-58205:032. 

-9106260037 Notice of violation from insp on 910429-0503.Violation noted:partial 
vacuum was noted by inspector to be at approx 8.5 inches of water differential & air 
samplers not adequately calibr. 

* Region 4 (Post 820201). 91/06/21.2pp. 58205:023-58205:024. 

-9106260041 Insp rept 40-8027/91-07 on 910429-0503.Violations noted. Major areas 
inspected:processing operations & radiation safety program including.operations 
review & environ protection. 

YANDELL.L.A. Region 4 (Post 820201). 91/06/20. 8pp. 58205:025-58205:032. 

9106270158 Forwards Amend 14 to License SUB-1010,SER & categorical exclusion. 
HAUGHNEY.C.J. Fuel Cycle Safety Branch. 91/06/21. LACEY.L.R. Sequoyah Fuels 
Corp. Ip. 58254:341-58254:346. 

-9106270161 Amend 14 to license SUB-1010 for Sequoyah Fuels Corp to revise condi¬ 
tion 15. 

HAUGHNEY.C.J. Division of Industrial & Medical Nuclear Safety (Post 870729). 91/ 
06/21. 2pp. 58254:342-58254:343. 

-9106270167 SER accepting rev to Condition 15 of License SUB-1010 re tamper safe 
UF6 cylinder valves. 

HORN.M. Fuel Cycle Safety Branch. 91/06/21. 2pp. 58254:344-58254:345. 

-9106270175 Discusses facility categorical exclusion for amend request dtd 910424. 
HAUGHNEY.C.J. Fuel Cycle Safety Branch. 9t/06/21. Fuel Cycle Safety Branch. Ip. 
58254:346-58254:346. 

9106280097 Discusses response to violation noted in Insp Rept 40-8027/91-01.Informs 
that response did not provide info that condition re Procedure N-270-8 did not exist. 
MONTGOMERY,J.M. Region 4 (Post 820201). 91/06/21. GRAVES.R. Sequoyah Fuels 
Corp. 2pp. 58272:118-58272:123. 

9106280146 Forwards Insp Rept 40-8027/91-06 on 910423-26.Violations noted. 

BEACH,A.B. Region 4 (Post 820201). 91/06/21. GRAVES.R. Sequoyah Fuels Corp. 
3pp. 58272:264-58272:272. 

—9106280157 Insp Rept 40-8027/91-06 on 910423-26.Violations noted.Major areas 
inspected:routine announced insp of U conversion operations,including operations 
review,maint,surveillance testing & mgt meetings. 

YANDELL.L.A. Region 4 (Post 820201). 91/06/21. 6pp. 58272:267-58272:272. 

9106190055 Sequoyah Quill newsletter for June 1991,vol II,number 9. 

* Sequoyah Fuels Corp. 91/06/30. 12pp. 58142:133-58142:144. 


DOCKET 40-8035 COTTER CORP., ROSWELL, NM 

9106200085 Discusses 910528 telcon w/EPA project director for West Lake landfill site 
re status of program for decontamination. 

SRENIAWSKI.D.J. Region 3 (Post 820201). 91/05/31. Region 3 (Post 820201). 2pp. 
58161:254-58161:255. ' 

9106190284 Forwards documents re West Lake Landfill requested durinq 910522 & 23 
visits to NRC.W/o ends. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 91/06/ 
12. NEWMAN,D.L. Environmental Protection Agency. Ip. 58185:331-58185:331. 


DOCKET 40-8084 RIO ALGOM MINING CORP., MOAB, UT 

9106040030 Discusses 1990 land use survey for facility.No changes in land use within 
5-mile radius since last submittal on 89l009.Requirements of license condition 21 
met. 

WARD.D.C. Uranium Recovery Field Ofc, R4. 91/05/09. Uranium Recovery Field Ofc, 
R4. Ip. 57896:020-57896:020. 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 

9106210287 Forwards “Const QA Testing for Reclamation of U Tailings Basin at High¬ 
land Reclamation Project." Work remaining includes,settlement monitorinq & final rec¬ 
lamation of wick area of basin. 

RANGE,D.M. Exxon Corp. 91/05/02. HALL.R.E. Uranium Recovery Field Ofc, R4. Ip. 
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--9106210290 “Const QA Testing for Reclamation of U Tailings Basin at Highland Rec¬ 
lamation Project." 

* Water. Waste & Land, Inc. 91/04/30. 700pp. 58214:002-53216:052. 

9106030214 Advises that Highland U West amend application reviewed & found 
incomplete.Comments from review will be forwarded. 

SMITH,G. Wyoming, State of. 91/05/14 KEARNEY,B. Wyoming, State of. 11pp. 
57892:347-57892:357. 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 


9106040092 Informs that site has performed acceptable land use survey per license 
condition 21 of license. 

WARD.D.C. Uranium Recovery Field Ofc, R4. 91/05/09. Uranium Recovery Field Ofc, 
R4. 2pp. 57895:357-57895:358. 

9106040180 Discusses semiannual review of groundwater monitoring data for Bear 
Creek corrective action program. 

GRIMM,J.P. Region 4 (Post 820201). 91/05/16. Region 4 (Post 820201). 3pp. 
57894:122-57894:124. 

9106040193 Ack receipt of 910304 Itr re proposal to discontinue pumping number of 
wells in order to control migration & enlargement of plume of low-pH 
groundwater.Proposal appropriate. 

HALL.R.E. Region 4 (Post 820201). 91/05/16. CHASE,G. Bear Creek Uranium Co. 
2pp. 57894:125-57894:126. 


DOCKET 40-8502 TOTAL MINERALS CORP., CASPER, WY 

9106030181 Confirms 910503 discharge of groundwater at Willow Creek satellite per 
910506 telcon. 

CHAPMAN,W. Total Minerals Corp. 91/05/07. HALL.R.E. Uranium Recovery Field 
Ofc, R4. ip. 57887:325-57887:325. 

9106030313 Discusses mod submittal of “Aquifer Restoration & Wellfield Decommis¬ 
sioning Plan" did 910517.AII comments,clarifications & items of concern incorporated. 
CHAPMAN,W.J. Total Minerals Corp. 91/05/17. MOONEY,G. Wyoming, State of. Ip. 
57394:316-57894:316. 

9106260025 Forwards Insp Rept 40-8502/91-02 on 910613.No violations or deviations 
noted. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/06/21. Total Minerals Corp. 2pp. 
58228:281-58228:238. 

-9106260026 Insp Rept 40-8502/91-02 on 910613.No violations or deviations 
noted.Major areas inspected:U recovery operations & radiation safety programs 
including,operator training & retraining,maint,surveillance & testing. 

KONWINSKI.G.R., HALL.R.E. Uranium Recovery Field Ofc, R4. 91/06/21. 6pp. 
58228:263-58228:288. 


DOCKET 40-8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 

9106040043 Forwards copies of compliance correspondence which notified companies 
of findings of EPA review of 90 radon emission repts. 

LAMMERING.M.W. Environmental Protection Agency. 91/04/25. HALL.R. Uranium 
Recovery Field Ofc, R4. 9pp. 57896:021-57396:029. 

9106040200 Discusses Minerals Exploration Co 910125 submittal ol second annual rept 
on progress of groundwater corrective action program.Recommends that licensee 
continue w/proposed enhancements through 1991. 

GRIMM,J.P. Region 4 (Post 820201). 91/05/17. Region 4 (Post 820201). 3pp. 
57902:015-57902:017. 


DOCKET 40-8621 NUCLEAR RESEARCH CORP., WARRINGTON, PA 

9106180115 Discusses 910515 telcon re activities authorized by NRC 
license.Understands that licensed matl placed in storage & will not be used unless 

ECKERT,C.J. Region 1 (Post 820201). 91/06/04. SCHWAGER.T.W. Nuclear Re¬ 
search Corp. 4pp. 58120:303-58120:311. 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

9106030135 Forwards work request & contract that discussions between Umetco & 
URFO re groundwater monitoring at White Mesa be suspended until 910630 
HAMRICK,J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/04/18. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 4pp. 57392:268-57892:271. 

9106040060 Requests participation in planned meeting w/US Fish & Wildlife Svc on 
910516 & forwards related correspondence. 

BRICE,W.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/04/25. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 8pp. 57695:324-57895:331. 

9106060017 “White Mesa 1990 Annual ALARA audit Rept." 

SCHIERMAN.S.L. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/04/26. 
12pp. 57991:007-57991:018. 

9106030249 Requests permission from NRC to burn minimal amount of organic from 
surface of cell 3. 

HAMRICK,J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 91/04/29. 
HALL.R.E. Uranium Recovery Field Ofc, R4. Ip. 57894:317-57894:317. 

9106040088 Informs that proposed change to increase surety amount found appropriate 
& acceptable.Evidence of revised amount necessary within 90 days. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/09. HAMRICK,J. UMETCO Miner¬ 
als Corp. (subs, of Union Carbide Corp.). 2pp. 57894:001-57894:015. 

-9106040095 Amend 26 to license SUA-1358 for Umetco Minerals Corp, revising appro¬ 
priate surety amount to reflect inflation. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/09. 11pp. 57894:003-57894:013. 


—9106040119 Informs that proposed increase in surety amount acceptable. 

MICHAUD,P.W. Uranium Recovery Field Ofc, R4. 91/05/09. Uranium Recovery Field 
Ofc, R4. 2pp. 57894:014-57894:015. 

9106040335 Advises that Umetco Minerals Corp 910222 semiannual environ monitoring 
rept for White Mesa Mill covering period Jul - Dec 1990 acceptable. 

WARD.D.C. Uranium Recovery Field Ofc, R4. 91/05/09. Uranium Recovery Field Ofc, 
R4. 2pp. 57902:001-57902:002. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 


9106040043 Forwards copies of compliance correspondence which notified companies 
of findings of EPA review of 90 radon emission repts. 

LAMMERING.M.W. Environmental Protection Agency. 91/04/25. HALL.R. Uranium 
Recovery Field Ofc, R4. 9pp. 57896:021-57896:029. 

9106040066 Forwards application for amend to license SUA-1371. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/20. BERG.R.T. Plateau Re¬ 
sources, Ltd. 2pp. 57902:003-57902:014. 

-9106040068 License SUA-1371 for Plateau Resources Ltd,authorizing use of natural 
U. 

HALL.R.E. Plateau Resources, Ltd. 91/05/20. 8pp. 57902:005-57902:012. 

-9106040084 Recommends that license condition 39 of license SUA-1371 for Plateau 
Resources Ltd be modified as listed. 

MICHAUD,P.W. Region 4 (Post 820201). 91/05/20. Region 4 (Post 820201). 2pp. 
57902:013-57902:014. 


DOCKET 40-8716 U.S. COAST GUARD, WASHINGTON, DC 


9106070117 Forwards all info re license SMB-1348 to aid in determining whether or not 
license needs to be renewed or terminated. 

ROBERTS,G. Region 1 (Post 820201). 91/05/29. WALKER,C.M. U.S. Coast Guard, 
Transportation, Dept. of. 2pp. 57918:160-57918:169. 

-9106070125 Recommends records be updated to reflect listed change of address for 
DOT water resources coordinator. 

SCARBOROUGH,J. U.S. Coast Guard, Transportation, Dept. of. 86/10/10. Commis¬ 
sioners (Post 750119). ip. 57918:166-57918:169. 


DOCKET 40-8724 CHEMETRON CORP., CHICAGO, IL 


9106050010 Forwards insp rept 40-8724/91-01 on 910516.No violations noted. 

DAVIS,A.B. Region 3 (Post 820201). 91/05/24. LEDERMAN.M.G. Chemetron Corp. 
2pp. 57895:019-57895:039. 

-9106050014 Insp rept 40-8724/91-01 on 910516.No violations noted. Major areas 
inspecteddicensee proposed short & long term corrective actions & discussion of en¬ 
forcement options available to NRC. 

SRENIAWSKI.D.J., GROBE.J.A. Region 3 (Post 820201). 91/05/22. 19pp. 57895:021- 
57895:039. 

9106100407 Forwards Chemtron Corp radiological control plan & health & safety 
plan,per 910506 request.Chemetron preliminary site characterization rept dtd 910513 
also encl.W/o ends. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 91/05/ 
29. JONES,K. Ohio, State of. Ip. 58224:293-58224:293. 

9106110273 Requests to established LPDR near Newburgh Heights,OH so that official 
NRC documents can be available to interested parties. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 91/06/ 
05. SOUDER.J. Freedom of Information & Local Public Document Room Branch. Ip. 
53098:289-53093:289. 

9106120187 Forwards update of subsurface soil results for Bert Avenue site to replace 
data in App F,dtd 910524. 

ADAMS,T.G. Dames & Moore. 91/06/07. JOHNSON,T. NRC - No Detailed Affiliation 
Given. 14pp. 58109:184-58109:197. 

9106180150 Forwards amend to License SUB-1375,per NRC request,changing License 
Conditions 12 & 13. 

LEDERMAN.M.G. Chemetron Corp. 91/06/07. Document Control Branch (Document 
Control Desk). 2pp. 58173:347-58173:348. 

9106180270 Submits financial assurance for decommissioning supporting firms use of 
financial test to demonstrate financial assurance as specified in 10CFR40. 

' LEDERMAN.M.G. Sunbeam Corp. 91/06/07. BERNERO.R.M. Office of Nuclear Mate¬ 
rial Safety & Safeguards. 2pp. 58169:279-58169:280. 

9106140100 Forwards two high altitude aerial photographs centered about former site of 
Chemetron plant & one proof book containing low altitude photographs taken from 
DOE helicopter during radiological survey.W/o ends. 

VOJTECH.R.J. EG&G Energy Measurements. 91/06/11. HUFFERT.T. NRC - No De¬ 
tailed Affiliation Given, pp. 58113:329-58113:329. 

9106240116 Confirms 910619 meeting re status of Harvard Avenue & Bert Avenue de¬ 
contamination project. 

GROBE.J.A. Region 3 (Post 820201). 91/06/17. LEDERMAN.M. Chemetron Corp. 
2pp. 58185:232-58135:234. 

-9106240119 Notification of significant licensee meeting w/licensee on 910619 in Glen 
Ellyn,IL to discuss status of Bert Avenue & Harvard Avenue decontamination plans. 
GROBE.J.A. Region 3 (Post 820201). 91/06/17. Region 3 (Post 820201). Ip. 
58185:234-58185:234. 

9106270021 Forwards safety insp rept 40-08724/91-04 on 910514 & 22.No violations 
identified. 

SRENIAWSKI.D.J. Region 3 (Post 820201). 91/06/20. LEDERMAN.M. Chemetron 
Corp. ip. 58222:242-53222:247. 
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—9106270023 Insp rept 40-3724/91-04 on 910514-22.No violations noted. Major areas 
inspected:implementation of radiological health & safety program,review of safety 
training,radiological protection procedures & personnel radiation protection. 
HUETER.L.J., SRENIAWSKI.D.J. Region 3 (Post 820201). 91/06/20. Ip. 58222:243- 
58222:247. 

9106270012 Advises that B Koh request for extension in time to respond to NRC 
910524 Itr to 910706,acceptable. 

GROBE.J.A. Region 3 (Post 820201). 91/06/21. LEDERMAN.M.G. Chemetron Corp. 
Ip. 53222:209-58222:209. 


DOCKET 40-8727 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

9106180159 Responds to NRC 910502 Itr re NRC review of decommissioning funding 
Ian submitted in renewal application did 901001 for License SUB-1357. 
EDERMAN.M.G. Chemetron Corp. 91/06/07. Document Control Branch (Document 
Control Desk). 3pp. 58173:341-58173:343. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

9106060267 Forwards annual mining & reclamation repts for period of Mar 1990- 
1991-W/o end. 

WICHERS.D.L Rio Algom Mining Corp. 91/05/13. SHAFFER, R. Wyoming, State of. 
2pp. 57935:012-57935:013. 


DOCKET 40-8794 MOLYCORP, INC., LOS ANGELES, CA 

9106240110 Requests extension of submittal date for application for renewal of License 
SMB-1408 until 920101,per NRC 910417 Itr. 

BROWN,R.B. Molycorp, Inc. (subs, of Union Oil of California). 91/06/17. 
HAUGHNEY.C.J. Fuel Cycle Safety Branch. Ip. 58206:355-58206:355. 


DOCKET 40-8801 WESTLAKE LANDFILL, NORTHBROOK, IL 


9106060066 Updated water level & analytical data for monitor Wells M-40 through M-44 
for wk of 910513-19.W/910515 Itr. 

KEARNEY,B. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/05/ 
19. HALL.R.E. Uranium Recovery Field Ofc, R4. 11pp. 57931:175-57931:185. 

9106270350 Responds to 910415 response to NRC comments on proposed restoration 
plan for Section 21A & B fields.Forwards request for addl info re items discussed 
during 910330 meeting.Rev to restoration plan will be required. 

HALL.R.E. Uranium Recovery Held Ofc, R4. 91/06/18. HILDENBRAND.P. Power 
Conversion Products, Inc. 4pp. 58245:342-58245:345. 

9106270358 Forwards comments on 910320 submittal entitled, “West Highland 
Amend." Responses to comments should be incorporated by rev to license applica¬ 
tion. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/06/18. HILDENBRAND.P. Power 
Conversion Products. Inc. 10pp. 58268:239-58268:248. 

9106270369 Submits comments based on review of Third & Fourth Quarter 1990 envi¬ 
ron monitoring rept submitted via 910227 Itr. Requests revised well-field flow data for 
Satellites 1 & 2 including,injection & recovery flow components. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/06/18. HILDENBRAND.P. Power 
Conversion Products, Inc. 2pp. 58268:004-58268:005. 

9106280055 Discusses review of environ monitoring rept for third & fourth quarters 1990 
for Highland U Project. 

CORBETT-MILLER Uranium Recovery Field Ofc, R4. 91/06/18. Uranium Recovery 
Field Ofc, R4. 3pp. 58270:093-58270:095. 


DOCKET 40-8902 ARCO COAL CO. DIV. (ATLANTIC RICHFIELD CO.), GRANTS, 
NM 


9106050122 Application for amend to license SUA-1470,revising condition 32 to cease 
environ background monitoring at station North Perimeter 103 & replace w/monitoring 
at new station berryhill House 106A. 

ZIEGLER,R.S. Atlantic Richfield Co. (ARCO). 91/04/11. HALL.R. Uranium Recovery 
Field Ofc, R4. 4pp. 57903:142-57903:145. 


9106200085 Discusses 910528 telcon w/EPA project director for West Lake landfill site 
re status of program for decontamination. 

SRENIAWSKI.D.J. Region 3 (Post 820201). 91/05/31. Region 3 (Post 820201). 2pp. 
58161:254-58161:255. 

9106190284 Forwards documents re West Lake Landfill requested during 910522 & 23 
visits to NRC.W/o ends. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 91/06/ 
12. NEWMAN.D.L Environmental Protection Agency. Ip. 58185:331-58185:331. 


DOCKET 40-6820 AMAX, INC., GOLDEN, CO 

9106270104 Lists features of proposal re financial arrangements for long-term monitor¬ 
ing & maint of site which NRC suggests vendor modify,per 890919 & 900212 Itrs. 
HAUGHNEY.C.J. Fuel Cycle Safety Branch. 91/06/17. KEPPLER.P. AMAX, Inc. 2pp. 
58247:263-58247:285. 


DOCKET 40-8857 POWER RESOURCES, INC., GLENROCK, WY 

9106030252 Submits addl comments to licensee 910311 seven vol response to com¬ 
ments from completeness review of Mar 1990. 

INGLE.S. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/04/24. 
Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 4pp. 57894:1 BO- 
57894:183. 

9106030165 Forwards copies of updated water level & analytical data for wk 910422-25. 
KEARNEY,B. Power Resources, Inc. (formeriy Sparkling City Nuclear Corp.). 91/05/ 
02. HALL.R.E. Uranium Recovery Field Ofc, R4. 11pp. 57887:313-57887:323. 

9106030152 Discusses recent well monitoring data for Highland U Project showing in¬ 
crease in excursion parameters at wells completed in underlying monitoring zone 
within C-Wellfie)d,per 910502 telcon w/C Corbett. 

KEARNEY.B. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/05/ 
03. HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 57892:299-57892:300. 

9106030216 Informs that tentative 910522 meeting agenda limited to two major areas of 
discussion Including West Highland amend & apparent leakage of production fluids 
into underlying wells in C-Wellfield. 

MORZENTI.S.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/ 
05/03. HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 57892:358-57892:359. 

9106040082 Repts on updated water levels & provides analytical data for wells for wk 
910429-0505.AII concentrations of UCL parameters increased slightly.W/910503 Itr. 
KEARNEY.B. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/05/ 
03. 11pp. 57893:343-57893:353. 

9106040078 Repts on updated water levels & provides analytical data for wells for 
period 910506-12.W/910510 Hr. 

KEARNEY.B. Power Resources, Inc. (formeriy Sparkling City Nuclear Corp.). 91/05/ 
10. 11pp. 57893:332-57893:342. 

9106040097 Forwards amend 30 to License SUA-1511.Amend approves upper control 
limits,baseline water quality data & authorizes operation of Section 22/23:40-sand 
mining field. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/17. KEARNEY,W. Power Re¬ 
sources Corp. 4pp. 57896:001-57896:019. 

-9106040103 Amend 30 to license SUA-1511. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/17. 10pp. 57896:005-57896:014. 

-9106040116 Provides hydrologic pump test results.Adequate to good communication 
of D-area weils constructed in 4o-sand ore production zone & ore sand monitoring 
network. _ 

MILLER-CORBETT Uranium Recovery Field Ofc, R4. 91/05/17. Uranium Recovery 
Held Ofc, R4. 5pp. 57896:015-57896:019. 


9106030326 Requests amend to license re tailings slimes to cover matl testing,asbestos 
disposal area closure,nuclear density/sand cone correlation & reclamation schedule 
update. 

ZIEGLER,R.S. Atlantic Richfield Co. (ARCO). 91/05/09. HALL.R.E. Uranium Recovery 
Field Ofc, R4. 25pp. 57894:291-57894:315. 

9106280112 Discusses review of environ monitoring rept for Bluewater Mill for Jul-Dec 
1990. 

GARCIA,P.J. Uranium Recovery Field Ofc, R4. 91/06/18. Uranium Recovery Field 
Ofc, R4. 2pp. 58272:114-58272:115. 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, NM 


9106030222 Forwards completion rept for new evaporation pond including list of QC 
samples taken for liner installation.W/o end. 

HILES.M.D. Homestake Mining Co. 91/04/05. HALL.R.E. Uranium Recovery Field Ofc, 
R4. Ip. 57892:360-57692:360. 

9106280110 Discusses review of environ monitoring rept for Milan Mill for Jul-Dec 1990. 
GARCIA,P.J. Uranium Recovery Held Ofc, R4. 91/06/18. Uranium Recovery Field 
Ofc. R4. 2pp. 58272:116-58272:117. 

9106270340 Ack receipt of 910614 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 40-8903/91-01. 

HALL.R.E. Uranium Recovery Held Ofc, R4. 91/06/21. MILES,M. Homestake Mining 
Co. Ip. 58264:342-58264:345. 

—9106270344 Responds to violations noted in Insp Rept 40-8903/91-01 on 910424.Cor- 
rective actions:respirator log book moved from precipitation bldg to respirator cleaning 
room to allow better control of documentation. 

HILES.M.D. Homestake Mining Co. 91/06/14. HALL.R. Uranium Recovery Field Ofc, 
R4. 3pp. 58264:343-58264:345. 


DOCKET 40-8904 BP AMERICA, INC., CLEVELAND, OH 


9106030236 Forwards insp rept 40-8904/91-01 on 9105Q.1.NO violations or deviations 
identified. 

HALL.R.E. Region 4 (Post 820201). 91/05/22. SCHURTZ.G. SOHIO Western Mining 
Co. 2pp. 57904:290-57904:295. 

—9106030244 Insp rept 40-8904/91-01 on 910501.No violations noted.Major areas 
inspected'.taillngs reclamation & site decontamination at L-Bar Mill. 

KONWINSKI.G.R., GONZALES,R.O., HALL.R.E. Region 4 (Post 820201). 91/05/10. 
4pp. 57904:292-57904:295. 


9106100027 Forwards insp rept 40-8904/91-01 on 910501.No violation or deviations 
noted.Outstanding issues re reclamation of tailings should be resolved 
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/22. SCHURTZ.G. SOHIO Western 
Mining Co. 2pp. 57932:042-57932:047. 


-9106100034 Insp rept 40-8904/91-01 on 910501.No violations or deviations 
noted.Major areas inspected:tailings reclamation & site decontamination at L-Bar mill. 
KONWINSKI.G.R., GONZALES,R.O., HALL.R.E. Uranium Recovery Field Ofc, R4. 91/ 
05/10. 4pp. 57932:044-57932:047. y 


DOCKET 40-6905 QUIVIRA MINING CO., GRANTS, NM 


9106060264 Responds to 901116 application & suppl amends of 910201 & 910416,sub¬ 
mitted per 40CFR61.07 for approval to construct four new disposal cells for mill tail¬ 
ings. 

MEIBURG.A.S. Environmental Protection Agency. 91/04/24 FERDINAND B Rio 
Algom Mining Corp. 4pp. 57935:008-57935:011. 
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9106030159 Forwards rept describing events & remedial actions resulting from liner tear 
at evaporation pond. 

FERDINAND.B. Quivira Mining Co. 91/04/26. OHRBOM.R. New Mexico. State of. 
8pp. 57887:303-57887:310. 

9106030262 Forwards rept describing events & remedial actions resulting from liner tear 
at evaporation pond.Tear caused by abnormally high winds. 

FERDINAND.B. Quivira Mining Co. 91/04/26. HALL.R. Uranium Recovery Field Ofc, 
R4. 8pp. 57894:275-57894:282. 

9106030260 Submits response to open items contained in insp rept 40-8905/91-01 on 
910321. 

FERDINAND.B. Quivira Mining Co. 91/04/29. HALL.R. Uranium Recovery Field Ofc, 
R4. 3pp. 57894:212-57894:214. 

9106280145 Ack receipt of 910429 Itr in response to insp rept 40-8905/91-01 sent 
under cover Itr did 910412-Reviewed response,although response not 

required.Expresses thanks for identifying proper mailing address. 

HALL.R.E. Region 4 (Post 820201). 91/05/23. FERDINAND.B. Quivira Mining Co. Ip. 
58273:124-58273:127. 

-9106280149 Forwards responses to open items contained in insp of license SUA-1473 
on 910412. 

FERDINAND.B. Quivira Mining Co. 91/04/29. HALL.R. Region 4 (Post 820201). 3pp. 
58273:125-58273:127. 


DOCKET 40-8907 UNO MINING & MILLING (DIV. OF UNITED NUCLEAR CORP.), 

9106250037 Forwards request for hearing on Commission amend did 910315 of license 
SUA-1475.Scheduling of any hearing in proceeding per request should be deferred 
until further notice. 

HALL.R.M. United Nuclear Corp. (subs, of UNC, Inc.). HALL.R.M. Crowell & Moring. 
#291 11814. 91/04/04. Docketing & Services Branch. Ip. 58204:027-58204:045. 

-9106250068 Request for hearing.* Licensee requests that no notice of hearing be 
issued presently & that proceedings be stayed until possible settlement of matter can 
be explored w/ region.W/notlce of appearance & Certificate of Svc. 

HALL.R.M. United Nuclear Corp. (subs, of UNC, Inc.). HALL.R.M. Crowell & Moring. 
91/04/04. Office of the General Counsel (Post 860701). 18pp. 58204:028-58204:045. 

9106040071 Provides info re upgradient alluvial monitoring drilling & requests comment 
on program. 

MORALES,E.M. United Nuclear Coro. (subs, of UNC, Inc.). 91/04/24. HALL.R.E. Ura¬ 
nium Recovery Field Ofc, R4. BECKER,S. Environmental Protection Agency. 22pp. 
57895:332-57895:353. 

9106030291 Forwards document concerning legal analysis re surety issue. Document 
justifies conclusion by NRC that requirements not applicable. 

HALL.R.M. Crowell Corp. 91/04/25. MARTIN,R.D. Region 4 (Post 820201). Ip. 
57893:289-57893:289. 

9106250028 Order.* NRC shall inform Commission by 910517 as to how or whether 
amount of surety has been imposed on licensee.W/ Certificate of Svc.Served on 
910503. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11815. 91/05/03. Office 
of the General Counsel (Post 860701). 3pp. 58196:017-58196:019. 

9106250045 NRC Staff response to Commission order of 910503.* NRC review & inde¬ 
pendent verification of licensee reclamation cost estimates indicates sufficient basis 
exists for establishing surety amount.W/Certificate of Svc. 

RUTBERG.J. Office of the General Counsel (Post 860701). #291 11816. 91/05/17. 
Commissioners (Post 750119). 11pp. 58196:041-58196:052. 

9106250031 United Nuclear Corp reply to NRC Staff response to Commission order.* 
Agrees w/NRC recommendation to defer issuance of notice of hearing until parties 
can attempt to dispute.W/Certificate of Svc. 

SCOTT,J.T. Crowell & Moring. #291 11817. 91/05/22. Commissioners (Post 750119). 
3pp. 58196:303-58196:305. 

9106270354 Submits comments & recommendations based on review of licensee 
910614 submittal of proposed surety arrangement. 

MICHAUD.R.W. Uranium Recovery Field Ofc, R4. 91/06/21. HALL.R.E. Uranium Re¬ 
covery Field Ofc, R4. 2pp. 58268:237-58268:238. 


DOCKET 40-8914 ENERGY, DEPT. OF, SCOVILLE, ID 

9106030257 Advises that company does not wish to transfer ownership of mineral inter¬ 
est In Section 7,Township 13 North,Range 8 West,McKinley County,New Mexico to 
federal govt. 

WAGNER,G.R. Hecla Mining Co. 91/05/07. HALL.R.E. Uranium Recovery Field Ofc, 
R4. Ip. 57894:184-57894:184. 

9106040394 Notifies that Mckinley County was utilized for disposal of radioactive by¬ 
product mat! through mine backfilling. 

DREW.LA. Hecla Mining Co. 91/05/13. LENTE.G. McKinley Area Council of Govts, 
Gallup,NM. Ip. 57902:080-57902:080. 

9106050145 Discusses initiated reclamation at facility re NRC plan to conduct radiologi¬ 
cal surveys & soil sampling. Notification requested prior to visit. 

DREW.LA. Hecla Mining Co. 91/05/16. HALL.R.E. Uranium Recovery Field Ofc, R4. 
2pp. 57903:146-57903:147. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

9106040062 Forwards copy of proposed respiratory protection program for review & ap¬ 
proval. 

KNODE.R. Ferret Exploration Co. of Nebraska, Inc. 91/05/14. HALL.R. Uranium Re¬ 
covery Field Ofc, R4. 10pp. 57896:030-57896:039. 

9106030297 Discusses telephone notification re soil analyses for radium following 
recent release of groundwater from failed piping in new,undeveloped well field. 
HALL.R.E. Region 4 (Post 820201). 91/05/15. COLLINGS.S. Ferret Exploration Co. of 
Nebraska, Inc. 2pp. 57893:312-57893:313. 


DOCKET 40-8958 URANERZ USA, INC., CASPER, WY 


9106280197 Summary of 910531 meeting w/Pathfinder Miners Corp re Ruth & North 
Butte Solution Mines licenses. 

KONWINSKI.G.R. Region 4 (Post 820201). 91/06/07. Region 4 (Post 820201). 2pp. 
58273:128-58273:129. 


DOCKET 40-8964 SEQUOYAH FUELS CORP., OKLAHOMA CITY, OK 


9106030154 Forwards original receipts for certified mailings & affidavit of publication 
from Casper Star Tribune. 

WICHERS.D.L. Rio Algom Mining Corp. 91/05/07. SHAFFER,R. Wyoming, State of. 
25pp. 57887:279-57887:302. 


DOCKET 40-8980 HERITAGE MINERALS, INC., LAKEHURST, NJ 

9106070026 Discusses insp rept 40-8980/91-01 on 910410.No violations noted.Areas of 
concern include ceasation of production activities & cleaning/decontamination of 
equipment in wet & dry mills. 

KINNEMAN.J.D. Region 1 (Post 820201). 91/05/22. LORD.J.F. Heritage Minerals, Inc. 
2pp. 57918:054-57918:055. 


DOCKET 40-8981 URANERZ USA, INC., CASPER, WY 

9106030233 Requests that conditions for effluent & environ monitoring described in 
901101 submittal in license condition 14,info re semiannual ALARA audit rept & daily 
walk-through insp not be implemented until North Butte facility constructed. 
MURDOCK,E.S. Pathfinder Mines Corp. 91/04/23. GARCIA,P. Uranium Recovery 
Field Ofc, R4. Ip. 57894:179-57894:179. 

9106030289 Ack receipt of 910423 Itr discussing environ & effluent monitoring & other 
radiation surveying requirements stipulated in license SUA-1540. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/10. Pathfinder Mines Corp. 2pp. 
57894:257-57894:258. 

9106280197 Summary of 910531 meeting w/Pathfinder Miners Corp re Ruth & North 
Butte Solution Mines licenses. 

KONWINSKI.G.R. Region 4 (Post 820201). 91/06/07. Region 4 (Post 820201). 2pp. 
58273:128-58273:129. 


DOCKET 40-8989 ENVIROCARE OF UTAH, INC., SALT LAKE CITY, UT 

9106140013 Motion for extension of time to submit contentions.' Kerr-McGee requests 
extension of time of 30 days within which to submit contentions.W/Certificate of Svc. 
ESTREICHER.H. Kerr-McGee Chemical Corp. ESTREICHER.H. Covington & Burling. 
#291 11796. 91/05/28. Atomic Salety and Licensing Board Panel. 4pp. 58119:001- 
58119:004. 

9106140090 Order.* Motion for extension of time until 910701 to provide proposed con¬ 
tentions & for rescheduling prehearing conference scheduled for 910619 
granted.Served on 910530. W/Certificate of Svc. 

FRYE.J.H. Atomic Safety and Licensing Board Panel. #291 11806. 91/05/30. Kerr- 
McGee Corp. 3pp. 58119:234-58119:236. 

9106070301 Advises that 910426 revised application & environ rept to receive & dis¬ 
pose of byproduct matl acceptable,per Atomic Energy Act,Section 11e.(2).List of miss¬ 
ing & add! Info needed by 910630 for completion of technical review end. 
SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/04. SEMNANI.K.B. 
Envirocare of Utah, Inc. 17pp. 58015:003-58015:097. 

9106190291 Responds to request for environ rept accompanying Envirocare of UT li¬ 
cense application. Requests for environ repts from individuals or Independent organiza¬ 
tions handled by NRC PDR. 

WASTLER.S.L. Uranium Recovery Branch (Post 901230). 91/06/13. MEISTER.M. Af¬ 
filiation Not Assigned. Ip. 58187:356-58187:356. 

9106200046 Requests that environ rept & associated appendices be sent to Dept of 
Interior at listed address.Applicable section of FR re NRC intention to prepare DES 
covering Envirocare of UT application to receive U & thorium end. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/13. SEMNANI.K.B. 
Envirocare of Utah, Inc. 3pp. 58200:056-58200:058. 

9106240274 Requests that environ rept & associated appendices be sent to Congress¬ 
man B Orton at listed address. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/18. SEMNANI.K.B. 
Envirocare of Utah, Inc. Ip. 58220:159-58220:159. 

9106270304 Notification of significant licensee meeting on 910702 to discuss NRC ac¬ 
ceptance review questions of 910604. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/25. Uranium Recov¬ 
ery Branch (Post 901230). 2pp. 58264:348-58264:349. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F. Security, medical, emergency & fire protection plana 

9106070264 Rev B to “Ford Nuclear Reactor Emergency Plan.” 

BURN.R.R. Michigan, Univ. of, Ann Arbor, Ml. 91/05/14. 112pp. 58035:175- 
56035:286. 

9106070332 Forwards Rev 1 to security plan.Rev withheld (ref 10CFR2.790). 

FLEMING,R.F. Michigan, Univ. of, Ann Arbor, Ml. 91/05/17. Document Control Branch 
(Document Control Desk). Ip. 56039:142-56039:142. 
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DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


S. Reportable occurrences, LERs & related correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc fist 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 


9106050291 Forwards amended 10CFR26 semiannual fitness-for-duty rept for Jul-Dec 
1990,consisting of results of licensee & contractor positive drug alcohol tests. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/23. Document Control 
Branch (Document Control Desk). 5pp. 58005:259-58005:263. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


P. Security, medical, emergency A fire protection plans 

9106100440 Revised EPIPs,including Rev 0 to EPIP 0200-02, "A-Model Status" & EPIP 
0200-03, “A-Model Interactions." 

HOLMAN,R„ KUC2YNSKI.J., EVANS,M. Commonwealth Edison Co. 91/05/28. 31pp. 
58092:322-58092:352. 

9106100221 Revised Corporate EPfPs,including Rev 1 to CEPIP 2331-01, CEPfP 2300- 
01.CEPIP 2033-01 .CEPIP 2334-01 ,Rev 0 to CEPIP 2030-01 & Rev 1 to CEPIP 2312- 
01 . 

* Commonwealth Edison Co. 91/05/31. 54pp. 58094:139-58094:192. 


P. Operating license stage documents & correspondence 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu¬ 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 

9106200183 Forwards status update for NS-1 waste disposal project at facility & discov¬ 
ery of contaminated dirt east of facility. Waste processing scheduled to begin in Fall 
1991 w/ completion scheduled for beginning of 1992. 

TAYLOR,D.L. Commonwealth Edison Co. 91/06/07. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 58200:036-58200:038. 


9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.All 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


9106200016 Forwards insp repts 50-016/91-01 & 50-341/91-13 on 910520-24 & 
0611.Violations noted but not cited. 

GREGER.L.R. Region 3 (Post 820201). 91/06/14. ORSER.W.S. Detroit Edison Co. 
2pp. 58161:094-58161:103. 

-9106200024 Insp repts 50-016/91-01 & 50-341/91-13 on 910420-24 & 0611. Viola¬ 
tions noted,not cited.Major areas inspected:audits & appraisals.changes.training & 
qulifications,external exposure controls & internal exposure controls. 

JANUSKA.A.G., PAUL.R.A., SCHUMACHER,M.C. Region 3 (Post 820201). 91/06/14. 
8pp. 58161:096-58161:103. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


I. Financial Information 


9106100509 Advises that MIT will provide NRC w/necessary info on finanacial assur¬ 
ance for decommissioning of research reactor prior to 910901,per 910531 telcon. 
POWELL,P.C. Massachusetts Institute of Technology, Cambridge, MA. 91/06/03. 
MENDONCA.M.M. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). ip. 58051:355-58051:355. 


P. Operating license stage documents & correspondence 

9106270267 Forwards Chapter three of R Choi thesis on design & experimental evalua¬ 
tion of epithermal neutron beam at MIT research reactor,covering history of early 
boron neutron capture therapy trials. 

BERNARD,J.A. Massachusetts Institute of Technology, Cambridge, MA. 91/04/16. 
ADAMS,A. Office of Nuclear Reactor Regulation, Director (Post 870411). 39pp. 
58245:218-58245:258. 

9106120266 Discussess historical info on approval process for use of MIT research re¬ 
actor medical beam therapy facility. 

BERNARD,J.A. Massachusetts Institute of Technology, Cambridge, MA. 91/06/06. 
Document Control Branch (Document Control Desk). 9pp. 58109:351-58109:359. 


Q. Inspection reports, IE Bulletins & correspondence 

9106250029 Ack receipt of 910314 & 0412 responses to violations noted in Insp Repts 
50-020/91-01 & 70-0938/91-01.NRC found no compelling reason for nondisclosure of 
info in details saction of insp repts. 

KNAPP,M.R. Region 1 (Post 820201). 91/06/13. BERNARD,J.A., MASSE,F.X. Massa¬ 
chusetts Institute of Technology, Cambridge, MA. 2pp. 58221:063-58221:070. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57908:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. “ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106120042 Forwards safety insp repts 50-237/91-10 & 50-249/91-09 on 910402- 
0516.Noncited violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 91/06/05. REED.C. Commonwealth Edison 
Co. 2pp. 58017:045-58017:057. 

-9106120057 Safety insp repts 50-237/91-10 & 50-249/91-09 on 910402-0516.Noncit- 
ed violations noted.Major areas inspected: licensee action on previously identified 
items.LERs, operational safety,monthly main! & ESF walkdown. 

BURGESS,B.L Region 3 (Post 820201). 91/06/05.11pp. 58017:047-58017:057. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58182:244. 


R. Periodic operating reports & related correspondence 

9106130019 Monthly operating repts for May 1991 for Dresden Nuclear Power 
Station.W/910601 Itr. 

MAXWELL,D.C., EENIGENBURG.E. Commonwealth Edison Co. 91/05/31. 27pp. 
58149:001 -58149:032. 


V. Operator Examinations 


9106110049 Advises that PA Hopkins resigned position as senior reactor 
operator,effective 910603.Senior Operator License SOP-10852 should be terminated. 
BERNARD,J.A. Massachusetts Institute of Technology, Cambridge, MA. 91/06/05. 
Document Control Branch (Document Control Desk). 1 p. 58096:278-58096:278. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 


9106050265 Forwards final SALP Rept 50-029/89-99 for period 890801-910115.SALP 
noted strong mgt involvement & good to superior safety performance in areas of 
emergency preparedness & security & safeguards. 

MARTIN,T.T. Region 1 (Post 820201). 91/05/20. KADAK.A.C. Yankee Atomic Electric 
Co. 5pp. 58008:083-58008:142. 

-9106050281 Final SALP Rept 50-029/89-99 for period 890801-910115. 

* Region 1 (Post 820201). 91/05/20. 35pp. 58008:088-58008:122. 

-9106050283 Initial SALP Rept 50-029/89-99 for period 890801-910115. 

* Region 1 (Post 820201). 91/01/15. 14pp. 58008:123-58008:136. 

—9106050336 Requests that SALP Category 2 ranking re licensed operator staffing be 
reexamined based on listed info. 

THAYER,J.K. Yankee Atomic Electric Co. 91/04/16. MARTIN,T.T. Region 1 (Post 
820201). 6pp. 58008:137-58008:142. 


9106060050 Advises that Revs 8,9 & 10 to security training & qualification 
plan,submitted via 890624,900403 & 910211 Itrs respectively.consistent w/provlsions 
of 10CFR50.54(p) & acceptable for inclusion into plan. 

JOYNER.J.H. Region 1 (Post 820201). 91/05/28. THAYER,J.K. Yankee Atomic Elec¬ 
tric Co. 2pp. 58002:325-58002:326. 


9106140224 Forwards insp rept 50-029/91-06 on 910416-0525.No violations noted 
JOHNSON,J.R. Region 1 (Post 820201). 91/06/04. THAYER,J.K. Yankee Atomic 
Electric Co. 4pp. 58128:043-58128:056. 
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—9106140227 Insp rept 50-029/91-06 on 910416-0525.No violations noted. Major areas 
inspected:plant operations,radiological controls & 

main!,surveillance,security,emergency planning,engineering & technical support & 
safety assessment. 

ROGGE,J.F Region 1 (Post 820201). 91/06/04. 12pp. 58128:047-58128:058. 

9106210252 Rev 5 to EPIP OP 3525, "Radiological Coordination." 

MARKT.D.I. Yankee Atomic Electric Co. 91/06/12. 7pp. 58208:219-58208:225. 


G. Adjudicatory correspondence 

9106250056 Forwards petition for emergency enforcement action & request for public 
hearing & supporting affidavit of RD Pollard for filing. 

CURRAN,D, Union of Concerned Scientists. CURRAN,D. New England Coalition on 
Nuclear Pollution. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). #291 11827. 91/06/04. CARR.K.M., ROBERTS,T.M., 
ROGERS,K.C. Commissioners (Post 750119). 30pp. 58196:065-58196:187. 

--9106250060 Affidavit of RD Pollard re factual statements made in petition for emer¬ 
gency action & request for public hearing. 

POLLARD.R.D. Union of Concerned Scientists. 91/05/30. 2pp. 58196:095-58196:187. 


H. General correspondence 


9106190402 Requests that NRC deny util request for extension of license.Advocates 
development of non-nuclear solutions. 

STOCKEY.D. Affiliation Not Assigned. 91/06/10. SEARS NRC - No Detailed Affiliation 
Given. 3pp. 58193:274-58193:276. 

9106260236 Demands that NRC heed warnings of impending disaster at Rowe.MA nu¬ 
clear power plant due to potential for weakness in 31-yr old reactor vessel wall,Plant 
should be closed. 

LATENDORF.F.A. Affiliation Not Assigned. 91/06/20. NRC - No Detailed Affiliation 
Given. 3pp. 58238:192-58238:193. 


I. Financial information 


9106050158 Forwards financial assurance lor decommissioning License 20-14597-01 & 
identifies that indenture of trust for facility is established. 

PAPANIC.G. Yankee Atomic Electric Co. 91/05/28. Region 1 (Post 820201). Ip. 
58003:301-58003:301. 


P. Operating license stage documents & correspondence 

9106050245 Summary of 910514 public meeting w/util & ORNL re NRC pressurized 
thermal shock analysis sensitivity study to determine effects of various flaws in plant 
reactor vessel. List of attendees & viewgraphs end. 

SEARS,P.M. Project Directorate 1-3. 91/05/23. Project Directorate 1-3. 50pp. 
58003:224-58003:278. 

9106040008 Forwards 10-yr update to inservice pump & valve testing program contain¬ 
ing pump & valve data base, 10 relief requests,safety class drawings & pump circuit 
diagrams. 

PAPANIC.G. Yankee Atomic Electric Co. 91/05/24. Document Control Branch (Docu¬ 
ment Control Desk). 55pp. 57999:305-58000:043. 

9106050073 Notification of 910529 meeting w/YAE in Rockville,MD to discuss content 
& development of draft chapter of util license renewal application. 

HERB.I. License Renewal Project Directorate (Post 901216). 91/05/28. MURLEY.T., 
MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 3pp. 57931:084- 
57931:086. 

9106130267 Informs of plans to perform PTS sensitivity study similar to that proposed 
by Oak Ridge which plans to utilize fracture toughness data from seventh irradiation 
series to analyze cladding.Requests all data on subject by 910715. 

HASELTINE.J.D. Yankee Atomic Electric Co. 91/06/10. Document Control Branch 
(Document Control Desk). Ip. 58110:307-58110:307. 

9106190215 Summary of 910529 meeting w/util in Rockville,MD re content & develop¬ 
ment of util draft license renewal application. Attendance list end. 

HERB.I. License Renewal Project Directorate (Post 901216). 91/06/14. License Re¬ 
newal Project Directorate (Post 901216). 4pp. 58151:339-58151:342. 

9106210239 Advises that responses to Generic Ltr 89-19 re resolution of A-47 on safety 
implications of control sys in LWRs complete & issues in ltr may be closed-out. 

SEARS,P.M. Project Directorate 1-3. 91/06/14. PAPANIC.G. Yankee Atomic Electric 
Co. 2pp. 58207:352-58207:353. 

9106260078 Forwards figures re facility parts. 

BEIGERON.P. Yankee Atomic Electric Co. 91 /06/20. LOIS.L. NRC - No Detailed Affili¬ 
ation Given. 4pp. 58217:342-58217:345. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050265 Forwards final SALP Rept 50-029/89-99 for period 890801-910115.SALP 
noted strong mgt involvement & good to superior safety performance in areas of 
emergency preparedness & security & safeguards. 

MARTIN,T.T. Region 1 (Post 820201). 91/05/20. KADAK.A.C. Yankee Atomic Electric 
Co. 5pp. 58008:083-58008:142. 

--9106050281 Final SALP Rept 50-029/89-99 for period 890801-910115. 

* Region 1 (Post 820201). 91/05/20. 35pp. 58008:088-58008:122. 

-9106050283 Initial SALP Rept 50-029/89-99 for period 890801-910115. 

* Region 1 (Post 820201). 91/01/15. 14pp. 58008:123-58008:136. 


-9106050336 Requests that SALP Category 2 ranking re licensed operator staffing be 
reexamined based on listed inlo. 

THAYER,J.K. Yankee Atomic Electric Co. 91/04/16. MARTIN,T T. Region 1 (Post 
820201). 6pp. 58008:137-58008:142. 

9106040366 EN-91-031:on 910530,notice of proposed imposition of civil penalty in 
amount of $50,000 issued to licensee based on violation re failure to ensure adequate 
training of contractor craft personnel. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413) 91/05/29. Ip. 
58009:001-58009:001. 

9106050036 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $50,000 resulting from 910220-0325 insp. 

MARTIN,T.T. Region 1 (Post 820201) 91/05/30. KADAK.A.C. Yankee Atomic Electric 
Co. 5pp. 57895:093-57895-100. 

-9106050038 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000.Noncompliance noted.QA program did not provide for adequate training of 
electrical personnel who installed electrical connections on EDGs. 

MARTIN,T.T. Region 1 (Post 820201). 91/05/30. 3pp. 57895:098-57895:100. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106140224 Forwards insp rept 50-029/91-06 on 910416-0525.No violations noted. 
JOHNSON,J.R. Region 1 (Post 820201). 91/06/04. THAYER,J.K. Yankee Atomic 
Electric Co. 4pp. 58128:043-58128:058. 

—9106140227 Insp rept 50-029/91-06 on 910416-0525.No violations noted. Major areas 
inspected:plant operations,radiological controls & 

maint.surveillance, security,emergency planning,engineering & technical support & 
safety assessment. 

ROGGE,J.F. Region 1 (Post 820201). 91/06/04. 12pp. 58128:047-58128:058. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 


9106130213 Monthly operating rept for May 1991 for Yankee Atomic Power Station.W/ 
910610 ltr. 

SAMMARCO.H., BERRY,R.L. Yankee Atomic Electric Co. 91/05/31. 6pp. 58111:237- 
58111:242. 


S. Reportable occurrences, LERs & related correspondence 

9106200239 PNO-I-91-O44:on 910615,both offsite ac sources were lost due lo lightning 
strike.Control room operators stabilized unit in hot standby (Mode 3) w/natural circula¬ 
tion cooling. 

ROGGE,J. Region 1 (Post 820201). 91/06/17. 2pp. 58204:019-58204:020. 


V. Operator Examinations 

9106050265 Forwards final SALP Rept 50-029/89-99 for period 890801-910115.SALP 
noted strong mgt involvement & good to superior safety performance in areas of 
emergency preparedness & security & safeguards. 

MARTIN,T.T. Region 1 (Post 820201). 91/05/20. KADAK.A.C. Yankee Atomic Electric 
Co. 5pp. 58008:083-58008:142. 

-9106050281 Final SALP Rept 50-029/89-99 for period 890801-910115. 

* Region 1 (Post 820201). 91/05/20. 35pp. 58008:088-58008:122. 

-9106050283 Initial SALP Rept 50-029/89-99 for period 890801-910115. 

* Region 1 (Post 820201). 91/01/15. 14pp. 58008:123-58008:136. 

-9106050336 Requests that SALP Category 2 ranking re licensed operator staffing be 
reexamined based on listed info. 

THAYER,J.K. Yankee Atomic Electric Co. 91/04/16. MARTIN,T.T. Region 1 (Post 
820201). 6pp. 58008:137-58008:142. 


DOCKET 50-39 CURTISS-WRIGHT RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


9106120324 Responds to FOIA request for documents re license numbers R-36,issued 
in 1958,license R-72 issued in Dec 1960 & license 19-01398-29.Forwards Apps 
A,B,C,D documents.App E documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/01. BRENNAN,D.F. Pennsylvania, Commonwealth of. 13pp. 

58375:003-58380:113. 

-9106210199 Forwards license R-36. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 58/04/29. ROBERTS.C. Cur- 
tiss-Wright Corp. Ip. 58378:227-58378:227. 

-9106210203 License R-36 for facility. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 58/04/29. 2pp. 58378:228- 
58378:229. 
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--9106210207 Forwards amend 1 to license R-36,authorizing facility to receive.possess 
4 use addl 0.2 kg of U-235 as fuel for reactor.Forwards amend 1 to construction 
permit CPRR-11, converting schedule of transfers of matl to facility. 

PRICE,E.R. Atomic Energy Commission (Pre 750119). 58/08/28. ROBERTS,C. Cur- 
tiss-Wright Corp. Ip. 58378:230-58376:230. 

-9106210211 Amend 1 to license R-36,authorizing facility to receive, possess & use 
addl 0.2 kg of U-235 as fuel for reactor. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 58/08/28. Ip. 58378:231- 
58378:231. 

--9106210266 Amend 1 to CPRR-11 changing transfer schedule of nuclear mall from 
Commission lo facility. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 58/08/28. Ip. 58378:232- 
58378:232. 

-9106210279 Forwards amend 2 to license R-36,authorizing facility to operate reactor 
at power levels up to one MW w/o secondary cooling. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 59/01/14. Curtiss-Wright Corp. 
ip. 58378:233-58378:233. 

“9106240125 Notice of issuance of amend to license R-36.Amend authorizes facility to 
operate research reactor at power levels up to one MW for test runs. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 59/01/14. 2pp. 58378:235- 
58378:237. 

-9106240147 Notice of hazards analysis re amend to license R-36. Concludes that re¬ 
actor may be operated under proposed conditions re cooling sys & operating reactor 
at one MW. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 59/01/14. 2pp. 58378:238- 
58378:239. 

”9106240169 Notice of termination of facility license R-36 as of 601212. Ownership of 
facilitv being transferred by Curtiss-Wright Corp to Pennsylvania State Univ. 

KIRK.R.L. Atomic Energy Commission (Pre 750119). 60/11/29. Ip. 58378:246- 
58378:246. 


DOCKET 50-54 CINTICHEM 


I. Financial information 


9106130159 Forwards resubmission of financial assurance plan on behalf of 
Cmtichem,Inc,subsidiary of Hoffman-La Roche,Inc. 

YACHMETZ.P.K. Hoffman-La Roche, Inc. (subs, of F. Hoffman-La Roche & Co., Ltd.). 
91/05/21. MICHAELS.T.S. NRC - No Detailed Affiliation Given. 10pp. 58111:001- 
58111:044. 


■9106130171 Supports company use of financial test as set forth in paragraph A.1 of 
section It of app A to 10CFR30,referenced by 10CFR50 & 70,to demonstrate financial 
assurance,specified in 10CFR50 & 70 on behalf of Cintichem.lnc. 

LERNER.I. Hoffman-La Roche, Inc. (subs, of F. Hoffman-La Roche & Co., Ltd.). 91/ 
05/06. NRC - No Detailed Affiliation Given. Ip. 58111:010-58111:010. 

-9106130178 Supports company use of financial test set forth in paragraph A.2 of sec¬ 
tion II of app A to 10CFR30,referenced by 10CFR50 4 70,to demonstrate financial 
assurance,specified in 10CFR50 4 70 on behalf of Cintichem.lnc. 

STADLER.M.F. Hoffman-La Roche, Inc. (subs, of F. Hoffman-La Roche 4 Co., Ltd.). 
91/04/17. NRC - No Detailed Affiliation Given. 34pp. 58111:011-58111:044. 


P. Operating license stage documents & correspondence 


9106270204 Forwards results of NRC TLD direct radiation monitoring for firsl quarter 
1991. 

BORES,R.J. Region 1 (Post 820201). 91/06/12. MCCGOVERN.J.J. Cintichem, Inc. 
4pp. 58224:031-58224.034. 


H. General correspondence 


9106170097 Informs of telephone number change for Umv of Virginia, effective 
910708.Number changed from 804-924-7136 to 804-982-5440. 

FARRAR,J.P. Virginia, Univ. of, Charlottesville, VA. 91/05/29. Region 2 (Posf 820201). 
Ip. 58161:329-58161.329. 


P. Operating license stage documents & correspondence 

9106270189 Provides addl responses to NRC request for addl info pertaining to CAVA¬ 
LIER decommissioning plan. 

MULDER,R.U. Virginia, Univ. of, Charlottesville, VA. 91/06/17. ADAMS,A. Non-Power 
Reactors, Decommissioning 4 Environmental Pro|. Dir. (Post 901216). 57pp. 
58247:286-58247:344. 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 


P, Operating license stage documents & correspondence 

9106040202 Forwards rquest for addl info needed to complete review of 900717 & 18 
application to decommission license R-25. Response should be submitted within 30 
days. 

ADAMS,A. Non-Power Reactors, Decommissioning 4 Environmental Proj. Dir. (Post 
901216). 91/05/22. SANDQUIST.G.M. Utah, Univ. of, Salt Lake City, UT. 4pp. 
57894:142-57894:145. 

9106190172 Forwards response to NRC 910522 request for addl info re disposition of 
reactor tank shielding water & reactor components to resolve NRC concerns re de¬ 
commissioning plan submitted on 900717. 

BROPHY.J.J. Utah, Univ. of, Salt Lake City, UT. 91/06/12. ADAMS,A. Standardization 
Project Directorate (Post 901216). 2pp. 58185:315-58185:316. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F. Security, medical, emergency & fire protection plans 


9106180415 Accepts changes to security plan. 

MICHAELS.T.S. Non-Power Reactors, Decommissioning 4 Environmental Proj. Dir. 
(Post 901216). 91/06/10. CHERB.J.H. General Electric Co. 3pp. 58171:188- 
58171:190. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


F. Security, medical, emergency & fire protection plans 


9106030002 Advises that circle numbers on Figure 1.2 of Rev 6 to emergency plan con- 
stilule room numbers 4 change to figure unnecessary. 

VERNETSON.W.G. Florida, Univ. of, Gainesville, FL. 91/05/22. MICHAELS.T.S. NRC 
- No Detailed Affiliation Given. Ip. 57916:357-57916:357. 


V. Operator Examinations 


9106100252 Forwards revised operator requalification 4 recertification program plan for 
Jul 1991 - June 1993. 

VERNETSON.W.G. Florida, Univ. of, Gainesville, FL. 91/05/31. Document Control 
Branch (Document Control Desk). 11pp. 58052:104-58052:114. 


DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT 


Q. Inspection reports, IE Bulletins & correspondence 


9106270173 Notification of significant licensee meeting 91-82 w/util in Region I ofc on 
910627 to discuss partial break down of radiation protection program identified during 
insp repts 50-054/91-03 4 70-0687/91-03. 

ROTH.J. Region 1 (Post 820201). 91/06/18. Region 1 (Post 820201). 3pp. 
58224:001-58224:003. 

9106250019 Forwards Insp Repts 50-054/91-03 4 70-0687/91-03 on 910522-24.Viola- 
tions under consideration for escalated enforcement action.lnsp focused on 910506 
worker contamination during radwaste packaging operation. 

KNAPP,M R. Region 1 (Post 820201). 91/06/19. MCGOVERN,J.J. Cintichem, Inc. 
2pp. 58213:331-58213:338. 

-9106250020 Insp Repts 50-054/91-03 4 70-0687/91-03 on 910522-24. Violations 
noted re failure to adequately evaluate radiation hazards.Major areas inspect¬ 
ed^ 0506 contamination incident. 

AUSTIN,M.A., BORES,R.J. Region t (Post 820201). 91/06/18. 6pp. 58213:333- 
58213:338. 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files.Current ra¬ 
diological status of each facility should be summarized in table w/listed headings.W/o 
ends. 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
BERGER,J.D. Oak Ridge National Laboratory. 3pp. 58110:129-58110:131. 


DOCKET 50-89 GENERAL ATOMICS 


P. Operating license stage documents & correspondence 

9106200109 Proposes to revise requested tech spec amend by changing “calendar yr“ 
to “annually" 4 to specify min interval that must pass between insps. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 91/06/07. Document Control Branch (Document Control Desk). 2pp. 58200:059- 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


DOCKET 50-94 ROCKWELL INTERNATIONAL RESEARCH REACTOR 


F. Security, medical, emergency a fire protection plans 


9106040087 Informs that 910125 changes to emergency response plan for facility do 
not decrease effectiveness of approved plan 4 are therefore acceptable. 

ADAMS,A Non-Power Reactors, Decommissioning 4 Environmental Proj. Dir. (Post 
90t2l6). 91/05/22. MULDER,R.U. Virginia, Univ. of, Charlottesville, VA. 3pp. 
57893 354-57893 356 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research 4 test reactor docket files.Current ra¬ 
diological status of each facility should be summarized in table w/listed headinqs.W/o 
ends. 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07 
BERGER,J.D. Oak Ridge National Laboratory. 3pp. 58110:129-58110:131. 
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DOCKET 50-98 UNIV. OF DELAWARE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files.Current ra¬ 
diological status of each facility should be summarized in table w/listed headings.W/o 
ends. 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07 
BERGER.J.D. Oak Ridge National Laboratory. 3pp. 58110:129-58110-131. 


DOCKET 50-101 PAWLING RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files Current ra¬ 
diological status of each facility should be summarized in table w/listed headings W/o 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
BERGER.J.D. Oak Ridge National Laboratory. 3pp. 58110:129-581 10:131. 


DOCKET 50-106 OREGON STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files.Current ra¬ 
diological status of each facility should be summarized in table w/listed headings.W/o 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
BERGER.J.D. Oak Ridge National Laboratory. 3pp. 58110:129-58110:131. 


DOCKET 50-108 ALLIS-CHALMERS MFG. CO. CRITICAL ASSEMBLY 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files.Current ra¬ 
diological status of each facility should be summarized in table w/listed headings.W/o 
ends. 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
BERGER.J.D. Oak Ridge National Laboratory. 3pp. 58110:129-58110:131. 


DOCKET 50-111 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files.Current ra¬ 
diological status of each facility should be summarized in table w/listed headings.W/o 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
BERGER.J.D. Oak Ridge National Laboratory. 3pp. 58110:129-58110:131. 


DOCKET 50-112 'JN1V. OF OKLAHOMA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files.Current ra¬ 
diological status of each facility should be summarized in table w/listed headings.W/o 
ends. 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
BERGER,J.D. Oak Ridge National Laboratory. 3pp. 58110:129-58110:131. 


DOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

9106170071 Forwards Exam Rept 50-113/OL-91-01 administered on 910508- 09. 
GALLO,R.M. Operator Licensing Branch. 91/06/13. SEALE,R.L. Arizona. Univ. of, 
Tucson, AZ. 2pp. 58129:001-58129:064. 

—9106170080 Exam rept 50-113/OL-91-01 on 910508-09.Exam results:two senior reac¬ 
tor operators & one reactor operator applicant, passed exam.One senior reactor oper¬ 
ator failed exam. 

SILK.D. Region 1 (Post 820201). SZYMANSKI.T.L. Operator Licensing Branch. 91/06/ 
13. 3pp. 58129:003-58129:006. 

--9106170091 Submits comments on written reactor operator exam administed on 
910508. 

DOANE.H. Arizona, Univ. of, Tucson, AZ. 91/05/15. SILK.D. Region 1 (Post 820201). 
65pp. 58129:007-58129:064. 


V. Operator Examinations 

9106170071 Forwards Exam Rept 50-113/OL-91-01 administered on 910508- 09. 
GALLO,R.M. Operator Licensing Branch. 91/06/13. SEALE,R.L. Arizona, Univ. of, 
Tucson, AZ. 2pp. 58129:001-58129:064. 

-9106170080 Exam rept 50-113/OL-91-01 on 910508-09.Exam results:two senior reac¬ 
tor operators & one reactor operator applicant, passed exam.One senior reactor oper¬ 
ator failed exam. 

SILK D Region 1 (Post 820201). SZYMANSKI.T.L. Operator Licensing Branch. 91/06/ 
13. 3pp. 58129:003-58129:006. 


-9106170091 Submits comments on written reactor operator exam administed on 
910508 

DOANE.H. Arizona, Univ of, Tucson, AZ 91/05/15 SILK.D. Region 1 (Post 820201). 
65pp 58129.007-58129 064. 


DOCKET 50-114 WILLIAM MARSH RICE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files.Current ra¬ 
diological status of each facility should be summarized in table w/listed headings.W/o 
ends. 

FAUVER.DN Low-Level Waste Management Branch (Post 901230). 91/06/07 
BERGER.J.D. Oak Ridge National Laboratory 3pp 58110:129-58110-131. 


DOCKET 50-122 UNIV. OF WYOMING RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files.Current ra¬ 
diological status of each facility should be summarized in table w/lisled headings.W/o 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
BERGER.J.D. Oak Ridge National Laboratory. 3pp. 58110:129-58110:131. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR-ROLLA 


P. Operating license stage documents & correspondence 

9106260255 Suppls 901009 request for approval to use fission chamber listed on Li¬ 
cense R-79 in conjunction w/subcritical assembly not listed on license.Requests that 
two listed chambers be Iransferred from License R-79 !o SNM-247. 

BOLON.A.E. Missouri, Univ. of, Rolla, MO. 91/06/17. Public Document Branch. 2pp. 
58230:347-58230:348. 


V. Operator Examinations 

9106060148 Notification of contract execution,to "Univ of Missouri Research Reactor 
Operator Licensing Exams" to "Technical Assistance to Support Licensing Activities." 
Contractor: Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/24. SCHW1NK.W.J. Office of Nuctear Reactor Regulation. Director (Post 
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given, ip. 57931:133- 
57931:137. 

-9106060166 Ltr contract NRC-03-89-031,task order 109, "Univ of Missouri Research 
Reactor Operator Licensing Exam" to "Technical Assistance to Support Licensing Ac¬ 
tivities." 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 57931:134-57931:137. 


DOCKET 50-124 VIRGINIA POLYTECHNIC INSTITUTE TRAINING REACTOR 


P. Operating license stage documents & correspondence 

9106120028 Forwards last 11 terminated research & test reactor docket files.Current ra¬ 
diological status of each facifity should be summarized in table w/listed headings.W/o 

FAUVER.D.N. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
BERGER.J.D. Oak Ridge National Laboratory. 3pp. 58110:129-58110:131. 


DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 

9106190112 RO:on 910607,reactor operated for 30 minutes at 1 MW w/o facility air 
monitors in operation.Operator removed from watch standing duties. Final rept will be 
forwarded upon completion. 

IVES.T.W. Texas A&M Univ., College Station, TX. 91/06/10. BEACH,A.B. NRC - No 
Detailed Affiliation Given. Ip. 58187:354-58187:354. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfuncfions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 
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9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

9106130338 Forwards insp rept 50-134/91-01 on 910513-15.No violations 
observed.Areas reviewed included control & accountability of SNM & physical security. 
JOYNER,J.H. Region 1 (Post 820201). 91/06/05. BOBEK.LM. Worcester Polytechnic 
Institute, Worcester, MA. 4pp. 58111:169-58111:176. 

-9106130343 Insp rept 50-134/91-01 on 910513-15.No violations noted. Major areas 
inspected:nuclear matl control & accounting & physical security,including organization 
& operation, shipping & receiving,storage & internal controls & repts. 

DRAGOUN.T., DELLA RATTA.A., BORES,RJ. Region 1 (Post 820201). 91/06/04. 
4pp. 58111:173-58111:176. 

9106210208 Advises that 871208,880215 & 900516 Revs 2,3 & 4 to physical security 
plan changes consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

JOYNER.J.H. Region 1 (Post 820201). 91/06/13. BOBEK.L.M. Worcester Polytechnic 
Institute, Worcester, MA. 2pp. 58202:199-58202:200. 


Q. Inspection reports, IE Bulletins & correspondence 

9106130338 Forwards insp rept 50-134/91-01 on 910513-15.No violations 
observed.Areas reviewed included control & accountability of SNM & physical security. 
JOYNER.J.H. Region 1 (Post 820201). 91/06/05. BOBEK.L.M. Worcester Polytechnic 
Institute, Worcester, MA. 4pp. 58111:169-58111:176. 

-9106130343 Insp rept 50-134/91-01 on 910513-15.No violations noted. Major areas 
inspected.-nuclear matl control & accounting & physical security,including organization 
& operation, shipping & receiving,storage & internal controls & repts. 

DRAGOUN.T., DELLA RATTA.A., BORES,R.J. Region 1 (Post 820201). 91/06/04. 
4pp. 58111:173-58111:176. 


DOCKET 50-141 STANFORD UNIV. RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 

9106060063 Advises that on 910415,small amount of diesel fuel contamination found 
while drilling cathodic protection well. Groundwater monitoring well will be installed 
where well drilled for cathodic protection well. 

NIETERING.A. Duke Power Co. 91/04/18. BERENBROK.M. South Carolina, State of. 
3pp. 58010:284-58010:287. 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


P. Operating license stage documents & correspondence 

9106140211 Appeals denial of FOIA request for 600202 memo from LK Olson to Com¬ 
missioners re facility. 

DEKOK.D. Affiliation Not Assigned. 91/04/15. Office of the Secretary of the Commis¬ 
sion. Ip. 58154:315-58154:315. 

9106140221 Response to appeal for denied document in FOIA 91-l7.Affirms decision to 
withhold document (ref FOIA exemption 5). 

CHILK.S.J. Office of the Secretary of the Commission. 91/05/20. DEKOK.D. Affiliation 
Not Assigned. 1 p. 58154:316-58154:332. 


Q. Inspection reports, IE Bulletins & correspondence 

9106170118 Partial response to FOIA request for documents re insp of facility.Forwards 
documents listed in app I.Documents also available in PDR.Portions of app J records 
withheld (ref FOIA exemptions 4 & 5). 

GR1MSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/14. DEKOK.D. Affiliation Not Assigned. 4pp. 58133:309-58133:335. 

—9106170154 Forwards insp rept RO-1-50-146 SAX-74-2 on 731023.No violations ob¬ 
served. 

MARTIN,W.G. Region I, IE (720101-810228). 73/11/09. MONTGOMERY,C.R. General 
Public Utilities Corp. - GPU Service Corp. Ip. 58133:313-58133:313. 

-9106170161 Insp rept RO-1-50-146 SAX-74-2 on 731023-26.No violations noted.Major 
areas inspected:thermal output,matls depletion & production & records,repts & internal 
control. 

BRAIDEN.S.J. Region I, IE (720101-810228). MARTIN,W.G. Region III, IE (720101- 
810228). 73/11 /07. 8pp. 58133:314-58133:321. 

-9106170168 Informs of plan to conduct insp at facility on 770428. Licensee will be 
notified of any changes in plans. 

NELSON,P.R. Region I, IE (720101-810228). 77/04/13. MONTGOMERY,C. Saxton 
Nuclear Experimental Corp. MONTGOMERY.C. General Public Utilities Corp. - GPU 
Service Corp. Ip. 58133:322-58133:322. 

-9106170175 Informs that NRC not in position to extend invitation to newsmen to ac¬ 
company inspectors because presence at licensee facility must be at invitation of li¬ 
censee. 

GRIER,B.H. Region I, IE (720101-810228). 79/07/09. BAUGHMAN,J.D. Broad Top 
Bulletin Saxton, PA. Ip. 58133:323-58133:323. 

-9106170192 Responds to 911207 Itr re proprietary info on nuclear energy property 
insurance.Portions withheld (ref FOtA Exemption 4). 

HEES.D.R. Saxton Nuclear Experimental Corp. HEES.D.R. General Public Utilities 
Corp. - GPU Sen/ice Corp. 61/12/12. Atomic Energy Commission (Pre 750119). Ip. 
58133:324-58133:324. 


-9106170199 Discusses SNEC 700328 & 0410 request for authorization to irradiate test 
fuel rods.Portions withheld. 

WOODRUFF,R.W. Atomic Energy Commission (Pre 750119). 70/05/28. Atomic 
Energy Commission (Pre 750119). 2pp. 58133:325-58133:335. 


R. Periodic operating reports & related correspondence 

9106100217 Forwards First Quarter 1991 containment vessel sump results. Results of 
analyses received on 910520 indicated activity concentration of Sr-90 & Cs-137 ex¬ 
ceeded limits for unrestricted release. 

HILDEBRAND,J.E. Saxton Nuclear Experimental Corp. HILDEBRAND,J.E General 
Public Utilities Corp. - GPU Service Corp. 91/06/03. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58091:317-58091:319. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 

9106060023 Concludes research reactor operator requalification program acceptable w/ 
one exception.Exception deals w/exemption of associate director from requirement 
for written exams, therefore,requests specific exemption or rev to program. 
MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/05/16. REDMOND.R.F. Ohio State Univ., Columbus, OH. 3pp. 
57934:128-57934:130. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


9106050325 Rev 122 to Vol 9A of EPIP-1, “Activation of Emergency Plan." 

* Consumers Power Co. 91/05/29. 20pp. 58004:036-58004:055. 

9106050333 Rev 100 to Vol 9 of site emergency plan,App M, “Classification of Emer¬ 
gency Conditions." 

* Consumers Power Co. 91/05/29. 17pp. 58008:199-58008:215. 

9106190210 Forwards Rev 22 to Big Rock Point security plan.W/o end. 

BECKMAN,W.L. Consumers Power Co. 91/06/13. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58177:332-58177:332. 


P. Operating license stage documents & correspondence 


9106040338 Advises that 910225 update 14 to amend 82 to license DPR-6 integrated 
plan acceptable. 

STRANSKY.R. Project Directorate 111-1. 91/05/21. BECKMAN,W.L. Consumers Power 
Co. 3pp. 57894:152-57894:154. 

9106040402 Forwards environ assessment & finding of no significant impact re 910520 
application for schedular relief from requirements of 10CFR55.45(b)(2)(ii). 
STRANSKY.R. Project Directorate 111-1. 91/05/21. BECKMAN,W.L Consumers Power 
Co. 3pp. 57895:183-57895:188. 

-9106040417 Environ assessment & finding of no significant impact re issuance of ex¬ 
emption from requirements of 10CFR55.45(b)(ii) to util. 

MARSH,L.B. Project Directorate 111-1. 91/05/21. 3pp. 57895:186-57895:188. 

9106110314 Forwards response to generic Itr 88-01 re NRC position on IGSCC in BWR 
austenitic stainless steel piping,rev 1. 

BECKMAN,W.L Consumers Power Co. 91/05/24. Document Control Branch (Docu¬ 
ment Control Desk). 22pp. 58099:036-58099:057. 

9106040179 Confirms plans to conduct mgt meeting between representatives of NRC & 
CPC on 910611 at Region III ofc to discuss facilities procedure related problems & 
planned actions to resolve them. 

GREENMAN.E.G. Region 3 (Post 820201). 91/05/28. BECKMAN,W.L. Consumers 
Power Co. Ip. 57914:153-57914:153. 

9106110387 Forwards follow-up response to telcon w/NRR Region III personnel re 
back-up core spray line investigation,per 910530 telcon. 

BECKMAN,W.L. Consumers Power Co. 91/06/03. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58096:274-58096:275. 

9106130244 Confirms plans to reschedule mgt meeting between NRC & util in Region III 
ofcs from 910611 to 27.Meeting issues include, util procedure-related problems & 
planned action to resolve problems. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/10. BECKMAN,W.L Consumers 
Power Co. Ip. 58110:328-58110:328. 

9106180388 Forwards SE concurring w/licensee position not to install feedwater pump 
trip on high level per generic Itr 89-19, “Request for Action re Resolution of USI A-47 
’Safety Implication of Control Sys in LWR...per 10CFR50.54(f).“ 

STRANSKY.R. Project Directorate 111-1. 91/06/12. BECKMAN,W.L. Consumers Power 
Co. 2pp. 58147:004-58147:008. 

-9106180410 SE accepting justification re exclusion of overall protection at facility. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 91/06/12 3od 
58147:006-58147:008. 

9106190234 Forwards draft section of NUREG-0828,Suppl 1 documenting resolution of 
SEP II1-7B topic. 

STRANSKY.R. Project Directorate llt-1. 91/06/12. BECKMAN,W.L. Consumers Power 
Co. 5pp. 58159:102-58159:106. 

9106260307 Forwards Rev 12 of Topical Rept CPC-2 A, “Quality Program Description for 
Operational Nuclear Power Plants" for review. 

HOFFMAN,D.P. Consumers Power Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 72pp. 58230:188-58230:340. 
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—9106260314 Rev 12 of Topical Rept CPC-2A, “Quality Program Description for Oper¬ 
ational Nuclear Power Plants 

* Consumers Power Co CPC-2A R12. 91/06/05 81pp. 58230:260-58230 340 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C E Division of Operational Events Assessment (Post 870411) 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050215 Forwards Insp Rept 50-155/91-05 on 910326-0506 & notice of violation 
GREENMAN.EG Region 3 (Post 820201) 91/05/24. BECKMAN,W.L. Consumers 
Power Co 4pp 57918:259-57918:274. 

—9106050223 Notice of violation from insp on 91 0326-0506.Violation noted.control rod 
would not move under normal sys pressure & plant manager not notified & deficiency 
rept not completed. 

CLAYTON,B. Region 3 (Post 820201). 91/05/24. 2pp. 57918-263-57918:264. 

—9106050228 Insp Rept 50-155/91-05 on 910326-0506.Violations noted. Major areas 
inspected:mgt meeting,licensee actions on previous insp findings,surveillance activities 
on various sys & maint activities on various components. 

DEFAYETTE.R.W. Region 3 (Post 820201). 91/05/24. 10pp. 57918:265-57918:274. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R Periodic operating reports & related correspondence 

9106110376 Monthly operating rept for May 1 991 for Big Rock Nuclear Plant.W/910604 
Itr. 

JOHNSTON,J.R., BECKMAN,W.L. Consumers Power Co. 91/05/31. 6pp. 58096:161- 
58096:166. 


S. Reportable occurrences, LERs & related correspondence 

9106050044 PN0-III-91-022:on 910529,licensee initiated controlled shutdown to repair 
damage to backup core spray isolation valves caused by water hammer during routine 
surveillance testing of valves.Backup core spray sys inoperable. 

PLETTNER.E., DEFAYETTE.R. Region 3 (Post 820201). 91/05/30. Ip. 57895:104- 
57895:104. 

9106140093 Summary of Operating Reactors Events Meeting 91-11 on 910605 in 
Rockville,MD.On 910529,water hammer occurred in backup emergency core spray sys 
at Big Rock Point.Caused by stroking of downstream backup valves during testing. 
CHAFFEE,A.E. Generic Communications Branch. 91 /06/06. ROSSI,C.E. Division of 
Operational Events Assessment (Post 870411). 1 5pp. 58127:090-58127:104. 

9106190016 LER 91-003-00:on 910517,damaged O-ring for Rotork valve operator,Model 
14NA-1,discovered during refurbishment at vendor facility.Caused by broken lug on 
terminal block. Backup core spray valve replaced.W/910610 Itr. 

BOURASSA.M.D., BECKMAN.W.L. Consumers Power Co. 91/06/10. 4pp. 58191:020- 
58191:023. 

9106180387 Submits listed questions & comments re util postulated root cause of event 
as result of NRC staff follow-up of 910528 water hammer event. 

STRANSKY.R. Project Directorate 111-1.91/06/12. BECKMAN.W.L. Consumers Power 
Co. 3pp. 58147:001-58147:003. 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 

9106280141 Confirms plans to schedule 910709 mgt meeting in Region III ofc to dis¬ 
cuss water hammer event on backup core spray sys. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/25. BECKMAN.W.L. Consumers 
Power Co. Ip. 58273:017-58273:017. 


DOCKET 50-156 UNIV. OF WISCONSIN RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

9106250128 Forwards Rev 4 to Security Plan UWNR 003.Changes discussed w/Region 
III on 910522-23.Rev withheld (ref 10CFR2.790(d)). 

CASHWELL.R.J. Wisconsin, Univ. of, Madison, Wl. 91/06/17. Document Control 
Branch (Document Control Desk). Ip. 58234:306-58234:306. 


P. Operating license stage documents & correspondence 

9106190070 Discusses 910522-23 visit to facility to discuss proposed changes to SNM 
security plan.NRC understands that revised security plan will be submitted for formal 
review within 30 days of visit date. 

GREGER.L.R. Region 3 (Post 820201). 91/06/07. CASHWELL.R.J. Wisconsin, Univ. 
of, Madison, Wl. Ip. 58142:161-58142:161 


9106260245 Notifies of change in operating organization^ Dueno & M Parker terminat¬ 
ed employment w/lab,thus are removed from appointment as RO. 

MATUSEWIC.S.M , CASHWELL.R.J. Wisconsin, Univ of, Madison, Wl 91/06/19 
Document Control Branch (Document Control Desk). Ip 58230 186-58230:186 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


I. Financial information 


9106140032 Amend to ‘1990 Annual Rept - Georgia Tech Research Reactor." Submit¬ 
tal corrects error in Item 1 ,f on Page 5 re changes in plant staff & committee member¬ 
ship 

KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 91/06/07. Region 2 (Post 
820201). Ip. 58155:003-58155:003. 


P. Operating license stage documents & correspondence 

9106240027 Forwards Amend 10 to License R-97 & safety evaluation.Amend revises 
administrative controls Tech Spec Section 6.1, “organization" for consistency w/li- 
censee organization & to reflect reporting responsibilities. 

MENDONCA.M.M. Non-Power Reactors, Decommissioning <& Environmental Proj. Dir. 
(Post 901216). 91/06/11. KARAM.R.A. Georgia Institute of Technology, Atlanta. GA. 
3pp. 58213:284-58213:293. 

—9106240029 Amend 10 to License R-97,revising administrative controls Tech Spec 
Section 6.1, “organization” for consistency w/ licensee organization & delineating re¬ 
porting responsibilities. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/06/11. 5pp. 58213:287-58213:291. 

—9106240030 Safety evaluation supporting Amend 10 to License R-97. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/1 1. 2pp. 
58213:292-58213:293. 


Q. Inspection reports, IE Bulletins & correspondence 


9106270030 Forwards insp rept 50-160/91-02 on 910521-22.No violations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/06/07. KARAM.R.A. Georgia Institute of 
Technology, Atlanta, GA. 2pp. 58222:260-58222:268. 

—9106270031 Insp rept 50-160/91-02 on 910521-22.No violations noted. Major areas 
mspected:onsite followup & review of licensee actions re inspector followup 
items,previous enforcement item & followup on allegation. 

BASSETT,C.H., MCALPINE.E.J. Region 2 (Post 820201). 91/06/07 7pp. 58222 262- 
58222:268. 


DOCKET 50-163 GENERAL ATOMICS 


P. Operating license stage documents & correspondence 

9106200109 Proposes to revise requested tech spec amend by changing “calendar yr" 
to "annually" & to specify min interval that must pass between insps. 
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 91/06/07. Document Control Branch (Document Control Desk). 2pp. 58200:059- 
58200:060. 


DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


F. Security, medical, emergency & fire protection plans 

9106040121 Forwards safety & safeguards Insp Repts 50-170/91-01 & 30-04545/91-01 
on 910423-25.No violations noted. 

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. IRVING,G. Defense, Dept, of, De¬ 
fense Nuclear Agency. 3pp. 57914:210-57914:221. 

-9106040131 Insp repts 50-170/91-01 & 30-04545/91-01 on 910423-25 no violations 
or deviations noted.Major areas insp: radioanalysis lab.inventory & control of SNM & 
physical security. 

DRAGOUN.T.F., JANG.J.C., RATTA.A.D. Region 1 (Post 820201). 91/05/23. 7pp. 
57914:213-57914:221. 


Q. Inspection reports, IE Bulletins & correspondence 


9106040121 Forwards safety & safeguards Insp Repts 50-170/91-01 & 30-04545/91-01 
on 910423-25.No violations noted. 

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. IRVING,G. Defense, Dept, of, De¬ 
fense Nuclear Agency. 3pp. 57914:210-57914:221. 

-9106040131 Insp repts 50-170/91-01 & 30-04545/91-01 on 910423-25 no violations 
or deviations noted.Major areas insp: radioanalysis lab.inventory & control of SNM & 
physical security. 

DRAGOUN.T.F., JANG.J.C., RATTA.A.D. Region 1 (Post 820201). 91/05/23. 7pp. 
57914:213-57914:221. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 
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9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


DOCKET 50-174 PENNSYLVANIA STATE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9106120324 Responds to FOIA request for documents re license numbers R-36,issued 
in 1958,license R-72 issued in Dec 1960 & license 19-01398-29.Forwards Apps 
A,B,C,D documents.App E documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/01. BRENNAN,D.F. Pennsylvania, Commonwealth of. 13pp. 

58375:003-58380:113. 

-9106240179 Forwards amend 3 to license R-72,terminating license. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 67/11/09. DONKIN,M. Penn¬ 
sylvania State Univ., University Park, PA. 2pp. 58378:247-58378:248. 

“9106240190 Amend 3 to license R-72,transferring possession of facility to Common¬ 
wealth of PA. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/09. 3pp. 

58378:249-58378:251. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


V. Operator Examinations 

9106060148 Notification of contract execution,to “Univ of Missouri Research Reactor 
Operator Licensing Exams” to “Technical Assistance to Support Licensing Activities." 
Contractor: Sonalysts.lnc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57931:133- 
57931:137. 

“9106060166 Ltr contract NRC-03-89-031,task order 109, “Univ of Missouri Research 
Reactor Operator Licensing Exam” to “Technical Assistance to Support Licensing Ac¬ 
tivities.” 

EDGEWORTH,PJ. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 57931:134-57931:137. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106100091 Forwards insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 
910310-0422.No violations noted.Engineering weaknesses observed in evaluation of 
anomalous RCP seal performance & time interval for initiation of hot leg recirculation. 
RICHARDS,S.A. Region 5 (Post 820201). 91/05/22. RAY.H.B. Southern California 
Edison Co. 3pp. 57932:104-57932:120. 

-9106100102 Insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 910310- 
0422.No violations noted.Major areas inspected: operational safety 
verification,radiological protection, security & evaluation of plant trips & events. 
JOHNSON,P.H. Region 5 (Post 820201). 91/05/21.14pp. 57932:107-57932:120. 

9106180290 Corrected Page 12-3, “Decontamination” to San Diego County offsite 
emergency response plan. 

LONG.S. Southern California Edison Co. 91/06/06. 4pp. 58174:078-58174:081. 

9106260143 EPIPs including,Temporary Change Notice (TCN) 4-5 to Rev 4 to SOI 23- 
Vlll-0.301.TCN 5-4 to Rev 5 to S0123-VIII-10.TCN 0-1 to Rev 0 to SOI 23-VMI-10.2 & 
TCN 8-1 to Rev 8 to SOI23-VIII-30.1.W/910621 ltr. 

PLAPPERT.R.D. Southern California Edison Co. 91/06/21. 100pp. 58229:001- 
58229:191. 


P. Operating license stage documents & correspondence 

9106050371 Informs that mods resolving seven FTOL Cycle 11 open items completed 
as required by 900102 order. 

NANDY.F.R. Southern California Edison Co. 91/02/22. Document Control Branch 
(Document Control Desk). 3pp. 58008:001-58008:003. 

9106050257 Documents roof ponding scuppers installed by licensee during Cycle XI re¬ 
fueling outage. 

TOWNSEND,C. Region 5 (Post 820201). 91/04/24. KALMAN,G. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). Ip. 58033:039-58033:039. 

9106100121 Notification of contract execution,mod 3,Task Order 12, “San Onofre 
Intake Structure Evaluation" to, "Technical Assistance in Support of NRC Licensing 
Activities,” awarded to Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
17621. 91/05/20. SCHWINK.W. Office of Nuclear Reactor Regulation, Director (Post 
870411). LAKNER.A. NRC - No Detailed Affiliation Given. Ip. 58092:110-58092:111. 

-9106100127 Ltr contract awarding Task Order 12,Mod 3, “San Onofre Intake Structure 
Evaluation." 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028. 
91/05/13. SALUJA.J. Viking Systems international. Ip. 58092:111-58092:111. 


9106110163 Requests evaluation of allegation re activities at facility.Statement of con¬ 
cerns withheld (ref 10CFR2.790). 

ZIMMERMAN.R.P. Region 5 (Post 820201) 91/06/04. RAY.H.B. Southern California 
Edison Co. 2pp. 58095:346-58095:347. 

9106100331 Forwards historical info requested by NRC as input to full-term OL,including 
descriptions of fuel accumulation & capacity,significant mods,significant events & op¬ 
erating history & outages. 

NANDY.F.R. Southern California Edison Co. 91/06/07. Document Control Branch 
(Document Control Desk). 10pp. 58051:203-58051:212. 

9106100442 Forwards interim update to facility updated FSAR.contammg results of 
small break LOCA reanalysis.Reanaiysis performed to support restart for Cycle 11 op¬ 
eration using Westinghouse NOTRUMP computer code. 

NANDY.F.R. Southern California Edison Co. 91/06/07. Document Control Branch 
(Document Control Desk). 93pp. 58094:017-58094:110. 

9106170041 Notification of contract execution,mod 4,task order 12 to, “TA in Support of 
NRC Licensing Activities.” Contractor: Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-03- 
87-028. 91/06/07. BAJWA.S.S. Office of Nuclear Reactor Regulation, Director (Post 
870411). THOM AS,B. NRC - No Detailed Affiliation Given. Ip. 58122:268-58122:272. 

-9106170048 Ltr contract to task order 12,mod 4, “San Onofre,Intake Structure Evalua¬ 
tion” for, “TA in Support of NRC Licensing Activities,” awarded to Viking Sys Inti. 
EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028. 
91/06/04. SALUJA.J. Viking Systems International. 4pp. 58122:269-58122:272. 

9106110389 Forwards corrected Amend 143 to License DPR-13,including marginal line 
indicating change on Page 3.5-1 of Tech Specs re mods to safeguards load sequenc¬ 
er sys. 

KALMAN,G. Project Directorate V. 91/06/10. RAY.H.B. Southern California Edison 
Co. 2pp. 58099:094-58099:099. 

-9106110392 Corrected Amend 143 to License DPR-13 adding marginal line indicating 
change to Tech Spec 3.5-1 re mods to safeguards load sequencer sys. 

* NRC - No Detailed Affiliation Given. 91/06/10. 4pp. 58099:096-58099:099. 

9106120165 Forwards info re reanalysis of station electric distribution sys 

voltages,taking into account significant mods recently completed on 480-volt electric 
sys.lnfo submitted to complete review of Multi-Plant Action B-48. 

NANDY.F.R. Southern California Edison Co. 91/06/11. Document Control Branch 
(Document Control Desk). 19pp. 58211:202-58211:220. 

9106200191 Forwards rept of unsatisfactory blind performance test results 

including.summary & corrective actions taken & documentation re cause of unsatisfac¬ 
tory results.Util will no longer contract w/Biomedical Testing Labs. 

MORGAN.H.E. Southern California Edison Co. 91/06/17. Document Control Branch 
(Document Control Desk). 3pp. 58200:031-58200:033. 

9106200117 Forwards application for amend to License DPR-13,revising Tech Spec 
Section 3.5.2, “Control Rod Insertion Limits." & Section 3.11, “Continuous Power Dis¬ 
tribution Monitoring." 

RAY.H.B. Southern California Edison Co. 91/06/18. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58204:293-58204:323. 

—9106200120 Application for amend to license DPR-13,revising Tech Spec Section 
3.5.2, “Control Rod Insertion Limits” & 3.11, “Continuous Power Distribution Monitor¬ 
ing.” 

RAY.H.B. Southern California Edison Co. 91/06/18. Document Control Branch (Docu¬ 
ment Control Desk). 11 pp. 58204:295-58204:305. 

—9106200128 Proposed Tech Specs Sections 3.5.2, “Control Rod Insertion Limits" & 
3.11, “Continuous Power Distribution Monitoring.” 

* Southern California Edison Co. 91/06/18. 12pp. 58204:306-58204:323. 

9106200178 Withdraws 890428 application for amends to Licenses DPR-13, NPF-10 & 
NPF-15 re merger of Southern California Edison & San Diego Gas & Electric Co.On 
910509,State of CA Public Util Commission voted to deny merger. 

RAY.H.B. Southern California Edison Co. 91/06/19. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58200:034-58200:034. 

9106280054 Forwards notice of withdrawal of application for amends to licenses DPR- 
13,NPF-10 & NPF-15.Amends to reflect changes in ownership of facility. 

KOKAJKO.LE. Project Directorate V. 91/06/21. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 2pp. 58248:036-58248:039. 

—9106280067 Notice of withdrawal of application for amends to licenses DPR-13,NPF- 
10 & NPF-15.Amends to reflect changes in ownership of facilities. 

KOKAJKO.LE. Project Directorate V. 91/06/21. 2pp. 58248:038-58248:039. 

9106260396 Responds to NRC Senior Project Manager request re TMI Item III.D.3.4, 
“Control Room Habitability." 

NANDY.F.R. Southern California Edison Co. 91/06/25. Document Control Branch 
(Document Control Desk). 4pp. 58242:276-58242:279. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106100091 Forwards insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 
9l0310-0422.No violations noted.Engineering weaknesses observed in evaluation of 
anomalous RCP seal performance & time interval for initiation of hot leg recirculation. 
RICHARDS.S.A. Region 5 (Post 820201). 91/05/22. RAY.H.B. Southern California 
Edison Co. 3pp. 57932:104-57932:120. 

-9106100102 Insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 910310- 
0422.No violations noted.Major areas inspected: operational safety 
verification,radiological protection, security & evaluation of plant trips & events. 
JOHNSON.P.H. Region 5 (Post 820201). 91/05/21. 14pp. 57932:107-57932:120. 
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9106050390 Discusses revised response to NRC-88-04, “Potential Safety- Related 
Pump Loss,’’ for plant.Response addressed issues in bulletin,therefore TAC closed. 
BRADFUTE.J.O. Project Directorate V. 91/05/28. RAY.H.B. Southern California 
Edison Co. 2pp. 57918:310-57918:31 1. 

9106180175 Forwards enforcement conference rept 50-206/91-17 on 910503. Violation 
noted.Violation viewed as another example of larger issue for which enforcement 

ac ti 0n t3k©n 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/05/30. RAY.H.B. Southern California 
Edison Co. 3pp. 58121:035-58121:049. 

--9106180192 Notice of violation from insp on 910304-0425.Violation noted:containment 
spray flow limiter valve,SI-CRS-CV-518, improperly coupled to actuator on 890213. 

* Region 5 (Post 820201). 91/05/30. 2pp. 58121:038-58121:039. 

-9106180203 Enforcement conference rept 50-206/91-17 on 910503.Major areas 
discussed:significance of misalignment of containment spray flow limiter valve,SI-CRS- 
CV-518 & implications on plant safety. 

JOHNSON,P.H. Region 5 (Post 820201). 91/05/28. 10pp. 58121:040-58121:049. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140016 Responds to NRC 910513 Itr re violations noted in Insp Repts 50-206/91- 
10,50-361/91-10 & 50-362/91-10 on 910401-05. Corrective actions:change to Proce¬ 
dure S0123-XV-5.1 re temporary mod control will be completed by 910801. 

RAY.H.B. Southern California Edison Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58147:355-58147:363. 

9106260346 Forwards “NIS-1 Owners Rept for Inservice Insps.San Onofre Unit 1,Cycle 
XI.” Rept covers period from 890525 until unit return to svc following Cycle 11 refuel¬ 
ing outage on 910323. 

KRIEGER.R.W. Southern California Edison Co. 91/06/20. Document Control Branch 
(Document Control Desk). 1 p. 58239:053-58240:226. 

-9106260347 “NIS-1 Owners Rept for Inservice Insps.San Onofre Unit 1, Cycle XI.” 

* Southern California Edison Co. 91/06/20. 600pp. 58239:054-58240:226. 

9106270275 Responds to NRC 910530 Itr re violations noted in insp rept 50-206/91-11 
on 910304-0415.Corrective actions:maint procedures revised. 

RAY.H.B. Southern California Edison Co. 91/06/24. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 58245:278-58245:283. 

9106260348 Informs of withdraw pending relief request re insp of safety-related welds 
for San Onofre Unit 1 ,per 880224 Itr. 

NANDY.F.R. Southern California Edison Co. 91/06/25. Document Control Branch 
(Document Control Desk). 2pp. 58238:223-58238:223. 

9106270226 Responds to NRC 910513 Itr re violations noted in insp rept 50-206/91- 
10,50-361/91-10 & 50-362/91-02 on 910401-05. Corrective actions:SCE to develop 
mandatory training module for appropriate personnel. 

RAY.H.B. Southern California Edison Co. 91/06/25. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 58245:267-58245:272. 


R. Periodic operating reports & related correspondence 

9106070251 Forwards “1990 Annual Facility Change Rept for San Onofre Nuclear Gen¬ 
erating Station,” per 10CFR50.59(b)(2).During reporting period.no tests or experiments 
conducted beyond tests described in updated FSAR. 

NANDY.F.R. Southern California Edison Co. 91/05/30. Document Control Branch 
(Document Control Desk). 48pp. 58017:206-58017:253. 

9106200245 Forwards monthly operating rept for May 1991 for SONGS,Unit 1 & revised 
monthly operating rept for Mar 1991 for SONGS Unit 1. 

NANDY.F.R. Southern California Edison Co. 91/06/18. Document Control Branch 
(Document Control Desk). Ip. 58200:264-58200:272. 

-9106200248 Monthly operating rept for May 1991 for SONGS Unit 1. 

VITTUM.S.L. Southern California Edison Co. 91/05/31. 6pp. 58200:265-58200:270. 

—9106200252 Revised Unit 1 Mar 1991 Unit Shutdowns & Power Reductions for 
SONGS Unit 1. 

VITTUM.S.L. Southern California Edison Co. 91/03/31. 2pp. 58200:271-58200:272. 


S. Reportable occurrences, LERs & related correspondence 

9106120005 NPDES noncompliance notification:on 910319,oil spill occurred,resulting in 
discharge of approx 100 gallons to ocean.On 910315,plant drain discharge content 
high on grease & oil.Spill caused by overflow of oil separator. 

ROSENBLUM.R.M. Southern California Edison Co. 91/06/03. Document Control 
Branch (Document Control Desk). 4pp. 58110:135-58110:138. 

9106180272 LER 90-021 :on 900704,containment spray sys air flow test indicated block¬ 
age of several nozzles due to pipe wall coating matl aging.Affected containment spray 
sys piping & nozzles cleaned. W/910611 Itr. 

KRIEGER.R.W. Southern California Edison Co. 91/06/11. 7pp. 58178:074-58178:080. 

9106210240 LER 91-007-01 :on 910328,value for reactor vessel refill vol used in large 
break LOCA analysis performed by Westinghouse underestimated due to incorrect 
RCS vols. W/910614 Itr. 

KRIEGER.R.W. Southern California Edison Co. 91/06/14. 12pp. 58226:013- 

58226:024. 


9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244 022-58244:028. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emergency & fire protection plans 

9106040427 “Connecticut Yankee Atomic Power Plant Emergency Plan Exercise.” 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). * Connecticut Yankee 
Atomic Power Co. 91/05/11. 100pp. 57998:201-57999:003. 

9106040137 Forwards insp rept 50-213/91-10 on 910510-12.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 91/05/22. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 2pp. 58000:106-58000:115. 

-9106040147 Insp rept 50-213/91-10 on 910510-12.No violations noted. Major areas 
inspected:routine,announced emergency preparedness insp & observation of licens¬ 
ee’s partial- participation annual emergency preparedness exercise. 

GORDON,C.Z., LAZARUS,W.J. Region 1 (Post 820201). 91/05/22. 8pp. 58000:108- 
58000:115. 

9106130255 Temporary Change 91-222 to Rev 21 to Plant Procedure EPIP 1.5-1, 
“Emergency Assessment.” 

* Connecticut Yankee Atomic Power Co. 91/05/24. 3pp. 58110:318-58110:320. 

9106180332 Forwards response to request for addl info associated w/ const of new 
switchgear bldg,per 910304 site visit. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/06/06. Document Control Branch (Document Control Desk). 6pp. 58181:041- 
58181:208. 

—9106180336 Rev B to Sys Description M-OOGG, “Sys Description Switchgear Bldg 
First & Second Floor HVAC Sys.” 

* Bechtel Corp. 88/08/14. 9pp. 58181:047-58181:055. 

—9106180339 Rev B to Sys Description M-OOGF, “Sys Description Switchgear Bldg 
Third Floor HVAC Sys.” 

* Bechtel Corp. 88/03/14. 9pp. 58181:056-58181:064. 

—9106180341 “New Switchgear Bldg - Third Floor HVAC.” 

* Bechtel Corp. M08-001-01 R00. 87/03/04. 26pp. 58181:065-58181:090. 

—9106180344 “Battery Room Hydrogen Generation & Ventilation - Switchgear Bldg.” 

* Bechtel Corp. M08-001-10 R00. 88/01/05. 10pp. 58181:091-58181:100. 

—9106180358 Rev 1 to Plant Design Change Record (PDCR) PDCR 868, “New Switch- 
gear Bldg HVAC & Auxiliaries.” 

CLARK,J. NUS Corp. TANTAWI.M. Bechtel Corp. KAMM.S. Connecticut Yankee 
Atomic Power Co. 89/06/28. 100pp. 58181:101-58181:208. 

9106250129 Forwards insp rept 50-213/91-13 on 910520-24.No violations 
noted.Weakness noted re controlling & documenting location of master keys to locked 
high radiation areas. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/12. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 3pp. 58221:071-58221:081. 

—9106250133 Insp rept 50-213/91-13 on 910520-24.No violations noted. Major areas 
inspected:radiological controls program,status of previously identified items,health 
physics technician training,internal & external exposure controls. 

O'CONNELL,P., PASCIAK.W. Region 1 (Post 820201). 91/06/10. 8pp. 58221:074- 
58221:081. 

9106170240 Revised EPIPs,including rev 37 to 1.02,Rev 23 to 1.03,Rev 14 to 1.05,Rev 
7 to 1.06,Rev 1 to 1.07,Rev 16 to 3.01,Rev 12 to 4.01,Rev 18 to 4.02,Rev 7 to 
4.06,Rev 7 to 4.07,Rev 8 to 4.08,Rev 7 to 4.09,Rev 14 to 4.10 & Rev 1 to 4.11. 

* Northeast Utilities. 91/06/15. 150pp. 58166:001-58166:346. 


H. General correspondence 

9106040047 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedu!es;100% Fee Recovery.” 

SEARS,C.F. Connecticut Yankee Atomic Power Co. 91/05/17. CHILK.S.J. Office of 
the Secretary of the Commission. 3pp. 57891:084-57891:086. 

9106110023 Forwards revised distribution lists for correspondence from NRC. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91/ 
06/06. Document Control Branch (Document Control Desk). 10pp. 58095:253- 
58095:262. 


P. Operating license stage documents & correspondence 

9106170074 Forwards Rev 14 to QA program. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/06. Document Control Branch (Document 
Control Desk). 3pp. 58147:025-58147:168. 

—9106170083 Rev 14 to QA program. 

* Northeast Utilities. 91/06/30. 100pp. 58147:028-58147:168. 

9106180332 Forwards response to request for addl info associated w/ const of new 
switchgear bldg.per 910304 site visit. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/06/06. Document Control Branch (Document Control Desk). 6pp. 58181:041- 
58181:208. 

—9106180336 Rev B to Sys Description M-OOGG, “Sys Description Switchgear Bldg 
First & Second Floor HVAC Sys.” 

* Bechtel Corp. 88/08/14. 9pp. 58181:047-58181:055. 
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-9106180339 Rev B to Sys Description M-OOGF, “Sys Description Switchgear Bldg 
Third Floor HVAC Sys." 

* Bechtel Corp. 88/03/14. 9pp. 58181:056-58181:064. 

-9106180341 “New Switchgear Bldg - Third Floor HVAC " 

* Bechtel Corp. M08-001-01 R00. 87/03/04. 26pp. 58181:065-58181:090. 

-9106180344 "Battery Room Hydrogen Generation & Ventilation - Switchgear Bldg.” 

* Bechtel Corp. M08-001-10 R00. 88/01/05. 10pp. 58181:091-58181:100. 

-9106180358 Rev 1 to Plant Design Change Record (PDCR) PDCR 868, "New Switch- 
gear Bldg HVAC & Auxiliaries." 

CLARK,J. NUS Corp. TANTAWI.M. Bechtel Corp. KAMM.S. Connecticut Yankee 
Atomic Power Co. 89/06/28. 100pp. 58181:101-58181:208. 

9106130258 Provides addl info to support 901001 & 910131 applications for amend to 
License DPR-6l,per NRC request.Amend changes Tech Specs to address situation 
where more than one control rod inoperable due to causes other than excessive fric¬ 
tion. 

MROCZKA.E.J., ROMBERG,W.D. Connecticut Yankee Atomic Power Co. 
MROCZKA.E.J. Northeast Utilities. 91 /06/07. Document Control Branch (Document 
Control Desk). 2pp. 58112:092-58112:095. 

-9106130261 Proposed changes to Tech Specs re movable control assemblies. 

* Connecticut Yankee Atomic Power Co. 91/06/07. 2pp. 58112:094-58112:095. 

9106140195 Discusses fitness-for-duty drug testing batching requirements for Millstone 
Nuclear Power Station,Units 1,2 & 3. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91/ 
06/10. Document Control Branch (Document Control Desk). 2pp. 58126:348- 
58126:349. 

9106130249 Summary of 910520 meeting w/util to discuss status of SEP Topics 111-6, 
“Seismic Design Considerations" & 111-2, “Wind & Tornado Loadings & Switchgear 
Room." List of attendees end. 

WANG,A.B. Project Directorate 1-4. 91/06/11. Project Directorate 1-4. 4pp. 58111:293- 
58111:296. 

9106180423 Forwards amend 137 to license DPR-61 & safety evaluation. Amend will 
add action statement to TS section 3.1.3.1, "Movable Control Assemblies,Bank 
Height" to address situation of failure in rod control sys. 

WANG.A.B. Project Directorate 1-4. 91/06/12. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 58147:009-58147:017. 

-9106180431 Amend 137 to license DPR-61,adding action statement to TS 3.1.3.1, 
“Movable Control Assemblies,Bank Height" to address situation of failure in rod con¬ 
trol sys. 

STOLZ.J.F. Project Directorate 1-4. 91/06/12. 4pp. 58147:011-58147:014. 

-9106180437 Safety evaluation supporting amend 137 to license DPR-61. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/12. 3pp. 
58147:015-58147:017. 

9106260051 Summary of 910523 meeting w/utit re licensing issues at facility.List of 
meeting attendees & viewgraphs end. 

JAFFE.D.H. Project Directorate 1-4. 91/06/13. Project Directorate 1-4. 97op. 
58219:001-58219:099. 

9106210003 Application for amend to License DPR-61,changing Tech Specs re oper¬ 
ability & periodic testing of steam generator overfill protection sys,per USt A-47, 
“Safety Implications of Control Sys in LWRs." 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/06/14. Document Control Branch (Document Control Desk). 6pp. 58208:183- 
58208:192. 

-9106210004 Proposed Tech Spec changes re steam generator overfill protection. 

* Connecticut Yankee Atomic Power Co. 91/06/14. 4pp. 58208:189-58208:192. 

9106240032 Forwards notice of consideration of issuance of amend to License DPR-61 
& proposed NSHC determination & opportunity for hearing on 910614 request to re¬ 
place footnotes re defeating feedwater isolation sys. 

WANG.A.B. Project Directorate 1-4. 91/06/17. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 58213:266-58213:274. 

-9106240036 Notice of consideration of issuance of amend to License DPR-61 & pro¬ 
posed NSHC determination & opportunity for hearing on 910614 request to replace 
footnotes to allow feedwater isolation sys to be defeated during surveillance. 
WANG.A.B. Project Directorate 1-4. 91/06/17. 7pp. 58213:268-58213:274. 

9106210241 Forwards request for addl info re 910321 request for exemption from 
10CFR70.24(a) covering storage & handling of irradiated or unirradiated fuel assem¬ 
blies in reactor vessels w/o monitoring sys to energize alarms. 

VISSING.G.S. Project Directorate 1-4. 91/06/18. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Utilities. 4pp. 58207:348-58207:351. 

9106250215 Forwards PRA results for large-scale core melt frequencies for 
facilities.PRA development activities continue on schedule using in-house 
resources.per util 890727 response to Generic Ltr 88-20. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/06/19. Document Control Branch (Document Control Desk). 4pp. 58221:082- 
58221:085. 

9106260286 Forwards amend 138 to license DPR-61 & safety evaluation. Amend will 
add valve NG-V-473.for cycles 16/17 only & delete valve CC-V-884 from note 2 of TS 
l.6.a.2, “Definitions - Containment Integrity.” 

WANG.A.B. Project Directorate 1-4. 91/06/19. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 58217:199-58217:207. 

-9106260292 Amend 138 to license DPR-61 .adding valve NG-V-473 & deleting valve 
CC-V-884 from note 2 of TS. 

STOLZ.J.F. Project Directorate 1-4. 91/06/19. 4pp. 58217:201-58217:204. 

-9106260293 Safety evaluation supporting amend 138 to license DPR-61. 

' Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/19. 3pp. 
58217.205-58217:207. 


9106280041 Approves proposed temporary waiver of compliance for tech spec 3.3.2 re 
ESF actuation sys instrumentation. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/20. Document Control Branch (Document 
Control Desk). 5pp. 58270:052-58270:056. 

9106280029 Requests that util 910614 license amend request be upgraded to “exigent" 
tech spec change m support of 910620 request for temporary waiver of compliance. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/06/21. Document Control Branch (Document Control Desk) 3pp 58270:127- 
58270:129. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 87041 1) 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106030255 Ack receipt of 910425 response to violations noted in Insp Rept 50-213/ 
91-06. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/22. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 2pp. 57909:106-57909:111. 

9106040137 Forwards insp rept 50-213/91-10 on 910510-12.No violations noted. 
JOYNER.J.H. Region 1 (Post 820201). 91/05/22. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 2pp. 58000:106-58000:115. 

-9106040147 Insp rept 50-213/91-10 on 910510-12.No violations noted. Major areas 
inspected-.routine,announced emergency preparedness insp & observation of licens¬ 
ee’s partial- participation annual emergency preparedness exercise. 

GORDON,C.Z., LAZARUS,W.J. Region 1 (Post 820201). 91/05/22. 8pp. 58000:108- 
58000:115. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146.088-58146-172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190126 Responds to NRC 910516 ltr re violations noted in insp rept 50-213/91- 
07.Corrective actions:final mgt action independent review of event & overview per¬ 
formed of recent problems w/missing tech spec requirements. 

DEBARBA.E.A. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
DEBARBA.E.A. Northeast Utilities. 91/06/12. MARTIN,T.T. Region 1 (Post 820201). 
7pp. 58189:251-58189:257. 

9106250129 Forwards insp rept 50-213/91-13 on 910520-24.No violations 
noted.Weakness noted re controlling & documenting location of master keys to locked 
high radiation areas. 

JOYNER.J.H. Region 1 (Post 820201). 91/06/12. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 3pp. 58221:071-58221:081. 

-9106250133 Insp rept 50-213/91-13 on 910520-24.No violations noted. Major areas 
inspected.-radiological controls program,status of previously identified items,health 
physics technician training,internal & external exposure controls. 

O’CONNELL,P„ PASCIAK.W. Region 1 (Post 820201). 91/06/10. 8pp. 58221:074- 
58221:081. 

9106200173 Responds to NRC 910503 ltr re violations noted in Insp Rept 50-213/91- 
80.Corrective actions:Surveillance Test Procedure 5.5-38, “BT-1A.1B & 1C Battery 
Svc Test" will be revised to conform to latest design documents. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/06/14. Document Control Branch (Document Control Desk). 8pp. 58201:348- 
58201:355. 


R. Periodic operating reports & related correspondence 


9106180456 Monthly operating rept for May 1991 for Haddam Neck Plant. W/910615 
ltr. 

EMMONS,K.W., STETZ.J.P. Connecticut Yankee Atomic Power Co. 91/05/31. IOpd- 
58171:305-58171:314. 


S. Reportable occurrences, LERs & related correspondence 

9106260085 LER 85-003-01 :on 850212,low reactor coolant flow trip logic discovered t O 
have trip setpoints not in accordance w/ tech specs.Caused by inadequate definition 
of acceptance criteria in calibr procedure.W/910620 ltr. 

STANFORD,J., STETZ.J.P. Connecticut Yankee Atomic Power Co. 91/06/20 6 d O- 
58226:166-58226:171. ' 


V. Operator Examinations 


9106140206 Advises that reactor operator & senior reactor operator licensing exarrt? 
scheduled for wk of 910909.Ref matls,listed on end,should be provided by 910712. 0' 
cense applications should be submitted 30 days prior to exam date 
ESELGROTH.P.W. Region 1 (Post 820201). 91/06/06. MROCZKA.E.J. Connectic^* 
Yankee Atomic Power Co. 12pp. 58127:001-58127:012 
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DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 


9106040053 Forwards Enforcement Conference Rept 50-219/91-16 on 910517 to dis¬ 
cuss locked high radiation area entry on 910426. 

JOYNER,JH. Region 1 (Post 820201). 91/05/21 BARTON.J J. General Public Utili¬ 
ties Corp - GPU Service Corp. 3pp. 57914.268-57914:328 

--9106040055 Notification of Significant Licensee Meeting 91-58 on 910517 in King of 
Prussia,PA to discuss radiological controls violations.Meeting closed to public 
RULAND.W H Region 1 (Post 820201) 91/05/08. Region 1 (Post 820201) Ip 
57914 271-57914 271. 

--9106040057 Enforcement Conference Rept 50-219/91-16 on 910517.Major areas 
discussed:findings in Insp Rept 50-219/91-16 & locked high radiation area entry made 
on 910426 Viewgraphs end. 

FURIA.J., LANCE,R., PASCIAK.W. Region 1 (Post 820201) 91/05/20 56pp 

57914:272-57914.328. 

9106130362 Forwards safety insp rept 50-219/91-15 on 910416-0518. Overall util con¬ 
ducted outage activities in safe manner.Four unresolved items closed & one 
updated.Potential weakness in licensee pre-outage security planning. 

WENZINGER.E. Region 1 (Post 820201). 91/06/03. BARTON.J J General Public Util¬ 
ities Corp. - GPU Service Corp. 3pp. 58111:208-58111:228. 

-9106130369 Insp rept 50-219/91-15 on 910416-0518.Overall util conducted outage ac¬ 
tivities in safe manner.Major areas inspected:plant operations,radiation 
protection,maint & surveillance, engineering & technical support,security & safety. 
RULAND.W.H. Region 1 (Post 820201). 91/05/31. 18pp. 58111:211-58111:228. 

9106200266 Forwards emergency operating procedure insp rept 50-219/91-08 on 
910415-18.Deficiencies noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/10. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 58197:329-58197:349. 

--9106200272 Insp rept 50-219/91-08 on 910415-18.Technical deficiencies exist.Major 
areas inspected:corrective actions addressing deficiencies noted during previous insps 
& records of training conducted. 

CONICELLA.N., CONTE,R.J. Region 1 (Post 820201). 91/05/23. 18pp. 58197:332- 
58197:349. 

9106260391 Revised EPIP's,including Rev 2 to EPIC-OC-.03,Rev 11 to 6430-ADM- 
1319.01,Rev 1 to EP!C-OC-.06,Rev 0 to EPIC-OC-.40 & Rev 0 to EPIP-OC-.13.VW 
910619 Itr 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/19. 195pp. 
58269:001-58269:122. 


H. General correspondence 

9106260121 Discusses reactor physics characteristics of US commercial LWRs which 
are different from those of RBMK type of reactor at Chernobyl,in response to 910603 
Itr transmitting inquiry from constituent. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/18. HUGHES,W.J 
House of Rep. 7pp. 58228:298-58228:308. 

-9106260136 Requests response to end constituent,R Lantieri.concerns on conditions 
at nuclear energy plant at Oyster Creek,NJ as well as plants in States of VA,PA & NC. 
HUGHES,W.J. House of Rep. 91/06/03. CARR.K.M. Commissioners (Post 750119). 
4pp. 58228:305-58228:308. 


P. Operating license stage documents & correspondence 


9106030240 Requests addl info on facility corroded drywell analysis within 21 days. 
DROMERICK.A.W. Project Directorate 1-4. 91/04/23. BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 57894:283-57894:286. 

9106030102 Forwards notice of consideration of issuance of amend to license DPR-16 
for publication in FR.Amend regards rev to TS table 4.15.2,items 2.a & 3.a. 
DROMERICK.A.W. Project Directorate 1-4. 91/05/13. BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 57892:261-57892:267. 

—9106030115 Notice of consideration of issuance of amend to license DPR-16 & pro¬ 
posed opportunity for hearing on 910619.Amend would modify channel functional test 
requirements for main stack monitoring sys. 

STOLZ.J.F. Project Directorate 1-4. 91/05/13. 5pp. 57892:263-57892:267. 

9106070276 Forwards environ assessment & finding of no significant impact re 901119 
request for rev to Tech Specs concerning surveillance intervals for Table 4.1.1. 
DROMERICK.A.W. Project Directorate 1-4. 91/05/29. BARTON,J.J. Jersey Central 
Power & Light Co. 2pp. 57993:293-57993:297. 

-9106100462 Environ assessment & finding of no significant impact re amend to li¬ 
cense DPR-16,revising Tech Specs concerning surveillance intervals for Table 4.1.1. 
STOLZ.J.F. Project Directorate 1-4. 91/05/29. 3pp. 57993:295-57993:297. 

9106070028 Forwards detailed position on compliance w/hydrogen mitigation require¬ 
ments of 10CFR50,44,per NRC 901106 request.Topical Rept TR-081,Rev 0,utilizing 
methodology provided in App A of NUREG-0800.SRP Section 6.2.5 also end. 
LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/05/30. Document 
Control Branch (Document Control Desk). 41pp. 58014:012-58014:099. 

-9106070037 Rev 0 to Topical Rept TR-081, “Oyster Creek Plant Specific Oxygen Gen¬ 
eration Following LOCA,” per methodology described in App A of NUREG-0800,(SRP 
Section 6.2 5) re combustible gas control in containment. 

DOUGHERJD., TRIKOUROS.N.G., BOND.G.R. General Public Utilities Corp. - GPU 
Service Corp. TR-081 R00. 91/05/30. 47pp. 58014:053-58014:099. 

9106040319 Forwards GPU 90C718 Itr for placement in PDR. 

KOUP.E Reactor Safeguards Branch 91/06/03. BLANTON,J. Document Control 
Branch (Document Control Desk). Ip. 57898-252-57898:254. 


-9007230291 Responds to 900501 request for guidance on handling persons unable to 
provide specimen due to medical reasons Selection for random testing could more ap¬ 
propriately result in medical evaluation of fitness re cause of illness 
GRIMES,B K Division of Reactor Inspection & Safeguards (Post 870411) 90/07/18 
LONG.R L General Public Utilities Corp. - GPU Service Corp. Ip 57898.253- 
57898 254 

9106110303 Forwards Amend 152 to License DPR-16,safety evaluation & notice of 
issuance Amend revises TS surveillance intervals for high reactor pressure,low reactor 
water level,lo-lo reactor water level & high drywell pressure trip sys 
DROMERICK.AW Project Directorate 1-4 91/06/05 BARTON.J J General Public 
Utilities Corp - GPU Service Corp 2pp 58098 327-58098.340 

—9106110306 Amend 152 to License DPR-16,revising TS surveillance interval for high 
reactor pressure,low reactor water level, lo-lo reactor water level & high water level in 
scram discharge vol water level high analog rod block 
STOLZ.JF Project Directorate 1-4 91/06/05 6pp 58098.329-58098.334 

-9106110307 Safety evaluation supporting Amend 152 to License DPR-16 

’ Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/05. 4pp 
58098 335-58098:338 

-9106110312 Notice of consideration of issuance of amend to License DPR-16.Amend 
revises TS surveillance intervals for high reactor water level,lo-lo reactor water level & 
high water level in scram discharge vol analog scram 

DROMERICK.AW Project Directorate 1-4. 91/06/05. 2pp 58098:339-58098 340. 

9106130246 Notification of 910620 meeting w/util in Forked River,NJ to discuss status 
of licensing activities for facility. 

DROMERICK.A.W Project Directorate 1-4 91/06/11. STOLZ.J.F Project Directorate I- 
4. 3pp. 58112:025-58112:027. 

9106140170 Discusses switch replacement cancellation re DPS 66 switches during 13R 
outage. 

DEVINE,J.C. General Public Utilities Corp. - GPU Service Corp. 91/06/11. Document 
Control Branch (Document Control Desk). Ip 58155:001-58155:001. 

9106180166 Forwards weld overlay repairs during current Cycle 13R refueling 
outage,intergranular stress corrosion crack indications found at four welds determined 
to require full structural weld overlay repairs. 

DEVINE,J.C. General Public Utilities Corp. - GPU Service Corp 91/06/11. Document 
Control Branch (Document Control Desk). 9pp 58173:233-58173:241. 

9106210191 Application for amend to license DPR-16,adding Tech Spec 4.3.1 to require 
inservice insp program for piping to be performed as identified in Generic Ltr 88-01. 
BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/11 Document 
Control Branch (Document Control Desk). 7pp 58208:229-58208-281. 

-9106210194 Proposed tech spec 4 3.1 to require inservice insp program for piping to 
be performed as identified in Generic Ltr 88-01 or per alternate measures approved 
by NRC. 

* General Public Utilities Corp - GPU Service Corp. 91/06/11 46pp 58208.236- 
58208:281 

9106210251 Advises that overlay weld repairs,discussed in 910611 Itr, 
acceptable.Authorizes util to restart plant from Cycle 13 refueling outage.Final rept re 
IGSCC should be submitted within 90 days after restart from Refueling Outage 13R. 
DROMERICK.A.W. Project Directorate 1-4. 91/06/17 BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 58207-334-58207-335. 

9106210296 Requests that tech spec change request 170 re liquid effluent radiation 
monitor deletion not be approved. 

TOSCH.K. Environmental Protection Agency. 91/06/17. Document Control Branch 
(Document Control Desk). 3pp. 58207:329-58207:331. 

9106260140 Forwards application to amend to License DPR-1 6, changing reduced 
APLHGR limits when redundant core spray loop not in svc. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/18. Document 
Control Branch (Document Control Desk). 3pp. 58225:296-58225:311. 

-9106260144 Application for amend to license DPR-16,changing reduced APLHGR 
limits when redundant core spray loop not in svc. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/18. Document 
Control Branch (Document Control Desk). 5pp. 58225:299-58225:303. 

-9106260155 Proposed tech specs,changing APLHGR limits. 

* General Public Utilities Corp. - GPU Service Corp. 91/06/18. 8pp. 58225:304- 
58225:311. 

9106260253 Rev to 901119 Tech Spec Change Request 195,changing bases section 
3.1 of specs re setpoint for low condenser vacuum scram from 23 inches to 20 
inches. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/18. Document 
Control Branch (Document Control Desk). Ip. 58236:105-58236:106. 

-9106260327 Corrected Tech Spec Page 3.1-4 re setpoint for low condenser vacuum 
scram 

* General Public Utilities Corp. - GPU Service Corp. 91/06/18. Ip. 58236:106- 
58236:106. 


9106210216 Forwards suppl to 1986 environ assessment,dtd 860410 re full-term 
OL.issuance of suppl for FES not required under NEPA & conclusion of FES still valid. 
STOLZ.J.F. Project Directorate 1-4. 91/06/19. BARTON,J.J. General Public Utilities 
Corp. - GPU Service Corp. 2pp. 58202:259-58202:270. 

-9106210217 Suppl to 1986 environ assessment re radiological & nonradiological effect 
of continued plant operation & issuance of full-term OL. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 91/06/19. 10pp. 
58202:261-58202:270. 

9106260139 Notification of 910724 meeting w/util in Rockville,MD to discuss matters re 
Oyster Creek containment reliability. Agenda end 

DROMERICK.A.W. Project Directorate 1-4. 91/06/19. STOLZ.J.F. Project Directorate I- 
4.4pp. 58217:305-58217:308. 
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9106240280 Forwards response to NRC 910523 request for addl info on ASME VIII 
plant drywell stress & stability analyses. 

DEVINE.J.C. General Public Utilities Corp. - GPU Service Corp. 91/06/20. Document 
Control Branch (Document Control Desk). 80pp. 58210:273*58210:352. 

9106280184 Informs of facility full term operating license conversion. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 91/06/26. Document 
Control Branch (Document Control Desk). Ip. 58273:025-58273:025. 


Q. Inspection reports, IE Bulletins & correspondence 


9106200187 Responds to violations noted in Insp Rept 50-219/91-06. Corrective 
actions:new work requests are reviewed daily against open maint backlog,utilizing 
component codes & prioritized inventory & baseline schedule updated. 

BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/13. Document 
Control Branch (Document Control Desk). 7pp. 58201:306-58201:312. 

9106210251 Advises that overlay weld repairs,discussed in 910611 Itr, 
acceptable.Authorizes util to restart plant from Cycle 13 refueling outage.Final rept re 
IGSCC should be submitted within 90 days after restart from Refueling Outage 13R. 
DROMERICK.A.W. Project Directorate 1-4. 91/06/17. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 58207:334-58207:335. 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040053 Forwards Enforcement Conference Rept 50-219/91-16 on 910517 to dis¬ 
cuss locked high radiation area entry on 910426. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/21. BARTON.J.J. General Public Utili¬ 
ties Corp. - GPU Service Corp. 3pp. 57914:268-57914:328. 

~9106040055 Notification of Significant Licensee Meeting 91-58 on 910517 in King of 
Prussia,PA to discuss radiological controls violations.Meeting closed to public. 
RULAND.W.H. Region 1 (Post 820201). 91/05/08. Region 1 (Post 820201). Ip. 
57914:271-57914:271. 

“9106040057 Enforcement Conference Rept 50-219/91-16 on 91051/.Major areas 
discussed:findings in Insp Rept 50-219/91-16 & locked high radiation area entry made 
on 910426.Viewgraphs end. 

FURIA.J., LANCE,R., PASCIAK.W. Region 1 (Post 820201). 91/05/20. 56pp. 
57914:272-57914:328. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110091 Responds to 910429 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-219/90-13. 

KNAPP,M.R. Region 1 (Post 820201). 91/05/31. BARTON.J.J. General Public Utilities 
Corp. - GPU Service Corp. 2pp. 57997:271-57997:290. 

“9106110098 Responds to NRC 910906 Itr re violations noted in insp rept 50-219/90- 
13.Corrective actionsrfull compliance will be achieved when tech spec change request 
170 approved by NRC. 

BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 91/04/29. 
MARTIN,T.T. Region 1 (Post 820201). 2pp. 57997:273-57997:290. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc fist end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106130362 Forwards safety insp rept 50-219/91-15 on 910416-0518. Overall util con¬ 
ducted outage activities in safe manner.Four unresolved items closed & one 
updated.Potentiaf weakness in licensee pre-outage security planning. 

WENZINGER.E. Region 1 (Post 820201). 91/06/03. BARTONJ.J. General Public Util¬ 
ities Corp. - GPU Service Corp. 3pp. 58111:208-58111:228. 

“9106130369 Insp rept 50-219/91-15 on 910416-0518.0veratl util conducted outage ac¬ 
tivities in safe manner. Major areas inspected:plant operations,radiation 

protection.rnaint & surveillance, engineering & technical support,security & safety. 
RULAND.W.H. Region 1 (Post 820201). 91/05/31. 18pp. 58111:211-58111:228. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200266 Forwards emergency operating procedure insp rept 50-219/91-08 on 

nofirudnT'ioc 

BETTENHAUSEN.L Region 1 (Post 820201). 91/06/10. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 58197:329-58197:349. 

“9106200272 Insp rept 50-219/91-08 on 91Q415-18.Technical deficiencies existMajor 
areas inspected:corrective actions addressing deficiencies noted during previous insps 
& records of training conducted. 

CONICELLA.N., CONTE,R.J. Region 1 (Post 820201). 91/05/23. 18pp. 58197:332- 
58197:349. 


R. Periodic operating reports & related correspondence 

9106040007 Forwards summaries of changes to sys & procedures for 1990, per 
10CFR50.59(b). 

BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 91/05/24. Document 
Control Branch (Document Control Desk). 15pp. 57915:088-57915:102. 

9106190066 Monthly operating rept for May 1991 for Oyster Creek. W/91061 1 Itr. 
CORCORAN.T., BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 91/ 
05/31. 7pp. 58193:302-58193:308. 

9106190276 Forwards integrated schedule semiannual update (June 1991), per Condi¬ 
tion 2.C.L(10). 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/06/13. Document 
Control Branch (Document Control Desk). 24pp. 58199:318-58199:341. 


S. Reportable occurrences, LERs & related correspondence 

9106070078 PNO-i-91-041 :on 910531,S Hoch resigned as chairman of board of 
directors,president & chief executive officer of GPU. WG Kuhns will replace Hoch until 
permanent replacement is found. 

RULAND.W., COLLINS,E. Region 1 (Post 820201). 91/06/03. Ip. 57918:159- 
57918:159. 

9106250051 LER 88-021-01:on 880929,isolation condensers operated in mode outside 
sys design.Caused by water filling normally steam-filled portion of isolation condenser 
sys.Piping outside drywell replaced.W/910617 Itr. 

DEMERCHANT,B., BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 
91/06/17. 6pp. 58226:124-58226:129. 

9106250071 LER 90-017-01 :on 901220,both standby gas treatment sys declared inoper¬ 
able due to common duct failure.Caused by localized weld defect.Repairs made to re¬ 
store integrity of ductwork.W/910619 Itr. 

CERVENKA.P., BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 91/ 
06/19. 4pp. 58226:140-58226:143. 


V. Operator Examinations 

9106050369 Notification of contract execution,mod 1 to task order 76, “Oyster Creek 
Nuclear Power Plant Initial Exams,” in "Technical Assistance to Support Licensing Ac¬ 
tivities. ' ’ Co ntractor.So nalysts, I nc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57905:041- 
57905:043. 

“9106050375 Ltr Contract NRC-03-89-031,mod 1 to task order 76,increasing negotiated 
task order ceiling,to “Oyster Creek Nuclear Power Plant Initial Exams.” 

EDGEWORTH,P.J. Contract Negotiation Branch-1. FIN L-1289-1. 91/05/23. Sona- 
lysts, Inc. 2pp. 57905:042-57905:043. 

9106260334 Forwards Exam Rept 50-219/91-14OL administered during wk of 
9l0422.Understands that reactor operator upgrade applicant will remain removed from 
licensed duties until util has opportunity to discuss subj w/NRC. 

BETTENHAUSEN,L. Region 1 (Post 820201). 91/06/12. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 58241:280-58242:127. 

“9106260335 Exam Rept 50-219/91-140L administered during wk of 910422. Exam 
results:all three reactor operator applicants & two senior reactor operator applicants 
passed operating exam & four passed written exam. 

FISH.T., CONTE.R. Region 1 (Post 820201>. 91/06/11. 230pp. 58241:283-58242:127. 


9106210191 Application for amend to license DPR-16,adding Tech Spec 4.3.1 to require 
inservice insp program for piping to be performed as identified in Generic Ltr 88-01. 
BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/11. Document 
Control Branch (Document Control Desk). 7pp. 58208:229-58208:281. 

“9106210194 Proposed tech spec 4.3.1 to require inservice insp program for piping to 
be performed as identified in Generic Ltr 88-01 or per alternate measures approved 
by NRC. 

* General Public Utilities Corp. - GPU Service Corp. 91/06/11. 46pp. 58208:236- 
58208:281. 

9106180369 Suppls 890403 response to NRC Bulletin 88-010, “Nonconforming Molded- 
Case Circuit Breakers.” Failure rate for circuit breakers within scope of bulletin is 4 
out of 72 or 5.6%.Requests relief for four identified breakers. 

BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 91/06/12. Document 
Control Branch (Document Control Desk). 2pp. 58171:087-58171:088. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106120368 Forwards Amends 124 & 32 to Licenses DPR-63 & NPF-69, respectively & 
safety evaluation.Amends revise TS 6.0 re administrative controls to reflect replace¬ 
ment of current manager,health physics w/manager radiation protection. 
BRINKMAN.D.S. Project Directorate 1-1. 91/06/06. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 58110:020-58110:034. 

“9106120370 Amends 124 & 32 to Licenses DPR-63 & NPF-69,respectively, revising 
TS Section 6.0 re administrative controls to reflect changes which replace current 
health physics manager w/manager,radiation protection for each unit. 

CAPRA,R.A. Project Directorate 1-1. 91/06/06. 10pp. 58110:023-58110-032 


9106260334 Forwards Exam Rept 50-219/91-140L administered during wk of 
910422.Understands that reactor operator upgrade applicant will remain removed from 
licensed duties until util has opportunity to discuss subj w/NRC. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/12. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 58241:280-58242:127. 

-9106260335 Exam Rept 50-219/91-140L administered during wk of 910422. Exam 
results:all three reactor operator applicants & two senior reactor operator applicants 
passed operating exam & four passed written exam. 

FISH.T., CONTE.R. Region 1 (Post 820201). 91/06/11. 230pp. 58241:283-58242:127 


-9106120375 Safety evaluation supporting Amends 124 & 32 to Licenses DPR-63 & 
NPF-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06 2dd 
58110:033-58110:034. ' 


S1U014UZUZ r-orwaros aaieiy insp Hepts t>u-Z20/9l-09 & 50-410/91-09 on 910331 
0511.Util professionally executed repair of unisolable sample line leak on Unit 2 recii 
culation loop. 

COWGILL.C.J. Region 1 (Post 820201). 91/06/06. SYLVIA,B.R. Niagara Mohaw 
Power Corp. 3pp. 58128:023-58128:042. 



DOCKETED ITEMS 21 


-9106140204 Insp Repts 50-220/91-09 & 50-410/91-09 on 910331-0511. Major areas 
inspected:plant operations.radiological controIs f surveillance,maint,emergency 

preparedness,security, engineering & technical support & safety assessment. 
HAVERKAMP.D.R. Region 1 (Post 820201). 91/06/05 17pp. 58128:026-58128:042. 

9106200216 Forwards intial SALP repts 50-220/90-99 & 50-410/90-99 for Mar 1990 - 
Mar 1991.Plant operations,maint/surveillance & safety assessment/quality verification 
demonstrated significant improvement since previous assessment. 

MARTIN.T.T. Region 1 (Post 820201). 91/06/14. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 58201:313-58201:344. 

-9106200220 SALP repts 50-220/90-99 & 50-410/90-99 for March 1990 - March 1991. 
* Region 1 (Post 820201). 91/06/14. 29pp. 58201:316-58201:344. 


P. Operating license stage documents & correspondence 


9106040435 Notification of 910521 meeting w/util in Rockville,MD to discuss App J leak 
rate testing methods at facility. 

BRINKMAN,D.S. Project Directorate 1-1. 91/05/21. CAPRA,R.A. Project Directorate I- 
1. 2pp. 57895:179-57895:180. 

9106040101 Informs that NRC finds 900925 & 910515 responses to generic Itr 90-03 
acceptable.NRC should be notified by Itr when vendor interface programs are fully im¬ 
plemented. 

BRINKMAN,D.S. Project Directorate 1-1. 91/05/22. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 57893:357-57893:359. 

9106040290 Grants 901115 inservice testing Relief Requests CTS-RR-2 (containment 
spray sys) & VG-2 (general relief request for containment & pressure isolation 
valves).Safety evaluation end. 

CAPRA,R.A. Project Directorate 1-1. 91/05/30. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 3pp. 58000:085-58000:095. 

-9106040292 SER supporting 901105 inservice testing Relief Requests CTS-RR-2 (con¬ 
tainment spray sys) & VG-2 (general relief request for containment & pressure isola¬ 
tion valves). 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 8pp. 
58000:088-58000:095. 

9106120368 Forwards Amends 124 & 32 to Licenses DPR-63 & NPF-69, respectively & 
safety evaluation.Amends revise TS 6.0 re administrative controls to reflect replace¬ 
ment of current manager,health physics w/manager radiation protection. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/06. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 58110:020-58110:034. 

-9106120370 Amends 124 & 32 to Licenses DPR-63 & NPF-69,respectively, revising 
TS Section 6.0 re administrative controls to reflect changes which replace current 
health physics manager w/manager,radiation protection for each unit. 

CAPRA,R.A. Project Directorate 1-1. 91/06/06. 10pp. 58110:023-58110:032. 

—9106120375 Safety evaluation supporting Amends 124 & 32 to Licenses DPR-63 & 
NPF-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 2pp. 
58110:033-58110:034. 

9106130119 Forwards amend 125 to license DPR-63 & safety evaluation. Amend re¬ 
vises tech spec 3.4.1 to correct errors of omission in labeling of graph on figure. 
BRINKMAN,D.S. Project Directorate 1-1. 91/06/10. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 58111:308-58111:316. 

—9106130127 Amend 125 to license DPR-63,revising tech spec 3.4.1 to correct errors 
of omission in labeling of graph on figure. 

CAPRA,R.A. Project Directorate 1-1. 91/06/10. 4pp. 58111:310-58111:313. 

—9106130140 Safety evaluation supporting amend 125 to license DPR-63. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/10. 2pp. 
58111:314-58111:316. 

9106180364 Concurs that proposed schedule for installing individual recirculation lines & 
interim plans for assuring pump operability are reasonable/appropriate. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/12. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 58146:356-58146:359. 

9106190244 Discusses containment vent & purge isolation valve resilient seal matl per¬ 
formance at facility.Current App J requirements for testing vent/purge isolation valves 
sufficient w/o need for increased frequency testing. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/12. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 58159:107-58159:110. 

9106210136 Advises that modified schedules to address Generic Ltr 88-14 requesting 
applicants to review NUREG-1275,Vol 2, “Operating Experience Feedback Rept - Air 
Sys Problems” acceptable.Generic Itr requirements fulfilled. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/18. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 58202:167-58202:170. 

9106240296 Provides summary of discussions held 910504-05 re plant. Plants have 
demonstrated sustained improvement sufficient to warrant removal from category of 
plants that require increased attention. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/18. ENDRIES.J.M. 
Niagara Mohawk Power Corp. 3pp. 58205:225-58205:227. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9106070236 Forwards response for NRC Bulletin 88-004, “Potential Safety Related 
Pump Loss," investigating two mm flow design concerns for safety-related centrifugal 
pumps. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/05/31. Document Control Branch 
(Document Control Desk). 3pp. 58039'129-58039:131. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. “ Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106140202 Forwards Safety Insp Repts 50-220/91-09 & 50-410/91-09 on 910331- 
0511 .Util professionally executed repair of unisolable sample line leak on Unit 2 recir¬ 
culation loop. 

COWGILL.C.J. Region 1 (Post 820201). 91/06/06. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 58128:023-58128:042. 

-9106140204 Insp Repts 50-220/91-09 & 50-410/91-09 on 910331-0511. Major areas 
inspected:plant operations.radiological controls, surveillance, maint, emergency 

preparedness.security, engineering & technical support & safety assessment. 
HAVERKAMP.D.R. Region 1 (Post 820201). 91/06/05. 17pp. 58128:026-58128:042. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106180364 Concurs that proposed schedule for installing individual recirculation lines & 
interim plans for assuring pump operability are reasonable/appropriate. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/12. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 58146:356-58146:359. 

9106200216 Forwards intial SALP repts 50-220/90-99 & 50-410/90-99 for Mar 1990 - 
Mar 1991.Plant operations,maint/surveillance & safety assessment/quality verification 
demonstrated significant improvement since previous assessment. 

MARTIN.T.T. Region 1 (Post 820201). 91/06/14. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 58201:313-58201:344. 

-9106200220 SALP repts 50-220/90-99 & 50-410/90-99 for March 1990 - March 1991. 
* Region 1 (Post 820201). 91/06/14. 29pp. 58201:316-58201:344. 

9106270055 Notification of significant licensee meeting 91-80 w/util on 910628 in 
Oswego,NY to discuss SALP mgt meeting. 

HAVERKAMP.D.R. Region 1 (Post 820201). 91/06/20. Region 1 (Post 820201). 3pp. 
58222:351-58222:353. 


R. Periodic operating reports & related correspondence 


9106190220 Forwards monthly operating rept for May 1991 for Nine Mile Point Nuclear 
Station Unit 1 & narrative rept of operating experience for May 1991. 

DAHLBERG.K.A. Niagara Mohawk Power Corp. 91/06/11. Document Control Branch 
(Document Control Desk). Ip. 58185:274-58185:281. 

-9106190225 Monthly operating rept for May 1991 for Nine Mile Point Nuclear Station 
Unit 1. 

COLEMAN,D.E. Niagara Mohawk Power Corp. 91/05/31. 3pp. 58185:275-58185:278. 

-9106190237 Narrative rept of operating experience for May 1991 for Nine Mile Point 
Nuclear Station Unit 1. 

* Niagara Mohawk Power Corp. 91/05/31. 4pp. 58185:279-58185:281. 

9106280188 Forwards “Final Nine Mile Point Nuclear Station 1990 SPDES Annual Bio¬ 
logical Monitoring Rept,” consisting of monitoring requirements for Unit 1. 
DAHLBERG.K.A. Niagara Mohawk Power Corp. 91/06/21. COLQUHOUN.J. New 
York, State of. Ip. 58272:273-58272:326. 

-9106280192 “Final Nine Mile Point Nuclear Station 1990 SPDES Annual Biological 
Monitoring Rept” for Unit 1. 

JINKS,S.M., KOENEKE.M.A. EA Engineering, Science & Technology, Inc. 91/06/14. 
53pp. 58272:274-58272:326. 


S. Reportable occurrences, LERs & related correspondence 

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace¬ 
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of 
power supply rendering single channel area monitor inoperable. 

PARKER,J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp. 
58109:025-58109:026. 

9106120358 LER 91-006-00:on 901211,containment hydrogen & oxygen monitors found 
to contain non-safety related calibr gases. Caused by programmatic deficiency.Pre¬ 
planned alternate sampling method initiated.W/910605 Itr. 

PICCIOTT.T., FIRLIT.J.F. Niagara Mohawk Power Corp. 91/06/05. 5pp. 58150:136- 
58150:140. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


F. Security, medical, emergency & fire protection plans 


9106040034 Forwards Safety & Safeguards Insp Repts 50-225/91-01 & 70-0920/91-01 
on 910409-11.No violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/22. BLOCK,R.C. Rensselaer Polytech¬ 
nic Institute, Troy, NY. 2pp. 57914:343-57914:353. 

-9106040036 Safety & Safeguards Insp Repts 50-225/91-01 & 70-0920/91-01 on 
910409-11.No violations noted.Major areas inspected: program to maintain account¬ 
ability of SNM,physical security, reactor operation & status of previously identified 
items. 

DELLA RATTA.A., DRAGOUN.T.F., BORES,R.J. Region 1 (Post 820201). 91/05/21. 
pp. 57914:345-57914:353. 


P. Operating license stage documents & correspondence 

9106040448 Requests resubmittai of complete new affidavit w/new signatures & dates 
& w/Apr 1991 citation rather than Mar 1991. 

MICHAELS.T S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/05/28. HARRIS,D.R. Rensselaer Polytechnic Institute, Troy, NY. 
2pp. 57917-151-57917.152. 

9106050314 Forwards corrected affidavit for withholding supporting matl to license 
amend for RCF Critical CX-22 facility (ref 10CFR2.790). 

JONSSON.A. ASEA Brown Boveri, Inc. JONSSON,A. Combustion Engineering, Inc. 
91/05/30. MICHAELS.TS. Non-Power Reactors, Decommissioning & Environmental 
Proj. Dir. (Post 901216). 6pp. 58007:356-58007.361. 

9106060336 Forwards amend 8 to license CX-22 Amend authorizes increase in posses¬ 
sion limits of low enriched fuel to 25.92 kg. 

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/05/30. HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY. 
3pp. 58042:194-58042:204. 

-9106060338 Amend 8 to license CX-22,authorizing increase in possession limits of low 
enriched fuel to 25.92 kg. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/05/30. 6pp. 58042:197-58042:201. 

”9106100035 Safety evaluation supporting amend 8 to license CX-22. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30 . 3pp. 
58042:202-58042:204. 

9106180360 Errata for amend 9 to License CX-22 for Rensselaer Polytechnic 
Inst.Amend package should have been numbered as Amend 9 instead of 8. 
MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/06/10. HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY. 
2pp. 58175:310-58175:322. 

-9106180363 Forwards amend 9 to license CX-22 for Rensselaer Polytechnic Institute 
critical experiment reactor facility.Amend authorizes increase in possession limits of 
low enriched fuel.Safety evaluation end. 

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Pro|. Dir. 
(Post 901216). 91/05/30. HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY. 
2pp. 58175:312-58175:313. 

”9106180390 Amend 9 to license CX-22,authorizing increase in possession limits of low 
enriched fuel & changing tech specs to accommodate experiments w/CE fuel. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/05/30. 6pp. 58175:314-58175:319. 

-9106180396 Safety evaluation supporting amend 9 to license CX-22. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 3pp. 
58175:320-58175:322. 


Q- Inspection reports, IE Bulletins & correspondence 

9106040034 Forwards Safety & Safeguards Insp Repts 50-225/91-01 & 70-0920/91-01 
on 910409-11.No violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/22. BLOCK.R.C. Rensselaer Polytech¬ 
nic Institute, Troy, NY. 2pp. 57914:343-57914:353. 

-9106040036 Safety & Safeguards Insp Repts 50-225/91-01 & 70-0920/91-01 on 
910409-11.No violations noted.Major areas inspected: program to maintain account¬ 
ability of SNM,physical secunty, reactor operation & status of previously identified 
items. 

DELLA RATTA.A., DRAGOUN.T.F., BORES,R.J. Region 1 (Post 820201). 91/05/21. 
pp. 57914:345-57914:353. 


-9106070011 Insp Repts 50-237/91-14 & 50-249/91-13 on 910522-23.No violations 
noted.Major areas inspected:emergency preparedness program,licensee action on 
previously identified items & annual medical drill. 

PLOSKI.T., SIMONS,H., CANIANO.R.J. Region 3 (Post 820201). 91/05/31. 10pp. 
58015:260-58015:270. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9106200111 Rev 9 to updated FSAR for Dresden Nuclear Power Station, Units 2 & 
3.W/910614 Itr. 

RICHTER,M.H., SCHROEDER.B.A., EENIGENBURG.E. Commonwealth Edison Co. 
91/06/30. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 
870411). 400pp. 58235:001-58236:093. 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A B. Region 3 (Post 
820201). 2pp. 58228:267-58228:268. 

9106050295 Clarifies Section A.1.2.2, “Panels/Equipment” of initial util certification rept 
for simulator facility.Rept should have indicated that hydrogen addition console includ¬ 
ed in scope of simulation for facility but not yet installed. 

TAYLOR,D.L. Commonwealth Edison Co. 91/05/29. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 58005:257-58005:257. 

9106070239 Forwards Rev 0 to ANF-89-80(NP), "Dresden Units 2 & 3 8X8 Extended 
Burnup Design Rept.” 

RICHTER,M.H. Commonwealth Edison Co. 91/06/04. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 58016:280-58016:300. 

—9106070240 Rev 0 to “Dresden Units 2 & 3 8X8 Extended Burnup Design Rept." 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). ANF-89-80(NP) 
ROO. 91/05/23. 19pp. 58016:282-58016:300. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu¬ 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 

9106130131 Forwards safety evaluation accepting request to extend burnup limits up to 
39.0 Gwd/MTU on peak fuel assembly. 

SIEGEL,B.L. Project Directorate 111-2. 91/06/06. KOVACH,T.J. Commonwealth Edison 
Co. 2pp. 58111:346-58111:350. 

-9106130139 Safety evaluation accepting request to extend burnup limits up to 39.0 
GWd/MTU on peak fuel assembly. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 3pp. 
58111:348-58111:350. 

9106180044 Summary of 910520 meeting w/util in Rockville,MD for util presentation of 
proposed plant mods re purge repressurization sys to comply w/10CFR5O.55.List of 
attendees & viewgraphs end. 

SIEGEL,B.L. Project Directorate 111-2. 91/06/13. Project Directorate II1-2. 29pp. 
58176:007-58176:035. 

9106240233 Forwards interim rept on human performance study program, summarizing 
study results,event characteristics & problems identified. 

BARETT.R.J. Project Directorate 111-2. 91/06/14. EENIGENBURG.E. Commonwealth 
Edison Co. Ip. 58211:221-58211:266. 


DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


F. Security, medical, emergency & fire protection plans 

9106260207 Forwards Insp Rept 50-228/91-03 on 910430-0521.No violations or devi¬ 
ations noted.Rept withheld (ref 1OCFR2.790(d)). 

REESE,J.H. Region 5 (Post 820201). 91/06/14. SIMENS.H.G. Aerotest Operations, 
Inc. 3pp. 58230:183-58230:185. 


Q- Inspection reports, IE Bulletins & correspondence 

9106260207 Forwards Insp Rept 50-228/91-03 on 910430-0521.No violations or devi¬ 
ations noted.Rept withheld (ref 1OCFR2.790(d)). 

REESE.J.H. Region 5 (Post 820201). 91/06/14. SIMENS.H.G. Aerotest Operations, 
Inc. 3pp. 58230:183-58230:185. H 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106240018 Responds to NRC 910418 Itr re violations noted in Insp Repts 50-237/91- 
09 & 50-249/91-08.Corrective actions:engineering procedures for performing mods to 
standby liquid control pump sys revised to account for barometric pressure. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/15. DAVIS,A.B. Reqion 3 (Post 
820201). 4pp. 58211:357-58211:360. 

9106050232 Informs that meeting to discuss radwaste matter at plant scheduled for 
910612,per Insp Repts 50-237/91-12 & 50-249/91-11 issued on 910521,containing in¬ 
accurate ref to date for meeting. 

GREGER.L.R. Region 3 (Post 820201). 91/05/24. REED.C. Commonwealth Edison 
Co. Ip. 58003:352-58003:352. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9106200194 Rev 6 to “Comm Ed Co Generating Stations Emergency Plan Site Annex 
Dresden Station." W/910614 Itr. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/01/31. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 100pp. 58201:049-58201:174. 

9106100440 Revised EPlPsjnduding Rev 0 to EPIP 0200-02, "A-Model Status" & EPIP 
0200-03, “A-Modei Interactions." 

HOLMAN.R., KUC2YNSKLJ., EVANS,M. Commonwealth Edison Co. 91/05/28 31 do 
58092 322-58092:352. 


9IUOU/UUIU rorwarus oaieiy insp nepts SU-2J/791-14 & 50-249/91-13 on 910522- 
23.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/05/31. REED.C. Commonwealth Edison 
Co. 2pp. 58015:258-58015:270. n 


-9106070011 Insp Repts 50-237/91-14 & 50-249/91-13 on 9l0522-23.No violations 
noted.Major areas mspected:emergency preparedness program,licensee action on 
previously identified items & annual medical drill. 

PLOSKI.T., SIMONS,H., CANIANO.R.J. Region 3 (Post 820201). 91/05/31 IOdd 
58015:260-58015:270. ' ' ,upp ‘ 


9106070010 Forwards Safety Insp Repts 50-237/91-14 &. 50-249/91-13 on 910522- 
23.No violations noted. 


GREGER.L R. Region 3 (Post 820201) 
Co 2pp. 58015:258-58015:270. 


91/05/31. REED.C. Commonwealth 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifyinq 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 


Causes of 
91/06/03. 



DOCKETED ITEMS 23 


9106120042 Forwards safety msp repts 50-237/91-10 & 50-249/91-09 on 910402- 
OS 16.Noncited violations noted 

SHAFER,W.D. Region 3 (Post 820201). 91/06/05. REED.C. Commonwealth Edison 
Co. 2pp. 58017:045-58017:057. 

--9 106120057 Safety insp repts 50-237/91-10 & 50-249/91-09 on 910402-0516.Noncit- 
ed violations noted.Major areas inspected: licensee action on previously identified 
items.LERs, operational safety.monthly mamt & ESF walkdown. 

BURGESS.B.L. Region 3 (Post 820201). 91/06/05. 11pp. 58017:047-58017:057. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106120335 Ack receipt of 910517 Itr & payment in amount of $100,000 for civil penalty 
proposed by NRC in 910417 Itr.Describes how corrective steps taken to avoid further 
violations should be modified. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/11. REED.C. Common¬ 
wealth Edison Co. Ip. 58108:349-58108:349. 


R. Periodic operating reports & related correspondence 


9106060190 Forwards “Dresden Mar 1991 Plant Status Rept.” 

EENIGENBURG.E. Commonwealth Edison Co. 91/05/10. DAVIS,A.B. Region 3 (Post 
820201). ip. 58000:332-58001:097. 

—9106060191 “Dresden Mar 1991 Plant Status Rept.” 

* Commonwealth Edison Co. 91/05/10. 127pp. 58000:333-58001:097. 

9106130019 Monthly operating repts for May 1991 for Dresden Nuclear Power 
Station.W/910601 Itr. 

MAXWELL,D.C., EENIGENBURG.E. Commonwealth Edison Co. 91/05/31. 27pp. 
58149:001-58149:032. 


S. Reportable occurrences, LERs & related correspondence 


9106030227 LER 88-018-01 :on 88l030,drywell head seal had as found leak rate higher 
than TS 3.7.A.2.b(2)(a) limits.Caused by improper seating of outer gasket due to in¬ 
stallation procedure deficiency.Procedure revised.W/910506 Itr. 

GEIGER,J., EENIGENBURG.E. Commonwealth Edison Co. 88/11/29. 11pp. 

57994:082-57994:092. 

9106030319 Suppl to LER 91-018-01:on 881030,drywell head seal found to have as 
found leak rate.Caused by improper seating of outer gasket due to installation proce¬ 
dure deficiency.New gasket installed.W/910506 Itr. 

GEIGER,J., EENIGENBURG.E. Commonwealth Edison Co. 88/11/29. 11pp. 

57994:098-57994:108. 


9106260265 LER 90-008-01 :on 900820,HPCI steam line high flow isolation differential 
pressure transmitter failed.Cause unknown. Failed transmitter replaced.W/910604 Itr. 
HAJOVY.P., EENIGENBURG.E. Commonwealth Edison Co. 90/09/11. 6pp. 

58256:006-58256:011. 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106180311 LER 91-009-00:on 910517,failure of standby gas treatment sys charcoal 
adsorber leak test occurred.Caused by seal leakage. Gaskets replaced on each tray & 
sealing mechanisms repaired.W/910607 Itr. 

WOLZ.T.C., EENIGENBURG.E. Commonwealth Edison Co. 91/06/07. 7pp. 

58178:122-58178:128. 


V. Operator Examinations 

9106110199 Advises that evaluation of requalification program & licensed personnel 
scheduled for wks of 910923 & 30.Initial retake exam will be administered to one 
senior reactor operator.Required ref matls listed on end. 

WRIGHT.G.C. Region 3 (Post 820201). 91/06/03. REED.C. Commonwealth Edison 
Co. 9pp. 58097:351-58097:359. 


DOCKET 50-238 NUCLEAR SHIP SAVANNAH 


R. Periodic operating reports & related correspondence 


9106030032 Forwards “TLD Monitoring Rept Direct Radiation Survey & Contamination 
Survey Results Environ Sample Analysis Rept" & “Areas Surveyed Lower Secondary 
Containment Starboard & Port Stabilizer,Starboard & Port Pump Rooms Cold Chem 
Lab...." 

CHANDLER,H.G. South Carolina, State of. 91/03/22. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 57917:050-57917:119. 

-9106030033 “TLD Monitoring Rept Direct Radiation Survey & Contamination Survey 
Results Environ Sample Analysis Rept,” conducted on 910313-14. 

* South Carolina, State of. 91/03/14. 6pp. 57917:053-57917:058. 

-9106030035 “Areas Surveyed Lower Secondary Containment Starboard & Port Stabi¬ 
lizer Starboard & Port Pump Rooms Cold Chem Lab,Hot Chem Lab,Exhibit 
Areas,Cargo Areas," conducted on 910313-14. 

* South Carolina, State of. 91/03/14. 60pp. 57917:059-57917:119. 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


9106280101 Forwards revs & updates to physical security plan.EncI withheld (ref 
10CFR2.790(d)). 

JOHNSON,A.G. Oregon State Univ., Corvallis, OR. 91/06/24. Document Control 
Branch (Document Control Desk). 2pp 58273:110-58273:111. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106060034 Forwards Rev 2 to training & qualification plan for security 
officers,upgrading plan to incorporate recent enhancements in weaponry & tactical 
equipment.Rev withheld (ref 10CFR73.21). 

MECREDY.R.C. Rochester Gas & Electric Corp. 91/06/02. Document Control Branch 
(Document Control Desk). Ip. 58001:340-58001:340. 

9106180078 Forwards safety insp rept 50-244/91-10 on 910415-0520.No violations 
noted. 

JOHNSON,J.R. Region 1 (Post 820201). 91/06/05. MECREDY.R.C. Rochester Gas & 
Electric Corp. 4pp. 58120:207-58120:221. 

—9106180082 Safety insp rept 50-244/91-10 on 910415-0520.No violations noted.Major 
areas inspected:plant operations,radiological controls,maint & surveillance,emergency 
preparedness, security & engineering/technical support. 

MCCABE,E.C. Region 1 (Post 820201). 91/05/31. 11pp. 58120:211-58120:221. 


P. Operating license stage documents & correspondence 

9106050016 Forwards Amend 42 to License DPR-18 & safety evaluation. Amend re¬ 
vises Tech Spec to modify method of locking valve 856 open from removal of ac 
power to removal of dc control power to permit valve manipulation from control room. 
JOHNSON,A.R. Project Directorate 1-3. 91/06/03. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 58003:149-58003:159. 

—9106050017 Amend 42 to License DPR-18,revising Tech Specs to modify method of 
locking valve 856 open from removal of ac power to removal of dc control power in 
order to enable valve manipulation from control room. 

WESSMAN.R.H. Project Directorate 1-3. 91/06/03. 4pp. 58003:152-58003:155. 

-9106050018 Safety evaluation supporting Amend 42 to License DPR-18. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/03 . 4pp. 
58003:156-58003:159. 

9106070293 Forwards amend 43 to license DPR-18 & safety evaluation. Amend revises 
tech specs to renumber radiation monitor from R-20 to R-20A & add radiation monitor 
R-20B to tables 3.5-5 & 4.1-5 as item l.g. 

JOHNSON,A. Project Directorate 1-3. 91/06/04. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 57993:298-57993:309. 

-9106070297 Amend 43 to license DPR-18,revising tech specs to renumber radiation 
monitor from R-20 to R-20A,to add radiation monitor R-20B to tables 3.5-5 & 4.1-5 as 
item l.g & add triple asterik to R-14A. 

WESSMAN.R. Project Directorate 1-3. 91/06/04. 6pp. 57993:301-57993:306. 

-9106070300 Safety evaluation supporting amend 43 to license DPR-18. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 2pp. 
57993:307-57993:309. 

9106180283 Forwards summary of test results re control rod worth measurements taken 
during Cycle 21 startup,per 900925 Itr summarizing telcon between util.Westinghouse 
& NRC. 

MECREDY.R.C. Rochester Gas & Electric Corp. 91 /06/07. JOHNSON,A.R. Project Di¬ 
rectorate 1-3. 2pp. 58165:331-58165:332. 

9106120071 Corrects amend 42 stating amend is “effective immediately & shall be im¬ 
plemented within 30 days.” 

WESSMAN.R.H. Project Directorate 1-3. 91/06/10. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 58042:205-58042:207. 

9106120074 Corrects amend 43 to OL stating amend is, “effective immediately & shall 
be implemented within 30 days." 

WESSMAN.R.H. Project Directorate 1-3. 91/06/10. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 58042:210-58042:212. 

9106200029 Revises required sys flow rate of 3,300 gpm described in Relief Request 
CTS-RR-2.Recent design basis reconstitution analyses concluded that 3,600 gpm re¬ 
quired max safety flow for containment spray pump discharge check valves. 
TERRY.C.D. Niagara Mohawk Power Corp. 91/06/13. Document Control Branch 
(Document Control Desk). Ip. 58200:135-58200:135. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 
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9106180078 Forwards safety insp rep! 50-244/91-10 on 910415-0520.No violations 
noted. 

JOHNSON,J.R. Region 1 (Post 820201). 91/06/05. MECREDY.R.C. Rochester Gas & 
Electric Corp. 4pp. 58120:207-58120:221. 

•“9106180082 Safety insp rept 50-244/91-10 on 910415-0520.No violations noted.Major 
areas inspectedrplant operations.radiological controls,maint & surveillance,emergency 
preparedness, security & engineering/technical support. 

MCCABE,E.C. Region 1 (Post 820201). 91/05/31. 11pp. 58120:211-58120:221. 

9106200244 Forwards safety insp rept 50-244/91-11 on 910422-26.No violations ob¬ 
served. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/06. MECREDY.R.C. Rochester 
Gas & Electric Corp. 3pp. 58200:249-58200:263. 

—9106200251 Insp rept 50-244/91-11 on 910422-26.No deficiencies identified.Major 
areas inspected:maint program weaknesses identified during MTI & updated status of 
items opened by safety sys functional insp. 

TAYLOR,D., BAUNACK.W., OLIVEIRA.W. Region 1 (Post 820201). 91/05/30. 12pp. 
58200:252-58200:263. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106180281 Responds to NRC 910509 Itr re violations noted in Resident Insp Rept 50- 
244/91-07.Corrective actions:directive issued to plant personnel reemphasizing hold 
requirements for providing safe work area for personnel. 

MECREDY.R.C. Rochester Gas & Electric Corp. 91/06/10. MARTIN,T.T. Region 1 
(Post 820201). 4pp. 58165:336-58165:339. 


R. Periodic operating reports & related correspondence 


9106250104 Monthly operating rept for May 1991 for RE Ginna Nuclear Power Plant.W/ 
910615 Itr. 

DODGE,R.E., MECREDY.R.C. Rochester Gas & Electric Corp. 91/05/31. 5pp. 
58221:058-58221:062. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9106030243 Forwards Safety Insp Rept 50-245/91-03 on 910217-0408 & notice of vio¬ 
lation. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/21. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 57915:132-57915:157. 

—9106030250 Insp Rept 50-245/91-03 on 910217-0408.Violations noted.Major areas 
inspectedrplant operations,radiological controls, maint/surveillance,security,outage 
activities,licensee self- assessment & periodic repts. 

KELLY,E.M. Region 1 (Post 820201). 91/05/20.21pp. 57915:137-57915:157. 

9106070179 Forwards request for addl info re EOPs,including confirmation that temp 
indication.shell side water level & reactor pressure vessel pressure response function¬ 
ing as designed. 

JAFFE.D.H. Project Directorate 1-4. 91/06/03. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 3pp. 58017:144-58017:146. 

9106200176 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-245/91- 
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re¬ 
quirements for air sampling & engineering controls reinforced w/health physics staff. 
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/14. 
Document Control Branch (Document Control Desk). 7pp. 58202.001-58202:007. 

9106250152 Forwards safety insp rept 50-245/91-06 on 910409-0520. No violations 
noted. 

WENZINGER.E.C. Region 1 (Post 820201). 91/06/14. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 58211:063-58211:100. 

—9106250154 Insp rept 50-245/91-06 on 910409-0520.No violations noted. Major areas 
inspected:plant operations.radiological controls, maint.surveillance, outage 

activities,licensee self-assessment & periodic repts. 

KELLY.E.M. Region 1 (Post 820201). 91/06/14. 35pp. 58211:066-58211:100. 

9106170240 Revised EPIPs,including rev 37 to 1.02,Rev 23 to 1.03,Rev 14 to 1.05,Rev 
7 to 1.06,Rev 1 to 1.07,Rev 16 to 3.01 ,Rev 12 to 4.01 .Rev 18 to 4.02,Rev 7 to 
4.06,Rev 7 to 4.07,Rev 8 to 4.08,Rev 7 to 4.09,Rev 14 to 4.10 & Rev 1 to 4.11. 

* Northeast Utilities. 91/06/15. 150pp. 58166:001-58166:346. 

9106260096 Informs NRC staff of scheduled annual emergency preparedness exercise 
at Millstone Nuclear Power Station for 910926. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/19. LAZARUS.W.J. Region 1 (Post 820201 . 
2pp. 58226:199-58226:200. 


H. General correspondence 


9106040047 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

SEARS,C.F. Connecticut Yankee Atomic Power Co. 91/05/17. CHILK.S.J. Office of 
the Secretary of the Commission. 3pp. 57891:084-57891:086. 

9106110023 Forwards revised distribution lists for correspondence from NRC. 
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91/ 
06/06. Document Control Branch (Document Control Desk). 10pp. 58095:253- 
58095:262. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9106180130 Rev 5 to updated FSAR for Millstone Nuclear Power Station Unit 1.W/ 
910611 Itr. 

DAMICO,L.J. Northeast Nuclear Energy Co (subs, of Northeast Utilities). DAMICO,L.J. 
Northeast Utilities. 91/06/11. 725pp. 58150:177-581 5T246. 


P. Operating license stage documents & correspondence 

9106030107 Submits revised drywell temp profile used for equipment environ qualifica¬ 
tion of electrical equipment at Millstone Unit 1 & request that NRC rescind EEQ ex¬ 
emption for drywell spray Valves LP-15A/B & LP-16A/B. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/05/24. Document Control Branch (Document 
Control Desk). 4pp. 57915:165-57915:168. 

9106050119 Responds to 910509 Itr re break in dry instrument tube during m-vessel 
maint on 910501.No airborne contamination resulted from incident & no release of ra¬ 
dioactive matl occurred. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/24. 
LIEBERMAN.J.I. Senate. 6pp. 57902:081-57902:087. 

-9106050127 Responds to concerns about break in tube during equipment change at 
plant,which resulted in release of radiation.NRC will be reviewing incident as part of 
insp process. 

LIEBERMAN.J.I. Senate. 91/05/09. CARR.K. Commissioners (Post 750119). Ip. 
57902:087-57902:087. 

9106060147 Forwards operability assessment,documenting criteria used to evaluate fa¬ 
cility MOVs & clarifying 901210 Itr re Generic Ltr 89-10,Suppl 3, ‘‘Safety-Related 
Motor-Operated Valve Testing & Surveillance.’’ 

MROCZKA.E.J Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/05/30. Document Control Branch (Document 
Control Desk). 56pp. 58010:227-58010:283. 

9106060289 Forwards environ assessment & finding of no significant impact re leakage 
test requirements per App J of 10CFR50, section III .C. 

BOYLE.M.L. Project Directorate 1-4. 91/05/30. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 2pp. 57935:019-57935:024. 

-9106060297 Environ assessment & finding of no significant impact re exemption from 
requirements of 10CFR50,app J. 

STOLZJ.F. Project Directorate 1-4. 91/05/30. 4pp. 57935:021-57935:024. 

9106100392 Forwards list of all ISAP topics,update on open items,active topic 
reviews,new topics to be added & summary table of ISAP ARM scores & installation 
man-rem for each project evaluated. 

ROMBERG,W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
ROMBERG,W.D. Northeast Utilities. 91/05/31. Document Control Branch (Document 
Control Desk). 40pp. 58092:112-58092:151. 

9106070179 Forwards request for addl info re EOPs,including confirmation that temp 
indication.shell side water level & reactor pressure vessel pressure response function¬ 
ing as designed. 

JAFFE.D.H. Project Directorate 1-4. 91/06/03. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 3pp. 58017:144-58017:146. 

9106100117 Informs that 910531 integrated schedule update w/necessary mods to 
achieve isolation of containment purge & vent valves on high containment radiation 
during 1993 refueling outage deemed acceptable. 

JAFFE.D.H. Project Directorate 1-4. 91/06/05. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 57994:291-57994:292. 

9106110269 Forwards SE & exemption from 10CFR50,App J leak rate testing require¬ 
ments for listed penetration.Exemptions for penetrations X-20,21,22,42,15,204A.B & C 
& 210A.B & C unacceptable. 

BOYLE.M.L. Project Directorate 1-4. 91/06/05. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 58098:275-58098:288. 

~9106110275 Exemption from 10CFR50,App J.Type C leak rate testing requirements for 
penetrations in containment atmosphere control sys lines.Exemption denied for demin¬ 
eralized water sys supply line & RWCU sys vent line into torus. 

VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/05. Connecticut 
Yankee Atomic Power Co. 5pp. 58098:277-58098:281. 

“9106110280 Safety evaluation granting in part & denying in part, requests for relief 
from App J Type C testing for listed penetrations. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/05. 7pp. 
58098:282-58098:288. 

9106170074 Forwards Rev 14 to QA program. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/06. Document Control Branch (Document 
Control Desk). 3pp. 58147:025-58147:168. 

“9106170083 Rev 14 toQA program. 

* Northeast Utilities. 91/06/30. 100pp. 58147:028-58147:168. 

9106140195 Discusses fitness-for-duty drug testing batching requirements for Millstone 
Nuclear Power Station,Units 1,2 & 3. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91 / 
06/10. Document Control Branch (Document Control Desk). 2pp. 58126:348- 
58126:349. 

9106140122 Forwards Amend 54 to License DPR-21 & safety evaluation. Amend re¬ 
vises Tech Specs to change min critical power ratio from 1.04 to 1.07 & revises Sec¬ 
tion 3/4.11, ‘‘Power Distribution Limits” to reflect Cycle 14 operation. 

JAFFE.D.H. Project Directorate 1-4. 91/06/11. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 3pp. 58113:282-58113:320. 
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—9106140128 Amend 54 to License DPR-21,changing min critical power ratio from 1 04 
to 1.07,adding definition for limiting control rod pattern,redefining applicability of ther¬ 
mal limits & associated action & revising Section 3/4.11. 

STOLZ.J.F. Project Directorate 1-4 91/06/11 26pp. 58113:285-58113:311. 

—9106140133 Safety evaluation supporting Amend 54 to License DPR-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/11 8pp. 
58113:312-58113.320. 

9106260051 Summary of 910523 meeting w/util re licensing issues at facility.List of 
meeting attendees & viewgraphs end. 

JAFFE.D.H. Project Directorate 1-4. 91/06/13. Project Directorate 1-4. 97pp. 
58219:001-58219:099. 

9106250210 Discusses 910228 application for amend to License DPR-21. incorporating 
Generic Ltr 89-19 changes re reactor high water level feedwater pump trip instrumen¬ 
tation. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/17. Document Control Branch (Document 
Control Desk). 2pp. 58221:124-58221:125. 

9106210241 Forwards request for addl info re 910321 request for exemption from 
10CFR70.24(a) covering storage & handling of irradiated or unirradiated fuel assem¬ 
blies in reactor vessels w/o monitoring sys to energize alarms. 

VISSING.G.S. Project Directorate 1-4. 91/06/18. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Utilities. 4pp. 58207:348-58207:351. 

9106250215 Forwards PR A results for large-scale core melt frequencies for 
facilities. PR A development activities continue on schedule using in-house 
resources,per util 890727 response to Generic Ltr 88-20. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/06/19. Document Control Branch (Document Control Desk). 4pp. 58221:082- 
58221:085. 

9106260216 Requests that results of review & disposition of activities at facility be sub¬ 
mitted to region I within 30 days of receipt of ltr. 

HEHL.C.W. NRC - No Detailed Affiliation Given. 91/06/19. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
2pp. 58225:341-58225:342. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, ‘‘Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106030243 Forwards Safety Insp Rept 50-245/91-03 on 910217-0408 & notice of vio¬ 
lation. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/21. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 57915:132-57915:157. 

—9106030245 Notice of violation from insp on 910217-0408.Violation noted:on 
910407,automatic Group IV primary containment isolation & ESF occurred & not re¬ 
ported to NRC within 4 h & on 910308,10 psig leak rate test of airlock not performed. 

* Region 1 (Post 820201). 91/05/21.2pp. 57915:135-57915:136. 

-9106030250 Insp Rept 50-245/91-03 on 910217-0408.Violations noted.Major areas 
inspected:plant operations.radiological controls, maint/surveillance.security,outage 
activities,licensee self- assessment & periodic repts. 

KELLY,E.M. Region 1 (Post 820201). 91/05/20. 21pp. 57915:137-57915:157. 

9106050119 Responds to 910509 ltr re break in dry instrument tube during in-vessel 
maint on 910501.No airborne contamination resulted from incident & no release of ra¬ 
dioactive matl occurred. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/24. 
UEBERMAN.J.I. Senate. 6pp. 57902:081-57902:087. 

-9106050127 Responds to concerns about break in tube during equipment change at 
plant,which resulted in release of radiation.NRC will be reviewing incident as part of 
insp process. 

LIEBERMAN.J.I. Senate. 91/05/09. CARR.K. Commissioners (Post 750119). Ip. 
57902:087-57902:087. 

9106060276 Forwards Final SALP Repts 50-245/89-99,50-336/89-99 & 50-423/89-99 
for assessment period 890616-901215 for Units 1 & 2 & assessment period 891016- 
901215 for Unit 3. 

MARTIN,T.T. Region 1 (Post 820201). 91/05/28. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 5pp. 58001:098-58001:217. 

-9106060281 Fianl SALP Repts 50-245/89-99,50-336/89-99 & 50-423/89-99 for as¬ 
sessment period 890616-901215 for Units 1 & 2 & assessment period 891016-901215 
for Unit 3. 

* Region 1 (Post 820201). 91/05/28. 100pp. 58001:103-58001:217. 

9106050357 Notification of Significant Licensee Meeting 91-69 w/util cn 910612 in King 
of Prussia,PA to review radiation monitoring sys & associated issues. 

KELLY.E. Region 1 (Post 820201). 91/05/29. Region 1 (Post 820201). 3pp. 
57918:237-57918:239. 

9106110001 Forwards safety insp rept 50-245/91-08 on 910422-26.No violations noted. 
DURR.J.P. Region 1 (Post 820201). 91/05/29. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 57995:001-57995:009. 

-9106110002 Insp rept 50-245/91-08 on 910422-26.No violations noted. Major areas 
inspecteddicensees inservice insp activities to ascertain that subj activities conducted 
in accordance w/applicable ASME Code & regulatory requirements. 

MCBREARTY.R.A., GRAY.E.H. Region 1 (Post 820201). 91/05/10. 7pp. 57995:003- 
57995:009. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc 84pp. 58146:088-58146:172. 


9106140199 Forwards Safety Insp Repts 50-245/91-09,50-336/91-11 & 50-423/91-10 
on 910506-10.No violations noted. 

JOYNER,JH. Region 1 (Post 820201). 91/06/06 MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp 58127:335-58127:348. 

-9106140201 Insp Repts 50-245/91-09,50-336/91-11 & 50-423/91-10 on 910506- 
10.No violations noted.Major areas inspected: confirmatory measurements,lab QA/QC 
& audits. 

MCNAMARA,N.T., KOTTAN.J.J , BORES,R J. Region 1 (Post 820201), 91/06/04. 
12pp. 58127:337-58127-348. 


9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


9106200270 Forwards Safety Insp Repts 50-245/91-10,50-336/91-12 50-423/91-11 on 
910505-10.No violations noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/12. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 58197:350-58197:362. 

-9106200291 Insp Safety Insp Repts 50-245/91-10,50-336/91-12 & 50-423/91-11 on 
910506-10.Major areas inspected:review status of maint program weaknesses identi¬ 
fied during maint team insp. 

FINKEL.A., BAUNACK.W., BLUMBERG.N. Region 1 (Post 820201). 91/06/05. 11pp. 
58197:352-58197:362. 


9106200176 Responds to NRC 910502 ltr re violations noted in Insp Repts 50-245/91- 
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re¬ 
quirements for air sampling & engineering controls reinforced w/health physics staff. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/14. Document Control Branch (Document 
Control Desk). 7pp. 58202:001-58202:007. 


9106250152 Forwards safety insp rept 50-245/91-06 on 910409-0520. No violations 
noted. 

WENZINGER.E.C. Region 1 (Post 820201). 91/06/14. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 58211:063-58211:100. 

-9106250154 Insp rept 50-245/91-06 on 910409-0520.No violations noted. Major areas 
inspected:plant operations.radiological controls,maint,surveillance,outage 

activities,licensee self-assessment & periodic repts. 

KELLY,E.M. Region 1 (Post 820201). 91/06/14. 35pp 58211:066-58211:100. 


R. Periodic operating reports & related correspondence 


9106180409 Monthly operating rept for May 1991 for Millstone Unit 1. W/910611 ltr. 
NEWBURGH,G., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). SCACE.S.E. Northeast Utilities. 91/05/31. 6pp. 58171:166-58171:171. 


S. Reportable occurrences, LERs & related correspondence 


9106120084 Part 21 rept re unavailable of qualification repts on designated replace¬ 
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of 
power supply rendering single channel area monitor inoperable. 

PARKER,J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp. 
58109:025-58109:026. 

9106060102 LER 91-014-00:on 910426,determined that postulated high energy line 
break could disrupt power lines in overhead cable trays associated w/gas turbine 
generator.Cause still under investigation.Hardware mods implemented.W/910528 ltr. 
NOLL.W.G., CLEMENT,C.H. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). 91/05/28. 7pp. 58009:180-58009:186. 

9106070340 LER 91-015-00:on 910501 .standby gas treatment initiation occurred when 
SRM/IRM dry tube broke surface of fuel pool. Caused by mechanical failure.Refuel 
floor evacuated & posted as Tech Spec locked high radiation area.W/910531 ltr. 
LINDSAY.E.J., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili¬ 
ties). SCACE.S.E. Northeast Utilities. 91/05/31. 6pp. 58146:178-58146:183. 

9106120160 LER 91-017-00:on 910508,during plant shutdown safety/relief valve set- 
point drift occurred.Caused by oxide bonding of pilot disc to pilot seat.Valves refur¬ 
bished & recertified to desired set pressures.W/910607 ltr. 

WARGO.C., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 91/06/07. 4pp. 58150:087-58150:090. 

9106260003 RO:on 910520,diesel generator room fire door removed, rendering fire bar¬ 
rier inoperable.Continuous fire watch established.Door scheduled to be replaced when 
diesel generator rotor returned to site on 910621. 

SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). SCACE.S.E. 
Northeast Utilities. 91/06/18. Document Control Branch (Document Control Desk). Ip. 
58226:270-58226:270. 


V. Operator Examinations 


9106140197 Advises that evaluation of requalification program & licensed personnel 
scheduled for wks of 910923 & 30.Names of proposed operators,including crew 
composition,for exam should be forwarded to NRC 60 days prior to exam date. 
CONTE,R.J. Region 1 (Post 820201). 91/06/07. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 10pp. 58126:350-58126:359. 
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DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106110068 Forwards insp rept 50-247/91-12 on 910324-0430.No violations noted. 
COWGILL.C.J. Region 1 (Post 820201). 91/05/29. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 57997:045-57997:061. 

-9106110072 Insp rept 50-247/91-12 on 910324-0430.No violations noted. Major areas 
inspected:plant operations,radiological controls,maint & surveillance & security. 
SUMMERS,R.J. Region 1 (Post 820201). 91/05/28. 14pp. 57997:048-57997:061. 

9106100126 Forwards 1991 emergency exercise scenario objectives. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/30. Document Control 
Branch (Document Control Desk). 3pp. 58052:016-58052:018. 

9106100412 EPIPs including,Rev 3 to IP-1006,Rev 3 to IP-1008,Rev 3 to IP-1009,Rev 3 
to IP-1014,Rev 4 to IP-1015,Rev 5 to IP-1017, Rev 3 to IP-1025 & Rev 5 to IP- 
1027. W/910530 Itr. 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 91/05/30. 70pp. 58093:001- 
58093:070. 

9106260104 Forwards emergency plan drill scenario for distribution.W/o end. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/06/21. Document Control 
Branch (Document Control Desk). 1 p. 58225:360-58225:360. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9106280123 Rev 9 to updated FSAR for Indian Point,Unit 2.W/910628 Itr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/06/28. 1,000pp. 
58275:264-58277:217. 


P. Operating license stage documents & correspondence 

9106040344 Discusses programmed enhancements for Generic Ltr 88-17, “Loss of 
DHR.’’Requests confirmation in writing that actions completed & hardware mods de¬ 
termined to be operational. 

WILLIAMS,F.J. Project Directorate 1-1. 91/05/22. BRAM.S.B. Consolidated Edison Co. 
of New York, Inc. 4pp. 57900:356-57900:359. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050253 Responds to NRC 910425 Itr re violations noted in insp rept 50-247/91- 
08.Corrective actions-.current collection agent given addl training emphasizing reasons 
for unacceptable specimens. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/28. Document Control 
Branch (Document Control Desk). 8pp. 58003:291-58003:298. 

9106050391 Notification of significant licensee meeting 91-68 w/util on 910613 in King 
of Prussia,PA to conduct SALP Board meeting. 

* Region 1 (Post 820201). 91/05/29. Region 1 (Post 820201). 3pp. 58008:216- 
58008:218. 

9106110068 Forwards insp rept 50-247/91-12 on 910324-0430.No violations noted. 
COWGILL.CJ. Region 1 (Post 820201). 91/05/29. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 57997:045-57997:061. 

—9106110072 Insp rept 50-247/91-12 on 910324-0430.No violations noted. Major areas 
inspected:plant operations,radiological controls,maint & surveillance & security. 
SUMMERS.R.J. Region 1 (Post 820201). 91/05/28. 14pp. 57997:048-57997:061. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106100308 Discusses listings of all vessels examined & results of analyses.per 910422 
ltr & Insp Rept 50-247/90-24. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/31. Document Control 
Branch (Document Control Desk). 5pp. 58052:019-58052:023. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260008 Ack receipt of 910528 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-247/91-08. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/17. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 2pp. 58225:321-58225:330. 

9106260270 Responds to NRC 910412 ltr re violations noted in Maint Team Reinsp 
Rept 50-247/91-80 on 910l09-18.Technical Svcs Procedure TS-SQ-12.311 re preven¬ 
tive maint evaluation program revised to require prioritizing new program items. 
BRAM.S. Consolidated Edison Co. of New York, Inc. 91/06/17. Document Control 
Branch (Document Control Desk). 6pp. 58236:310-58236:315. 


R. Periodic operating reports & related correspondence 

9106050291 Forwards amended 10CFR26 semiannual fitness-for-duty rept for Jul-Dec 
1990,consisting of results of licensee & contractor positive drug alcohol tests. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91 /05/23. Document Control 
Branch (Document Control Desk). 5pp. 58005:259-58005:263. 


9106250121 Monthly operating rept for May 1991 for Indian Point Unit 2. W/910615 Itr 
SPIVAK.J., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/05/31. 6pp 
58220:353-58220:358. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


9106200194 Rev 6 to “Comm Ed Co Generating Stations Emergency Plan Site Anne: 
Dresden Station." W/910614 Itr. 

SCHUSTER,T.K, Commonwealth Edison Co. 91/01/31. MURLEY.T.E. Office of Nude 
ar Reactor Regulation, Director (Post 870411). 100pp. 58201:049-58201:174. 

9106100440 Revised EPIPs,including Rev 0 to EPIP 0200-02, “A-Model Status” & EPIF 
0200-03, “A-Model Interactions." 

HOLMAN.R., KUCZYNSKI.J., EVANS,M. Commonwealth Edison Co. 91/05/28. 31pp 
58092:322-58092:352. 

9106070010 Forwards Safety Insp Repts 50-237/91-14 & 50-249/91-13 on 910522 
23.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/05/31. REED.C. Commonwealth Edisoi 
Co. 2pp. 58015:258-58015:270. 

-9106070011 Insp Repts 50-237/91-14 & 50-249/91-13 on 910522-23.No violation 
noted.Major areas inspected.emergency preparedness program,licensee action oi 
previously identified items & annual medical drill. 

PLOSKI.T. Region 3 (Post 820201). 91/05/31. 10pp. 58015:260-58015:270 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9106200111 Rev 9 to updated FSAR for Dresden Nuclear Power Station, Units 2 i 
3.W/910614 Itr. 

RICHTER,M.H., SCHROEDER.B.A., EENIGENBURG.E. Commonwealth Edison Cc 
91/06/30. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Pos 
870411). 400pp. 58235:001-58236:093 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear Q> 
programs.As of 910101,nuclear quality program Instruction 4.requiring use of Tec 
Spec matrix.deleted. Util adopted performance-based auditing techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A.B. Region 3 (Pos 
820201). 2pp. 58228:267-58228:268. 

9106050295 Clarifies Section A. 1.2.2, “Panels/Equipment” of initial util certification rep 
for simulator facility.Rept should have indicated that hydrogen addition console indue 
ed in scope of simulation for facility but not yet installed. 

TAYLOR,D.L. Commonwealth Edison Co. 91/05/29. MURLEY.T.E. Office of Nudes 
Reactor Regulation, Director (Post 870411). Ip. 58005:257-58005:257. 

9106070239 Forwards Rev 0 to ANF-89-80(NP), "Dresden Units 2 & 3 8X8 Extende 
Burnup Design Rept." 

RICHTER,M.H. Commonwealth Edison Co. 91/06/04. MURLEY.T.E. Office of Nudes 
Reactor Regulation, Director (Post 870411). 2pp. 58016:280-58016:300. 

—9106070240 Rev 0 to "Dresden Units 2 & 3 8X8 Extended Burnup Design Rept." 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). ANF-89-80(NF 
R00. 91/05/23. 19pp. 58016:282-58016:300. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PAS: 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Ni 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealt 
Edison Co. 2pp. 57932:033-57932:034. 

9106130131 Forwards safety evaluation accepting request to extend burnup limits up t 
39.0 Gwd/MTU on peak fuel assembly. 

SIEGEL,B.L. Project Directorate 111-2. 91/06/06. KOVACH,T.J. Commonwealth Ediso 
Co. 2pp. 58111:346-58111:350. 

—9106130139 Safety evaluation accepting request to extend burnup limits up to 39. 
GWd/MTU on peak fuel assembly. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 3pi 
58111:348-58111:350. 

9106180044 Summary of 910520 meeting w/util in Rockville,MD for util presentation c 
proposed plant mods re purge repressurization sys to comply w/10CFR50.55,List c 
attendees & viewgraphs end. 

SIEGEL,B.L. Project Directorate 111-2. 91/06/13. Project Directorate 111-2. 29pi 
58176:007-58176:035. 

9106240233 Forwards interim rept on human performance study program, summarizin 
study results,event characteristics & problems identified. 

BARETT.R.J. Project Directorate 111-2. 91/06/14. EENIGENBURG.E. Commonwealt 
Edison Co. Ip. 58211:221-58211:266. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricate 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/1J 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106240018 Responds to NRC 910418 Itr re violations noted in Insp Repts 50-237/91 
09 & 50-249/91-08.Corrective actions:engineering procedures for performing mods t 
standby liquid control pump sys revised to account for barometric pressure. 
KOVACH.T.J. Commonwealth Edison Co. 91/05/15. DAVIS,A.B. Reqion 3 (Po! 
820201). 4pp. 58211:357-58211:360. 
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9106050232 Informs that meeting to discuss radwaste matter at plant scheduled for 
910612,per Insp Repts 50-237/91-12 & 50-249/91-11 issued on 910521,containing in¬ 
accurate ref to date for meeting 

GREGER.LR Region 3 (Post 820201) 91/05/24 REED.C Commonwealth Edison 
Co Ip 58003 352-58003 352 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies.’' Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31 
Consolidated Edison Co. of New York, Inc. 84pp. 58146 001-58146 087. 

9106070010 Forwards Safety Insp Repts 50-237/91-14 & 50-249/91-13 on 910522- 
23.No violations noted. 

GREGER.L.R. Region 3 (Post 820201) 91/05/31. REED.C. Commonwealth Edison 
Co 2pp. 58015 258-58015:270. 

--9106070011 Insp Repts 50-237/91-14 & 50-249/91-13 on 910522-23 No violations 
noted.Major areas mspected:emergency preparedness program,licensee action on 
previously identified items & annual medical drill. 

PLOSKI.T.. SIMONS,H„ CANIANO.R.J. Region 3 (Post 820201). 91/05/31 lOpp 
58015:260-58015:270. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. “ Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106120042 Forwards safety insp repts 50-237/91-10 & 50-249/91-09 on 910402- 
0516.Noncited violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 91/06/05. REED.C. Commonwealth Edison 
Co. 2pp. 58017:045-58017:057. 

-9106120057 Safety insp repts 50-237/91-10 & 50-249/91-09 on 910402-0516.Noncit- 
ed violations noted. Major areas inspected: licensee action on previously identified 
items,LERs, operational safety,monthly maint & ESF walkdown. 

BURGESS.B.L. Region 3 (Post 820201). 91/06/05. 11pp. 58017:047-58017:057. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 


9106060190 Forwards “Dresden Mar 1991 Plant Status Rept." 

EENIGENBURG.E. Commonwealth Edison Co. 91/05/10. DAVIS.A.B. Region 3 (Post 
820201). Ip. 58000:332-58001:097. 

—9106060191 “Dresden Mar 1991 Plant Status Rept." 

* Commonwealth Edison Co. 91/05/10. 127pp. 58000:333-58001:097. 

9106130019 Monthly operating repts for May 1991 for Dresden Nuclear Power 
Station.W/910601 Itr. 

MAXWELL,D.C., EENIGENBURG.E. Commonwealth Edison Co. 91/05/31. 27pp. 
58149:001-58149:032. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106030201 LER 91-002-00:on 910506,violation of primary containment post accident 
monitor surveillance interval occurred.Caused by mgt deficiency.Surveiilance update 
sheet revised & DAP 11-02 surveillance reviewed. W/910524 Itr. 

KLINE,L., EENIGENBURG.E. Commonwealth Edison Co. 91/05/24. 7pp. 58009:063- 
58009:069. 


V. Operator Examinations 

9106110199 Advises that evaluation of requalification program & licensed personnel 
scheduled for wks of 910923 & 30.lnitial retake exam will be administered to one 
senior reactor operator.Required ref matls listed on end. 

WRIGHT,G.C. Region 3 (Post 820201). 91/06/03. REED.C. Commonwealth Edison 
Co. 9pp. 58097:351-58097:359. 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9106070317 Forwards Rev 10 to guard training & qualification plan.Rev withheld. 
PLUNKETT,T.F. Florida Power & Light Co. 91/06/05. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58039:141-58039:141. 

9106100220 Forwards Rev 0 to physical security plan & Rev 0 to safeguards contingen¬ 
cy plan.Revs withheld (ref 10CFR2.790(a)(3)). 

PLUNKETT,T.F. Virginia Power (Virginia Electric & Power Co.). 91/06/05. Document 
Control Branch (Document Control Desk). Ip. 58092:152-58092:152. 

9106120220 Rev 21 to “Turkey Point Plant Radiological Emergency Plan.’’ W/910606 
Itr. 

PLUNKETT,T.F. Florida Power & Light Co. 91/06/06. 200pp. 58124:097-58124:282. 

9106170110 Ack receipt of 910222 & 910605 Itrs transmitting Revs 9 & 10 to Turkey 
Point guard training & qualification plan. 

CLINE,W.E. Region 2 (Post 820201). 91/06/11. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 58161:330-58161:332. 


9106180147 Advises that ability to reach hot standby & subsequent cold shutdown con¬ 
ditions within specified time frame,as required by App R will not be impacted by boric 
acid concentration reduction project. 

BOHLKE.W H Florida Power & Light Co 91/06/12. Document Control Branch (Docu¬ 
ment Control Desk) 2pp 58175.065-58175 066 

9106180362 Forwards Ebasco Calculation EC-145,Rev 14, “PSB-1 Voltage Analysis for 
Electrical Auxiliary Sys," in response to NRC 910514 telcon request. 

BOHLKE.W H. Florida Power & Light Co 91/06/12. Document Control Branch (Docu¬ 
ment Control Desk) 2pp 58182 010-58185.114 

—9106180368 "PSB-1 Voltage Analysis for Electrical Auxiliary Sys ’’ 

SOMMA.J , LEWINGER.W , SCHILDKRAUT.A. Ebasco Services, Inc (subs of En- 
serchCorp) EC-145 R04 91/03/15. 900pp. 58182:012-58185 114 


H. General correspondence 

9106180039 Responds to 910515 Itr re concerns of const of nuclear power plant in 
FL,radwaste new plant would generate & fact that facility has been selling excess 
power to other states. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/11. GRAHAM,B. 
Senate. 5pp. 58173:226-58173:232. 

-9106180182 Forwards Itr from constituent named M Isadore.who has concerns which 
come under jurisdiction of agency.Response requested. 

GRAHAM,B. Senate. 91/05/15 KAMMERER.C. Office of Congressional Affairs (Pre 
870413). 2pp. 58173:231-58173:232. 


P. Operating license stage documents & correspondence 

9106030124 Forwards amends 142 & 137 to licenses DPR-31 & DPR-41, respectively & 
safety evaluation.Amends revise TS section 6.0 to reflect organization titles for util nu¬ 
clear div & change composition of Plant Nuclear Safety Committee. 

AULUCK.R. Project Directorate 11-2. 91/05/20. GOLDBERG.J.H. Florida Power & Light 
Co. 2pp. 57887:255-57887:273. 

—9106030129 Amends 142 & 137 to licenses DPR-31 & DPR-41 .respectively, revising 
TS section 6.0 to reflect present organization titles for util Nuclear Div & changing 
composition of Plant Nuclear Safety Committee. 

BERKOW.H.N. Project Directorate 11-2. 91/05/20. 13pp. 57887:259-57887:271. 

—9106030130 Safety evaluation supporting amends 142 & 137 to licenses DPR-31 & 
DPR-41 .respectively. 

’ Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20 3pp. 
57887:272-57887 273 

9106030001 Summarizes 910314 meeting in Rockville,MD re status of PRA study for 
facilities.Clarifies factors which drive RCP seal LOCA frequency & maint unavailability 
of charging pump B. 

PLUNKETT,T.F. Florida Power & Light Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 57916:356-57916:356. 

9106040011 Application for amends to Licenses DPR-31 & DPR-41 .revising Tech Specs 
to remove outdated matl,incorporate administrative clarifications & correct typos for 
consistency w/NUREG-0452 re STS for Westmghouse PWRs. 

BOHLKE.W.H. Florida Power & Light Co. 91/05/28. Document Control Branch (Docu¬ 
ment Control Desk). 20pp. 57915:012-57915:066. 

—9106040012 Proposed Tech Specs re containment integrity,ESFAS, radiation monitor¬ 
ing instrumentation & ESFAS instrumentation trip setpoints. 

* Florida Power & Light Co. 91/05/28. 35pp. 57915:032-57915:066. 

9106050189 Forwards amends 143 & 138 to licenses DPR-31 & DPR-41, respectively & 
SE.Amends revise section 3/4 5.1 of TS, “Accumulators,LCO,” by increasing indicat¬ 
ed accumulator operating band to “6520 & 6820 Gallons.” . 

AULUCK.R. Project Directorate 11-2. 91/05/29. GOLDBERG.J.H. Florida Power & Light 
Co. 3pp. 57916:071-57916:083. 

-9106050199 Amends 143 & 138 to licenses DPR-31 & DPR-41 .respectively. Amends 
revise section 3/4 5.1 of TS, “Accumulators,LCO,” by increasing indicated operator 
accumulator operator band to “6520 & 6820 Gallons.” 

BERKOW.H.N. Project Directorate 11-2. 91/05/29. 6pp. 57916:074-57916:079. 

-9106050208 Safety evaluation supporting amends 143 & 138 to licenses DPR-31 & 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/29. 4pp. 
57916:080-57916:083. 

9106070182 Notification of 910613 & 14 meetings w/B&W Owners Group in 
Rockville.MD to discuss owners group WF-70 program & lead plant (Turkey Point) 
App G analysis.Proposed agenda end. 

AULUCK.R. Project Directorate 11-2. 91/05/30. BERKOW.H.N. Project Directorate 11-2. 
5pp. 58017:139-58017:143. 

9106070245 Forwards current.revised Tech Specs to be included w/901219 application 
for amends to Licenses DPR-31 & DPR-41 re reactor protection sys setpoints. 
BOHLKE.W.H. Florida Power & Light Co. 91/06/03. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58015:229-58015:256. 

—9106070246 Revised,current Tech Specs re reactor trip sys instrumentation setpoints. 

* Florida Power & Light Co. 91/06/03. 26pp. 58015:231-58015:256. 

9106110288 Forwards request for addl info re reactor protection sys setpoints. 
AULUCK.R. Project Directorate 11-2. 91/06/06. GOLDBERG.J.H. Florida Power & Light 
Co. 3pp. 58098:314-58098:317. 

9106190258 Forwards rept re 10CFR50.46, “Acceptance Criteria for ECCS in Light 
Water Nuclear Power Reactors” & actions required to show compliance w/require- 
ments. 

PLUNKETT,T.F. Florida Power & Light Co. 91 /06/07. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 58186:124-58186:128. 
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9106170066 Forwards annual update of topical QA rept (TQAR).consisting of changes 
to TQAR.per 900612,marked-up version of TQAR last submitted.reflecting changes 
made & current TQAR.including revs issued through Rev 25 dtd 910605. 

GEIGER,J.E. Florida Power & Light Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 68pp. 58148:210-58148:346. 

—9106170077 Rev 25 to “Topical QA Rept” 

* Florida Power & Light Co. 91/06/05. 64pp. 58148:283-58148:346. 

9106270073 Confirms 910404 telcon re 910620 meeting to be held in Atlanta,GA to dis¬ 
cuss plant performance.Proposed agenda end. 

REYES.LA. Region 2 (Post 820201). 91/06/11. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 58223:069-58223:071. 

9106180362 Forwards Ebasco Calculation EC-145,Rev 14, “PSB-1 Voltage Analysis for 
Electrical Auxiliary Sys,” in response to NRC 910514 telcon request. 

BOHLKE.W.H. Florida Power & Light Co. 91/06/12. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58182:010-58185:114. 

—9106180368 “PSB-1 Voltage Analysis for Electrical Auxiliary Sys.” 

SOMMA.J., LEWINGER.W., SCHILDKRAUT.A. Ebasco Services, Inc. (subs, of En- 
serch Corp.). EC-145 R04. 91/03/15. 900pp. 58182:012-58185:114. 

9106210133 Notification of 910625 meeting w/util in Rockville,MD to discuss status of 
various licensing issues. 

AULUCK.R. Project Directorate 11-2. 91/06/18. BERKOW.H.N. Project Directorate 11-2. 
3pp. 58202:171-58202:173. 

9106250199 Advises that Suppl 2.Rev 0 to WCAP-8687,Suppl 2,Rev 1 to WCAP-10271- 
P-A.WCAP-11733.WCAP-12374.WCAP-12632 & WCAP-12641 will be withheld from 
public disclosure,per 900822 & 1220 requests. 

AULUCK.R. Project Directorate 11-2. 91/06/18. DIPIAZZA.R.P. Westinghouse Electric 
Corp. 3pp. 58205:342-58205:344. 

9106260130 Provides results of reanalysis of NRC "unknown” sample sent to plant on 
910308. 

PLUNKETT.T.F. Florida Power & Light Co. 91/06/21. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58225:356-58225:357. 

9106280106 Forwards “Turkey Point Plant Units 3 & 4 PRA Individual Plant Exam Final 
Rept,’’ Vols 1 & 2,per Generic Ltr 88-20. 

BOHLKE.W.H. Florida Power & Light Co. 91/06/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58283:045-58284:338. 

-9106280111 “Turkey Point Plant Units 3 & 4 PRA Individual Plant Exam Final Rept,” 
Vols 1 & 2. 

GUEY.C.N., GILMORE.T.F., O’NEIL,J.J. Florida Power & Light Co. 91/06/21. 650pp. 
58283:048-58284:338. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110096 Informs that NRC has reversed position on 901212 ltr re not providing writ¬ 
ten ack of receipt & review of responses to severity level IV & V NOVs. 

EBNETER.S.D., MILHOAN.J.L. Region 2 (Post 820201). 91/03/21. GOLDBERG.J.H. 
Florida Power & Light Co. 4pp. 57997:295-57997:298. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106110103 Ack receipt of 910522 response to violations noted in insp repts 50-250/ 
91-11 & 50-251/91-11. 

SINKULE.M.V. Region 2 (Post 820201). 91/05/23. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 57997:335-57997:337. 

9106110047 Ack receipt of 910520 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-250/91-08 & 50-251/91-08. 

COLLINS.D.M. Region 2 (Post 820201). 91/05/30. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 57996:264-57996:266. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York. Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270108 Forwards NRC insp repts 50-250/91-16 & 50-251/91-16 on 910427- 
0524.No violations or deviations noted. 

SINKULE.M.V. Region 2 (Post 820201). 91/06/10. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp 58223:289-58223:304. 

-9106270114 Insp repts 50-250/91-16 & 50-251/91-16 on 910427-0524.No violations 
or deviations noted.Major areas inspected:areas of monthly surveillance & maint 
observations,operational safety & plant events. 

BUTCHER.R.C.. SCHNEBLI.G.A., TROCINE.L Region 2 (Post 820201). 91/06/10. 
13pp. 58223:292-58223:304. 

9106270024 Forwards insp repts 50-250/91-15 & 50-251/91-15 on 910429- 0509.No 
violations or deviations noted. 

GIBSON,A.F. Region 2 (Post 820201). 91/06/12. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 58222:248-58222:255. 

-9106270028 Insp repts 50-250/91-15 & 50-251/91-15 on 9l0429-0509.No violations 
or deviations noted.Major areas inspected: review of licensee startup organization & 
administrative controls used for conduct of preoperationa! test program. 

TAYLOR.P.A., JAPE.F. Region 2 (Post 820201). 91/06/10. 5pp. 58222:251- 
58222:255. 


R. Periodic operating reports & related correspondence 

9106250101 Monthly operating repts for May 1991 for Turkey Point,units 3 & 4.W/ 
910617 ltr. 

TIERNEY.R.A., PLUNKETT.T.F. Florida Power & Light Co. 91/05/31. 9pp. 58221:041- 
58221:049. 


S. Reportable occurrences, LERs & related correspondence 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency & fire protection plans 

9106070317 Forwards Rev 10 to guard training & qualification plan.Rev withheld. 
PLUNKETT.T.F. Florida Power & Light Co. 91/06/05. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58039:141-58039:141. 

9106100220 Forwards Rev 0 to physical security plan & Rev 0 to safeguards contingen¬ 
cy plan.Revs withheld (ref 10CFR2.790(a)(3)). 

PLUNKETT.T.F. Virginia Power (Virginia Electric & Power Co.). 91/06/05. Document 
Control Branch (Document Control Desk). Ip. 58092:152-58092:152. 

9106120220 Rev 21 to “Turkey Point Plant Radiological Emergency Plan.” W/910606 
ltr. 

PLUNKETT.T.F. Florida Power & Light Co. 91/06/06. 200pp. 58124:097-58124:282. 

9106170110 Ack receipt of 910222 & 910605 Itrs transmitting Revs 9 & 10 to Turkey 
Point guard training & qualification plan. 

CLINE,W.E. Region 2 (Post 820201). 91/06/11. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 58161:330-58161:332. 

9106180147 Advises that ability to reach hot standby & subsequent cold shutdown con¬ 
ditions within specified time frame,as required by App R will not be impacted by boric 
acid concentration reduction project. 

BOHLKE.W.H. Florida Power & Light Co. 91/06/12. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58175:065-58175:066. 

9106180362 Forwards Ebasco Calculation EC-145,Rev 14, “PSB-1 Voltage Analysis foi 
Electrical Auxiliary Sys,” in response to NRC 910514 telcon request. 

BOHLKE.W.H. Florida Power & Light Co. 91/06/12. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58182:010-58185:114. 

-9106180368 “PSB-1 Voltage Analysis for Electrical Auxiliary Sys.” 

SOMMA.J. Ebasco Services, Inc. (subs, of Enserch Corp.). EC-145 R04. 91/03/15 
900pp. 58182:012-58185:114. 


H. General correspondence 

9106180039 Responds to 910515 ltr re concerns of const of nuclear power plant ir 
FL.radwaste new plant would generate & fact that facility has been selling excess 
power to other states. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/11. GRAHAM,B 
Senate. 5pp. 58173:226-58173:232. 

“9106180182 Forwards ltr from constituent named M Isadore.who has concerns whicf 
come under jurisdiction of agency.Response requested. 

GRAHAM,B. Senate. 91/05/15. KAMMERER.C. Office of Congressional Affairs (Prs 
870413). 2pp. 58173:231-58173:232. 


P. Operating license stage documents & correspondence 

9106030124 Forwards amends 142 & 137 to licenses DPR-31 & DPR-41, respectively i 
safety evaluation.Amends revise TS section 6.0 to reflect organization titles for util nu 
clear div & change composition of Plant Nuclear Safety Committee. 

AULUCK.R. Project Directorate 11-2. 91/05/20. GOLDBERG.J.H. Florida Power & Ligh 
Co. 2pp. 57887:255-57887:273. 

-9106030129 Amends 142 & 137 to licenses DPR-31 & DPR-41,respectively, revising 
TS section 6.0 to reflect present organization titles for util Nuclear Div & changini 
composition of Plant Nuclear Safety Committee. 

BERKOW.H.N. Project Directorate 11-2. 91/05/20. 13pp. 57887:259-57887:271. 

-9106030130 Safety evaluation supporting amends 142 & 137 to licenses DPR-31 I 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 3pc 
57887:272-57887:273. 

9106030001 Summarizes 910314 meeting in Rockville.MD re status of PRA study fc 
facilities.Clarifies factors which drive RCP seal LOCA frequency & maint unavailabilit 
of charging pump B. 

PLUNKETT.T.F. Florida Power & Light Co. 91/05/24. Document Control Branch (Doc 
ument Control Desk). Ip. 57916:356-57916:356. 

9106040011 Application for amends to Licenses DPR-31 & DPR-41 .revising Tech Spec 
to remove outdated matl,incorporate administrative clarifications & correct typos fc 
consistency w/NUREG-0452 re STS for Westinghouse PWRs. 

BOHLKE.W.H. Florida Power & Light Co. 91/05/28. Document Control Branch (Doci 
ment Control Desk). 20pp. 57915:012-57915:066. 

“9106040012 Proposed Tech Specs re containment integrity,ESFAS, radiation monitoi 
ing instrumentation & ESFAS instrumentation trip setpoints. 

* Florida Power & Light Co. 91/05/28. 35pp. 57915:032-57915:066. 
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9106050189 Forwards amends 143 & 138 to licenses DPR-31 & DPR-41, respectively & 
SE.Amends revise section 3/4 5.1 of TS, “Accumulators,LCO,” by increasing indicat¬ 
ed accumulator operating band to “6520 & 6820 Gallons." . 

AULUCK.R. Project Directorate 11-2. 91/05/29. GOLDBERG,J.H. Florida Power & Light 
Co. 3pp. 57916:071-57916:083. 

—9106050199 Amends 143 & 138 to licenses DPR-31 & DPR-41,respectively. Amends 
revise section 3/4 5.1 of TS, “Accumulators,LCO," by increasing indicated operator 
accumulator operator band to “6520 & 6820 Gallons." 

BERKOW.H.N. Project Directorate 11-2. 91/05/29. 6pp. 57916:074-57916:079. 

-9106050208 Safety evaluation supporting amends 143 & 138 to licenses DPR-31 & 
DPR-41 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/29. 4pp. 
57916:080-57916:083. 

9106070182 Notification of 910613 & 14 meetings w/B&W Owners Group in 
Rockville,MD to discuss owners group WF-70 program & lead plant (Turkey Point) 
App G analysis.Proposed agenda end. 

AULUCK.R. Project Directorate 11-2. 91/05/30. BERKOW.H.N. Project Directorate 11-2. 
5pp. 58017:139-58017:143. 

9106070245 Forwards current,revised Tech Specs to be included w/901219 application 
for amends to Licenses DPR-31 & DPR-41 re reactor protection sys setpoints. 
BOHLKE.W.H. Florida Power & Light Co. 91/06/03. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58015:229-58015:256. 

-9106070246 Revised,current Tech Specs re reactor trip sys instrumentation setpoints. 

* Florida Power & Light Co. 91/06/03. 26pp. 58015:231-58015:256. 

9106110288 Forwards request for addl info re reactor protection sys setpoints. 
AULUCK.R. Project Directorate 11-2. 91/06/06. GOLDBERG,J.H. Florida Power & Light 
Co. 3pp. 58098:314-58098:317. 

9106190258 Forwards rept re 10CFR5O.46, “Acceptance Criteria for ECCS in Light 
Water Nuclear Power Reactors” & actions required to show compliance w/require- 
ments. 

PLUNKETT,T.F. Florida Power & Light Co. 91/06/07. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 58186:124-58186:128. 

9106170066 Forwards annual update of topical QA rept (TQAR).consisting of changes 
to TQAR.per 900612,marked-up version of TQAR last submitted,reflecting changes 
made & current TQAR,including revs issued through Rev 25 dtd 910605. 

GEIGER,J.E. Florida Power & Light Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 68pp. 58148:210-58148:346. 

-9106170077 Rev 25 to "Topical QA Rept.” 

* Florida Power & Light Co. 91/06/05. 64pp. 58148:283-58148:346. 

9106270073 Confirms 910404 telcon re 910620 meeting to be held in Atlanta,GA to dis¬ 
cuss plant performance.Proposed agenda end. 

REYES,L.A. Region 2 (Post 820201). 91/06/11. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 58223:069-58223:071. 

9106180362 Forwards Ebasco Calculation EC-145,Rev 14, “PSB-1 Voltage Analysis for 
Electrical Auxiliary Sys," in response to NRC 910514 telcon request. 

BOHLKE.W.H. Florida Power & Light Co. 91/06/12. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58182:010-58185:114. 

-9106180368 “PSB-1 Voltage Analysis for Electrical Auxiliary Sys.” 

SOMMA.J., LEWINGER.W., SCHILDKRAUT.A. Ebasco Services. Inc. (subs, of En- 
serch Corp.). EC-145 R04. 91/03/15. 900pp. 58182:012-58185:114. 

9106210133 Notification of 910625 meeting w/util in Rockville,MD to discuss status of 
various licensing issues. 

AULUCK.R. Project Directorate 11-2. 91/06/18. BERKOW.H.N. Project Directorate 11-2. 
3pp. 58202:171-58202:173. 

9106250199 Advises that Suppl 2,Rev 0 to WCAP-8687,Suppl 2,Rev 1 to WCAP-10271- 
P-A,WCAP-11733,WCAP-12374,WCAP-12632 & WCAP-12641 will be withheld from 
public disclosure,per 900822 & 1220 requests. 

AULUCK.R. Project Directorate 11-2. 91/06/18. DIPIAZZA,R.P. Westinghouse Electric 
Corp. 3pp. 58205:342-58205:344. 

9106260130 Provides results of reanalysis of NRC “unknown” sample sent to plant on 
910308. 

PLUNKETT,T.F. Florida Power & Light Co. 91/06/21. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58225:356-58225:357. 

9106280106 Forwards “Turkey Point Plant Units 3 & 4 PRA Individual Plant Exam Final 
Rept," Vols 1 & 2,per Generic Ltr 88-20. 

BOHLKE.W.H. Florida Power & Light Co. 91/06/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58283:045-58284:338. 

—9106280111 “Turkey Point Plant Units 3 & 4 PRA Individual Plant Exam Final Rept,” 
Vols 1 & 2. 

GUEY.C.N., GILMORE,T.F., 0’NEIL.J.J. Florida Power & Light Co. 91/06/21. 650pp. 
58283:048-58284:338. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110096 Informs that NRC has reversed position on 901212 ltr re not providing writ¬ 
ten ack of receipt & review of responses to severity level IV & V NOVs. 

EBNETER.S.D., MILHOAN.J.L. Region 2 (Post 820201). 91/03/21. GOLDBERG.J.H. 
Florida Power & Light Co. 4pp. 57997:295-57997:298. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106110103 Ack receipt of 910522 response to violations noted in insp repts 50-250/ 
91-11 & 50-251/91-11. 

SINKULE.M.V. Region 2 (Post 820201). 91/05/23. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 57997:335-57997:337. 


9106110047 Ack receipt of 910520 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-250/91-08 & 50-251 /91-08. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/30. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 57996:264-57996:266. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270108 Forwards NRC insp repts 50-250/91-16 & 50-251/91-16 on 910427- 
0524.No violations or deviations noted. 

SINKULE.M.V. Region 2 (Post 820201). 91/06/10. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 58223:289-58223:304. 

-9106270114 Insp repts 50-250/91-16 & 50-251/91-16 on 910427-0524.No violations 
or deviations noted.Major areas inspected:areas of monthly surveillance & maint 
observations,operational safety & plant events. 

BUTCHER,R.C., SCHNEBLI.G.A., TROCINE.L. Region 2 (Post 820201). 91/06/10. 
13pp. 58223:292-58223:304. 

9106270024 Forwards insp repts 50-250/91-15 & 50-251/91-15 on 910429- 0509.No 
violations or deviations noted. 

GIBSON,A.F. Region 2 (Post 820201). 91/06/12. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 58222:248-58222:255. 

-9106270028 Insp repts 50-250/91-15 & 50-251/91-15 on 910429-0509.No violations 
or deviations noted.Major areas inspected: review of licensee startup organization & 
administrative controls used for conduct of preoperational test program. 

TAYLOR,P.A., JAPE.F. Region 2 (Post 820201). 91/06/10. 5pp. 58222:251- 
58222:255. 

9106260126 Discusses steam generators insp on 910416-0606 & lists tubes plugged or 
replugged. 

PLUNKETT.T.F. Florida Power & Light Co. 91/06/21. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58225:358-58225:359. 


R. Periodic operating reports & related correspondence 


9106250101 Monthly operating repts for May 1991 for Turkey Point.units 3 & 4.W/ 
910617 ltr. 

TIERNEY,R.A., PLUNKETT.T.F. Florida Power & Light Co. 91/05/31 9pp. 58221:041- 
58221:049. 


S. Reportable occurrences, LERs & related correspondence 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9106060029 Forwards exemption from certain requirements of App Rto 10CFR50. 
BARRETT.R.J. Project Directorate 111-2. 91/05/21. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 57931:192-57931:198. 

-9106060039 Exemption from requirements of App R to 10CFR50, "Fire Protection Pro¬ 
gram for Nuclear Power Facilities Operating Prior to 790101.” 

BOGER.B.A. Division of Reactor Projects - 111,1V,V (Post 901216). 91/05/21. Common¬ 
wealth Edison Co. 5pp. 57931:194-57931:198. 

9106110254 Grants exemption from requirements of App R for separation of redundant 
reactor vessel pressure & level indicating instruments in Unit 1 RB & separation of 
redundant suppression pool level indicating instruments in RBs. 

BOGER.B.A. Division of Reactor Projects - III.IV.V (Post 901216). 91/05/21. 5pp. 
58112:258-58112:262. 

9106050004 Advises that proposed scope of participation & objectives for facilities 
emergency preparedness exercise scheduled for 910821 .acceptable. 

GREGER.L.R. Region 3 (Post 820201). 91/05/30. REED.C. Commonwealth Edison 
Co. Ip. 57895:018-57895:018. 

9106270227 Revised procedures,including Rev 50 to QCP 400-0,Rev 4 to QCP 400- 
17,Rev 51 to QCP 400-0 & Rev 5 to QCP 400-17. 

* Commonwealth Edison Co. 91/06/07. 8pp. 58245:259-58245:266. 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101 .nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/13. DAVIS.A.B. Region 3 (Post 
820201). 2pp. 58228:267-58228:268. 
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9106110254 Grants exemption from requirements of App R for separation of redundant 
reactor vessel pressure & level indicating instruments in Unit 1 RB & separation of 
redundant suppression pool level indicating instruments in RBs. 

BOGER.B.A. Division of Reactor Projects - III,IV,V (Post 901216) 91/05/21. 5pp. 
58112.258-58112:262. 

9106060144 Notification of contract execution.mod l.task order 27,to “Nuclear Power 
Reactor Design Insp Svcs.” Contractor: AECL Technologies. 

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
90-031. 91/05/28. SCHWINK.VV.S. Program Management, Policy Development & 
Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
57935.264-57935:266. 

-9106060151 Ltr Contract NRC-03-90-031,mod 1,task order 27,provtding 72 profession¬ 
al staff hours,to “Electrical Distribution Sys Functional Insp - Quad Cities,Nuclear 
Power Design Insp Svcs." 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 
91/05/23. SHIFLETT.D.R. AECL Technologies. 2pp. 57935:265-57935:266. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu¬ 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 

9106130260 Requests concurrence on proposed mod to HPCI steam exhaust line 
vacuum breaker configuration.Mod would significantly improve containment perform¬ 
ance by providing more reliable means for containment isolation during accident con¬ 
ditions. 

STOLS.R. Commonwealth Edison Co. 91/06/10. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 14pp. 58111:257-58111:270. 

9106130345 Responds to SALP rept presented on 9l0528.Have taken or wifi implement 
actions designed to address & resolve concerns identified during SALP 9 period. 
KOVACH.T.J. Commonwealth Edison Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58111:206-58111:207. 

9106180044 Summary of 910520 meeting w/util in Rockville,MD for util presentation of 
proposed plant mods re purge repressurization sys to comply w/10CFR50.55.List of 
attendees & viewgraphs end. 

SIEGEL,B.L Project Directorate 111-2. 91/06/13. Project Directorate 111-2. 29pp. 
58176:007-58176:035. 

9106270107 Application for amends to Licenses DPR-29 & DPR-30,changing TS in 
840926 applications to include current instrument functional test & calibr requirements 
for analog trip units in Tech Spec Table 4.2-1. 

STOLS.R. Commonwealth Edison Co. 91/06/13. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 6pp. 58264:270-58264:281. 

—9106270112 Proposed,revised Tech Spec Table 4.2-1 re instrument functional test & 
calibr requirements for analog trip units. 

* Commonwealth Edison Co. 91/06/13. 6pp. 58264:276-58264:281. 

9106240233 Forwards interim rept on human performance study program, summarizing 
study results,event characteristics & problems identified. 

BARETT.R.J. Project Directorate 111-2. 91/06/14. EENIGENBURG.E. Commonwealth 
Edison Co. Ip. 58211:221-58211:266. 

9106260150 Application for amends to Licenses DPR-29 & DPR-30, reflecting util efforts 
to upgrade existing TS Section 1.0, “Definitions" & 3.0/4.0, “Applicability.” 

STOLS.R. Commonwealth Edison Co. 91/06/20. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 29pp. 58226:271-58226:349. 

-9106260152 Proposed.revised Tech Spec Section 1.0, “Definitions” & Section 3.0/4.0, 
'‘Applicability.” 

* Commonwealth Edison Co. 91/06/20. 50pp. 58226:300-58226:349. 

9106270250 Forwards “Reactor Containment Bldg Integrated Leak Rate Test,Quad- 
Cities Nuclear Power Station,Unit 1,910228-0302. 

BAX.R.L. Commonwealth Edison Co. 91/06/21. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 63pp. 58269:123-58269:185. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106120066 Ack receipt of 910423 & 0513 Itrs explaining position re violation noted in 
insp 50-254/91-05.Violation rescinded. 

WRIGHT,G.C. Region 3 (Post 820201). 91/05/20. REED.C. Commonwealth Edison 
Co. Ip. 58017:070-58017:070. 

9106050285 Clarifies 910426 response to notice of violation & proposed imposition of 
civil penalty re 910124 inadvertent loss of reactor vessel integrity.Caused by inad¬ 
equate communication. QA manual clarified re use of temporary lifts. 

KOVACH.T.J. Commonwealth Edison Co. 91/05/30. LIEBERMAN.J. Ofc of Enforce¬ 
ment (Post 870413). 7pp. 58003:217-58003:223. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions, " Svc list end. 

ROSSI.C.E. Division Of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100017 Forwards safety insp rept 50-254/91-12 & 50-265/91-08 on 910429- 
O503.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/03. REED,C. Commonwealth Edison 
Co. 2pp. 57932:025-57932:032. 


-9106100019 Insp repts 50-254/91-12 & 50-265/91-08 on 910429-0503.No violations 
noted.Major areas inspected:radiation protection program,audits & appraisals,changes 
in program.training & qualifications & external exposure controls 
JANUSKA.A.G., SCHUMACHER,M C. Region 3 (Post 820201). 91/06/03. 6pp. 
57932:027-57932:032. 

9106100452 Advises that nontraceable safety-related molded-case circuit breaker re¬ 
placement completed.per NRC Bulletin 88-010. 

TAYLOR.D.L. Commonwealth Edison Co. 91/06/07. Office of Nuclear Reactor Regu¬ 
lation, Director (Post 870411). 2pp. 58017:263-58017:264. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.’’ Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 581 62 . 159-581 62:244. 

9106120348 Ack receipt of 910426 ltr & payment in amount of $112,500 for civil penalty 
proposed by NRC in 910327 ltr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/11. REED.C. Common¬ 
wealth Edison Co. Ip. 58108:354-58108:354. 

9106200036 Forwards insp repts 50-254/91-13 & 50-265/91-09 on 910420-0601.No 
violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 91/06/12. REED.C. Commonwealth Edison 
Co. 2pp. 58161:203-58161:216. 

-9106200040 Insp repts 50-254/91-13 & 50-265/91-09 on 910420-0601 .No violations 
noted.Major areas inspected:operational safety verification,monthly maint 

observation.monthly surveillance observation.rept review & meetings. 

BURGESS.B. Region 3 (Post 820201). 91/06/11. 12pp. 58161:205-58161:216. 

9106260303 Suppls 900817 response to violations noted in Insp Repts 50-254/89-24 & 
50-265/89-24.Corrective actions:mdividual leakage limits established.use of problem 
analysis data sheets will be required & leakages will be trended. 

STOLS.R. Commonwealth Edison Co. 91/06/19. DAVIS.A.B. Region 3 (Post 820201). 
2pp. 58237:075-58237:076. 

9106270219 Advises that no changes to initial SALP rept dtd 910509 necessary & rept 
should be considered final SALP rept. 

DAVIS,A.B. Region 3 (Post 820201). 91/06/19. REED.C. Commonwealth Edison Co. 
2pp. 58224:047-58224:053. 

-9106270230 Final SALP repts 50-254/91-01 & 50-265/91-01 for period 891201- 
910228. 

* Region 3 (Post 820201). 91/O6/05. 3pp. 58224:049-58224:053. 

9106280166 Forwards Insp Repts 50-254/91-11 & 50-265/91-07 on 910401-0510 & no¬ 
tices of violation & deviation. 

MILLER,H.J. Region 3 (Post 820201). 91/06/24. REED.C. Commonwealth Edison Co. 
4pp. 58273:078-58273:109. 

—9106280174 Notice of violation from insp on 910401-0510.Violation noted licensee 
failed to implement adequate corrective action to replace GE type CR120A relays fail¬ 
ing as result of higher rated voltage applied to relay coils. 

MILLER,H.J. Region 3 (Post 820201). 91/06/24. 2pp. 58273:082-58273:083. 

—9106280180 Notice of deviation from insp on 910401-0510.Deviation noted:breakers in 
250-volt dc sys sized so fault current condition could exceed max current interrupting 
capability. 

MILLER,H.J. Region 3 (Post 820201). 91/06/24. Ip. 58273:084-58273:084. 

-9106280187 Insp Repts 50-254/91-11 & 50-265/91-07 on 910401-0510. Violations 
noted.Major areas inspected:special electrical distribution sys functional insp conduct¬ 
ed w/temporary instruction. 

BUTLER.D.S., GARDNER.R.N. Region 3 (Post 820201). 91/06/21. 20pp. 58273:085- 
58273:109. 


R. Periodic operating reports & related correspondence 

9106140182 Monthly operating repts for May 1991 for Quad Cities Nuclear Station,Units 
1 & 2.W/910603 ltr. 

LOSEK-SHORT.C., ROBEY.R.A. Commonwealth Edison Co. 91/05/31. 22pp. 
58147:258-58147:279. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept.consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS,D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106050051 LER 91-0O9-O0:on 910427,Unit 1 RCIC declared inoperable due to failure 
to meet pump requirements.Caused by inadequate calibr procedure. EGM controller & 
governor calibr.changing sys parameters.Sys declared operable 910503.W/910528 ltr. 
RADLOFF.N., BAX.R.L. Commonwealth Edison Co. 91/05/28. 9pp. 58009:070- 
58009:078. 

9106190281 LER 91-012-00:on 910507,HPCI turbine stop valve failed to stroke fully 
open during manual initiation test.Caused by long bushing in stuffing box of stop valve 
sliding down. Stuffing boxes,bushings & pins replaced.W/910606 ltr. 

RADLOFF.N., BAX.R.L. Commonwealth Edison Co. 91/06/06 7pp. 58198:230- 
58198:236. 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

9106200203 Rev & approval summary sheet to Rev 4 to Emergency Implementation 
Procedure El-6.2, “Release Rate Determination from Steam Line Monitors **RlA-2323 
& “RIA-2334 for Steam Releases Through Atmospheric...” 

* Consumers Power Co. 91/04/02. 7pp. 58204:164-58204:172. 
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9106240240 Rev & approval summary for Rev 6 to El-6.0, “Offsite Dose Calculation & 
Recommendations for Protective Actions " 

* Consumers Power Co. 91/05/08. lOpp 58220 160-58220 169 

9106270106 Rev & approval summary sheet to Temporary Change Notice TCN-EI-007 
to Rev 5 to Emergency Implementation Procedure El-6.7, “Plant Site Meteorological 
Sys.’’ 

DAWSON,M Consumers Power Co. 91/05/08. 9pp 58250:055-58250:063. 

9106270113 Rev 5 to EPIP El-4.2, “Operational Support Ctr Activation." 

* Consumers Power Co. 91/05/08. 11pp. 58250:064-58250:074. 

9106240293 Rev 5 to General Ofc Emergency Planning Procedure EOF-7, "Health 
Physics Support Team.’’ 

WHITE,S.K. Consumers Power Co. 91/05/09. 12pp. 58210:146-58210:157. 

9106060126 Rev 6 to Procedure El-10, Attachment 5, “Environ TLD Collection," reflect¬ 
ing editorial changes. 

* Consumers Power Co. 91/05/28. 2pp. 58009:240-58009:241. 

9106060135 Rev 4 to Emergency Implementing Procedure El-6.9, “Automated Dose As¬ 
sessment Program," reflecting MRN-EI-91-017, consisting of editorial changes to 
Pages 1 & 2. 

* Consumers Power Co. 91/05/28. 3pp. 58009:242-58009:244 

9106200185 Rev & approval summary sheet to Rev 3 to Emergency Implementation 
Procedure El 6.4, “Release/Potential Release Determination from Containment High- 
Range Monitors." 

* Consumers Power Co. 91/06/05. 2pp. 58200:188-58200:189. 

9106200190 Rev & approval summary sheet to Rev 3 to Emergency Implementation 
Procedure El 6.6, “Gamma E Determination." 

* Consumers Power Co. 91/06/05. 2pp. 58200:039-58200:040. 

9106200198 Rev & approval summary sheet to Rev 4 Emergency Implementation Pro¬ 
cedure El-6.9, "Automated Dose Assessment Program" 

* Consumers Power Co. 91/06/05. 2pp. 58200:041-58200:042. 

9106200201 Rev & approval summary sheet to Rev 3 to Emergency Implementation 
Procedure El-5, “Reentry/Recovery." 

* Consumers Power Co. 91/06/05. 2pp. 58204:025-58204:026. 

9106200181 Rev & approval summary sheet to Rev 3 to Emergency Implementation 
Procedure El-6.10, "Offsite Dose - Straight Line Gaussian (Manual Method)." 

* Consumers Power Co. 91/06/07. 2pp. 58200:193-58200:194. 

9106180288 Attachment 1 to Rev 6 to EI-4.3,consisting of schematic of emergency op¬ 
erations facility bldg. 

* Consumers Power Co. 91/06/18. 3pp. 58174:096-58174:098. 


P. Operating license stage documents & correspondence 

9106060212 Forwards SER re plant station blackout analysis review & concluded that 
some actions & verifications need to be completed. 

HOLIAN.B. Project Directorate 111-3. 91/05/20 SLADE,G.B. Consumers Power Co. 
4pp. 57920:347-57920:357. 

-9106060216 SER accepting util submittal re station blackout evaluation, if stated ac¬ 
tions & verifications completed. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 7pp. 
57920:351-57920:357. 

9106100042 Application for amend to License DPR-20,changing Tech Specs re inserv¬ 
ice insp program for shock suppressors (snubbers). 

SLADE,G.B. Consumers Power Co. 91/05/28. Document Control Branch (Document 
Control Desk). 5pp. 58092:039-58092:050. 

-9106100043 Proposed Tech Specs re inservice insp program for shock suppressors 
(snubbers). 

* Consumers Power Co. 91/05/28. 7pp. 58092:044-58092:050. 

9106110394 Confirms current understanding of NRC Region III interpretation of 
10CFR50 App J re reduced pressure containment integrated leak rate testing follow¬ 
ing steam generator replacement. 

SLADE,G.B. Consumers Power Co. 91/05/30. Document Control Branch (Document 
Control Desk). 3pp. 58096:225-58096:227. 

9106180003 Application for amend to License DPR-20,changing Tech Specs to incorpo¬ 
rate change to reactor variable high power trip setpoint.ANF-90-181, “Review & Anal¬ 
ysis of SRP Chapter 15 Events for Palisades W/15% Variable High Power...” end. 
SLADE,G.B. Consumers Power Co. 91/05/30. Document Control Branch (Document 
Control Desk). 4pp. 58175:067-58175:152. 

-9106180004 Proposed Tech Specs re variable high power trip setpoint. 

* Consumers Power Co. 91/05/30. 9pp. 58175:071-58175:078. 

-9106180005 “Review & Analysis of SRP Chapter 15 Events for Palisades W/ 15% 
Variable High Power Trip Reset." 

WELZBACKER.R.T., LINDQUIST,T.R. Advanced Nuclear Fuels Corp. (formerly Exxon 
Nuclear Co., Inc.). ANF-90-181. 90/11/09. 74pp. 58175:079-58175:152. 

9106100080 Forwards amend 139 to license DPR-20 & safety evaluation. Amend modi¬ 
fies TS to remove organization charts following guidance provided in generic Itr 88-06 
& makes various administrative changes. 

HOLIAN.B.E. Project Directorate 111-1. 91/05/31. SLADE,G.B. Consumers Power Co. 
4pp. 57993:319-57993:337. 

-9106100085 Amend 139 to license DPR-20,modifying TS to remove organization 
charts following guidance provided in generic Itr 88-06 & makes various administrative 
chanaes 

MARSH.'l.B. Project Directorate 111-1. 91/05/31. 9pp. 57993:324-57993:332. 

-9106100088 Safety evaluation supporting amend 139 to license DPR-20. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/31. 5pp. 
57993:333-57993:337. 


9106100015 Confirms staff mgt meeting on 910611 to discuss organizational 
changes.proposed tech spec changes & QA topical rept changes 
GREENMAN.E G. Region 3 (Post 820201). 91/06/05. SLADE.G.B. Consumers Power 
Co Ip 57932-022-57932:022. 

9106140212 Forwards safety evaluation accepting util 871112 & 880125 submittals re 
request to retain contaminated soil onsite at plant,per 10CFR20 302 
HOLIAN.B. Project Directorate III-1. 91/06/07. SLADE,G B. Consumers Power Co. 
3pp. 58126:319-58126:327. 

—9106140216 Safety evaluation re retention of contaminated soil onsite. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/07. 6pp. 
58126:322-58126 327. 

9106190238 Discusses environ protection plan (nonradiological) & clarification of report¬ 
ing re NPDES permits. 

SLADE.G.B. Consumers Power Co. 91/06/11. Document Control Branch (Document 
Control Desk). Ip. 58186:121-58186 121. 

9106190229 Summarizes 910423 discussion re anchor bolt design practices used by 
Bechtel at plant.Requests that Bechtel substantiate two assumptions made for anchor 
bolt design at plant. Calculation sheets of anchor bolt design encl. 

HOLIAN.B.E. Project Directorate 111-1. 91/06/13. KANSAL.D.C. Bechtel Power Corp. 
6pp. 58151:346-58151:351. 

9106250040 Application for amend to License DPR-20,revising Tech Specs to incorpo¬ 
rate change to inservice insp program for shock suppressors (snubbers). 

SLADE.G.B. Consumers Power Co. 91/06/13. Document Control Branch (Document 
Control Desk). 5pp. 58216:335-58216:346. 

-9106250042 Proposed Tech Specs re inservice insp program for shock suppressors 
(snubbers). 

* Consumers Power Co. 91/06/13. 7pp. 58216:340-58216:346. 

9106280200 Discusses util response to generic Itr 88-14, “Instrument Air Supply Prob¬ 
lems Affecting Safety-Related Equipment." Concludes that response is acceptable 
HOLIAN.B. Assistant Director for Region III Reactors (891001-901215). 91/06/13. 
SLADE.G.B. Consumers Power Co. 3pp. 58248:028-58248:030. 

9106240345 Discusses unreviewed safety question re potential for leakage of contain¬ 
ment sump water to safety injection & refueling water tank during max hypothetical 
accident. 

SLADE.G.B. Consumers Power Co. 91/06/14. Document Control Branch (Document 
Control Desk). 7pp. 58212:337-58212:343. 

9106260307 Forwards Rev 12 of Topical Rept CPC-2A, “Quality Program Description for 
Operational Nuclear Power Plants" for review. 

HOFFMAN,D.P. Consumers Power Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 72pp. 58230:188-58230:340. 

-9106260314 Rev 12 of Topical Rept CPC-2A, “Quality Program Description for Oper¬ 
ational Nuclear Power Plants 

* Consumers Power Co. CPC-2A R12. 91/06/05. 81pp. 58230:260-58230:340. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050052 Notification of contract execution,task order 18: ‘‘Mod Design Insp - 
Palisades,Nuclear Power Reactor Operations, Mods & Mamt Insp Svcs. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1342-0. 91/05/23. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 57903:120- 
57903:125. 


-9106050064 Ltr contract,task order 18: “Mod Design Insp - Palisades, Nuclear Power 
Reactor Operations,Mods & Mamt Insp Svcs." 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1342-0. 
91/05/17. LOFY.R.A. PARAMETER, Inc. 5pp. 57903:121-57903:125. 

9106040167 Forwards Insp Rept 50-255/90-25 on 900919-910418.Certain activities ap¬ 
peared in violation of NRC requirements.Will conduct addl insp to characterize 
concerns.No response required. 

MILLER,H.J. Region 3 (Post 820201) 91/05/24. SLADE.G.B. Consumers Power Co. 
2pp. 57914:154-57914:193. 

—9106040174 Insp Rept 50-255/90-25 on 900919-910418.No violations cited. Maior 
areas inspected:activities re replacement of steam generators,including 
engineering,field implementation & testing activities. 

JACOBSON,J.M., GAVULA.J.A., SMlTH.J.F. Region 3 (Post 820201). 91/05/24. 50pp. 
57914:156-57914:193. 

9106100042 Application for amend to License DPR-20,changing Tech Specs re mserv- 
ice insp program for shock suppressors (snubbers). 

SLADE.G.B. Consumers Power Co. 91/05/28. Document Control Branch (Document 
Control Desk). 5pp. 58092:039-58092:050. 

—9106100043 Proposed Tech Specs re inservice insp program for shock suppressors 
(snubbers). 

* Consumers Power Co. 91/05/28. 7pp. 58092:044-58092:050. 

9106040086 Forwards Insp Rept 50-255/91-09 on 910406-0513.No violations noted. 
CLAYTON,B. Region 3 (Post 820201). 91/05/29. SLADE.G.B. Consumers Power Co. 
4pp. 57914:246-57914:262. 

—9106040091 Insp Rept 50-255/91-09 on 910406-0513.No violations noted. Major 
areas inspected:plant operations.maint.surveillance, reportable events & Region III & 
Headquarters requests. 

JORGENSEN.B.L. Region 3 (Post 820201). 91/05/29. 13pp. 57914:250-57914:262. 
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9106050047 Forwards safety msp rept 50-255/91-10 on 910430-0502 No violations 
noted 

WRIGHT G C. Region 3 (Post 820201). 91/05/30. SLADE,G.B. Consumers Power Co. 
2pp. 57895 105-57895:117 

-9106050049 Insp rept 50-255/91-10 on 910430-0502 No violations noted. Major areas 
inspected:configuration control program implementation.follow-up of mechanical engi¬ 
neering issues & review of newly issued design component cooling water sys. 
PHILLIPS,M.P. YIN.i.T Region 3 (Post 820201). 91/05/30. 2pp. 57895:107- 
57895-117 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C E. Division of Operational Events Assessment (Post 870411) 91/05/31. 
Consolidated Edison Co of New York, Inc. 84pp. 58146:001-58146:087 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036. "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/06/10 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106250040 Application for amend to License DPR-20,revismg Tech Specs to incorpo¬ 
rate change to inservice msp program for shock suppressors (snubbers). 

SLADE,G.B. Consumers Power Co. 91/06/13 Document Control Branch (Document 
Control Desk) 5pp. 58216.335-58216.346. 

-9106250042 Proposed Tech Specs re inservice msp program for shock suppressors 
(snubbers) 

* Consumers Power Co. 91/06/13. 7pp. 58216:340-58216.346. 


R. Periodic operating reports & related correspondence 


9106100289 Monthly operating rept for May 1991 for Palisades Nuclear Plant.W/910606 
Itr 

HANDLOVITS.S.M., MLYNAREK.M.G. Consumers Power Co. 91/05/31. 4pp. 
58052:029-58052:032. 


S. Reportable occurrences, LERs & related correspondence 

9106240324 LER 9l-009-00:on 910519,qualified core exit thermocouple occurred & 
unable to be repaired while plant is at power. Caused by failure of 
mstrument.Corrective action document initiated to document event.W/910614 Itr. 
HILLMAN.C., SLADE.G.B. Consumers Power Co. 91/06/14. 4pp. 58226:098- 
58226:101. 

9106240346 LER 91-010-00:on 910224,unanticipated start of 1-2 diesel generator oc¬ 
curred during performance of special test T-297, "D/G 1-1 Load Reject.” Event 
caused by inadequate procedure.Procedures revised.W/910614 Itr. 

HILLMAN,C.T., SLADE.G.B. Consumers Power Co. 91/06/14. 3pp. 58226:119- 
58226:123. 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion. Director (Post 870411). 8pp. 58213 214-58213:221. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9106030188 Forwards requests for exemption from 10CFR72,Subpart K to permit util to 
load Pacific Nuclear ventilated storage casks (VCS-24) prior to final approval of cask 
certificate. On 900817,application for ISFSI license submitted. 

SLADE.G.B. Consumers Power Co. 91/05/24. Office of Nuclear Material Safety & 
Safeguards. 11pp. 57916:337-57916:347. 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106110018 Forwards FEMA rept for offsite portion of “Browns Ferry Nuclear Power 
Plant Exercise of 891101-02." 

WILSON,B.A. Region 2 (Post 820201). 91/05/17. NAUMAN.D.A. Tennessee Valley 
Authonty. 3pp. 57995:081-57995:155. 

9106070216 Rev 9 to EPIP BFN-EPIP-1, "Emergency Plan Classification Logic.” W/ 
910530 Itr 

CARIER.P.P. Tennessee Valley Authonty. 91/05/30. 24pp. 58049:045-58049:068. 

9106140184 Forwards Rev 17 to physical security/contingency plan to reflect testing of 
CCTV sys,util planned commitment for CCTV assesment & use of roving patrols as 
compensatory measures. Rev withheld (ref 10CFR73.21). 

WALLACE.E.G. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 3pp. 58126:316-58126:318. 

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 
910429-0510 & notice of violation. 

WILSON.B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley 
Authonty. 5pp. 58223:035-58223:053. 

-9106270078 Insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 910429- 
0510.Violations noted.Major areas inspected:review of operational interface 
control.personne! access control, design & mods.secondary containment & fire protec¬ 
tion 

PATTERSON.C A Region 2 (Post 820201). 91/06/10. 12pp. 58223:042-58223:053. 


9106140157 Forwards comments re review of plant operator instructions development 
guidelines.Notification of staff of end comments not incorporated by 911231 request¬ 
ed. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/12. NAUMAN.D.A. Tennessee Valley Authority. 10pp. 58143:304-58143:313. 

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs,including Rev 9 to 
CECC-EPIP-2 & CECC-EPIP-3,Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 8 
to CECC-EPIP-1 .Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC- 
EPIP-8. 

WALLACE.E.G. Tennessee Valley Authonty. 91/06/13. 200pp. 58236:107-58236:305. 

9106250141 Responds to NRC 910517 Itr re violations noted in Insp Repts 50-259/91- 
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards info.Enel withheld 
(ref 10CFR73.21). 

MEDFORD,M.O. Tennessee Valley Authority. 91/06/17. Document Control Branch 
(Document Control Desk). 2pp. 58234:309-58234:310 


J. Insurance & indemnity information 

9106050205 Forwards listing of status of onsite property damage insurance in effect at 
facilities. 

WALLACE.E.G. Tennessee Valley Authority. 91/05/30. Document Control Branch 
(Document Control Desk). 3pp. 58008:145-58008:147. 


P. Operating license stage documents & correspondence 

9106110031 Confirms telcon between P Sales & PJ Kellog of NRC re mgt meeting to be 
held at facility on 910513 to discuss plant restart. 

WILSON.B.A. Region 2 (Post 820201). 91/05/07. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57997:173-57997:175. 

9106040105 Summary of 910522 meeting w/util in Rockville,MD re licensing actions re¬ 
quired to support restart of facility. List of attendees & viewgraphs end. 

WILLIAMS.J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/05/24. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 22pp. 57894:018-57894:039. 

9106140024 Responds to NRC 910212 request for addl info re diesel generator fuel oil 
sampling requirements.Results of comparison study between STS for BWRs & util 
diesel generator fuel oil sampling program described in end. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/10. Document Control Branch 
(Document Control Desk). 6pp. 58147:301-58147:306. 

9106190227 Concludes that TVA has satisfactorily met all requirements of confirmatory 
order 84-54. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/12. 
NAUMAN.D A. Tennessee Valley Authority. 3pp. 58167:103-58167-105. 

9106190242 Forwards corrective action plan & design criteria for lower drywell steel 
platforms & miscellaneous steel. 

ZERINGUE.O.J. Tennessee Valley Authority. 91/06/12. Document Control Branch 
(Document Control Desk). 11pp. 58189:224-58189:250. 

--9106190247 Design Criteria BFN-50-C-7100,Attachment F, "Browns Ferry Nuclear 
Plant Detailed Design Criteria for Structrual & Miscellaneous Steel/Components for 
Class I & II Structures." 

' Tennessee Valley Authority. 91/06/12. 16pp. 58189:235-58189:250. 

9106180353 Forwards adion plan for implementing design baseline verification program 
to support info in 910109 Itr re plans to return units to svc. 

ZERINGUE.O.J. Tennessee Valley Authority. 91/06/13. Document Control Branch 
(Document Control Desk). 17pp. 58171:063-58171:079. 

9106240178 Submits results of 910604-05 senior manager review of performance of nu¬ 
clear power plants to focus resources on those plants & related issues of greatest 
safety significance. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/18. 
KINGSLEY,O.D. Tennessee Valley Authority. 3pp. 58195:216-58195:218. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110122 Informs of reversal of NRC decision not to respond to severity level IV & V 
notices of violations when responses completely acceptable. 

WILSON.B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:107-57998:110. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060109 Forwards Insp Repts 50-259/91-11,50-260/91-11 & 50-296/91-11 on 
910325-29 & 0415-19.No violations or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/05/30. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58010:288-58010:301. 

-9106060111 Insp Repts 50-259/91-11,50-260/91-11 & 50-296/91-11 on 910325-29 & 
04l5-19.No violations or deviations noted.Major areas inspected:previous open items 
& concerns re safety related piping sys. 

CHOU.R.C., BLAKE,J.J. Region 2 (Post 820201). 91/05/23. 12pp. 58010:290- 
58010:301. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110166 Forwards insp repts 50-259/91-20,50-260/91-20 & 50-296/91-20 on 
910513-17.No violations or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/05/31. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:166-57998:173. 
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-9106110174 Insp repts 50-259/91-20.50-260/91-20 & 50-296/91-20 on 910513-17.No 
violations or deviations noted.Major areas inspected:thermal expansion program,piping 
vibration monitoring program & results of sys 10-yr hydrostatic test. 

LENAHAN.J , BLAKE.J. Region 2 (Post 820201). 91/05/30 5pp. 57998:169- 
57998.173 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/06/03 
Consolidated Edison Co. of New York, Inc. 84pp 58146:088-58146:172 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,CE. Division of Operational Events Assessment (Post 870411). 91/06/10 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244 

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 
910429-0510 & notice of violation. 

WILSON,B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley 
Authority. 5pp 58223:035-58223:053. 

-9106270074 Notice of violation from insp on 910429-0510.Violation noted:on 
910430,four listed separation hold orders were placed on equipment in plant w/o 
completion of hold order form SDSP-216. 

WILSON,B.A. Region 2 (Post 820201). 91/06/11. 2pp. 58223'040-58223:041. 

-9106270078 Insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 910429- 
0510. Violations noted.Major areas inspected:review of operational interface 
control.personnel access control, design & mods,secondary containment & fire protec¬ 
tion. 

PATTERSON.C.A., KELLOGG,P. Region 2 (Post 820201). 91/06/10. 12pp. 

58223:042-58223:053. 

9106270387 Forwards fitness-for-duty insp repts 50-259/91-18, 50-260/91-18 & 50- 
296/91-18 on 910430-0503 & notice of violation.NRC concerned because violation 
raises questions about supervision of plant collection facility. 

WILSON,B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 58233:156-58233:170 

-9106270393 Notice of violation from msps on 910430-0503.Violations noted:rear door 
to designated collection site found open & unattended,allowing potential for unauthor¬ 
ized personnel access during collection & storage of specimens. 

WILSON,B.A. Region 2 (Post 820201). 91/06/11. 2pp. 58233:160-58233:161. 

-9106270396 Insp repts 50-259/91-18,50-260/91-18 & 50-296/91-18 on 910430- 
0503.Violations noted.Major areas inspected:fitness for duty program,including licens¬ 
ee policy,program administration & key program processes. 

TOBIN,W.J., THOMPSON,D.H., MCGUIRE,D.R. Region 2 (Post 820201). 91/06/05 
9pp. 58233:162-58233:170. 

9106270076 Ack receipt of 910524 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-259/91-07, 50-260/91-07 & 50-296/91-07. 

WILSON,B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58223:072-58223:074. 

9106270096 Ack receipt of 910510 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-259/91-06, 50-260/91-06 & 50-296/91-06. 

WILSON,B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58223:269-58223:271. 

9106250141 Responds to NRC 910517 Itr re violations noted in Insp Repts 50-259/91- 
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards info.Enel withheld 
(ref 10CFR73.21). 

MEDFORD,M.O. Tennessee Valley Authority. 91/06/17. Document Control Branch 
(Document Control Desk). 2pp. 58234:309-58234:310. 

9106260164 Responds to NRC 910510 Itr re violations noted in Insp Repts 50-259/91- 
10,50-260/91-10 & 50-296/9-10.Corrective actions: mod closure process for vacuum 
breakers revised & new nuclear power std on equipment clearances issued. 
MEDFORD,M.O. Tennessee Valley Authority. 91/06/21. Document Control Branch 
(Document Control Desk). 10pp. 58225:346-58225:355. 


R. Periodic operating reports & related correspondence 

9106180446 Monthly operating repts for May 1991 for Browns Ferry Units 1,2 & 3.W/ 
910614 Itr. 

RATLIFF,S.A.. CARIER.P.P. Tennessee Valley Authority. 91/05/31. 10pp. 58172:023- 
58172:032. 


S. Reportable occurrences, LERs & related correspondence 

9106120125 Part 21 rept re failure to comply w/purchase orders when shipping 12 
3000# socket weld unions,ASTM B247 Alloy 6061-T6 & three 150# pipe 
flanges,ASTM B62 cast brass.Matl supplied following commercial program. 
WOOTTON.M.H. Connex Pipe Systems. Inc. 91/04/05. KEPPLER.J.G. Region 3 (Post 
820201). 3pp. 58125:238-58125:240. 

9106110271 LER 91-006-00:on 910507,unplanned ESF actuation occurred when control 
room emergency ventilation sys initiated. Caused by design which made it difficult to 
perform work. Util will evaluate need for design change.W/910606 Itr. 

WETZEL,S.A., ZERINGUE.O.J. Tennessee Valley Authority. 91/06/06. 5pp. 
58162:025-58162:029. 

9106200151 LER 91-004-01:on 910419,pumps unexpectedly auto-started during per¬ 
formance of surveillance instruction re common accident signal logic.Caused by per¬ 
sonnel error.Assistant unit operator counseled.W/910617 Itr. 

AUSTIN,S., ZERINGUE.O.J. Tennessee Valley Authority. 91/06/17. 5pp. 58209:077- 
58209:081. 


V. Operator Examinations 

9106110038 Confirms 910522 staff meeting to be held in Atlanta,GA to discuss operator 
training & requalification testing. 

WILSON,BA Region 2 (Post 820201). 91/05/08. NAUMAN.D.A. Tennessee Valley 
Authority’ 3pp. 57996:232-57996:234. 
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F. Security, medical, emergency & fire protection plans 


9106110018 Forwards FEMA rept for offsite portion of "Browns Ferry Nuclear Pow< 
Plant Exercise of 891101-02." 

WILSON,BA Region 2 (Post 820201) 91/05/17 NAUMAN.D A Tennessee Valle 
Authority 3pp 57995:081-57995 155 

9106070216 Rev 9 to EPIP BFN-EPIP-1, “Emergency Plan Classification Logic" \A 
910530 Itr. 

CARIER.P P. Tennessee Valley Authority 91/05/30 24pp 58049.045-58049-068 

9106140184 Forwards Rev 17 to physical security/contingency plan to reflect testing i 
CCTV sys,util planned commitment for CCTV assesment & use of roving patrols £ 
compensatory measures. Rev withheld (ref 10CFR73 21) 

WALLACE.E G Tennessee Valley Authority 91/06/07 Document Control Branc 
(Document Control Desk) 3pp. 58126-316-58126-318 

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 c 
910429-0510 & notice of violation 

WILSON,B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valle 
Authority. 5pp 58223:035-58223.053. 

-9106270078 Insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 91042! 
0510.Violations noted. Maior areas inspected:review of operational interfac 
control.personnel access control, design & mods,secondary containment & fire protei 
tion 

PATTERSON.C.A. Region 2 (Post 820201). 91/06/10 12pp. 58223:042-58223:053 

9106140157 Forwards comments re review of plant operator instructions developmei 
guidelines.Notification of staff of end comments not incorporated by 911231 reques 
ed. 

ROSS.T M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603 
91/06/12. NAUMAN.D.A. Tennessee Valley Authority. lOpp 58143.304-58143 313. 

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs,including Rev 9 1 
CECC-EPIP-2 & CECC-EPIP-3,Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 
to CECC-EPIP-I.Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC 
EPIP-8. 

WALLACE.E.G. Tennessee Valley Authority 91/06/13. 200pp. 58236:107-58236:30! 

9106250141 Responds lo NRC 910517 Itr re violations noted in Insp Repts 50-259/9 
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards info Enel withhel 
(ref 10CFR73.21). 

MEDFORD,M.O. Tennessee Valley Authority 91/06/17. Document Control Branc 
(Document Control Desk). 2pp. 58234:309-58234.310. 


H. General correspondence 

9105210233 Responds to 910424 Itr to Carr expressing concern of Tennessee Valle 
Energy Coalition re TVA nuclear program. Corporate & plant mgt changes have i 
creased depth & diversity of mgt nuclear experience. 

TAYLOR,J.M. Ofc of the Executive Director for Operations 91/05/13 SASSER, 
Senate. 3pp. 58159:088-58159:096. 

-9105210236 Forwards Tennessee Valley Energy Coalition concerns re nuclear pr 
gram at TVA. 

SASSER,J. Senate. 91/04/24. CARR.K.M. Commissioners (Post 750119). 6p 
58159:091-58159:096. 


J. Insurance & indemnity information 


9106050205 Forwards listing of status of onsite property damage insurance in effect 
f dcilitios 

WALLACE.E.G. Tennessee Valley Authority. 91/05/30. Document Control Branc 
(Document Control Desk). 3pp. 58008:145-58008:147. 


P. Operating license stage documents & correspondence 


9106110031 Confirms telcon between P Sales & PJ Kellog of NRC re mgt meeting to t 
held at facility on 910513 to discuss plant restart. 

WILSON.B.A. Region 2 (Post 820201). 91/05/07. NAUMAN.D.A. Tennessee Valle 
Authority. 3pp. 57997:173-57997:175. 

9106280161 Advises of implementation of Generic Ltr 88-14 for instrument air supp 
problems affecting safety-related equipment. 

ZERINGUE.O.J. Tennessee Valley Authority. 91/05/17. Document Control Branc 
(Document Control Desk). 3pp. 58272:092-58272:094. 

9106140024 Responds to NRC 910212 request for addl info re diesel generator fuel < 
sampling requirements.Results of comparison study between STS for BWRs & u 
diesel generator fuel oil sampling program described in end. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/10. Document Control Branc 
(Document Control Desk). 6pp. 58147:301-58147:306. 

9106190242 Forwards corrective action plan & design criteria for lower drywell ste 
platforms & miscellaneous steel. 

ZERINGUE.O.J. Tennessee Valley Authority. 91/06/12. Document Control Branc 
(Document Control Desk). 11pp. 58189:224-58189:250. 

-9106190247 Design Criteria BFN-50-C-7100,Attachment F, “Browns Ferry Nude 
Plant Detailed Design Criteria for Structrual & Miscellaneous Steel/Components f 
Class I & II Structures.” 

* Tennessee Valley Authority. 91/06/12. 16pp. 58189:235-58189:250. 

9106190277 Provides clarification of info provided at 910423 Commission briefing. 
WALLACE.E.G. Tennessee Valley Authority. 91/06/13. Document Control Brani 
(Document Control Desk). 5pp. 58187:357-58187:361. 


9106200123 Forwards "Reactor Containment Bldg Integrated Leak Rate Test Browns 
Ferry Nuclear Plant Unit 2 Conducted on 910317-18 " Test performed to demonstrate 
continuing leak-tight integrity of reactor bldg primary containment. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/17 Document Control Branch 
(Document Control Desk). 2pp. 58204'189-58204:292. 

-9106200125 “Reactor Containment Bldg Integrated Leak Rate Test,Browns Ferry Nu¬ 
clear Plant Unit 2 Conducted on 910317-18.” 

* Tennessee Valley Authority. 91/05/30. 100pp. 58204:192-58204:292. 

9106240178 Submits results of 910604-05 senior manager review of performance of nu¬ 
clear power plants to focus resources on those plants & related issues of greatest 
safety significance. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/18. 
KINGSLEY,O.D. Tennessee Valley Authority. 3pp. 58195:216-58195:218. 


CL Inspection reports, IE Bulletins & correspondence 

9106110122 informs of reversal of NRC decision not to respond to severity level IV & V 
notices of violations when responses completely acceptable. 

WILSON.B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:107-57998:110. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050260 Forwards insp rept 50-260/91-202 on 910415-19.No issues identified that 
would affect restart of facility.Verified appropriate corrective actions implemented to 
address restart concerns identified in original insp. 

VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411). 91/05/30. 
NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58008:166-58008:183. 

-9106050264 Insp rept 50-260/91-202 on 910415-19.No violations noted. Major areas 
inspected:operations & operations support activities,unit separation program & field 
implementation & corrective actions re restart concerns. 

KOLTAY.P.S., NORKIN.D.P., IMBRO.E.V Special Inspection Branch. 91/05/28. 13pp. 
58008:169-58008:183. 

9106050272 Responds to NRC 910412 Itr re open items noted in Operational Readi¬ 
ness Assessment Team Insp Rept 50-260/91-201 .Corrective actions:Site Std Practice 
2.2 developed re writing instructions & writers guides. 

ZERINGUE.O.J. Tennessee Valley Authority. 91/05/30. Document Control Branch 
(Document Control Desk). 13pp. 58008:070-58008:082. 

9106060109 Forwards Insp Repts 50-259/91-11,50-260/91-11 & 50-296/91-11 on 
910325-29 & 0415-19.No violations or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/05/30. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58010:288-58010:301. 

-9106060111 Insp Repts 50-259/91-11,50-260/91-11 & 50-296/91-11 on 910325-29 & 
0415-19.No violations or deviations noted.Major areas mspected:previous open items 
& concerns re safety related piping sys. 

CHOU.R.C., BLAKE,J.J. Region 2 (Post 820201). 91/05/23. 12pp. 58010:290- 
58010:301. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.’’ Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110166 Forwards insp repts 50-259/91-20,50-260/91-20 & 50-296/91-20 on 
910513-17.No violations or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/05/31. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:166-57998:173 

-9106110174 Insp repts 50-259/91-20,50-260/91-20 & 50-296/91-20 on 910513-17.No 
violations or deviations noted.Major areas inspected thermal expansion program,piping 
vibration monitoring program & results of sys 10-yr hydrostatic test. 

LENAHAN.J., BLAKE,J. Region 2 (Post 820201). 91/05/30 5pp. 57998:169- 
57998:173. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 
910429-0510 & notice of violation. 

WILSON.B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley 
Authority. 5pp. 58223:035-58223:053. 

-9106270074 Notice of violation from insp on 910429-0510.Violation noted:on 
910430,four listed separation hold orders were placed on equipment in plant w/o 
completion of hold order form SDSP-216. 

WILSON.B.A. Region 2 (Post 820201). 91/06/11. 2pp. 58223:040-58223:041. 

-9106270078 Insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 910429- 
0510. Violations noted.Major areas inspected:review of operational interface 
control,personnel access control, design & mods,secondary containment & fire protec¬ 
tion. 

PATTERSON,C.A., KELLOGG,P. Region 2 (Post 820201). 91/06/10. 12pp. 

58223:042-58223:053. 

9106270387 Forwards fitness-for-duty insp repts 50-259/91-18, 50-260/91-18 & 50- 
296/91-18 on 910430-0503 & notice of violation.NRC concerned because violation 
raises questions about supervision of plant collection facility. 

WILSON.B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 58233:156-58233:170. 


-9106270393 Notice of violation from msps on 910430-0503 Violations noted:rear door 
to designated collection site found open & unattended,allowing potential for unauthor¬ 
ized personnel access during collection & storage of specimens 
WILSON.B.A. Region 2 (Post 820201) 91/06/11. 2pp. 58233:160-58233:161. 

-9106270396 Insp repts 50-259/91-18,50-260/91-18 & 50-296/91-18 on 910430- 
0503.Violations noted.Major areas inspected:fitness for duty program,including licens¬ 
ee policy,program administration & key program processes. 

TOBIN,W.J., THOMPSON,D.H., MCGUIRE,D.R. Region 2 (Post 820201). 91/06/05 
9pp. 58233:162-58233:170. 

9106270076 Ack receipt of 910524 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-259/91-07, 50-260/91-07 & 50-296/91-07. 

WILSON.B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D A. Tennessee Valley 
Authority. 3pp. 58223:072-58223:074. 

9106270096 Ack receipt of 910510 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-259/91-06, 50-260/91-06 & 50-296/91-06. 

WILSON.B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58223:269-58223:271. 

9106250141 Responds to NRC 910517 Itr re violations noted in Insp Repts 50-259/91- 
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards mfo.Enc! withheld 
(ref 10CFR73.21). 

MEDFORD,M.O. Tennessee Valley Authority. 91/06/17. Document Control Branch 
(Document Control Desk). 2pp. 58234:309-58234:310. 

9106260164 Responds to NRC 910510 Itr re violations noted in Insp Repts 50-259/91- 
10,50-260/91-10 & 50-296/9-10.Corrective actions: mod closure process for vacuum 
breakers revised & new nuclear power std on equipment clearances issued. 
MEDFORD,M.O. Tennessee Valley Authority. 91/06/21. Document Control Branch 
(Document Control Desk). 10pp. 58225:346-58225:355. 


R. Periodic operating reports & related correspondence 


9106180446 Monthly operating repts for May 1991 for Browns Ferry Units 1,2 & 3.W/ 
910614 Itr. 

RATLIFF,S.A., CARIER.P.P. Tennessee Valley Authority. 91/05/31. 10pp. 58172:023- 
58172:032. 


S. Reportable occurrences, LERs & related correspondence 

9106120125 Part 21 rept re failure to comply w/purchase orders when shipping 12 
3000# socket weld unions,ASTM B247 Alloy 6061-T6 & three 150# pipe 
flanges,ASTM B62 cast brass.Matl supplied following commercial program. 
WOOTTON.M.H. Connex Pipe Systems, Inc. 91/04/05. KEPPLER.J.G. Region 3 (Post 
820201). 3pp. 58125:238-58125:240. 

9106110012 PNO-I!-91-O31:on 910605,unusual event declared due to loss of primary 
containment w/reactor critical,temp at 370 F & pressure at 150 psig.TVA will maintain 
unit in cold shutdown until completion of incident investigation. 

BERNHARD.R. Region 2 (Post 820201). 91/06/05. 2pp. 57995:079-57995:080. 

9106190009 LER 91-010-00:on 910515,24 h limiting condition for operation expired & 
sys affected by reactor vessel water level transmitter not declared inoperable.Caused 
by inadequate procedures.Personnel trained.W/910611 Itr. 

RIDGELL.E.M., ZERINGUE.O.J. Tennessee Valley Authority. 91/06/11. 6pp. 
58191:014-58191:019. 

9106200168 LER 91-011-00:on 910514,standby gas treatment sys was declared inoper¬ 
able following discovery that SGT sys flow was oscillating.Caused by unexpected fail¬ 
ure of dresser coupling seal.Dresser coupling seal repaired.W/910614 Itr. 

AUSTIN,S.W., ZERINGUE.O.J. Tennessee Valley Authority. 91/06/14. 6pp. 

58209:087-58209:092. 

9106200144 LER 91-012-Q0:on 910519,unplanned ESF actuation occurred following re¬ 
actor protection sys bus deenergization.Caused by random equipment failure.Faiied 
RPS MG set motor removed & replaced.W/910617 Itr. 

WETZEL,S.A., ZERINGUE.O.J. Tennessee Valley Authority. 91/06/17. 5pp. 

58209:072-58209:076. 

9106270339 LER 91-004-01:on 910326,reactor protection sys actuation occurred.Cause 
undetermined.Ground fault in intermediate range monitor channel C detector cable 
shield removed.W/ 910624 Itr. 

WETZEL,S.A., ZERINGUE.O.J. Tennessee Valley Authority. 91/06/24. 5pp. 

58256:102-58256:106. 

9106270359 LER 91-006-01 :on 910329,unplanned reactor protection sys actuation 
occurred.Caused by unexpected failure of LPRM. LPRM placed in bypass mode & will 
be replaced during Cycle 6 refueling outage.W/910624 Itr. 

RIDGELL.E.M., ZERINGUE.O.J. Tennessee Valley Authority. 91/06/24. 6pp. 
58256:107-58256:112. 


V. Operator Examinations 


9106110038 Confirms 910522 staff meeting to be held in Atlanta,GA to discuss operator 
training & requalification testing. 

WILSON.B.A. Region 2 (Post 820201). 91/05/08. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:232-57996:234. 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106270034 Forwards “Brunswick Nuclear Power Plant Exercise.” No deficiencies 
identified,but four areas requiring corrective actions noted & several items recom¬ 
mended for improvement. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/14. EURY.L.W. Carolina Power & Light 
Co. 3pp. 58222:272-58222:314. 
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—9105130196 Revised "Brunswick Nuclear Power Plant Exercise," conducted on 
900403. 

* Federal Emergency Management Agency 91/01/18. 42pp. 58222:275-58222.314. 

9106050258 Suppls 891208 response to deficiencies noted in Insp Rept 50-261/89-16 
re EOPs.Activities associated w/upgrade of EOP setpoint document will be completed 
by 911231 & include plant-specific calculational basis for certain setpoints. 

DIETZ,CR Carolina Power & Light Co 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58003:299-58003:300. 

9106260409 Revised EPIPs,including Rev 8 to PEP-351, "Emergency Environ Monitor¬ 
ing” & Rev 4 to PEP-156, “Environ Monitoring Team Leader." W/910617 Itr. 
SHEPPARD,J.J. Carolina Power & Light Co. 91/06/17 21pp. 58234:328-58234:348. 


G. Adjudicatory correspondence 

9106280026 Order.* Commission has not taken final action on petition to review ALAB- 
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certificate of Svc.Served on 910617. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11844. 91/06/11 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 


P. Operating license stage documents & correspondence 


9106040172 Forwards amend 135 to license DPR-23 & safety evaluation. Amend ex¬ 
tends expiration date from 070413 to 100731. 

LO.R.H. Project Directorate 11-1. 91/05/21. EURY.L.W. Carolina Power & Light Co. 
3pp. 57894:113-57894:121. 

—9106040175 Amend 135 to license DPR-23,extending expiration date for license from 
070413 to 100731. 

MENDIOLA.A.J. Project Directorate 11-1. 91/05/21. 2pp. 57894:116-57894:117. 

-9106040177 Safety evaluation supporting amend 135 to license DPR-23. 

' Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/21. 4pp. 
57894:118-57894:121. 

9106060270 Forwards notice of denial of amend to facility OL & opportunity for hearing 
& supplies justification for decision. 

LO.R.H. Project Directorate 11-1. 91/05/31. EURY.L.W. Carolina Power & Light Co. 
3pp. 57935:014-57935:018. 

—9106060274 Notice of denial of amend to facility OL DPR-23 & opportunity for 
hearing.Amend revised one-point calibration check of excore nuclear power range de¬ 
tectors from monthly interval to interval of once per EFPM. 

MENDIOLA.A.J. Project Directorate 11-1. 91/05/31. 2pp. 57935:017-57935.018. 

9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on motor- 
operated valve programmer NRC Bulletin 85-003.Util participating in EPRI motor-oper¬ 
ated valve performance program & wil! monitor results. 

VAUGHN,G.E. Carolina Power & Light Co 91/06/06. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 58095:243-58095.249. 

9106270274 Forwards fitness for duty rept on chemical testing lab performance 
testing,per 10CFR26,App A. 

FLOYD.S.D. Carolina Power & Light Co. 91/06/24. Document Control Branch (Docu¬ 
ment Control Desk). 17pp. 58245:313-58245:329 

9106280025 Discusses util 900319 & 910507 Itrs in response to generic Itr 89-19.Util 
confirmation provides adequate basis to consider NRC review of response complete. 
LO.R.H. Project Directorate 11-1. 91/06/24. EURY.L W. Carolina Power & Light Co. 
2pp. 58243:185-58243:186. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110147 Notifies of NRC reversed position re providing written ack of receipt/review 
of responses to notice of violations. 

EBNETER.S.D. Region 2 (Post 820201) 91/03/19. EURY.L.W. Carolina Power & 
Light Co. 4pp. 57998:162-57998:165. 

9106110030 Confirms dates of 910610-14 for NRC team insp at facility. Insp will exam¬ 
ine program developed in response to generic Itr 89-10, "Safety-Related Motor-Oper¬ 
ated Valve Testing & Surveillance.” 

JULIAN,C.A. Region 2 (Post 820201). 91/04/30. EURY.L.W. Carolina Power & Light 
Co. 3pp. 57996:203-57996:205. 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050258 Suppls 891208 response to deficiencies noted in Insp Rept 50-261/89-16 
re EOPs.Activities associated w/upgrade of EOP setpoint document will be completed 
by 911231 & include plant-specific calculational basis for certain setpoints. 

DIETZ,C.R. Carolina Power & Light Co. 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58003:299-58003:300. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106070289 Forwards 90-day inservice insp rept for second refueling outage of third 40- 


9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on motor- 
operated valve program,per NRC Bulletin 85-003.Util participating in EPRI motor-oper¬ 
ated valve performance program & will monitor results. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/06. Document Control Branch (Doc¬ 
ument Control Desk). 7pp 58095:243-58095.249 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc 85pp. 58162:159-58162:244. 

9106200180 Confirms payment of NRC Insp Fees on 910614 for period of 900923- 
1229. 

FLOYD,S D. Carolina Power & Light Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk) 2pp. 58200:044-58200 045. 


R. Periodic operating reports & related correspondence 


9106180451 Monthly operating rept for May 1991 for Robinson Steam Electric Plant 
Unit 2.W/910611 Itr. 

GROOMS,J , SHEPPARD,J J. Carolina Power & Light Co. 91/05/31 6pp 58171 315- 
58171:320. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106170046 LER 91-007-00:on 910519,licensee maint personnel identified that mamt 
surveillance test had not been performed as scheduled.Caused by personnel 
error.Work schedules being posted in specified location.W/910606 Itr. 

BAUR.D.H., SHEPPARD.J.J. Carolina Power & Light Co. 91/06/06. 5pp. 58162:076- 
58162:080. 

9106180356 LER 91-006-00:on 910514,discovered that insufficient analysis existed to 
ensure adequacy of long-term core cooling in post-LOCA condition.Caused by inad¬ 
equate calculations.Design basis document completed.W/910610 Itr. 

CROOK,R.D., SHEPPARD.J.J. Carolina Power & Light Co. 91/06/10. 6pp. 58178:087- 
58178:092. 

9106200062 Provides corrected cover Itr to LER 91-006-00. 

SHEPPARD.J.J. Carolina Power & Light Co. 91/06/13. Document Control Branch 
(Document Control Desk). Ip. 58200:198-58200-198. 


V. Operator Examinations 


9106130296 Confirms that funds were electronically transferred to US Dept of 
Treasury,NRC on 910607 for payment of Part 55 svcs pursuant to 10CFR170. 
FLOYD.S.D. Carolina Power & Light Co 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58111:115-58111:116. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency & fire protection plans 


9106050346 EPIPs including,Rev 37 to EPIP index & Rev 28 to A.2-001, "Emergency 
Organization." W/910530 Itr. 

FEY.F.L. Northern States Power Co. 91/05/30. 71pp. 58004:301-58005.010. 

9106060037 Forwards Rev 9 to security force training & qualification plan.elimmating 
hip-fire position for shotgun qualifications & increasing qualification std for point shoul¬ 
der position.Rev withheld (ref 10CFR73.21). 

PARKER,T.M. Northern States Power Co. 91/05/30. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58001:349-58001-349. 

9106110005 Forwards safety insp rept 50-263/91-10 on 910520-24.No violations noted. 
GREGER.L.R. Region 3 (Post 820201). 91/06/03. EUASON.L.R. Northern States 
Power Co. 2pp. 57995:032-57995:045. 

—9106110007 Insp rept 50-263/91-10 on 910520-24.No violations noted. Major areas 
inspected:emergency preparedness program, followup ori emergency plan activations 
& operational status of emergency preparedness program. 

FOSTER,J., CANIANO.R. Region 3 (Post 820201). 91/05/31. 12pp. 57995:034- 
57995:045. 


P. Operating license stage documents & correspondence 

9106070100 Discusses 910424 & 25 visits to plant to review design & scanning capabili¬ 
ties of ABB Tekmska Rontgencentralen manipulator for ultrasonic exam of BWR 
vessel sheld welds. 

GIESKE.J.H. Sandia National Laboratories. 91/04/26. HUM.M. NRC - No Detailed Af¬ 
filiation Given. 4pp. 58015:271-58015:273. 

9106040363 Forwards corrected Tech Spec page to amend 78 to license DPR-22. 
LONG,W. Project Directorate 111-1. 91/05/22. PARKER,T.M. Northern States Power 
Co. 3pp. 57901:293-57901:297. 

—9106050266 Errata to Amend 78 to license DPR-22,consisting of corrected Tech Spec 
page. 

* Project Directorate 111-1. 91/05/22. 2pp. 57901:296-57901:297. 

9106060052 Advises that util will submit environ rept suppl to demonstrate that environ 
impacts which may occur during license renewal period assessed.Outline of contents 
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9106190191 Forwards application for amend to License DPR-22,changing description of 
remote test panel for drywell-suppression chamber vacuum breakers to reflect new 
test switches installed as part of control room human factors upgrade. 

PARKER,T.M. Northern States Power Co 91/06/13. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58186:078-58186‘099. 

-9106190199 Application for amend to license DPR-22,changing description of remote 
test panel for drywell-supression chamber vacuum breakers reflecting new test switch¬ 
es installed as part of control room human factors upgrade. 

PARKER.T.M. Northern States Power Co. 91/06/13. Document Control Branch (Doc¬ 
ument Control Desk) 6pp. 58186 080-58186:085. 

-9106190207 Proposed tech specs pages marked up reflecting increased minimum 
level to be maintained in diesel fuel oil storage tanks accounting for permissible vari¬ 
ations in specific gravity of diesel fuel. 

* Northern States Power Co. 91/06/13. 14pp. 58186:086-58186:099. 

9106200207 Informs NRC of actions taken to investigate & repair indication discovered 
in suppression chamber (torus) shell plate during 1991 refueling outage. 

PARKER,T.M. Northern States Power Co. 91/06/17. Document Control Branch (Doc¬ 
ument Control Desk). 47pp. 58201:001-58201:048. 

9106270011 Confirms plans for 910710 mgt meeting in Glen Ellyn,IL to discuss issues 
identified during maint team insp.refueling outage & personnel safety issues. 
GREENMAN.E.G. Region 3 (Post 820201). 91/06/21. ELIASON.L.R. Northern States 
Power Co. Ip. 58222:208-58222:208. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co of New York, Inc. 84pp. 58146:088-58146:172. 

9106070220 Responds to NRC 910503 Itr re violations noted in insp rept 50-263/91- 
02.Corrective actionsutem included in future engineering/staff training sessions & addl 
clarification & guidance for proper correction of data entry error provided. 

ELIASON.L.R. Northern States Power Co. 91/06/03. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 58016:326-58016:332. 

9106110005 Forwards safety insp rept 50-263/91-10 on 910520-24.No violations noted. 
GREGER.LR. Region 3 (Post 820201). 91/06/03. ELIASON.L.R. Northern States 
Power Co. 2pp. £7995:032-57995:045. 

-9106110007 Insp rept 50-263/91-10 on 910520-24.No violations noted. Major areas 
mspected:emergency preparedness program, followup on emergency plan activations 
& operational status of emergency preparedness program. 

FOSTER,J., CANIANO.R Region 3 (Post 820201). 91/05/31. 12pp. 57995:034- 
57995:045. 

9106110221 Forwards Safety Insp Rept 50 263/91-06 on 910422-25,0506-09 & 22- 
24.No violations noted. 

RING.M.A. Region 3 (Post 820201). 91/06/04. LARSON.C.E. Northern States Power 
Co. 2pp. 58098:105-58098:112. 

-9106110222 Safety Insp Rept 50-263/91-06 on 910422-25,0506-09 & 22-24. No viola¬ 
tions or deviations noted.Major areas inspected: inservice insp activities 
including,review of programs & procedures & observations of work activities. 
WARD.K.D.. DANIELSON.D.H. Region 3 (Post 820201). 91/06/03. 6pp. 58098:107- 
58098:112. 

9106120006 Forwards safety insp rept 50-263/91-08 on 910506-10. Violations noted. 
GREGER.LR. Region 3 (Post 820201). 91/06/05. ELIASON.L.R. Northern States 
Power Co. 2pp 58017:009-58017:019. 

—9106120008 Notice of violation from insp on 910506-10.Violation noted: door to high 
radiation area unlocked & unattended & failure to mark package “Radioactive-LSA" 
on 910131. 

GREGER.LR. Region 3 (Post 820201). 91/06/05. 7pp. 58017:011-58017:012. 

—9106120009 Insp rept 50-263/91-08 on 910506-10.Violations noted.Major areas 
inspected:radiation protection program during refueling outage,audits & 
appraisals.changes in organization & external & internal exposure control. 
KUNOWSKI.M.A.. SHAH.N., SCHUMACHER.M.C. Region 3 (Post 820201). 91/06/05. 
7pp 58017:013-58017:019. 

9106190039 Forwards insp rept 50-263/91-07 on 910416-0531.No violations noted. 
CLAYTON.B. Region 3 (Post 820201). 91/06/07. ELIASON.L.R. Northern States 
Power Co. 4pp. 58142:086-58142:107. 

—9106190045 Insp rept 50-263/91-07 on 910416-0531 .No violations noted. Major areas 
inspected:outage activities,onsite followup of events,ESF sys walkdown,maint & sur¬ 
veillance activities & engineering & technical support. 

DEFAYETTE.R.W. Region 3 (Post 820201). 91/06/07. 18pp. 58142:090-58142:107. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270011 Confirms plans for 910710 mgt meeting in Glen Ellyn,IL to discuss issues 
identified during maint team insp.refueling outage & personnel safety issues. 
GREENMAN.E.G. Region 3 (Post 820201). 91/06/21. ELIASON.L.R. Northern States 
Power Co. Ip 58222:208-58222:208. 


R. Periodic operating reports & related correspondence 


9106190071 Monthly operating rept for May 1991 for Monticello Nuclear Generatir 
Plant.W/910613 Itr. 

PAUSTIAN.H.H., PARKER,T.M. Northern States Power Co. 91/05/31. 5p 
58185:304-58185:308. 


S. Reportable occurrences, LERs & related correspondence 

9106030182 LER 91-009-00:on 910427,failure to meet cable separation requiremen 
noted.Caused by inadequate control of const activities.Off-gas low flow alarm circui 
modified. W/910528 Itr. 

SCOTT,D., PARKER,T.M. Northern States Power Co 91/05/28 6pp. 58091:16 
58091:173 

9106110266 LER 91-0l0-00:on 910507,reaction protection sys actuatic 

occurred.Caused by spurious increase of intermediate range monit 

signals.Investigation initiated.Procedures revised. W/910605 Itr. 

OLSON,J., PARKER,T.M. Northern States Power Co. 91/06/05. 5pp. 58162:02 
58162:024 

9106190388 LER 91-011-00:on 910513,containment combustible gas control sys d 
dared inoperable.Caused by failure of voltage regulator ch«ps in contr 
circuitry.Affected instruments channels repaired.W/910612 Itr. 

TOBIN,P„ PARKER.T.M. Northern States Power Co. 91/06/12. 8pp. 58209:11 
58209:126. 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-325 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected ut 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regul 
tion, Director (Post 870411). 8pp. 58213.214-58213:221. 

9106270326 LER 91-012-00:on 910524,unplanned emergency filtration tram actuatic 
occurred.Caused by momentary loss of power to control room ventilation-filtration tra 
control logic. Electronic current fuses revised.W/910621 Itr. 

FREBORG.J.G., PARKER.T.M. Northern States Power Co. 91/06/21. 5pp. 58256:09 
58256:096. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9106060029 Forwards exemption from certain requirements of App R to 10CFR50. 
BARRETT,R.J. Project Directorate 111-2. 91/05/21. KOVACH,T J. Commonweal 
Edison Co. 2pp. 57931:192-57931:198. 

-9106060039 Exemption from requirements of App R to 10CFR50, “Fire Protection Pr 
gram for Nuclear Power Facilities Operating Prior to 790101." 

BOGER.B.A. Division of Reactor Projects - III.IV.V (Post 901216). 91/05/21. Commo 
wealth Edison Co. 5pp. 57931:194-57931-198. 

9106110254 Grants exemption from requirements of App R for separation of redunda 
reactor vessel pressure & level indicating instruments in Unit 1 RB & separation 
redundant suppression pool level indicating instruments in RBs. 

BOGER.B.A. Division of Reactor Projects - III.IV.V (Post 901216). 91/05/21. 5j: 
58112:258-58112:262. 

9106050004 Advises that proposed scope of participation & objectives for faciliti 
emergency preparedness exercise scheduled for 910821 .acceptable. 

GREGER.L.R. Region 3 (Post 820201). 91/05/30. REED.C. Commonwealth Edisi 
Co. Ip. 57895:018-57895:018. 

9106270227 Revised procedures,including Rev 50 to OCP 400-0,Rev 4 to OCP 4C 
17,Rev 51 to QCP 400-0 & Rev 5 to CCP 400-17. 

* Commonwealth Edison Co. 91/06/07. 8pp. 58245:259-58245:266. 


P. Operating license stage documents & correspondence 

9106260006 Documents change hi Tech Spec audits conducted under utii nuclear C 
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Te 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A.B. Region 3 (Pc 
820201). 2pp. 58228:267-58228:268. 

9106110254 Grants exemption from requirements of App R for separation of redunds 
reactor vessel pressure & level indicating instruments in Unit 1 RB & separation 
redundant suppression pool level indicating instruments in RBs. 

BOGER.B.A. Division of Reactor Projects - III.IV.V (Post 901216). 91/05/21. 5[ 
58112:258-58112:262. 

9106060144 Notification of contract execution,mod l.task order 27,to "Nuclear Pov\ 
Reactor Design Insp Svcs.” Contractor: AECL Technologies. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-C 
90-031. 91/05/28. SCHWINK.W.S. Program Management, Policy Development 
Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. 1 
57935:264-57935:266. 

—9106060151 Ltr Contract NRC-03-90-031,mod l.task order 27,providing 72 professic 
al staff hours,to “Electrical Distribution Sys Functional Insp - Quad Cities,Nucte 
Power Design Insp Svcs.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-0( 
91 /05/23. SHIFLETT.D.R. AECL Technologies. 2pp. 57935:265-57935:266. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PA! 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden b 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwea 
Edison Co. 2pp. 57932:033-57932:034. 
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9106130260 Requests concurrence on proposed mod to HPCI steam exhaust line 
vacuum breaker configuration.Mod would significantly improve containment perform¬ 
ance by providing more reliable means for containment isolation during accident con¬ 
ditions. 

STOLS.R Commonwealth Edison Co 91/06/10. MURLEY.T.E Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 14pp. 581 11:257-58111-270 

9106130345 Responds to SALP rept presented on 91 0528.Have taken or will implement 
actions designed to address & resolve concerns identified during SALP 9 period 
KOVACH,T.J. Commonwealth Edison Co 91/06/10 Document Control Branch (Docu¬ 
ment Control Desk) 2pp. 58111.206-58111.207. 

9106180044 Summary of 910520 meeting w/util in Rockville,MD for util presentation of 
proposed plant mods re purge repressurization sys to comply w/10CFR50.55.List of 
attendees & viewgraphs end. 

SIEGEL,BL Project Directorate 111-2. 91/06/13. Project Directorate 111-2 29pp 
58176007-58176:035. 

9106270107 Application for amends to Licenses DPR-29 & DPR-3Q,ohangiug TS in 
840926 applications to include current instrument functional test & calibr requirements 
for analog trip units in Tech Spec Table 4.2-1. 

STOLS.R. Commonwealth Edison Co 91/06/13. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 6pp. 58264:270-58264.281. 

-9106270112 Proposed,revised Tech Spec Table 4.2-1 re instrument functional test & 
calibr requirements for analog trip units. 

* Commonwealth Edison Co. 91/06/13. 6pp. 58264:276-58264 281. 

9106240233 Forwards interim rept on human performance study program, summarizing 
study results,event characteristics & problems identified. 

BARETT.R J. Project Directorate 111-2. 91/06/14. EENIGENBURG.E. Commonwealth 
Edison Co. Ip. 58211:221-5821 1.266. 

9106260150 Application for amends to Licenses DPR-29 & DPR-30, reflecting util efforts 
to upgrade existing TS Section 1 0, “Definitions" & 3.0/4.0, “Applicability.” 

STOLS.R. Commonwealth Edison Co. 91/06/20. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 29pp. 58226:271-58226:349. 

-9106260152 Proposed,revised Tech Spec Section 1.0, “Definitions” & Section 3.0/4.0, 
“Applicability.” 

* Commonwealth Edison Co. 91 /06/20. 50pp. 58226:300-58226:349. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, inc. 84pp. 58146.001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100017 Forwards safety msp rept 50-254/91-12 & 50-265/91-08 on 910429- 
0503.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/03. REED.C. Commonwealth Edison 
Co. 2pp. 57932:025-57932:032. 

-9106100019 Insp repts 50-254/91-12 & 50-265/91-08 on 910429-0503.No violations 
noted.Major areas inspected:radiation protection program,audits & appraisals,changes 
in program.training & qualifications & external exposure controls. 

JANUSKA.A.G., SCHUMACHER,M.C. Region 3 (Post 820201). 91/06/03. 6pp. 
57932:027-57932:032. 

9106100452 Advises that nontraceable safety-related molded-case circuit breaker re¬ 
placement completed,per NRC Bulletin 88-010. 

TAYLOR,D.L. Commonwealth Edison Co. 91/06/07. Office of Nuclear Reactor Regu¬ 
lation, Director (Post 870411). 2pp. 58017:263-5801 7:264. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200036 Forwards insp repts 50-254/91-13 & 50-265/91-09 on 910420-0601.No 
violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 91/06/12. REED.C. Commonwealth Edison 
Co. 2pp. 58161:203-58161:216. 

-9106200040 Insp repts 50-254/91-13 & 50-265/91-09 on 910420-0601.No violations 
noted.Major areas inspected:operational safety verification,monthly maint 

observation,monthly surveillance observation,rept review & meetings. 

BURGESS,B. Region 3 (Post 820201). 91/06/11. 12pp. 58161:205-58161:216. 

9106260303 Suppls 900817 response to violations noted in insp Repts 50-254/89-24 & 
50-265/89-24.Corrective actions:individual leakage limits established.use of problem 
analysis data sheets will be required & leakages will be trended. 

STOLS.R. Commonwealth Edison Co. 91/06/19. DAVIS.A.B. Region 3 (Post 820201). 
2pp. 58237 075-58237:076. 

9106270219 Advises that no changes to initial SALP rept dtd 910509 necessary & rept 
should be considered final SALP rept. 

DAVIS.A.B. Region 3 (Post 820201). 91/06/19. REED.C. Commonwealth Edison Co. 
2pp. 58224:047-58224:053. 

-9106270230 Final SALP repts 50-254/91-01 & 50-265/91-01 for period 891201- 
910228. 

* Region 3 (Post 820201). 91/06/05. 3pp. 58224:049-58224:053. 


9106280166 Forwards Insp Repts 50-254/91-11 & 50-265/91-07 on 910401-0510 & no¬ 
tices of violation & deviation. 

MILLER.H.J. Region 3 (Post 820201) 91/06/24 REED.C Commonwealth Edison Co. 
4pp 58273 078-58273-109 

--9106280174 Notice of violation from insp on 910401-0510.Violation noted:licensee 
failed to implement adequate corrective action to replace GE type CR120A relays fail¬ 
ing as result of higher rated voltage applied to relay coils. 

MILLER.H J Region 3 (Post 820201) 91/06/24 2pp 58273:082-58273:083. 

--9106280180 Notice of deviation from insp on 910401-0510 Deviation noted breakers m 
250-volt dc sys sized so fault cut rent condition could exceed max current interrupting 
capability 

MILLER.H.J Region 3 (Post 820201) 91/06/24 Ip 58273:084-58273-084 

-9106280187 Insp Repts 50-254/91-11 & 50-265/91-07 on 910401-0510. Violations 
noted.Major areas inspected:special electrical distribution sys functional insp conduct¬ 
ed w/temporary instruction. 

BUTLER,DS„ GARDNER,R.N. Region 3 (Post 820201). 91/06/21. 20pp. 58273:085- 
58273 109. 


R. Periodic operating reports & related correspondence 


9106140182 Monthly operating repts for May 1991 for Quad Cities Nuclear Station,Units 
1 & 2.W/910603 Itr 

LOSEK-SHORT.C., ROBEY,R.A. Commonwealth Edison Co 91/05/31. 22pp. 

58147 258-58147:279 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.All 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp 58052-091-58052:092. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106100375 Advises that switchgear bypass mod completed within schedule committed 
to in 901221 request for schedular exemption from 10CFR5O 48(d)(4) re fire protec¬ 
tion features for dedicated shutdown sys 

FAY.C.W. Wisconsin Electric Power Co 91/06/04 SAMWORTH.R.B. Project Director¬ 
ate 111-3 2pp 58017:297-58017 298 

9106120222 Submits revs to QA program description,per Section 1 8 of FSAR.per 
910521 telcon w/Region III.Existing Class A fire door will be replaced w/250 F door & 
access to Q-list inlo limited by programmed computer security. 

FAY.C.W. Wisconsin Electric Power Co 91/06/04 Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58109.278-58109:279. 

9106190118 Forwards safety insp repts 50-266/91-08 & 50-301/91-08 on 9104 02-0520 
& notice of violation. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/06. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 58142:268-58142-290 

-9106190130 Insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520. Violations 
noted.Major areas mspected:plant operations, radiological controls,mamt/surveillance 
observations, emergency preparedness & security 

JACKIW.I.N. Region 3 (Post 820201). 91/06/06 20pp. 58142:271-58142:290. 

9106140002 Forwards assessment plan for turbine bldg fire hazards & potential impact 
on reactor safety,in preparation for 910717 site visit.Assessment performed in re¬ 
sponse to major turbine generator lube oil failure on 891019 in Spain. 
SAMWORTH.R.B. Project Directorate 111-3. 91/06/07. FAY.C.W. Wisconsin Electric 
Power Co. 6pp. 58143:339-58143:344. 


P. Operating license stage documents & correspondence 

9106050324 Application for amends to Licenses DPR-24 & DPR-27, consisting of TS 
Change Request 145,incorporating changes re pressurizer PORV & block valves 8 
overpressure mitigating sys operations,per Generic Ltr 90-06. 

FAY.C.W. Wisconsin Electric Power Co. 91/05/30. Document Control Branch (Docu¬ 
ment Control Desk). 16pp. 58004:076-58004:095. 

-9106050386 Proposed tech specs.revising specifications 15.3.1.A.5 & 15.3.15 & tables 
15.4.1-1 & 15.4.1-2 re pressurizer PORV & block valve requirements & overpressure 
mitigating sys operations for facility. 

* Wisconsin Electric Power Co. 91/05/30. 4pp. 58004:092-58004:095. 

9106060263 Informs that item re heat transfer capability of diesel generator glycol cool 
ers still open for verification. Response required within 30 days of implementation. 
SAMWORTH.R.B. Project Directorate 111-3. 91/05/30. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 57935:005-57935:007. 

9106100375 Advises that switchgear bypass mod completed within schedule committee 
to in 901221 request for schedular exemption from 10CFR5O.48(d)(4) re fire protec 
tion features for dedicated shutdown sys. 

FAY.C.W. Wisconsin Electric Power Co. 91/06/04. SAMWORTH.R.B. Project Director¬ 
ate 111-3. 2pp. 58017:297-58017:298. 

9106120222 Submits revs to QA program description,per Section 1.8 of FSAR.pei 
910521 telcon w/Region III.Existing Class A fire door will be replaced w/250 F door 8 
access to Q-list info limited by programmed computer security. 

FAY.C.W. Wisconsin Electric Power Co. 91/06/04. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58109:278-58109:279. 
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DOCKETED ITEMS 


9106100098 AcR receipt of 890215 proprietary & non-proprietary WCAP-12085, "Point 
Beach Unit 2 Steam Generator Tubing Anomalous Tube Roll Transitions." No com- 
ments provided. 

SAMWORTH.R.B. Project Directorate III-3 91/06/06. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 57994:314-57994:316. 

9106140002 Forwards assessment plan for turbine bldg fire hazards & potential impact 
on reactor safety,in preparation for 910717 site visit.Assessment performed in re¬ 
sponse to major turbine generator lube oi! failure on 891019 in Spam. 
SAMWORTH.R.B. Project Directorate 111-3. 91/06/07. FAY.C.W. Wisconsin Electric 
Power Co. 6pp. 58143:339-58143:344. 

9106170242 Forwards Rev 1 to “Pump & Valve inservice Testing Program Point Beach 
Nuclear Plant." 

FAY.C.W. Wisconsin Electric Power Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 58148:001-58148:200. 

-9106170244 “Pump & Valve lnservice Testing Program Point Beach Nuclear Plant.” 
* Wisconsin Electric Power Co. 91/05/28. 150pp. 58148:006-58148:200. 

9106200077 Informs of cycle 19 reload for facility unit 1. 

FAY.C.W. Wisconsin Electric Power Co. 91/06/13. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58204:017-58204:018. 

9106200008 Informs that review of 910326 QAP description complete QAP as revised 
continues to satisfy requirements of lOCFR50,app B & acceptable. 

WRIGHT,G.C. Region 3 (Post 820201). 91/06/17. FAY.C.W. Wisconsin Electric Power 
Co. ip. 58161:090-58161:090. 

9106210256 Notification of 910709 meeting w/facility in Rockville,MD to discuss engi¬ 
neering/const projects at facility.includmg diesel generators,station batteries conden¬ 
sate storage tanks & selected mgt issues. 

SAMWORTH.R.B. Project Directorate 111-3. 91/06/17. HANNON,J.N. Project Director¬ 
ate 111-3. 5pp. 58186:001-58186:005. 

9106210226 Advises that 900831 response to Generic Ltr 89-08 re erosion/corrosion- 
induced pipe wall thinning acceptable, based on implementation of program to ensure 
erosion/ corrosion will not lead to degradation of carbon steel sys. 

SAMWORTH.R.B. Project Directorate 111-3. 91/06/18. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 58208:001-58208:003. 

9106280170 Confirms plans to conduct 910711 meeting in Region III ofc to discuss op¬ 
erator sensitivity to plant conditions while in shutdown operations & other items of 
mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/24. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 58273 020-58273:020. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineenng.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040139 Forwards Safety Insp Repts 50-266/91-11 & 50-301/91-11 on 910506- 
10.No violations noted. 

GREGER.L.R. Region 3 (Post 820201) 91/05/28 FAY.C.W. Wisconsin Electric Power 
Co. 2pp. 58000:096-58000:105. 

-9106040143 Insp Repts 50-266/91-11 & 50-301/91-11 on 9l0506-10.No violations 
noted.Major areas inspected:radiation protection program including,organization.mgt 
controls & training, audits & appraisals & internal & external exposure control. 

KOZAK,T.J., CANIANO.R.J. Region 3 (Post 820201). 91/05/23. 8pp. 58000:098- 
58000:105. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110024 Forwards exam rept 50-266/OL-91-02 administered during wk of 910429. 
WRIGHT.G.C. Region 3 (Post 820201). 91/05/31. RAY.C.W. Wisconsin Electric Power 
Co. 2pp. 57995:325-57995:334. 

-9106110027 Exam rept 50-266/OL-91-02 administered during wk of 910429. Exam 
results:one reactor operator & one senior reactor operator passed written exam but 
failed operating exam. Five reactor operators & senior operators passed all exams. 
SHEMBARGER.K., BURDICK,T.M. Region 3 (Post 820201). 91/05/31. 2pp. 
57995:327-57995:334. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. “ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100047 Forwards insp rept 50-266/91-10 & 50-301/91-10 on 910513-17. No viola¬ 
tions noted. 

RING.M.A. Region 3 (Post 820201). 91/06/04. FAY.C.W. Wisconsin Electric Power 
Co. 2pp. 57932:062-57932:070. 

-9106100054 Insp repts 50-266/91-10 & 50-301/91-10 on 9105l3-17.No violations 
noted.Major areas inspectedrlicensee implementation of post accident monitoring in¬ 
strumentation in accordance w/reg guide 1.97,rev 2. 

KOPP.MJ, GAINTY.C.A, JABLONSKI.F.J, Region 3 (Post 820201). 91/06/03. 6pp. 
57932:064-57932:070. 

9106190118 Forwards safety insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520 
& notice of violation. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/06. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 58142:268-58142:290. 

—9106190123 Notice of violation from insp on 910402-0520.Violation notedrerror on 
data sheet two directing shutting of wrong block valve caused inadvertent actuation of 
low temp overpressure protection. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/06. 2op. 58142:270-58142:270. 


-9106190130 Insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520. Violation 
noted.Major areas inspected:plant operations, radiological controls,mamt/surveillanc 
observations, emergency preparedness & security. 

JACKIW.I.N Region 3 (Post 820201). 91/06/06. 20pp. 58142:271-58142-290 

9106130238 Discusses plant specific thermal stratification analysis results & completio 
date extension request for completion of Action Item l.d of NRC Bulletin 88-011. 
FAY.C.W. Wisconsin Electric Power Co. 91/06/07. Document Control Branch (Doci 
ment Control Desk). 8pp. 58111:084-58111:091. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc li< 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/1C 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


9106180060 Forwards safety insp repts 50-266/91-09 & 50-301/91-09 on 91042-1 
25,0501-03,0520-23 & 0528.No violations noted. 

RING.M.A. Region 3 (Post 820201) 91/06/13. FAY.C.W. Wisconsin Electric Powe 
Co. 2pp. 58120:165-58120:174. 

-9106180068 Safety insp repts 50-266/91-09 & 50-301/91-01 on 910424-25, 0501 
03,0520-23 & 0528.No violations noted.Major areas inspected.lSI activities includin 
review of program, procedures & observation of work & work activities. 
SCHAPKER.J.F., DANIELSON,D.H. Region 3 (Post 820201). 91/06/12. 8pj 
58120:167-58120:174. 


R. Periodic operating reports & related correspondence 


9106140179 Monthly operating repts for May 1991 for Point Beach Nuclear Plant,Unit 
1 & 2.W/910610 ltr. 

PETERSON,D.C., FAY.C.W. Wisconsin Electric Power Co. 91/05/31. 9pp. 58143:314 
58143:322. 


S. Reportable occurrences, LERs & related correspondence 

9106140174 LER 91-004-00:on 910510,violation of containment integrity occurred re pr 
mary sys temp exceeding 200 degrees.Caused by negligence due t 
operator.Performed cooldown utilizing RHR immediately following discovery c 
event.W/910610 ltr. 

REISENBUECHIER, FAY.C.W. Wisconsin Electric Power Co. 91/06/10. 5pf 
58178:042-58178:046. 


V. Operator Examinations 


91061*10024 Forwards exam rept 50-266/OL-91-02 administered during wk of 91042S 
WRIGHT.G.C. Region 3 (Post 820201). 91/05/31. RAY.C.W. Wisconsin Electric Pow« 
Co. 2pp. 57995:325-57995:334. 

--9106110027 Exam rept 50-266/OL-91-02 administered during wk of 910429. Exar 
results:one reactor operator & one senior reactor operator passed written exam bi 
failed operating exam. Five reactor operators & senior operators passed all exami 
SHEMBARGER.K., BURDICK.T.M. Region 3 (Post 820201). 91/05/31. 2pi 

57995:327-57995:334. 

9106180198 Advises that operator & senior operator licensing exams scheduled for w 
of 910923.Listed ref matl requested 60 days prior to exam date. 

WRIGHT.G.C. Region 3 (Post 820201). 91/06/12. FAY.C.W. Wisconsin Electric Pow< 
Co. 11pp. 58121:052-58121:062. 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 


9106110134 Issue 3 to FPOR-0, "Fire Protection Operability,” Issue 6 to FPOR-i: 
“Fire Protection Operability Requirements - Fire Barriers,” Issue 6 to FPOR-14, “Fir 
Protection Operability Requirements - Fire Doors" & Issue 4 to FPOR-15. 

* Public Service Co. of Colorado. 91/05/08. 26pp. 58095:216-58095:242. 

9106040165 Forwards revised physical security plan for proposed ISFSI, incorporatin 
clarifications discussed during May 1991 telcon w/C Gaskins.Plan withheld (r< 
10CFR73.21). 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/05/30. Fuel Cycle Safe! 
Branch. 2pp. 57999:294-57999:295. 

9106260397 Forwards ISFSI physical security plan,including detailed info r 
searches,alarm sys & security procedures to be implemented during ISFSI loadmg.fc 
review.EncI withheld (ref 10CFR73.21). 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/05/30. Office of Nuclear Matei 
al Safety & Safeguards. 3pp. 58217:119-58217:122. 

9106100005 Advises of schedular delays in submitting decommissioning cost estimate 
decommissioning emergency response plan.Cost estimate & plan will be submitted t 
910617. 

BREY.H.L. Public Service Co. of Colorado. 91/05/31. WEISS,S.H. Non-Power Real 
tors, Decommissioning & Environmental Proj. Dir. (Post 901216). 2pp. 58092-06! 
58092:066. 


9106240276 Issue I to Sections 1 through 9 of emergency response plan f< 
decommissioning.W/910617 ltr. 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/06/17. WEISS,S.H. Non-Powi 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 72di 
58210:201-58210:272. 


I. Financial information 


DOCKETED ITEMS 3« 


9106100005 Advises of schedular delays in submitting decommissioning cost estimate & 
decommissioning emergency response plan Cost estimate & plan will be submitted by 
910617 

BREY.H.L. Public Service Co. of Colorado. 91/05/31. WEISS.S.H. Non-Power Reac¬ 
tors, Decommissioning & Environmental Proj. Dir. (Post 901216). 2pp. 58092 065- 
58092:066. 


J. Insurance & indemnity information 


9106240218 Informs that financial info submitted in 910610 itr satisfies requirements of 
section 140.21 of 10CR140. 

NASH.D.A. Policy Development & Technical Support Branch (Post 870411) 91/06/ 
17. POLLACK.S.G. Colorado, State of. Ip. 58198:027-58198:027 


P. Operating license stage documents & correspondence 


9101030294 Recommends approval of recommended criteria for each phase of plant 
decommissioning process & issuance of “possession only" license amend. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. SECY-90-421. 90/12/27. 
39pp. 70633:132-70633:170. 

9106130073 Positive ballot re SECY-90-421, “Decommissioning Criteria for Fort St Vram 
as Prematurely Shutdown Plant.” 

ROGERS,K.C. Commissioners (Post 750119). 91/01/07. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58112:136-58112:136. 

9106130059 Partly negative & partly positive ballot re SECY-90-421, “Decommissioning 
Criteria for Fort St Vram as Prematurely Shutdown Plant." 

CURTISS,J.R. Commissioners (Post 750119). 91/01/15. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 8pp. 58112:128-58112:135. 

9106130058 Partly negative & partly positive ballot re SECY-90-421, “Decommissioning 
Criteria for Fort St Vrain as Prematurely Shutdown Plant." 

REMICK Commissioners (Post 750119). 91/01/17. CHILK.S.J. Office of the Secretary 
of the Commission. 3pp. 58112:138-58112:140. 

9106130243 Staff requirements memo re SECY-90-421, “Decommissioning Criteria for 
Fort St Vrain as Prematurely Shutdown Plant." 

CHILK.S.J. Office of the Secretary of the Commission. 91/02/05. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. Ip. 58112:028-58112:028. 

9106130234 Revised staff requirements memo re SECY-90-421, “Decommissioning Cri¬ 
teria for Fort St Vrain as Prematurely Shutdown Plant.” 

CHILK.S.J. Office of the Secretary of the Commission. 91/02/15. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 2pp. 58112:023-58112:024. 

9106120233 Partial response to FOiA request for documents re facility status & 
developments.App D end & being made available in PDR.Portions of app E & all app 
F records withheld (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 8pp. 58090:210- 
58090:260. 

—9106120304 Concurs w/staff proposal in SECY-90-391 re facility status & develop¬ 
ments. 

CURTISS Commissioners (Post 750119). 90/12/13. TAYLOR,J.M. Ofc of the Execu¬ 
tive Director for Operations. Ip. 58090:228-58090:228. 

9106130228 Staff requirements memo re SECY-90-421, “Decommissioning Criteria for 
Fort St Vrain as Prematurely Shutdown Plant." 

CHILK.S.J. Office of the Secretary of the Commission. 91/05/20. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 9pp. 58110:237-58110:245. 

9106040194 Forwards amend 82 to license DPR-34 & safety evaluation. Amend modi¬ 
fies license to possession only status,per 891121, 

900425,910222,0306,0327,0423,0503 & 10 applications. 

ERICKSON,P.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/05/21. CRAWFORD,A.C. Public Service Co. of Colorado. 3pp. 
57894:127-57894:141. 

—9106040199 Amend 82 to license DPR-34,modifying license to possession only status. 
CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/05/21. 3pp. 57894:130-57894:132. 

—9106040204 Safety evaluation supporting amend 82 to license DPR-34. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/21. 9pp. 
57894:133-57894:141. 

9106050101 Notification of 910530 meeting w/util in Clover,SC to discuss status of vari¬ 
ous licensing activities & safety initiatives at plants. 

MARTIN,R. Project Directorate 11-3. 91/05/23. MATTHEWS,D.B. Project Directorate II- 
3. 4pp. 57931:073-57931:076. 

9106210112 Final response to FOIA request for documents.App J records already avail¬ 
able in PDR.App G & releasable portions of app H records encl.App I records withheld 
in entirety (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 7pp. 58195:037- 
58195:215. 

—9106210145 Undated memo informing recipients of 910322 biweekly meeting re de¬ 
commissioning of facility. 

KALMAN,G. Project Directorate V. 91/05/23. MURLEY.T., SNIEZEK.J., PARTLOW.J. 
NRC - No Detailed Affiliation Given. 5pp. 58195:049-58195:053. 

—9106210263 Undated memo re 900413 biweekly meeting to discuss decommissioning 
of plants. 

KALMAN,G. Project Directorate V. 91/05/23. MURLEY.T., SNIEZEK.J., PARTLOW.J. 
NRC - No Detailed Affiliation Given. Ip. 58195:079-58195:079. 

—9106210272 Informs of change to 900515 biweekly meeting in Rockville,MD to discuss 
decommissioning of plants. 

KALMAN,G. Project Directorate V. 90/05/14. MURLEY.T., RUSSELL,W., PARTLOW.J. 
NRC - No Detailed Affiliation Given. 8pp. 58195:080-58195:087. 


-9106210284 Partially deleted memo re forthcoming biweekly meeting to discuss de 
commissioning of plants.Memo undated 

KALMAN,G Project Directorate V. 91/05/23 MURLEY.T , RUSSELL,W„ PARTLOW.J 
NRC - No Detailed Affiliation Given 3pp. 58195 088-58195:090 

—9106210288 Informs of 900831 biweekly meeting in Rockville,MD to discuss plant de 
commissioning. 

KALMAN,G. Project Directorate V. 90/08/21. MURLEY.T., MIRAGLIA.F., RUSSELL,W 
NRC - No Detailed Affiliation Given. 17pp. 58195:091-58195:107. 

9106060145 Discusses issuance of facility possession only license & informs that NRF 
considering issuing generic communication to remind licensees of need to be awar< 
of & must analyze possible effects of changes made to site after review. 

TAYLOR,J.M Ofc of the Executive Director for Operations. 91/05/31. CARR 
ROGERS, CURTISS Commissioners (Post 750119). 2pp. 57934:298-57934:299. 

9106110291 Forwards nonproprietary & proprietary, “Fort St Vrain Decommissioning 
Cost Estimate for PSC of CO," for June 1991. Proprietary rept withheld (re 
10CFR2.790). 

CRAWFORD,A.C. Public Service Co. of Colorado. 91/06/06. WEISS.S.H. Non-Powe 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 6pp 
58043:292-58045:052. 

-9106110301 Requests that proprietary document entitled, "Fort St Vrain Decommis 
sionmg Cost Estimate for PSC of CO for June 1991," be withheld per 10CFR2.790 
DIPIAZZA,R.P. Westinghouse Electric Corp. 91/06/05. MURLEY.T. Document Contrc 
Branch (Document Control Desk). 12pp. 58043:298-58043:310. 

-9106110308 Nonproprietary, “Fort St Vrain Decommissioning Cost Estimate for PSC o 
CO.” 

* Public Service Co. of Colorado. 91 /06/05. 400pp. 58043:311-58045:052. 

9106180351 Informs that electronic transfer made on 910607 for Invoice J0452 
91,Review Costs & Invoice XT0413-91 .Part 55 Svcs in amount of $18,727. 

BREY.H.L. Public Service Co. of Colorado. 91/06/07. Division of Accounting & Fi 
nance (Post 890205). Ip. 58165:346-58165:346. 

9106180401 Forwards request for addl info for facility proposed decommissioning plan 
ERICKSON,P.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir 
(Post 901216). 91/06/07. CRAWFORD,A.C. Public Service Co. of Colorado. 5pp 
58175:327-58175:331. 

9106260147 Advises that util discontinuing 10CFR26 fitness-for-duty program a 
facility,effective 910801,based on permanently shutdown condition of plant.Uti! fitness 
for-duty policy end. 

CRAWFORD,A.C. Public Service Co. of Colorado. 91/06/18. WEISS.S.H. Non-Powe 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 35pp 
58226:231-58226:265. 

9106260267 Discusses natural gas collection pipelines in vicinity of facility & connectioi 
between 16-inch & 6-mch diameter pipelines.Existmg analyses continue valid & appl 
cable following installation of redundant check valve station. 

CRAWFORD,A.C. Public Service Co. of Colorado 91/06/19. WEISS.S.H. Non-Powe 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 9pp 
58237:066-58237:074. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricate 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/If 
Consolidated Edison Co. of New Yoik, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercise 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/3' 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes c 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/0: 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc lii 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/K 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190037 Responds to NRC 910516 Itr re deviations noted in Insp Rept 50-267/9' 
05 re const of ISFSI.Corrective actions:concrete batch mix spec changed to requir 
min air content of 3.5%, per ACI 318-83. 

CRAWFORD,A.C. Public Service Co. of Colorado. 91/06/13. Document Contri 
Branch (Document Control Desk). 4pp. 58187:342-58187:345. 

9106250123 Forwards insp rept 50-267/91-06 on 9l0520-24.No violations or deviatior 
noted. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/18. CRAWFORD,A.C. Public Servic 
Co. of Colorado. 3pp. 58220:266-58220:275. 

-9106250127 Insp rept 50-267/91-06 on 910520-24.No violations or deviatior 
noted. Major areas inspected:operational radiation protection prograi 
including,external occupational exposure control & control of radioactive matl. 
PEDERSEN,R.L. Region 4 (Post 820201). 91/06/11. 7pp. 58220:269-58220:275. 


R. Periodic operating reports & related correspondence 


9106200261 Monthly operating rept for May 1991 for Fort St Vrain. W/910617 Itr. 
BLOCK,M.L., FULLER,C.H. Public Service Co. of Colorado. 91/05/31. 8pj 
58200:207-58200:214. 
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9106270153 Forwards amended Page 125 to, “Fort St Vrain Nuclear Generating Station 
Radiological Environ Monitoring Program Annual Summary Rept for 1990." Enel cor¬ 
rects two erroneous statements re locations for exposure pathways. 

CRAWFORD,A.C. Public Service Co. of Colorado. 91/06/18. Document Control 
Branch (Document Control Desk). 2pp. 58266:306-58266:308. 

->9106270154 Amended Page 125 to “Fort St Vrain Nuclear Generating Station Radio¬ 
logical Environ Monitoring Program Annual Summary Rept for 1990." 

* Public Service Co. of Colorado. 90/12/31. Ip. 58266:308-58266:308. 


V. Operator Examinations 

9106190221 Notifies that WH Magninie has transferred within Co & Reactor License 
SOP-43341 should be terminated,effective 910527. 

FULLER.C.H. Public Service Co. of Colorado. 91/06/10. Document Control Branch 
(Document Control Desk). Ip. 58185:273-58185:273. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9106200276 Forwards ISFSI physical security plan.Revised plan includes more detailed 
info re training & qualification.Encf withheld (ref 10CFR73.21). 

CRAWFORD,A.C. Public Service Co. of Colorado. 91/03/11. GASKINS.C. Transporta¬ 
tion Branch. 3pp. 58167:130-58167:131. 

9106180403 Responds to NRC request for addl info re independent spent fuel storage 
installation.Enel withheld (ref 10CFR2.790). 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/05/24. RUFFIN,S. Fuel Cycle 
Safety Branch. 16pp. 58172:082-58172:209. 

-9106180420 “AIR/H-327 Graphite Reaction Rate As A Function of Temp & Irradia¬ 
tion." 

JENSEN.D., TAGAMI.M., VELASQUEZ,C. Gulf General Atomic, Inc. GULF-GA- 
A12647. 73/09/24. 22pp. 58172:137-58172:157. 

-9106180425 “HTGR Base Program Air Oxidation of Graphite - Implications for HTGR 
Accidents 11 

WICHNER.R.P. Oak Ridge National Laboratory. ORNL/GCR-80/7. 80/04/30. 53pp. 
58172:158-58172:209. 

-9106180428 “Fort St Vrain MVDS Integrated Commissioning & Functional Testing." 

* GEC Alsthom Engineering Systems, Ltd. 91/05/10. 349pp. 58172:210-58173:199. 

9106040165 Forwards revised physical security plan for proposed ISFSI, incorporating 
clarifications discussed during May 1991 telcon w/C Gaskins.Plan withheld (ref 
10CFR73.21). 

CRAWFORD,A.C. Public Service Co. of Colorado. 91/05/30. Fuel Cycle Safety 
Branch. 2pp. 57999:294-57999:295. 

9106260397 Forwards ISFSI physical security plan,including detailed info re 
searches.alarm sys & security procedures to be implemented during ISFSI loading.for 
review.EncI withheld (ref 10CFR73.21). 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/05/30. Office of Nuclear Materi¬ 
al Safety & Safeguards. 3pp. 58217:119-58217:122. 

9106190037 Responds to NRC 910516 Itr re deviations noted in Insp Rept 50-267/91- 
05 re const of ISFSI.Corrective actions:concrete batch mix spec changed to require 
min air content of 3.5%, per ACI 318-83. 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/06/13. Document Control 
Branch (Document Control Desk). 4pp. 58187:342-58187:345. 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106110074 Informs that review of rev 91-02 to facility emergency plan dtd 910301 
completed.Concludes that changes meet planning stds of 10CFR50.47(b) & require¬ 
ments of App E to 10CFR50. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/30. TUCKMAN.M.S. Duke Power Co. 
3pp. 57997:072-57997:074. 

9106100434 Responds to NRC 910507 Itr re violations noted in Insp Repts 50-269/91- 
09,50-270/91-09 & 50-287/91-09.Corrective actions: changes will be incorporated into 
startup procedures to keep fire station isolation valves apart. 

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 3pp. 58017:271-58017:273. 

9106240244 Forwards Rev 3 to Crisis Mgt Plant Implementing Procedure EDA-1, “Pro¬ 
cedure for Estimating Food Chain Doses Under Postulated Post-Accident Conditions” 
& Rev 8 to EDA-3, “Offsite Dose Projections for McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 3p. 58210:158-58210:200. 

-9106240334 Rev 3 to EDA-1, “Procedure for Estimating Food Chain Doses Under 
Post-Accident Conditions." 

HARRIS,R.E. Duke Power Co. 91/06/10. 12pp. 58210:161-58210:172. 

—9106240343 Rev 8 to EDA-3, “Offsite Dose Projections for McGuire Nuclear Station." 
HARRIS,R.E. Duke Power Co. 91/06/06. 30pp. 58210:173-58210:200. 


P. Operating license stage documents & correspondence 

9106050101 Notification of 910530 meeting w/util in Clover.SC to discuss status of vari¬ 
ous licensing activities & safety initiatives at plants. 

MARTIN.R. Project Directorate 11-3. 91/05/23. MATTHEWS,D.B. Project Directorate II- 
3. 4pp. 57931:073-57931:076. 

9106200015 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, revising TS 
3.4 to address need to bypass automatic initiation of EFW sys when turbine pressure 
below 800 psig, per Insp Repts 50-269/90-30,50-270/90-30 & 50-287/90-30. 
TUCKMAN.M.S. Duke Power Co. 91/06/11. Document Control Branch (Document 
Control Desk). 3pp. 58200:288-58200:298. 


--9106200017 Revised Tech Spec 3.4.1 re emergency feedwater sys.3.4.4 re operabi 
of mam steam safety relief valves & 3.4.6 re emergency condenser cooling water s 
* Duke Power Co. 91/06/11.8pp. 58200:291-58200:298. 

9106210247 Notification of 910702 meeting w/util in Charlotte.NC to discuss testing 
maint programs for pressurizer safety valves. 

WIENS.L.A. Project Directorate 11-3. 91/06/14. MATTHEWS,D.B. Project Director* 
11-3. 3pp. 58207:341-58207:343. 

9106240178 Submits results of 910604-05 senior manager review of performance of r 
clear power plants to focus resources on those plants & related issues of great* 
safety significance. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/' 
KINGSLEY,O.D. Tennessee Valley Authority. 3pp. 58195:216-58195:218. 

9106260341 Forwards generic requests for relief from Section XI of ASME Boiler 
Pressure Vessel Code,Subsection IWP to permit util to better determine mechanii 
condition of piping using digital vibration instrumentation. 

TUCKMAN.M.S. Duke Power Co. 91/06/19. Document Control Branch (DocurTK 
Control Desk). 4pp. 58238:224-58238:227. 

9106270276 Requests NRR assistance in interpreting requirements for containmc 
penetration local leak rate as-found testing. Regulatory basis for as-found Type B 8 
testing end. 

MILLER,H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Direc 
for Region III Reactors (Post 901216). 5pp. 58268:258-58268:268. 

—8908100152 Discusses NRR 871029 denial of util 870901 assertion that NRC pc 
tions on two 10CFR50,App J items constituted backfits as defined 
10CFR50.109.Resu!ts of review of NRR denial & util 880620 appeal end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/0 
27. TUCKER,H.B. Duke Power Co. 9pp. 58268:258-58268:266. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110126 Confirms arrangements made between util & AR Herdt re enforcer™ 
conference conducted 910507 to discuss loss of RC inventory/DHR event which c 
curred 910308,per insp repts 50-269/91-08,50-270/91-08 & 50-287/91-08. 
GIBSON,A.F. Region 2 (Post 820201). 91/05/02. TUCKMAN.M.S. Duke Power C 
3pp. 57998:150-57998:152. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricat 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/' 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercis 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/: 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/i 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100434 Responds to NRC 910507 Itr re violations noted in Insp Repts 50-269/S 
09,50-270/91-09 & 50-287/91-09.Corrective actions: changes will be incorporated if 
startup procedures to keep fire station isolation valves apart. 

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Documt 
Control Desk). 3pp. 58017:271-58017:273. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc I 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/' 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140010 Notification of 910618 meeting w/util in Rockville,MD re util presentati 
on Oconee 1 10-yr inservice vessel insp. Agenda end. 

RINALDI.F. Project Directorate 11-3. 91/06/11. MATTHEWS,D.B. Project Directorate 
3. 5pp. 58147:169-58147:173. 

9106200015 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, revising 
3.4 to address need to bypass automatic initiation of EFW sys when turbine presst 
below 800 psig, per Insp Repts 50-269/90-30,50-270/90-30 & 50-287/90-30. 
TUCKMAN.M.S. Duke Power Co. 91/06/11. Document Control Branch (Docum< 
Control Desk). 3pp. 58200:288-58200:298. 

9106270041 Confirms wk of 910624-28 dates for NRC insp of plant to examine progn 
util developed in response to generic Itr 89-10,per 910607 telcon. 

JULIAN,C.A. Region 2 (Post 820201). 91/06/12. TUCKMAN.M.S. Duke Power C 
3pp. 58222:315-58222:317. 

9106270370 Provides confirmation of status of investigation into NRC Bulletin 89-002 
stress corrosion cracking in Type 410 stainless steel fasteners in check valves. 
TUCKMAN.M.S. Duke Power Co. 91/06/20. Document Control Branch (Docurm 
Control Desk). 2pp. 58268:249-58268:250. 


R. Periodic operating reports & related correspondence 


9106210173 Monthly operating repts for May 1991 for Oconee Nuclear Station Units ' 
& 3.W/910614 Itr. 

WILLIAMS.R.A., MOSER,S.W., TUCKMAN.M.S. Duke Power Co. 91/05/31. 16f 
58207:276-58207:291. 


S. Reportable occurrences, LERs & related correspondence 

9106110260 LER 91-004-00:on 910506,inoperability of emergency electrical power p{ 
discovered due to incorrect trip setpoints.Caused by inappropriate action.Emerger 
power path through CT-4 proven operable.W/910605 Itr. 

LOWERY,H.R., BARRON,H.B. Duke Power Co. 91/06/05. 13pp. 58162:0( 

58162:019. 
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9106240309 LER 91-0Q5-00:on 910509,incorrect flow orifice orientation due to installa¬ 
tion deficiency caused reactor bldg spray trains to be inoperable during certain acci¬ 
dent scenarios. Flow orifice in train IB reinstalled.W/910613 Itr. 

LOWERY.H.R., BARRON.H.B. Duke Power Co. 91/06/13. 9pp. 58226:076-58226:084. 

9106250148 LER 91-006-00:on 910516,unit tripped from 100% full power during thun¬ 
derstorm & events recorder failed.Possibly caused by inappropriate action by 
technician.Events recorder power supply breakers reset.W/910617 Itr. 

LOWERY.H.R., BARRON.H.B. Duke Power Co. 91/06/17. 11pp. 58226:144- 

58226:154. 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106110074 Informs that review of rev 91-02 to facility emergency plan dtd 910301 
completed.Concludes that changes meet planning stds of 10CFR50.47(b) & require¬ 
ments of App E to 10CFR50. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/30. TUCKMAN.M.S. Duke Power Co. 
3pp. 57997:072-57997:074. 

9106100434 Responds to NRC 910507 Itr re violations noted in Insp Repts 50-269/91- 
09,50-270/91-09 & 50-287/91-09.Corrective actions: changes will be incorporated into 
startup procedures to keep fire station isolation valves apart. 

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 3pp. 58017:271-58017:273. 

9106240244 Forwards Rev 3 to Crisis Mgt Plant Implementing Procedure EDA-1, “Pro¬ 
cedure for Estimating Food Chain Doses Under Postulated Post-Accident Conditions" 
& Rev 8 to EDA-3, “Offsite Dose Projections for McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 3p. 58210:158-58210:200. 

-9106240334 Rev 3 to EDA-1, “Procedure for Estimating Food Chain Doses Under 
Post-Accident Conditions." 

HARRIS,R.E. Duke Power Co. 91/06/10. 12pp. 58210:161-58210:172. 


P. Operating license stage documents & correspondence 

9106050101 Notification of 910530 meeting w/util in Clover.SC to discuss status of vari¬ 
ous licensing activities & safety initiatives at plants. 

MARTIN,R. Project Directorate 11-3. 91/05/23. MATTHEWS.D.B. Project Directorate II- 
3. 4pp. 57931:073-57931:076. 

9106050105 Advises that relief from hydrostatic test requirement of Section IX following 
valve replacements not necessary. 

MATTHEWS.D.B. Project Directorate 11-3. 91 /05/23. TUCKMAN.M.S. Duke Power Co. 
4pp. 57904:296-57904:299. 

9106200015 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, revising TS 
3.4 to address need to bypass automatic initiation of EFW sys when turbine pressure 
below 800 psig, per Insp Repts 50-269/90-30,50-270/90-30 & 50-287/90-30. 
TUCKMAN.M.S. Duke Power Co. 91/06/11. Document Control Branch (Document 
Control Desk). 3pp. 58200:288-58200:298. 

-9106200017 Revised Tech Spec 3.4.1 re emergency feedwater sys,3.4.4 re operability 
of main steam safety relief valves & 3.4.6 re emergency condenser cooling water sys. 
* Duke Power Co. 91/06/11. 8pp. 58200:291-58200:298. 

9106210247 Notification of 910702 meeting w/util in Charlotte, NC to discuss testing & 
maint programs for pressurizer safety valves. 

WIENS,L.A. Project Directorate 11-3. 91/06/14. MATTHEWS.D.B. Project Directorate 
11-3. 3pp. 58207:341-58207:343. 

9106260341 Forwards generic requests for relief from Section XI of ASME Boiler & 
Pressure Vessel Code,Subsection IWP to permit util to better determine mechanical 
condition of piping using digital vibration instrumentation. 

TUCKMAN.M.S. Duke Power Co. 91/06/19. Document Control Branch (Document 
Control Desk). 4pp. 58238:224-58238:227. 

9106270276 Requests NRR assistance in interpreting requirements for containment 
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C 
testing end. 

MILLER,H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Director 
for Region III Reactors (Post 901216). 5pp. 58268:258-58268:268. 

-8908100152 Discusses NRR 871029 denial of util 870901 assertion that NRC posi¬ 
tions on two l0CFR50,App J items constituted backfits as defined by 
10CFR50.109.Resu!ts of review of NRR denial & util 880620 appeal end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
27. TUCKER,H.B. Duke Power Co. 9pp. 58268:258-58268:266. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110126 Confirms arrangements made between util & AR Herdt re enforcement 
conference conducted 910507 to discuss loss of RC inventory/DHR event which oc¬ 
curred 910308,per insp repts 50-269/91-08,50-270/91-08 & 50-287/91-08. 

GIBSON,A.F. Region 2 (Post 820201). 91/05/02. TUCKMAN.M.S. Duke Power Co. 
3pp. 57998:150-57998:152. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 


9106100434 Responds to NRC 910507 Itr re violations noted in Insp Repts 50-269/91- 
09,50-270/91-09 & 50-287/91-09.Corrective actions: changes will be incorporated into 
startup procedures to keep fire station isolation valves apart. 

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 3pp. 58017:271-58017:273. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200015 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, revising TS 
3.4 to address need to bypass automatic initiation of EFW sys when turbine pressure 
below 800 psig, per Insp Repts 50-269/90-30,50-270/90-30 & 50-287/90-30. 
TUCKMAN.M.S. Duke Power Co. 91/06/11. Document Control Branch (Document 
Control Desk). 3pp. 58200:288-58200:298. 

9106270041 Confirms wk of 910624-28 dates for NRC insp of plant to examine program 
util developed in response to generic Itr 89-10,per 910607 telcon. 

JULIAN,C.A. Region 2 (Post 820201). 91/06/12. TUCKMAN.M.S. Duke Power Co. 
3pp. 58222:315-58222:317. 

9106270370 Provides confirmation of status of investigation into NRC Bulletin 89-002 re 
stress corrosion cracking in Type 410 stainless steel fasteners in check valves. 
TUCKMAN.M.S. Duke Power Co. 91/06/20. Document Control Branch (Document 
Control Desk). 2pp. 58268:249-58268:250. 


R. Periodic operating reports & related correspondence 


9106210173 Monthly operating repts for May 1991 for Oconee Nuclear Station Units 1,2 
& 3.W/910614 Itr. 

WILLIAMS.R.A., MOSER,S.W., TUCKMAN.M.S. Duke Power Co. 91/05/31. 16pp. 
58207:276-58207:291. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 


9106050372 Advises that 900720 Rev 2 re changes to guard training & qualification 
plan consistent w/provisions of 10CFR50.54(p) & acceptable. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/28. MURPHY,W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 58007:349-58007:351. 

9106110074 Informs that review of rev 91-02 to facility emergency plan dtd 910301 
completed.Concludes that changes meet planning stds of 10CFR50.47(b) & require¬ 
ments of App E to 10CFR50. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/30. TUCKMAN.M.S. Duke Power Co. 
3pp. 57997:072-57997:074. 

9106240164 Change 91-08 to Rev 25 to OP 3503, “General Emergency." 

PORTER,E.C. Vermont Yankee Nuclear Power Corp. 91/06/17. 19pp. 58210:018- 
58210:036. 


P. Operating license stage documents & correspondence 


9106030025 Notification of 910529 meeting w/util in Rockville,MD to discuss routine 
scheduling & prioritization. 

FAIRTILE.M.B. Project Directorate 1-3. 91/05/20. WESSMAN.R.H. Project Directorate 
1-3. 4pp. 57894:253-57894:256. 

9106180119 Forwards SE re licensee 900530 & 910212 responses to station blackout 
rule per 10CFR50-63.NRC finds that util conforms w/ station blackout rule & guidance 
provided in Reg Guide 1.155. 

FAIRTILE.M. Project Directorate 1-3. 91/06/05. TREMBLAY,L.A. Vermont Yankee Nu¬ 
clear Power Corp. 5pp. 58147:174-58147:224. 

—9106180125 SE re util responses to station blackout rule.NRC finds that licensee con¬ 
forms w/station blackout rule & guidance provided in Reg Guide 1.155. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/05. 15pp. 
58147:179-58147:193. 

—9106180135 Final TER, “Vermont Yankee Nuclear Power Station,Station Blackout 
Evaluation.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 

03-87-029. SAIC-90/1373. 90/11/26. Commissioners (Post 750119). 31pp. 

58147:194-58147:224. 

9106240194 Recognizes efforts of R Sojka.J Pinkerton & M Beniot for assistance & co¬ 
operation throughout emergency response data sys implementation at facility. 
JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Director. 91/06/ 
12. MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 3pp. 58195:219-58195:221. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050227 Notification of Significant Licensee Meeting 91-63 w/util on 910611 in 
Vernon,VT for SALP mgt meeting. 

ROGGE,J.F. Region 1 (Post 820201). 91/05/15. Region 1 (Post 820201). 5pp. 
58003:119-58003:123. 

9106070302 Ack receipt of 910104 Itr in response to 901205 notice of violation noted in 
insp rept 50-271/90-13 & concludes that violation stands as issued. 

KNAPP.M.R. Region 1 (Post 820201). 91/05/23. MURPHY,W.P. Vermont Yankee Nu¬ 
clear Power Corp. 5pp. 58017:094-58017:103. 
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9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087 

9106110433 Forwards requalification remediation exam rept 50-271/91-15(OL) & reaua- 
lification program status for exam administered during week of 910513.SROs passed 
dynamic simulator reexam. 

HODGES,M.W. Region 1 (Post 820201). 91/05/31. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 5pp. 58099:010-58099:017. 

~9106110436 Exam rept 50-271/91-150L on 910515.Exam results:both SROs passed 
reexaminations & crew performance was satisfactory. Additionally.facility evaluator 
weaknesses observed during initial requalification exams were not observed. 
WILLIAMS,J.H., CONTE,R.J. Region 1 (Post 820201). 91/05/30. 3pp. 58099:015- 
58099:017. 

9105300331 NRC Info Notice 91-034. “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106140046 Forwards insp rept 50-271/91-13 on 910425-29,m response to 910423 loss 
of offsite power event.Several unresolved items which may constitute potential viola¬ 
tions noted. 

HODGES,M.W. Region 1 (Post 820201). 91/06/06. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 5pp. 58129:065-58129:245. 

-9106140051 Insp rept 50-271/91-13 on 910425-29,in response to 910423 loss of off¬ 
site power event.Several unresolved items which may constitute potential violations 
noted.Major areas inspected:activities affecting public health & safety. 

HODGES,M.W. Region 1 (Post 820201). 91/06/05. 175pp. 58129:070-58129:245. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 

9106140191 Monthly operating rept for May 1991 for Vermont Yankee Nuclear Power 
Station.W/910610 Itr. 

WALLIN.G.A., MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/05/31. 6pp. 
58126:342-58126:347. 


S. Reportable occurrences, LERs & related correspondence 

9106100512 LER 91-009-Q0:on 910423,reactor scram occurred as result of generator/ 
turbine trip on generator load reject breaker. Caused by failure of personnel to recog¬ 
nize consequences of operating dc bus w/o connected battery tank.W/910606 Itr. 
REID.D.A., REID.D.A. Vermont Yankee Nuclear Power Corp. 91/05/23. 10pp. 
58178:001-58178:012. 

9106050307 LER 91-011-00:on 910430,inadvertent Group 6 primary containment isola¬ 
tion actuation occurred during plant heatup.Caused by incomplete procedure govering 
bypass switches.Switches reopened.W/910528 Itr. 

REID.D.A. Vermont Yankee Nuclear Power Corp. 91/05/28. 5pp. 58009:096- 

58009:100. 

9106120315 LER 9l-012-00:on 910423,loss of normal power experienced & emergency 
diesel generator HXs operated at reduced flow. Caused by weak design mod resulting 
in incorrect procedure.Svc water sys reconfigured.W/910606 Itr. 

REID.D.A. Vermont Yankee Nuclear Power Corp. 91/06/06. 7pp. 58150:123- 

58150:129. 

9106260110 LER 91-013-00:on 910528,RPS MG output breaker tripped w/ plant in full 
power.Cause indeterminate.RPS reenergized from alternate power supply & sys re¬ 
stored to normal.W/910620 Itr. 

REID.D.A. Vermont Yankee Nuclear Power Corp. 91/06/20. 4pp. 58226:172- 

58226:175. 


V. Operator Examinations 

9106040420 Requests that NRC conduct re-evaluation of Vermont Yankee’s licensed 
operator requalification program for 920210-14 exam of two operating crews & one 
stsff cr6w 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/05/28. CONTE,R.J. Region 
1 (Post 820201). ip. 57940:319-57940:319. 

9106110433 Forwards requalification remediation exam rept 50-271/91-15(OL) & requa¬ 
lification program status for exam administered during week of 910513.SROs passed 
dynamic simulator reexam. 

HODGES.M.W. Region 1 (Post 820201). 91/05/31. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 5pp. 58099:010-58099:017. 

-9106110436 Exam rept 50-271/91-150L on 910515.Exam results:both SROs passed 
reexaminations & crew performance was satisfactory. Additionally.facility evaluator 
weaknesses observed during initial requalification exams were not observed. 
WILLIAMS,J.H., CONTE.R.J. Region 1 (Post 820201). 91/05/30. 3pp. 58099:015- 
58099:017. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106030299 Forwards Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 
on 910327-0507 & notice of violation.Concern raised re apparent recent decline in 
procedural compliance & attention to detail at Salem during Feb-early May 1991. 
BLOUGH.A.R. Region 1 (Post 820201). 91/05/21. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey, pp. 57913:226-57913:311. 


“9106030314 Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 c 
910327-0507 Violations noted at Salem Unit 1.Major areas inspected:mam 
surveillance,emergency preparedness,security & engineering & technical support. 
WHITE,J.R. Region 1 (Post 820201). 91/05/21. 81pp. 57913:231-57913:31 1. 

9106120218 “Artificial Island Salem Event Classification Guide," Rev 11. 

FAWCETT,D. Public Service Electric & Gas Co. of New Jersey. 91/05/30. 25p 
58109:256-58109:277. 

9106110349 Responds to regulatory concerns noted in Insp Repts 50-272/91-10,51 
311/91-10 & 50-354/91-07 re temporarily designated licensee vehicles & procedui 
for controlling vehicle access.Response withheld (ref 10CFR73.21). 

LABRUNA.S. Public Service Electric & Gas Co. or New Jersey. 91/06/04 Docume 
Control Branch (Document Control Desk). 3pp. 58096.052-58096:054. 

9106250103 Forwards NRC Safety Sys Functional Insp Team Repts 50-272/91-80 
50-311/91-80 on 910415-26 & notice of violation.Weakness noted re lack of contr 
of stroke time data following valve mamt. 

HODGES.M.W. Region 1 (Post 820201). 91/06/13. MILTENBERGER.S. Public Ser 
ice Electric & Gas Co. of New Jersey. 3pp. 58221:001-58221:040. 

“9106250107 Insp repts 50-272/91-80 & 50-311/91-80 on 910415-26. Violatior 
noted. Major areas inspected operational & surveillance testing, normal & emergem 
operating procedures & operator training program. 

CHAUDHAR/.S.K., EAPEN.P.K. Region 1 (Post 820201). 91/05/28. 35pp. 58221:00 
58221:040. 


H. General correspondence 


9106100352 Advises FX Thomson will replace BA Preston as manager - licensing 
regulation,effective 910528.Svc lists should be revised accordingly. 

PRESTON,B.A. Public Service Electric & Gas Co. of New Jersey. 91/05/21. Doc 
ment Control Branch (Document Control Desk). 2pp. 58051:195-58051:196. 


P. Operating license stage documents & correspondence 

9106110239 Concurs w/request to amend incidental take statement, including requir 
ments for reporting take of endangered & threatened species.Revised incidental tal 
statements & incidental take reporting form end. 

FOX.W.W. Commerce, Dept, of, National Oceanic & Atmospheric Administration. 9 
05/30. VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 3pp. 58098:16 
58098:171. 

9106190235 Forwards amends 125 & 104 to licenses DPR-70 & DPR-75, respectively 
safety evaluation.Amends extend expiration date 40 yrs from date of issuance 
const permit. 

STONE,J.C. Project Directorate 1-2. 91/06/05. MILTENBERGER.S. Public Servii 
Electric & Gas Co. of New Jersey. 3pp. 58163:053-58163:067. 

-9106190243 Amends 125 & 104 to licenses DPR-70 & DPR-75,respectively, extendii 
expiration date to 40 yrs from date of issuance of const permit. 

BUTLER,W.R. Project Directorate 1-2. 91/06/05. 6pp. 58163:056-58163:061. 

-9106190246 Safety evaluation supporting amends 125 & 104 to licenses DPR-70 
DPR-75,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/05. 6 p 
58163:062-58163:067. 

9106180393 Confirms implementation of amend to Licenses DPR-70 & DPR-75,Te 
Spec amend 122/102 for Salem Units 1 & 2 implemented 910524. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/12. Docum€ 
Control Branch (Document Control Desk). 2pp. 58171:094-58171:095. 

9106190033 Application for amends to Licenses DPR-70 & DPR-75, replacing existi 
paragraph in Section 4.2.1 of environ protection plan re aquatic monitoring. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/12. Docume 
Control Branch (Document Control Desk). 10pp. 58189:145-58189:154. 

9106260100 Grants request for withholding WCAP-12914, “Structural Evaluation 
Salem Nuclear Plant Units 1 & 2 Pressurizer Surge Lines,Considering Effects of Th< 
mal Stratification,” from public disclosure. 

STONE,J.C. Project Directorate 1-2. 91/06/12. DIPIAZZA,R.P. Westinghouse Elect 
Corp. 5pp. 58217:277-58217:281. 

9106260154 Forwards amends 126 & 105 to licenses DPR-70 & DPR-75, respectively 
safety evaluation.Amends modify TS to redefine applicable actions to be taken 

listed 133515 

STONE,J.C. Project Directorate 1-2. 91/06/13. MILTENBERGER.S. Public Servi 
Electric & Gas Co. of New Jersey. 3pp. 58217:309-58217:323. 

“9106260158 Amends 126 & 105 to licenses DPR-70 & DPR-75,respectively, modifyi 
TS to redefine applicable actions to be taken on basis of inoperable containment f 
“units” instead of inoperable “groups” of containment fan coolers. 

BUTLER,W.R. Project Directorate 1-2. 91/06/13. 8pp. 58217:312-58217:319. 

“9106260160 Safety evaluation supporting amends 126 & 105 to licenses DPR-70 
DPR-75,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 4| 
58217:320-58217:323. 

9106270056 Notification of significant licensee meeting 91-72 w/util on 910627 at s 
to discuss implementation of licensee program for psychological evaluation of empl< 

00S 

WHITE,J.R. Region 1 (Post 820201). 91/06/13. Region 1 (Post 820201). 3| 
58222:354-58222:356. 

9106210008 Rev 2 to License Change Application 90-14 to Licenses DPR-70 & DF 
75,revising TS Sections 5.3.1,5.6.1 & 5.6.3 to remove max allowable fuel assem 
enrichment limit in reactor to support Unit 1 Cycle 1 1 & Unit 2 Cycle 8 . 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/14. Documi 
Control Branch (Document Control Desk). 13pp. 58207:256-58207:275. 
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-9106210009 Proposed Tech Specs to support License Change Application 90-14 re 
fuel assembly enrichment increase. 

* Public Service Electric & Gas Co. of New Jersey. 91/06/14. 7pp. 58207:269- 
58207:275. 

9106260161 Application for amends to licenses DPR-70 & DPR-75,modifying Tech Spec 
3.5.1 .surveillance requirement 4.5.1.C to delete requirement to remove circuit breakers 
from circuit. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/20. Document 
Control Branch (Document Control Desk). 7pp. 58226:208-58226:220. 

—9106260165 Proposed tech specs 4.5.1.c.deieting requirements to remove circuit 
breakers from circuit. 

* Public Service Electric & Gas Co. of New Jersey. 91/06/20. 6pp. 58226:215- 
58226:220. 

9106260285 Application for amend to licenses DPR-70 & DPR-75.Amends would incor¬ 
porate requirements of NRC generic Itr 90-06 re power operated relief valve & block 
valve operability & low-temp overpressure protection for LWRs. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/06/20. Doc¬ 
ument Control Branch (Document Control Desk). 19pp. 58238:228-58238:274. 

—9106260305 Proposed tech specs incorporating requirements of generic Itr 90-06 re 
power operated relief valve & block valve operability & low-temp overpressure protec¬ 
tion for LWRs. 

* Public Service Electric & Gas Co. of New Jersey. 91/06/20. 28pp. 58238:247- 
58238:274. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050243 Notification of Significant Licensee Meeting 91-66 w/util on 910605 in King 
of Prussia,PA to discuss status of investigative efforts. 

WHITE,J.R. Region 1 (Post 820201). 91/05/15. Region 1 (Post 820201). 3pp. 
58003:124-58003:126. 

9106030299 Forwards Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 
on 910327-0507 & notice of violation.Concern raised re apparent recent decline in 
procedural compliance & attention to detail at Salem during Feb-early May 1991. 
BLOUGH.A.R. Region 1 (Post 820201). 91/05/21. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey, pp. 57913:226-57913:311. 

—9106030310 Notice of violation from insp on 910327-0507.Violation noted:on 
910310,tag for charging pump 12 not released & associated suction valve not reposi¬ 
tioned per tagging release worksheet & work order for tagging not signed-off. 

* Region 1 (Post 820201). 91/05/21. 2pp. 57913:229-57913:230. 

-9106030314 Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 on 
9l0327-0507.Vio!ations noted at Salem Unit 1.Major areas inspected:maint/ 
surveillance,emergency preparedness,security & engineering & technical support. 
WHITE,J.R. Region 1 (Post 820201). 91/05/21. 81pp. 57913:231-57913:311. 

9106030276 Ack receipt of 910425 response to violations noted in Insp Repts 50-272/ 
91-08 & 50-311/91-08. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/22. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 57915:158-57915:164. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emerqencies." Svc list &ncl 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110230 Rev 1 to notification of Significant Licensee Meeting 91-66 in King of 
Prussia,PA on 910607 to review status of investigative efforts.Meeting closed to 
public. 

WHITE,J.R. Region 1 (Post 820201). 91/06/04. Region 1 (Post 820201). 3pp. 
58098:147-58098:149. 

9106110349 Responds to regulatory concerns noted in Insp Repts 50-272/91-10,50- 
311/91-10 & 50-354/91-07 re temporarily designated licensee vehicles & procedure 
for controlling vehicle access.Response withheld (ref 10CFR73.21). 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91 /06/04. Document 
Control Branch (Document Control Desk). 3pp. 58096:052-58096:054. 

9106190390 Forwards SE approving 910408 request for relief from first 10-yr IS! interval 
for facility submitted by State of NJ. 

STONE,J.C. Project Directorate 1-2. 91/06/05. TOSCH.K. New Jersey, State of. 6pp. 
58177:337-58177:357. 

-9106210027 SE approving relief request from ASME section XI NDE & hydrostatic 
pressure testing requirements for first 10-yr ISI interval for facility. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/03/11. 15pp. 
58177:343-58177:357. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106250103 Forwards NRC Safety Sys Functional Insp Team Repts 50-272/91-80 & 
50-311/91-80 on 910415-26 & notice of violation.Weakness noted re lack of control 
of stroke time data following valve main! 

HODGES,M.W. Region 1 (Post 820201). 91/06/13. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 3pp. 58221:001-58221:040. 

-9106250105 Notice of violation from insp on 910415-26.Violation noted:Emergency 
Diesel Generator Load Calculation issued w/o performing design verification for verify¬ 
ing or checking adequacy of EDG loading. 

* Region 1 (Post 820201). 91/06/13. 2pp. 58221:004-58221:005. 


-9106250107 Insp repts 50-272/91-80 & 50-311/91-80 on 910415-26 Violations 
noted.Major areas inspected:operational & surveillance testing,normal & emergency 
operating procedures & operator training program. 

CHAUDHARY.S.K., EAPEN.P.K. Region 1 (Post 820201). 91/05/28. 35pp. 58221:006- 
58221:040. 

9106250001 Suppls 910515 response to NRC Bulletin 88-011 re pressurizer surge line 
thermal stratification.Walkdowns to confirm field dimensions will be conducted during 
next refueling outages. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/06/17. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 58216:347-58216:348. 


9106260092 Discusses correction to Insp Repts 50-272/91-04 & 50-311/91-04 on 
910204-15. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/20. Document 
Control Branch (Document Control Desk). 2pp. 58228:269-58228:270. 


R. Periodic operating reports & related correspondence 


9106210078 Monthly operating rept for May 1991 for Salem Unit 1. W/910615 Itr. 
SHEDLOCK.M. Public Service Electric & Gas Co. of New Jersey. 91/05/31. 11pp. 
58203:249-58203:259. 


S. Reportable occurrences, LERs & related correspondence 


9106100093 LER 91-019-00:on 910428,three cases of Tech Spec noncompliance 
occurred.Caused by inadequate procedures & personnel errors.Operations Dept pro¬ 
cedures revised & event reviewed.W/910530 Itr. 

POLLACK,M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 91/ 
05/30. 10pp. 58162:081-58162:091. 

9106130295 LER 91-020-00:on 9 10510,control room general area radiation monitoring 
sys monitor spiked high.Caused by equipment failure.Failed channel light socket 
replaced.W/910506 Itr. 

POLLACK.M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 91/ 
06/06. 4pp. 58150:157-58150:160. 


V. Operator Examinations 


9106060067 Notification of contract execution: “Salem NPP Reactor Operator Licensing 
Initial Exam,” awarded to Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 57931:170- 
57931:174. 


—9106060073 Ltr Contract NRC-03-89-031,task order 99,obligating funds.to "Salem Nu¬ 
clear Power Plant Reactor Operator Licensing Initial Exam." 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 57931:171-57931:174. 

9106250103 Forwards NRC Safety Sys Functional Insp Team Repts 50-272/91-80 & 
50-311/91-80 on 910415-26 & notice of violation.Weakness noted re lack of control 
of stroke time data following valve maint. 

HODGES,M.W. Region 1 (Post 820201). 91/06/13. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 3pp. 58221:001-58221:040. 

-9106250107 Insp repts 50-272/91-80 & 50-311/91-80 on 910415-26. Violations 
noted.Major areas inspected:operational & surveillance testing.normal & emergency 
operating procedures & operator training program. 

CHAUDHARY.S.K. Region 1 (Post 820201). 91/05/28. 35pp. 58221:006-58221:040. 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


9106260082 Forwards corrected version of amend 6 to license R-113 & safety 
evaluation.Amend deletes pages 7a & includes corrected page 8 w/double vertical 
lines in margin to indicated addition of previously omitted info. 

MENDONCA.M.M. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/06/13. SMITH,D.B. Interior, Dept, of, Geological Survey. 3pp. 
58225:212-58225:243. 


-9106260087 Amend 6 to license R-113,deleting Page 7a & including corrected Page 8 
w/doub'e vertical lines in margin to indicate addition of previously omitted info. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj Dir. (Post 
901216). 91/03/29. 5pp. 58225:217-58225:221. 

-9106260097 Safety evaluation supporting amend 6 to license R-113. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 22pp. 
58225:222-58225:243. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


9106120065 Forwards suppl 34 to NUREG-0675, “Safety Evaluation Rept re Operation 
of Diablo Canyon Nuclear Power Plant,Units 1 & 2." Util has met license 
condition,subj to submittal of analyses to confirm that seismic margins adequate. 
BOGER.B.A. Division of Reactor Projects - III,IV,V (Post 901216). 91/06/06. 
SHIFFER.J.D. Pacific Gas & Electric Co. 400pp. 58041:200-58042:193. 
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F. Security, medical, emergency & fire protection plans 

9106100446 Forwards PDR version of revised EPIPs,including rev 16 to EP G-3,rev 12 
to EP G-4,rev 5 to EP G-5,rev 9 to EP OR-I.rev 2 to EP AD-2/NOS-4.1.6 & rev O to 
EP AD-5. 

WOMACK,L.F. Pacific Gas & Electric Co. 91/05/06. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58011:144-58011:244. 

-9106100456 Public version of revised EPIPs,including rev 16 to EP G-3, rev 12 to EP 
G-4,rev 5 to EP G-5,rev 9 to EP OR-1 & rev 0 to EP AD-5. 

* Pacific Gas & Electric Co. 91/05/06. 100pp. 58011:147-58011:244. 

9106110154 Forwards public version of revised EPIPs,including Rev 16 to EP R-6 & Rev 
18 to EP M-6. 

WOMACK,L.F. Pacific Gas & Electric Co. 91 /05/08. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 58042:280-58043:291. 

-9106110161 Public version of revised EPIPs,including Rev 16 to EP R-6 & Rev 18 to 
EP M-6. 

* Pacific Gas & Electric Co. 91/04/10. 200pp. 58042:288-58043:291. 

9106100113 Forwards public version of std operating procedures 111.60, "Amateur Radio 
Emergency Svc Radio Amateur Civil Emergency Svc" & 111.61, “Salvation Army.” W/ 
910605 release memo. 

WOMACK,L.F. Pacific Gas & Electric Co. 91/05/14. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58040:300-58040:319. 

-9106120015 Public version of std operating procedure 111.60, “Amateur Radio Emer¬ 
gency Svc Radio Amateur Civil Emergency Svc" & 111.61, “Salvation Army.” 

7 Pacific Gas & Electric Co. 91/03/31. 15pp. 58040:306-58040:319. 

9106040176 Forwards Change 6 to Rev 17 to physical security plan.EncI withheld (ref 
10CFR73.21). 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/24. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 57999:300-57999:300. 

9106140163 Forwards Public version of Rev 3,Change 11 to “Emergency Plan.” 
WOMACK,L.F. Pacific Gas & Electric Co. 91 /05/28. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 58155:004-58158:081. 

-9106140166 Public version of Rev 3,Change 11 to “Emergency Plan.” 

* Pacific Gas & Electric Co. 91/05/02. 1,000pp. 58155:009-58158:081. 

9106120001 EPIPs including,Rev 12 to EP G-1,Rev 9 to EP RB-15:A & Rev 3 to AP E- 
4S10/EP AD-4.W/910604 Itr. 

WOMACK,L.F. Pacific Gas & Electric Co. 91 /06/04. 65pp. 58110:139-58110:236. 

9106120330 Forwards substitution page for Change 3 to Rev 17 for physical security 
plan,submitted 901019.Enel withheld (ref 10CFR73.21). 

SHIFFER.J.D. Pacific Gas & Electric Co. 91 /06/07. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58125:241-58125:241. 


P. Operating license stage documents & correspondence 

9106170186 FOIA request for documents re RC Thornberry.SW Skidmore job perform¬ 
ance at plant,fitness-for-duty for plant managers & guidelines for QA control person¬ 
nel. 

PLATTEN.C.E. Wylie, McBride, Jesinger, Sure & Platten. 91/02/18. Region 5 (Post 
820201). 2pp. 58154:335-58154:336. 

9106170195 Final response to FOIA request for documents re RC ThornberryS SW 
Skidmore job performance at p!ant,fitness- for-duty for plant managers & NRC guide¬ 
lines for QA control individuals.Forwards App B document. 

* Division of Freedom of Information & Publications Services (Post 890205). 91/05/ 
16. PLATTEN.C.E. Wylie, McBride, Jesinger, Sure & Platten. 5pp. 58154:337- 
58154:345. 

-9106170198 Forwards fact sheet re fitness-for-duty program for licensee per 10CFR26 
provisions. 

SCHUSTER.M.D. Region 5 (Post 820201). 89/07/07. Region 5 (Post 820201). 4pp. 
58154:342-58154:345. 

9106070167 Forwards amends 61 & 60 to licenses DPR-80 & DPR-82, respectively & 
safety evaluation.Amends consist of changes to TS to increase surveillance test 
intervals,allowed outage times & channel bypass times for instrumentation. 

ROOD.H. Project Directorate V. 91/05/23. SHIFFER.J.D. Pacific Gas & Electric Co. 
2pp. 58049:069-58049:105. 

—9106070190 Amends 61 & 60 to licenses DPR-80 & DPR-82,respectively, revising 
combined tech specs for facility to increase surveillance test intervals,allowed outage 
times & channel bypass times for certain instrumentation. 

DYER.J.E. Project Directorate V. 91/05/23. 30pp. 58049:071-58049:100. 

-9106070196 Safety evaluation supporting amends 61 & 60 to licenses DPR-80 & DPR- 
82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/23. 5pp 
58049:101-58049:105. 

9106120062 Forwards application for amends to Licenses DPR-80 & DPR-82, relocating 
procedural details of current radiological effluent Tech Specs to other controlled docu¬ 
ments. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/23. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58124:283-58125:186. 

-9106120066 Application for amends to Licenses DPR-80 & DPR-82, relocating proce¬ 
dural details of current radiological effluent Tech Specs to other controlled docu¬ 
ments. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/23. 5pp. 58124:285-58124:289. 

-9106120069 Proposed Tech Specs relocating procedural details to other controlled 
documents.W/one oversize drawing. 

* Pacific Gas & Electric Co. 91/05/23. 130pp. 58124:290-58125:186. 

9106070210 Informs of plan to review future mods in light of findings of long term seis¬ 
mic program & implementing procedures. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58039:120-58039:120. 


9106190127 Forwards Units 1 & 2 plant drawings consisting of updated indices of drs 
ings & current rev of those previously submitted.W/o end. 

TOMKINS,J.E. Pacific Gas & Electric Co. 91/05/30. MARTIN,J.B. Region 5 (Pi 
820201). Ip. 58189:180-58189:180. 

9106070200 Provides notification that PG&E completed implementation of recommenc 
tions in NRC Generic Ltr 88-17, “Loss of DHR.” 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/31. Document Control Branch (Do< 
ment Control Desk). Ip. 58015:002-58015:002. 

9106180398 Forwards application for amends to Licenses DPR-80 & DPR-82,consist 
of License Amend Request 91-06, revising TS 3/4.3.2,3/4.3.3.1,3/4.3.3.10,3/4.9.9 
3/4.9.12 re upgrade of radiation monitoring sys. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/05. Document Control Branch (Doi 
ment Control Desk). Ip. 58165:278-58165:305. 

-9106180400 Application for amends to Licenses DPR-80 & DPR-82, consisting of 
cense Amend Request 91-06,revising TS 3/4.3.2,3/4.3.3.1,3/4.3.3.10,3/4.9.9 & 
4.9.12 to upgrade radiation monitoring sys. 

* Pacific Gas & Electric Co. 91/06/05. 8pp. 58165:279-58165:288. 

-9106180418 Proposed Tech Specs 3/4.3.2,3/4.3.3.1,3/4.3.3.10,3/4.9.9 & 3/4.9.12 
upgrade of radiation monitoring sys. 

* Pacific Gas & Electric Co. 91/06/05. 16pp. 58165:289-58165:305. 

9106180424 Forwards application for amends to Licenses DPR-80 & DPR-82, consist 
of License Change Request 91-05,revising TS 3/4.2.2,3/4.2.3,3/4.10.2 & 3/4.6.9. 
to add parameters to core operating limits rept.per Generic Ltr 88-16. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/05. Document Control Branch (Doi 
ment Control Desk). Ip. 58171:326-58172:007. 

—9106180427 Application for amends to Licenses DPR-80 & DPR-82, consisting of 
cense Amend Request 91-05,changing Tech Specs to add parameters to core opei 
ing limits rept.per Generic Ltr 88-16. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/05. 5pp. 58171:327-58171:331. 

-9106180430 Proposed Tech Specs relocating cycle-specific info in core operat 
limits rept. 

* Pacific Gas & Electric Co. 91/06/05. 37pp. 58171:332-58172:007. 

9106210261 Forwards for info & use consultant repts re long-term seismic program 
plant. 

ROOD.H. Project Directorate V. 91/06/06. SHIFFER.J.D. Pacific Gas & Electric ( 
3pp. 58191:078-58193:176. 

-9106210286 Forwards Dames & Moore 910318 review rept entitled, “Review of Dia 
Canyon Long Term Seismic Program:Empirical Ground- Motion Studies.” 

SAVY.J.B. Lawrence Livermore National Laboratory. 91/04/15. ROTHMAN,R. NRi 
No Detailed Affiliation Given. Ip. 58191:081-58191:081. 

-9106210297 “Review of Diablo Canyon Long-Term Seismic Program:Emprical Groui 
Motion Studies.” 

CAMPBELL,K.W. Dames & Moore. 91/03/18. 27pp. 58191:082-58191:108. 

-9106210302 Informs of completion of random-effects regression analyses on horiz< 
tal components of near-source data base.Results of analyses as indicated & display 
on end charts. 

CAMPBELL,K.W. Dames & Moore. 91/05/22. SOBEL.P. NRC - No Detailed Affiliat 
Given. 10pp. 58191:109-58191:118. 

-9106210307 Forwards summary comments of Professors Aki,Archuleta & Day on r 
of plant long term seismic program ground motion evaluation. 

SAVY.J.B. Lawrence Livermore National Laboratory. 91/04/15. ROTHMAN,R. NRi 
No Detailed Affiliation Given. 11pp. 58191:119-58191:129. 

-9106210317 Forwards final TER re “Soil-Structure Interaction Phase of Long-Te 
Seismic Program for Diablo Canyon Power Plant.” 

BEZIER,P. Brookhaven National Laboratory. 91/04/04. PICHUMANI.R. NRC - No I 
tailed Affiliation Given. Ip. 58191:130-58191:130. 

-9106240210 “TER for Soil-Structure Interaction Phase of Long-Term Seismic Progr 
for Diablo Canyon Power Plant.” 

VELETSOS.A.S. Brookhaven National Laboratory. 91/03/05. 400pp. 58191:1 
58193:176. 

9106140131 Notification of 910618 meeting w/util in Rockville,MD to discuss proced 
to implement use of results of facility long-term seismic program in future plant mo 
ROOD.H. Project Directorate V. 91/06/10. DYER.J.E. Project Directorate V. 4 
58113:334-58113:337. 

9106240039 Forwards “Diablo Canyon Power Plant Unit 1 Reactor Containment B 
Integrated Leakage Rate Test.” Test conducted in Mar 1991 during fourth refuel 
outage & verified leak-tight integrity of containment. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/13. Document Control Branch (Do 
ment Control Desk). Ip. 58212:167-58212:221. 

—9106240041 “Diablo Canyon Power Plant Unit 1 Reactor Containment Bldg Integra 
Leakage Rate Test.” 

* Pacific Gas & Electric Co. 91/06/30. 42pp. 58212:168-58212:221. 

9106280179 Forwards summary of radiological analysis supporting license amend 
quest 90-12 allowing leak testing of auxiliary bldg safeguards air filtration sys damp 
M2A & M2B. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/20. Document Control Branch (Do 
ment Control Desk). 6pp. 58273:114-58273:119. 


Q. Inspection reports, IE Bulletins & correspondence 

9105070092 Responds to NRC 910411 Itr re violations noted in insp rept 50-275/' 
03.Corrective actions:watchperson removed from compensatory measure responsi 
ities & replaced w/another watchperson. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/03. Document Control Branch (Do 
ment Control Desk). 3pp. 57887:197-57887:200. 
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9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106180104 Forwards insp repts 50-275/91-10 & 50-323/91-10 on 910317- 0427.No 
violations noted,however,installation of check valves in RHR sys & motor for AFW sys 
deserve mgt attention. 

RICHARDS,S.A. Region 5 (Post 820201). 91/05/31. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 58120:262-58120:281. 

-9106180117 Insp repts 50-275/91-10 & 50-323/91-10 on 910317-0427.No violations 
or deviations noted.Weaknesses identified.Major areas inspected:plant 

operations,maint & surveillance activities,followup of onsite events,open items & 
LERs. 

MORRILL,P.J. Region 5 (Post 820201). 91/05/31. 17pp. 58120:265-58120:281. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


Ft. Periodic operating reports & related correspondence 

9106250106 Forwards monthly operating reports for Diablo Canyon,units 1 & 2 for May 
1991 & Rev 3 to STP M-90, "Surveillance of Diablo Canyon Breakwaters.” 
TOWNSEND,J.D. Pacific Gas & Electric Co. 91/06/15. Document Control Branch 
(Document Control Desk). 2pp. 58211:004-58211:035. 

—9106250143 Monthly operating repts for May 1991 for Diablo Canyon.units 1 & 2. 
JOYCE,T.C. Pacific Gas & Electric Co. 91/05/31. 10pp. 58211:006-58211:035. 


S. Reportable occurrences, LERs & related correspondence 

9106240321 LER 91-009-00:on 910517,reactor trip occurred due to leaking steam dump 
valves.Caused by personnel error.AII l&C work temporarily stopped until personnel tail- 
boarded & switch & fuse covers installed.W/910617 Itr. 

HUG.M.T., SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/17. 8pp. 58226:090- 
58226:097. 

9106240341 LER 91-010-00:on 910410,lack of procedural control to maintain seismic 
qualification of refueling water storage tank occurred.Caused by programmatic 
failure.lncorporating results into appropriate operating procedures.W/910617 Itr. 
HUG.M.T., SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/17. 7pp. 58226:112- 
58226:118. 


V. Operator Examinations 

9106030306 Notification of contract execution,task order 85: "Diablo Canyon Nuclear 
Plant Requalification Exams," to “Technical Assistance to Support Licensing Activi¬ 
ties.” Contractor: Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/01. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57894:267- 
57894:269. 

—9106030317 Ltr contract NRC-03-89-031,awarding task order 85, "Diablo Canyon Nu¬ 
clear Plant Requalification Exams," to "Technical Assistance to Support Licensing Ac¬ 
tivities.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/04/24. PETERSON,L.R. Sonalysts, Inc. 2pp. 57894:268-57894:269. 

9106050351 Notification of contract execution,mod 1 to task order 86, “Diablo Canyon 
Nuclear Power Plant Reactor Operator Licensing Initial Exam," in “Technical Assist¬ 
ance to Support Licensing Activities." Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57905:033- 
57905:035. 

—9106050358 Ltr contract NRC-03-89-031 ,mod l.task order 86,increasing negotiated fi¬ 
nancial ceiling to “Diablo Canyon Nuclear Power Plant Reactor Operator Licensing Ini¬ 
tial Exam.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/05/21. PETERSEN,L.R. Sonalysts, Inc. 2pp. 57905:034-57905:035. 
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F. Security, medical, emergency & fire protection plans 

9106060040 Advises that portions of Rev 7 & 8 to security personnel training & qualifi¬ 
cation plan,submitted via 890628 & 900412 Itrs.respectively.inconsistent w/provisions 
of 10CFR50.54(p).Previously approved plan should be followed. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/28. SMITH,D.M. Philadelphia Electric 
Co. 2pp. 58002:323-58002:324. 

9106060046 Advises that Rev 5 to safeguards contingency plan,submitted via 900412 
Itr,consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into plan. 
JOYNER,J.H. Region 1 (Post 820201). 91/05/28. SMITH,D.M. Philadelphia Electric 
Co. 2pp. 58002:314-58002:315. 


9106210321 Forwards public version of revised EPIPs,including Rev 7 to ERP-101, 
"Classification of Emergencies" & Rev 4 to ERP-310, “Dose Assessment Group." W/ 
910618 release memo. 

BECK.G.J. Philadelphia Electric Co. 91/05/28. Document Control Branch (Document 
Control Desk). 3pp. 58186:015-58186:061. 

—9106210322 Public version of revised EPIPs,including Rev 7 to ERP-101, “Classifica¬ 
tion of Emergencies” & Rev 4 to ERP-310, “Dose Assessment Group.” 

* Philadelphia Electric Co. 91/05/28. 45pp. 58186:018-58186:061. 

9106070162 Forwards 1991 annual emergency exercise objectives for Peach Bottom 
Atomic Power Station,Units 2 & 3. 

BECK.G.J. Philadelphia Electric Co. 91/05/31. Document Control Branch (Document 
Control Desk). 2pp. 58039:183-58039:184. 

9106100227 Revised EPIPs,including Rev 3 to ERP-220,Rev 5 to ERP-230, Rev 6 to 
ERP-510,Rev 4 to ERP-620 & Rev 3 to ERP-810. W/910531 Itr. 

BECK.G.J. Philadelphia Electric Co. 91/05/31. 125pp. 58092:155-58092:253. 

9106180121 Forwards safety insp repts 50-277/91-15 & 50-278/91-15 on 910418- 
26.No violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/04. SMITH,D. Philadelphia Electric Co. 
4pp. 58120:314-58120:330. 

-9106180127 Safety insp repts 50-277/91-15 & 50-278/91-15 on 910418-26. No viola¬ 
tions noted.Major areas inspected:emergency preparedness program including organi¬ 
zation & mgt control, knowledge & performance of duties & independent reviews. 
AMATO,C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/06/03. 13pp. 58120:318- 
58120:330. 

9106270202 Forwards safety insp repts 50-277/91-18 & 50-278/91-18 on 910603- 
05.No violations noted.Excellent implementation of radiological environ monitoring pro¬ 
gram observed. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/17. SMITH,D.M. Philadelphia Electric 
Co. 2pp. 58224:130-58224:136. 

-9106270213 Safety insp repts 50-277/91-18 & 50-278/91-18 on 910603-05 No viola¬ 
tions noted.Major areas inspected:meteorological monitoring program & implementa¬ 
tion of ODCM. 

JANG.J.C., BORES,R.J. Region 1 (Post 820201). 91/06/11. 5pp. 58224:132- 
58224:136. 


H. General correspondence 

9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. Ip. 58039:092-58039:092. 


J. Insurance & indemnity information 

9106060057 Forwards Endorsements 149-150 to NELIA Policy NF-140 & Endorsements 
99-100 to MAELU Policy MF-67. 

CULLEN,E.J. Philadelphia Electric Co. 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58002:327-58002:335. 


P. Operating license stage documents & correspondence 

9106060074 Forwards amends 159 & 161 to licenses DPR-44 & DPR-56 & safety 
evaluation.Amend revises emergency diesel generator periodic insp interval from once 
per yr to once per 18 months. 

SUH.G.Y. Project Directorate 1-2. 91/05/20. BECK.G.J. Philadelphia Electric Co. 3pp. 
57931:152-57931:166. 

—9106060078 Amends 159 & 161 to licenses DPR-44 & DPR-56,respectively, revising 
TS re emergency diesel generator insp frequency. 

BUTLER,W.R. Project Directorate 1-2. 91/05/20. 10pp. 57931:155-57931:164. 

-9106060083 Safety evaluation supporting amends 159 & 161 to licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 2pp. 
57931:165-57931:166. 

9106070174 Requests for exemption from 10CFR55.53(e) re maintaining active status 
of license for senior reactor operators limited to fuel handling & proposed frequency/ 
duration of LSRO requalification training. 

BECK.G.J. Philadelphia Electric Co. 91/05/31. MURLEY.T.E. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). 4pp. 58015:225-58015:228. 

9106210172 Submits results of evaluation of revised schedule commitment to install 
hardened drywell vents,per Generic Ltr 89-16,contained in 900221 Itr.Proposed sched¬ 
ule satisfactory,based on constraints of 24-month cycle. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/03. SMITH,D.M. 
Philadelphia Electric Co. 5pp. 58202:254-58202:258. 

9106100487 Provides addl response to 910312 meeting on emergency diesel genera¬ 
tors. 

HELWIG.D.R. Philadelphia Electric Co. 91/06/04. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58051:217-58051:219. 

9106200025 Forwards summary of 910522 meeting 91-47 in King of Prussia, PA re 
multi-site senior operator licenses limited to fuel handling. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/10. SMITH,D.M. Philadelphia 
Electric Co. 15pp. 58161:107-58161:121. 

9106260355 Forwards amends 160 & 162 to licenses DPR-44 & DPR-56, respectively & 
safety evaluation.Amends revise Tech Specs re testing requirements for core & con¬ 
tainment cooling sys when one sys becomes inoperable. 

CLARK,R.J. Project Directorate 1-2. 91/06/12. BECK.G.J. Philadelphia Electric Co. 
3pp. 58217:134-58217:198. 

—9106260360 Amends 160 & 162 to licenses DPR-44 & DPR-56,respectively, revising 
core & containment cooling sys surveillance requirements for plant units 2/3. 

BUTLER,W.R. Project Directorate 1-2. 91/06/12. 58pp. 58217:137-58217:194. 
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-9106260365 Safety evaluation supporting amends 160 & 162 to licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/12. 4pp. 
58217:195-58217:198. 

9106280049 Forwards amends 161 & 163 to licenses DPR-44 & DPR-56 & safety 
evaluation.Amends revise TS to add requirement requested by generic Itr 88-01. 
CLARK,R.J. Project Directorate 1-2. 91/06/18. BECK.G.J. Philadelphia Electric Co. 
3pp. 58248:001-58248:024. 

-9106280057 Amends 161 & 163 to licenses DPR-44 & DPR-56,respectively, revising 
TS to add requirement requested by generic Itr 88-01. 

BUTLER,W.R. Project Directorate 1-2. 91/06/18. 18pp. 58248:004-58248:021. 

-9106280060 Safety evaluation supporting amends 161 & 163 to licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/18. 3pp. 
58248:022-58248:024. 

9106260375 Forwards “Peach Bottom Atomic Power Station Unit 2 Reactor Contain¬ 
ment Bldg Integrated Leak Rate Test Rept." 

MILLER,D.B. Philadelphia Electric Co. 91/06/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58242:280-58242:357. 

—9106260379 "Peach Bottom Atomic Power Station Unit 2 Reactor Containment Bldg 
Integrated Leak Rate Test Rept." 

* General Physics Corp. 91/03/29. 75pp. 58242:281-58242:357. 

9106280168 Responds to request for addl info re Containment Leakage Testing Pro¬ 
gram Tech Spec.lnfo supporting finding of NSHC end & supercedes 861010 amend 
application. 

BECK.G.J. Philadelphia Electric Co. 91/06/20. Document Control Branch (Document 
Control Desk). 2pp. 58272:327-58272:328. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Raws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060074 Forwards amends 159 & 161 to licenses DPR-44 & DPR-56 & safety 
evaluation.Amend revises emergency diesel generator periodic insp interval from once 
per yr to once per 18 months. 

SUH.G.Y. Project Directorate 1-2. 91/05/20. BECK.G.J. Philadelphia Electric Co. 3pp. 
57931:152-57931:166. 

—9106060078 Amends 159 & 161 to licenses DPR-44 & DPR-56,respectively, revising 
TS re emergency diesel generator insp frequency. 

BUTLER.W.R. Project Directorate 1-2. 91/05/20. 10pp. 57931:155-57931:164. 

—9106060083 Safety evaluation supporting amends 159 & 161 to licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 2pp. 
57931:165-57931:166. 

9106040044 Ack receipt of 910502 response to violations noted in Insp Repts 50-277/ 
91-12 & 50-278/91-12. 

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. SMITH.D.M. Philadelphia Electric 
Co. 2pp. 57914:331-57914:335. 

9106070036 Forwards insp repts 50-277/91-14 & 50-278/91-14 on 910401-05 & notice 
of violation. 

DURR.J.P. Region 1 (Post 820201). 91/05/23. SMITH.D.M. Philadelphia Electric Co. 
3pp. 57918:068-57918:077. 

—9106070038 Notice of violation from insp on 910401-05.Violation noted: inspector 
identified installation of combustible anti-sweat insulation on emergency svc water 
piping sys & licensee failed to complete required engineering review request form. 

* Region 1 (Post 820201). 91/05/23. Ip. 57918:071-57918:071. 

-9106070042 Combined insp repts 50-277/91-14 & 50-278/91-14 on 910401-OS.Viola- 
tions noted.Major areas inspected.-followup of licensee environ qualification program 
(EQ) for electrical equipment important to safety & within scope of 10CFR50.49. 
PAOLINO.R.J., ANDERSON.C.J. Region 1 (Post 820201). 91/05/21. 6pp. 57918:072- 
57918:077. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106180121 Forwards safety insp repts 50-277/91-15 & 50-278/91-15 on 910418- 
26.No violations noted. 

JOYNER.J.H. Region 1 (Post 820201). 91/06/04. SMITH,D. Philadelphia Electric Co. 
4pp. 58120:314-58120:330. 

-9106180127 Safety insp repts 50-277/91-15 & 50-278/91-15 on 910418-26. No viola¬ 
tions noted.Major areas inspected:emergency preparedness program including organi¬ 
zation & mat control, knowledge & performance of duties & independent reviews. 
AMATO.C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/06/03. 13pp. 58120:318- 
58120:330. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
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ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260260 Responds to NRC 910523 Itr re violations noted in insp repts 50-277/91-14 
& 50-278/91-14 on 910401-05.Corrective actions: engineering review in progress de¬ 
termining extent & possible effects of installed Rubatex insulation. 

MILLER.D.B. Philadelphia Electric Co. 91/06/11. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58236:306-58236:309. 


9106250181 Forwards radiological safety insp 50-277/91-17 & 50-278/91-17 on 
910513-20.No violations noted. 

JOYNER.J.H. Region 1 (Post 820201). 91/06/12. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 58220:344-58220:352. 

-9106250186 Insp repts 50-277/91-17 & 50-278/91-17 on 910513-20.No violations 
noted.Major areas inspected:mclude TLD response to noble gas,corrective actions 
sys,whole body counting & dosimetry,ALARA,training & preparations. 

CHAWAGA.D., LANCE,R„ PASCIAK.W. Region 1 (Post 820201). 91/06/12. 6pp. 
58220:347-58220:352. 


9106270116 Ack receipt of 910515 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-277/91-08 & 50-278/91-08. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/13. SMITH.D.M. Philadelphia Electric 
Co. 4pp. 58223:321-58223:331. 

9106270202 Forwards safety insp repts 50-277/91-18 & 50-278/91-18 on 910603- 
05.No violations noted.Excellent implementation of radiological environ monitoring pro¬ 
gram observed. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/17. SMITH.D.M. Philadelphia Electric 
Co. 2pp. 58224:130-58224:136. 

-9106270213 Safety insp repts 50-277/91-18 & 50-278/91-18 on 910603-05 No viola¬ 
tions noted.Major areas inspected:meteorological monitoring program & implementa¬ 
tion of ODCM. 

JANG.J.C., BORES,R.J. Region 1 (Post 820201). 91/06/11. 5pp. 58224:132- 
58224:136. 


R. Periodic operating reports & related correspondence 

9106030045 Forwards "Peach Bottom Units 2 & 3 Annual Radiological Environ Operat¬ 
ing Rept 48,1990." Results of radiological environ monitoring program indicated that 
plant effects on environ not measurable in any sample media. 

MILLER,D.B. Philadelphia Electric Co. 91/05/22. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 57999:028-57999:162. 

-9106030047 “Peach Bottom Units 2 & 3 Annual Radiological Environ Operating Rept 
48,1990” 

* Philadelphia Electric Co. 90/12/31. 67pp. 57999:030-57999:162. 

9106180419 Monthly operating repts for May 1991 for Peach Bottom Atomic Power 
Station.W/910614 Itr. 

BARON.M.J., MILLER.D.B. Philadelphia Electric Co. 91/05/31. 14pp. 58171:256- 
58171:269. 


S. Reportable occurrences, LERs & related correspondence 


9106040112 LER 91-010-00:on 910426,recirculation pump speed increase resulted in in¬ 
crease in recirculation loop temp from 143 F to 251 F.Caused by failure to follow 
procedure.Single-loop procedure will be reviewed & revised.W/910528 Itr. 

FULVIO.A.A., FRAY,J. Philadelphia Electric Co. 91 /05/28. 4pp. 57994:014-57994:017. 

9106100347 LER 91-011-00:on 910508,discovered that ST 16.2.1, “Fire Sys Weekly 
Check" inadvertently deferred beyond TS time limit. Caused by misleading test fre¬ 
quency listed on test.Test revised & event reviewed w/personnel.W/910606 Itr. 
FULVIO.A., FRAY.J. Philadelphia Electric Co. 91/06/06. 5pp. 58162:119-58162:123. 

9106190282 LER 91-Q12-00:on 910514,discovered that primary containment isolation 
valve on units TIP sys purge lines not being leak tested.Caused by inadequate review 
of TIP sys purge piping. Procedure revised to allow testing downstream.W/910514 Itr. 
FULVIO.A.A., FRAY.J. Philadelphia Electric Co. 91/06/10. 7pp. 58198:237-58198:243. 

9106190185 LER 90-004-01 :on 900321,determined that under DBA conditions some 
ECCS & RCIC sys room coolers would not receive min acceptable emergency svc 
water flow.Caused by buildup of corrosion products.Piping inspected.W/910613 Itr. 
FULVIO.A.A., FRAY.J. Philadelphia Electric Co. 91/06/13. 6pp. 58191:040-58191:045. 

9106190190 LER 91-013-00:on 910530,determined that two penetration fire seals not 
qualiftable per 10CFR50,App R due to voids & uncured polyurethane sealant 
matl.Caused by improper seal installation.Firewatches initiated.W/910613 Itr. 
FULVIO.A.A., FRAY.J. Philadelphia Electric Co. 91/06/13. 4pp. 58191:046-58191:049. 

9106190218 LER 91-014-00:on 910521 .isolation of HPCI sys occurred unexpectedly 
during surveillance test.Caused by leaking isolation valve.resulting in pressurization of 
switch.Valve replaced & test performed satisfactorily.W/910613 Itr. 

FULVIO.A.A., FRAY.J. Philadelphia Electric Co. 91 /06/13:4pp. 58191:050-58191:053. 

9106190224 LER 91-015-00:on 910515,reactor bldg & refueling floor ventilation sys 
tripped & standby gas treatment sys initiated when incorrect fuse pulled.Caused by 
personnel error.Fuses will be labeled.W/910613 Itr. 

FULVIO.A.A., FRAY.J. Philadelphia Electric Co. 91/06/13. 4pp. 58191:054-58191:057. 

9106240269 LER 91-016-00:on 910517,mode switches placed in startup mode w/reac- 
tor water level instrument perturbation surveillance tests out of surveillance.Caused by 
programmatic weaknesses in tests.Surveillance tests will be revised.W/910619 Itr. 
FULVIO.A.A., FRAY.F. Philadelphia Electric Co. 91/06/19. 5pp. 58226:060-58226:064. 

9106260156 LER 91-017-00:on 910521,discovered HPCI sys unknowingly rendered in¬ 
operable during performance of surveillance test. Caused by procedural 
inadequacy,inadequate design review & subsequent sys reviews.Mod initiated.W/ 
910620 Itr. 

FULVIO.A.A., FRAY.J. Philadelphia Electric Co. 91/06/20. 5pp. 58226:176-58226:180. 

9106270209 LER 91-018-00:on 910523,Tech Spec 3.0.C entered & plant shutdown initi¬ 
ated due to belief that diesel generators inoperable.Caused by misclassification of 
EDG day tank. Engineering review performed.W/910621 Itr. 

FULVIO.A.A. Philadelphia Electric Co. 91/06/21.4pp. 58256:071-58256:074. 
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V. Operator Examinations 

9106270217 Advises that operator license for WM Eagles terminated due to permanent 
reassignment. 

* Philadelphia Electric Co. 91/06/21. Document Control Branch (Document Control 
Desk). Ip. 58254:340-58254:340. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9106060040 Advises that portions of Rev 7 & 8 to security personnel training & qualifi¬ 
cation plan.submitted via 890628 & 900412 Itrs,respectively,inconsistent w/provisions 
of 10CFR50.54(p).Previously approved plan should be followed. 

JOYNER.J.H. Region 1 (Post 820201). 91/05/28. SMITH,D.M. Philadelphia Electric 
Co. 2pp. 58002:323-58002:324. 

9106060046 Advises that Rev 5 to safeguards contingency plan.submitted via 900412 
Itr,consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into plan. 
JOYNER.J.H. Region 1 (Post 820201). 91/05/28. SMITH,D.M. Philadelphia Electric 
Co. 2pp. 58002:314-58002:315. 

9106210321 Forwards public version of revised EPIPs,including Rev 7 to ERP-101, 
“Classification of Emergencies" & Rev 4 to ERP-310, “Dose Assessment Group.” W/ 
910618 release memo. 

BECK.G.J. Philadelphia Electric Co. 91/05/28. Document Control Branch (Document 
Control Desk). 3pp. 58186:015-58186:061. 

-9106210322 Public version of revised EPIPs,including Rev 7 to ERP-101, "Classifica¬ 
tion of Emergencies" & Rev 4 to ERP-310, “Dose Assessment Group." 

* Philadelphia Electric Co. 91/05/28. 45pp. 58186:018-58186:061. 

9106070162 Forwards 1991 annual emergency exercise objectives for Peach Bottom 
Atomic Power Station,Units 2 & 3. 

BECK.G.J. Philadelphia Electric Co. 91/05/31. Document Control Branch (Document 
Control Desk). 2pp. 58039:183-58039:184. 

9106100227 Revised EPIPs,including Rev 3 to ERP-220,Rev 5 to ERP-230, Rev 6 to 
ERP-510,Rev 4 to ERP-620 & Rev 3 to ERP-810. W/910531 Itr. 

BECK.G.J. Philadelphia Electric Co. 91/05/31. 125pp. 58092:155-58092:253. 

9106180121 Forwards safety insp repts 50-277/91-15 & 50-278/91-15 on 910418- 
26.No violations noted. 

JOYNER.J.H. Region 1 (Post 820201). 91/06/04. SMITH,D. Philadelphia Electric Co. 
4pp. 58120:314-58120:330. 

-9106180127 Safety insp repts 50-277/91-15 & 50-278/91-15 on 910418-26. No viola¬ 
tions noted.Major areas inspected:emergency preparedness program including organi¬ 
zation & mgt control, knowledge & performance of duties & independent reviews. 
AMATO,C.G. Region 1 (Post 820201). 91/06/03. 13pp. 58120:318-58120:330. 

9106270202 Forwards safety insp repts 50-277/91-18 & 50-278/91-18 on 910603- 
05.No violations noted.Excellent implementation of radiological environ monitoring pro¬ 
gram observed. 

JOYNER.J.H. Region 1 (Post 820201). 91/06/17. SMITH.D.M. Philadelphia Electric 
Co. 2pp. 58224:130-58224:136. 

-9106270213 Safety insp repts 50-277/91-18 & 50-278/91-18 on 910603-05 No viola¬ 
tions noted.Major areas inspected:meteorological monitoring program & implementa¬ 
tion of ODCM. 

JANG.J.C. Region 1 (Post 820201). 91/06/11. 5pp. 58224:132-58224:136. 


H. General correspondence 

9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. 1 p. 58039:092-58039:092. 


J. Insurance & indemnity Information 

9106060057 Forwards Endorsements 149-150 to NELIA Policy NF-140 & Endorsements 
99-100 to MAELU Policy MF-67. 

CULLEN,E.J. Philadelphia Electric Co. 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58002:327-58002:335. 


P. Operating license stage documents & correspondence 

9106060074 Forwards amends 159 & 161 to licenses DPR-44 & DPR-56 & safety 
evaluation.Amend revises emergency diesel generator periodic insp interval from once 
per yr to once per 18 months. 

SUH.G.Y. Project Directorate 1-2. 91/05/20. BECK.G.J. Philadelphia Electric Co. 3pp. 
57931:152-57931:166. 

-9106060078 Amends 159 & 161 to licenses DPR-44 & DPR-56,respectively, revising 
TS re emergency diesel generator insp frequency. 

BUTLER,W.R. Project Directorate 1-2. 91/05/20. 10pp. 57931:155-57931:164. 

-9106060083 Safety evaluation supporting amends 159 & 161 to licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 2pp. 
57931:165-57931:166. 

9106070174 Requests for exemption from 10CFR55.53(e) re maintaining active status 
of license for senior reactor operators limited to fuel handling & proposed frequency/ 
duration of LSRO requalification training. 

BECK.G.J. Philadelphia Electric Co. 91/05/31. MURLEY.T.E. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). 4pp. 58015:225-58015:228. 

9106210172 Submits results of evaluation of revised schedule commitment to install 
hardened drywell vents,per Generic Ltr 89-16,contained in 900221 Itr.Proposed sched¬ 
ule satisfactory,based on constraints of 24-month cycle. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/03. SMITH.D.M. 
Philadelphia Electric Co. 5pp. 58202:254-58202:258. 


9106100487 Provides addl response to 910312 meeting on emergency diesel genera¬ 
tors. 

HELWIG.D.R. Philadelphia Electric Co. 91/06/04. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58051:217-58051:219. 

9106200025 Forwards summary of 910522 meeting 91-47 in King of Prussia, PA re 
multi-site senior operator licenses limited to fuel handling. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/10. SMITH.D.M. Philadelphia 
Electric Co. 15pp. 58161:107-58161:121. 

9106260355 Forwards amends 160 & 162 to licenses DPR-44 & DPR-56, respectively & 
safety evaluation.Amends revise Tech Specs re testing requirements for core & con¬ 
tainment cooling sys when one sys becomes inoperable. 

CLARK,R.J. Project Directorate 1-2. 91/06/12. BECK.G.J. Philadelphia Electric Co. 
3pp. 58217:134-58217:198. 

--9 106260360 Amends 160 & 162 to licenses DPR-44 & DPR-56,respectively, revising 
core & containment cooling sys surveillance requirements for plant units 2/3. 

BUTLER,W.R. Project Directorate i-2. 91/06/12. 58pp. 58217:137-5821 7:194. 

—9106260365 Safety evaluation supporting amends 160 & 162 to licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/12. 4pp. 
58217:195-58217:198. 

9106240008 Application for amend to License DPR-56,consisting of Tech Spec Change 
Request 91-05 temporarily eliminating requirement to verify coupling of control rod 
until unit shutdown for eighth refueling outage scheduled for 910907. 

BECK.G.J. Philadelphia Electric Co. 91/06/14. Document Control Branch (Document 
Control Desk). 7pp. 58213:275-58213:283. 

—9106240009 Proposed Tech Specs re limiting conditions for operation & surveillance 
requirements for repositioning uncoupled control rods. 

* Philadelphia Electric Co. 91/06/14. 2pp. 58213:282-58213:283. 

9106280049 Forwards amends 161 & 163 to licenses DPR-44 & DPR-56 & safety 
evaluation.Amends revise TS to add requirement requested by generic Itr 88-01. 
CLARK,R.J. Project Directorate 1-2. 91/06/18. BECK.G.J. Philadelphia Electric Co. 
3pp. 58248:001-58248:024. 

—9106280057 Amends 161 & 163 to licenses DPR-44 & DPR-56,respectively, revising 
TS to add requirement requested by generic Itr 88-01. 

BUTLER.W.R. Project Directorate 1-2. 91/06/18. 18pp. 58248:004-58248:021. 

—9106280060 Safety evaluation supporting amends 161 & 163 to licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/18. 3pp. 
58248:022-58248:024. 

9106280168 Responds to request for addl info re Containment Leakage Testing Pro¬ 
gram Tech Spec.lnfo supporting finding of NSHC end & supercedes 861010 amend 
application. 

BECK.G.J. Philadelphia Electric Co. 91 /06/20. Document Control Branch (Document 
Control Desk). 2pp. 58272:327-58272:328. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060074 Forwards amends 159 & 161 to licenses DPR-44 & DPR-56 & safety 
evaluation.Amend revises emergency diesel generator periodic insp interval from once 
per yr to once per 18 months. 

SUH.G.Y. Project Directorate i-2. 91/05/20. BECK.G.J. Philadelphia Electric Co. 3pp. 
57931:152-57931:166. 

-9106060078 Amends 159 & 161 to licenses DPR-44 & DPR-56,respectively, revising 
TS re emergency diesel generator insp frequency. 

BUTLER,W.R. Project Directorate 1-2. 91/05/20. 10pp. 57931:155-57931:164. 

—9106060083 Safety evaluation supporting amends 159 & 161 to licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 2pp. 
57931:165-57931:166. 

9106040044 Ack receipt of 910502 response to violations noted in Insp Repts 50-277/ 
91-12 & 50-278/91-12. 

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. SMITH.D.M. Philadelphia Electric 
Co. 2pp. 57914:331-57914:335. 

9106070036 Forwards insp repts 50-277/91-14 & 50-278/91-14 on 910401-05 & notice 
of violation. 

DURRJ.P. Region 1 (Post 820201). 91/05/23. SMITH.D.M. Philadelphia Electric Co. 
3pp. 57918:068-57918:077. 

-9106070038 Notice of violation from insp on 910401-05.Violation noted: inspector 
identified installation of combustible anti-sweat insulation on emergency svc water 
piping sys & licensee failed to complete required engineering review request form. 

* Region 1 (Post 820201). 91/05/23. Ip. 57918:071-57918:071. 

-9106070042 Combined insp repts 50-277/91-14 & 50-278/91-14 on 910401-OS.Viola- 
tions noted.Major areas inspected:followup of licensee environ qualification program 
(EQ) for electrical equipment important to safety & within scope of 1OCFR50.49. 
PAOLINO.R.J., ANDERSON,C.J. Region 1 (Post 820201). 91/05/21. 6pp. 57918:072- 
57918:077. 

9105230062 NRC info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 
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9105300331 NRC Info Notice 91*034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106180121 Forwards safety insp repts 50-277/91-15 & 50-278/91-15 on 910418- 
26.No violations noted. ^ 

JOYNER,J.H. Region 1 (Post 820201). 91/06/04. SMITH,D. Philadelphia Electric Co. 
4pp. 58120:314-58120:330. 

-9106180127 Safety insp repts 50-277/91-15 & 50-278/91-15 on 910418-26. No viola¬ 
tions noted.Major areas inspected:emergency preparedness program including organi¬ 
zation & mat control, knowledge & performance of duties & independent reviews. 
AMATO,C.G.. LAZARUS,W.J. Region 1 (Post 820201). 91/06/03. 13pp. 58120:318- 
58120:330. 


-9106110104 SALP repts 50-280/91-08 & 50-281/91-08 for period 900401-910330. 

* Region 2 (Post 820201). 91/05/23. 31pp. 57997:304-57997:334. 

9106120273 Forwards remaining survey info & data point library for Surry Power Station 
as well as corrected North Anna data point library info for ERDS. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document 
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033. 

9106130293 EPIPs including,Rev 15 to EPIP-3.02.Rev 9 to EPIP-5.01 ,Rev 2 to EPIP- 
5.06 & Rev 5 to EPI P-5.08.W/910607 Itr. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/07. 42pp. 
58110:261-58110:303. 


H. General correspondence 


9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260260 Responds to NRC 910523 Itr re violations noted in insp repts 50-277/91-14 
& 50-278/91-14 on 910401 -05.Corrective actions: engineering review in progress de¬ 
termining extent & possible effects of installed Rubatex insulation. 

MILLERiD.B. Philadelphia Electric Co. 91/06/11. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58236:306-58236:309. 

9106250181 Forwards radiological safety insp 50-277/91-17 & 50-278/91-17 on 
910513-20.No violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/12. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 58220:344-58220:352. 

-9106250186 insp repts 50-277/91-17 & 50-278/91-17 on 910513-20.No violations 
noted.Major areas in$pected:include TLD response to noble gas,corrective actions 
sys,whole body counting & dosimetry,ALARA,training & preparations. 

CHAWAGA.D., LANCE,R., PASCIAK.W. Region 1 (Post 820201). 91/06/12. 6pp. 
58220:347-58220:352. 

9106270116 Ack receipt of 910515 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-277/91-08 & 50-278/91-08. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/13. SMITH,D.M. Philadelphia Electric 
Co. 4pp. 58223:321-58223:331. 

9106270199 Notification of significant licensee meeting 91-79 w/util on 910702 in King 
of Prussia,PA to conduct enforcement conference to discuss inoperability of standby 
liquid control sys as documented in insp rept 50-278/91-16. 

DOERFLEIN.LT. Region 1 (Post 820201). 91/06/17. Region 1 (Post 820201). 3pp. 
58224:127-58224:129. 

9106270202 Forwards safety insp repts 50-277/91-18 & 50-278/91-18 on 910603- 
05.No violations noted.Excelient implementation of radiological environ monitoring pro¬ 
gram observed. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/17. SMITH.D.M. Philadelphia Electric 
Co. 2pp. 58224:130-58224:136. 

-9106270213 Safety insp repts 50-277/91-18 & 50-278/91-18 on 910603-05 No viola¬ 
tions noted.Major areas inspected:mefeorological monitoring program & implementa¬ 
tion of ODCM. 

JANG.J.C., BORES,R.J. Region 1 (Post 820201). 91/06/11. 5pp. 58224:132- 
58224:136. 


R. Periodic operating reports & related correspondence 

9106030045 Forwards “Peach Bottom Units 2 & 3 Annual Radiological Environ Operat¬ 
ing Rept 48,1990.” Results of radiological environ monitoring program indicated that 
plant effects on environ not measurable in any sample media. 

MILLER,D.B. Philadelphia Electric Co. 91/05/22. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 57999:028-57999:162. 

-9106030047 “Peach Bottom Units 2 & 3 Annual Radiological Environ Operating Rept 
48 1990 ” 

* Philadelphia Electric Co. 90/12/31. 67pp. 57999:030-57999:162. 

9106160419 Monthly operating repts for May 1991 for Peach Bottom Atomic Power 
Station.W/910614 Itr. 

BARON,M.J., MILLER,D.B. Philadelphia Electric Co. 91/05/31. 14pp. 58171:256- 
58171:269. 


S. Reportable occurrences, UERs & related correspondence 

9106240002 LER 91-008-00:on 910520.RHR pump 3C unexpectedly started during RHR 
B channel logic sys functional test.Caused by personnel error.Sys secured & surveil¬ 
lance test completed satisfactorily.W/910614 Itr. 

FULVIO.A.A., FRAY.J. Philadelphia Electric Co. 91/06/14. 4pp. 58226:034-58226:037. 


V. Operator Examinations 

9106270217 Advises that operator license for WM Eagles terminated due to permanent 
reassignment 

* Philadelphia Electric Co. 91/06/21. Document Control Branch (Document Control 
Desk), ip. 58254:340-58254:340. 
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F. Security, medical, emergency & fire protection plana 

9106110101 Forwards SALP rept for insp repts 50-280/91-08 & 50-281/91-08 during 
period 900401-910330.Major areas inspectedrplant operations,radiological 

controls, maint, surveillance,emergency preparedness & security. 

EBNETER.S.D. Region 2 (Post 820201). 91/05/23. STEWART,W.L Virginia Power 
(Virginia Electric & Power Co.). 4pp. 57997:299-57997:334. 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. Ip. 58039:092-58039:092. 


P. Operating license stage documents & correspondence 

9106110112 Forwards mgt meeting summary held 910228 at Region II ofc re self-as¬ 
sessment for facility. 

REYES,L.A. Region 2 (Post 820201). 91/03/08. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 45pp. 57998:056-57998:100. 

9106110063 Refers to 910315 mgt meeting re discussion of integrated nuclear safety 
assessment program & update of configuration mgt project & forwards list of 
attendees,summary & handouts. 

REYES,L.A. Region 2 (Post 820201). 91/03/27. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 92pp. 57996:311-57997:044. 

9106030071 Forwards amends 157 & 156 to licenses DPR-32 & DPR-37, respectively & 
safety evaluation.Amends incorporate location of gaseous effluent release point asso¬ 
ciated w/newly constructed radwaste facility into figure 5.1-1. 

BUCKLEY,B.C. Project Directorate 11-2. 91/05/20. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 57887:227-57887:237. 

-9106030065 Amends 157 & 156 to licenses DPR-32 & DPR-37,respectively, incorpo¬ 
rating location of gaseous effluent release point associated w/newly constructed rad¬ 
waste facility into figure 5.1-1. 

BERKOW.H.N. Project Directorate 11-2. 91/05/20. 6pp. 57887:229-57887:234. 

-9106030067 Safety evaluation supporting amends 157 & 156 to licenses DPR-32 & 
DPR-37,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 3pp. 
57887:235-57887:237. 

9106030009 Requests interim relief from ASME pressure test program for reactor vessel 
partial penetration welds.Util intends to perform missed ASME Code requirements 
during next outage of sufficient duration when leakage tests can be conducted. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/05/23. Document 
Control Branch (Document Control Desk). 5pp. 57915:349-57915:353. 

9106040323 Forwards investigation results for false negative sample later identified as 
positive for phenobarbital at HHS certified lab as part of fitness-for-duty 
program.Caused by error in sample preparation or operation of equipment. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/29. Document 
Control Branch (Document Control Desk). 4pp. 57999:215-57999:218. 

9106070228 Revised application for amends to Licenses DPR-32 & DPR-37, correcting 
pages w/instructions re replacement Table 3.7-2, Page 3.7-14. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/05/31. Document 
Control Branch (Document Control Desk). 2pp. 58016:353-58016:358. 

-9106070232 Proposed tech specs correcting pages re engineered safeguards action 
instrument operating conditions & surveillance requirements. 

* Virginia Power (Virginia Electric & Power Co.). 91/05/31. 4pp. 58016:355-58016:358. 

9106070305 Provides status of evaluation of ASME Section XI instrument accuracy 
requirements.Evaluations will be completed by 910607. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/03. Document 
Control Branch (Document Control Desk). 2pp. 58039:121-58039:122. 

9106110238 Forwards fitness for duty program re blind performance tests results. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/05. Document 
Control Branch (Document Control Desk). 4pp. 58098:165-58098:168. 

9106120273 Forwards remaining survey info & data point library for Surry Power Station 
as well as corrected North Anna data point library info for ERDS. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document 
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033. 

9106130263 Forwards interim relief requests from ASME Section XI pump testing pro¬ 
gram re calibr of new & existing flow instrument loops in component cooling & svc 
water sys,RHR sys & fuel oil sys. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91 /06/07. Document 
Control Branch (Document Control Desk). 13pp. 58111:271-58111:283. 

9106210206 Notification of 910627 meeting w/util in Rockville,MD to discuss perform¬ 
ance indicators, NRC fee schedule,merits (STS),North Anna steam 

generators,shutdown risks,station blackout & 10 licensing issues. 

ENGLE,L.B. Project Directorate 11-2. 91/06/19. BERKOW.H.N. Project Directorate 11-2. 
3pp. 58202:215-58202:217. 

9106260040 Submits summary of installation status of pump instrumentation required to 
perform testing listed.Proposed alternative interim insen/ice testing program reviewed 
& found acceptable. 

BERKOW.H.N. Project Directorate 11-2. 91/06/19. STEWART.W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 4pp. 58217:349-58217:352. 

9106260357 Forwards updated VEP-1-5A, “Operational QA Program Topical Rept." 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/20. Document 
Control Branch (Document Control Desk). 9pp. 58242:128-58242:241. 
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-9106260367 Updated VEP-1-5A, “Operational QA Program Topical Rept.” 

* Virginia Power (Virginia Electric & Power Co.). VEP-1-5A. 91/04/30. 101pp. 
58242:137-58242:241. 


q. inspection reports, IE Bulletins & correspondence 


9106110092 Forwards maint insp tree inadvertently omitted from insp repts 50-280/91- 
03 & 50-281/91-03.W/O end. 

GIBSON.A.F., JULIAN,C.A. Region 2 (Post 820201). 91/03/29. STEWART.W.L. Virgin¬ 
ia Power (Virginia Electric & Power Co.). 3pp. 57997:291-57997:293. 


9105090366 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 


9106060143 Ack receipt of 910513 Itr responding to violations noted in Insp Repts 50- 
280/91-06 & 50-281/91-06. 
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SINKULE.M.V. Region 2 (Post 820201). 91/05/21. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 58002:355-58002:356. 


9106110101 Forwards SALP rept for insp repts 50-280/91-08 & 50-281/91-08 during 
onaini.ainsso Maior areas insoectedrdant o Derations. radioloaical 


period 900401-910330.Major areas inspectedrplant operations,radiological 

controls,maint, surveillance,emergency preparedness & security. 

EBNETER.S.D. Region 2 (Post 820201). 91/05/23. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 4pp. 57997:299-57997:334. 


-9106110104 SALP repts 50-280/91-08 & 50-281/91-08 for period 900401-910330. 
* Region 2 (Post 820201). 91/05/23. 31pp. 57997:304-57997:334. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. or New York, Inc. 84pp. 58146:001-58146:087. 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 


Emergency Diesel Generator Maitunctions. svc list enci. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 


9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


9106270077 Forwards NRC insp repts 50-280/91-10 & 50-281/91-10 on 910331- 
0511.No violations noted.Cumulative review indicated decline in operator 
performance.Problems associated w/lack of adequate administrative requirements 
identified. __ _ 
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SINKULE.M.V. Region 2 (Post 820201). 91/06/10. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 58223:075-58223:096. 


-9106270082 Insp repts 50-280/91-10 & 50-281/91-10 on 910331-0511.No violations 
noted.Major areas inspected:plant operations, maint & surveillance. 

HOLLAND,W.E., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 91/06/10. 19pp. 
58223:078-58223:096. 


R. Periodic operating reports & related correspondence 


9106210165 Monthly operating repts for May 1991 for Surry Power Station Units 1 & 
2.W/910617 Itr. 

NEGRON,M.A., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/ 
31. 24pp. 58207:232-58207:255. 


S. Reportable occurrences, LERs & related correspondence 


9106100066 Confirms interpretation of regulation discussions re NRC notifications of 
event per 10CFR50.72(b)(2)(vi). 

BERKOW.H.N. Project Directorate 11-2. 91 /06/03. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 57994:293-57994:294. 


9106100383 LER 91 - 009 - 00 :on 910509,discovered that visual exams of reactor vessel 
partial penetration welds & bottom of reactor vessel not performed during 1990 refuel¬ 
ing outage.Caused by personnel error.Exam frequency increased.W/910605 Itr. 
KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 91/06/05. 4pp. 
58162:129-58162:132. 


9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


9106270255 Forwards film produced by util, “Dry Cask Storage at Surry Power Station.” 
W/o end. 

WAKEMAN.B.H. Virginia Power (Virginia Electric & Power Co.). 91/06/10. STURZ.F. 
NRC - No Detailed Affiliation Given. Ip. 58268:218-58268:218. 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 


9106110101 Forwards SALP rept for insp repts 50-280/91-08 & 50-281/91-08 during 
period 900401 -910330. Major areas inspected:plant operations,radiological 

controls,maint surveillance,emergency preparedness & security. 
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EBNETER.S.D. Region 2 (Post 820201). 91/05/23. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 4pp. 57997:299-57997:334. 


-9106110104 SALP repts 50-280/91-08 & 50-281/91-08 for period 900401-910330. 
* Region 2 (Post 820201). 91/05/23. 31pp. 57997:304-57997:334. 


9106120273 Forwards remaining survey info & data point library for Surry Power Station 
as well as corrected North Anna data point library info for ERDS. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document 
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033. 


9106130293 EPIPs including,Rev 15 to EPIP-3.02,Rev 9 to EPIP-5.01,Rev 2 to EPIP- 
5.06 & Rev 5 to EPIP-5.08.W/910607 Itr. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/07. 42pp. 
58110:261-58110:303. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. Ip. 58039:092-58039:092. 


P. Operating license stage documents & correspondence 


9106110112 Forwards mgt meeting summary held 910228 at Region II ofc re self-as¬ 
sessment for facility. 

REYES.L.A. Region 2 (Post 820201). 91/03/08. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 45pp. 57998:056-57998:100. 


9106110063 Refers to 910315 mgt meeting re discussion of integrated nuclear safety 
assessment program & update of configuration mgt project & forwards list of 
attendees,summary & handouts. 

REYES.L.A. Region 2 (Post 820201). 91/03/27. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 92pp. 57996:311-57997:044. 


9106030071 Forwards amends 157 & 156 to licenses DPR-32 & DPR-37, respectively & 
safety evaluation.Amends incorporate location of gaseous effluent release point asso¬ 
ciated w/newly constructed radwaste facility into figure 5.1-1. 

BUCKLEY.B.C. Project Directorate 11-2. 91 /05/20. STEWART.W.L. Virginia Power (Vir- 


BUCKLEY.B.C. Project Directorate 11-2. 91/05/20. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 57887:227-57887:237. 


—9106030085 Amends 157 & 156 to licenses DPR-32 & DPR-37,respectively, incorpo¬ 
rating location of gaseous effluent release point associated w/newly constructed rad¬ 
waste facility into figure 5.1-1. 

BERKOW.H.N. Project Directorate 11-2. 91/05/20. 6pp. 57887:229-57887:234. 


-9106030087 Safety evaluation supporting amends 157 & 156 to licenses DPR-32 & 
DPR-37,respect'ively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 3pp. 
57887:235-57887:237. 


9106030009 Requests interim relief from ASME pressure test program for reactor vessel 
partial penetration welds.Util intends to perform missed ASME Code requirements 
during next outage of sufficient duration when leakage tests can be conducted. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/05/23. Document 
Control Branch (Document Control Desk). 5pp. 57915:349-57915:353. 


9106040323 Forwards investigation results for false negative sample later identified as 
positive for phenobarbital at HHS certified lab as part of fitness-for-duty 
program.Caused by error in sample preparation or operation of equipment. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/29. Document 
Control Branch (Document Control Desk). 4pp. 57999:215-57999:218. 


9106070228 Revised application for amends to Licenses DPR-32 & DPR-37, correcting 
pages w/instructions re replacement Table 3.7-2, Page 3.7-14. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31. Document 
Control Branch (Document Control Desk). 2pp. 58016:353-58016:358. 


inia Electric & Power Co.). 91/05/31. Document 
esk). 2pp. 58016:353-58016:358. 


-9106070232 Proposed tech specs correcting pages re engineered safeguards action 
instrument operating conditions & surveillance requirements. 

* Virginia Power (Virginia Electric & Power Co.). 91/05/31. 4pp. 58016:355-58016:358. 


9106070305 Provides status of evaluation of ASME Section XI instrument accuracy 
requirements.Evaluations will be completed by 910607. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/03. Document 
Control Branch (Document Control Desk). 2pp. 58039:121-58039:122. 


9106110238 Forwards fitness for duty program re blind performance tests results. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/05. Document 
Control Branch (Document Control Desk). 4pp. 58098:165-58098:168. 


9106120273 Forwards remaining survey Info & data point library for Surry Power Station 
as well as corrected North Anna data point library info for ERDS. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document 
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033. 


9106130263 Forwards interim relief requests from ASME Section XI pump testing pro¬ 
gram re calibr of new & existing flow instrument loops in component cooling & svc 
water sys.RHR sys & fuel oil sys. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/07. Document 
Control Branch (Document Control Desk). 13pp. 58111:271-58111:283. 


9106210206 Notification of 910627 meeting w/util in Rockville,MD to discuss perform¬ 
ance indicators, NRC fee schedule.merits (STS),North Anna steam 
generators.shutdown risks,station blackout & 10 licensing issues. 

ENGLE,L.B. Project Directorate 11-2. 91/06/19. BERKOW.H.N. Project Directorate 11-2. 
3pp. 58202:215-58202:217. 


9106260357 Forwards updated VEP-1-5A, “Operational QA Program Topical Rept.” 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/20. Documenl 
Control Branch (Document Control Desk). 9pp. 58242:128-58242:241. 


-9106260367 Updated VEP-1-5A, “Operational QA Program Topical Rept.” 

* Virginia Power (Virginia Electric & Power Co.). VEP-1-5A. 91/04/30. 101pp. 
58242:137-58242:241. 
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Q. Inspection reports, IE Bulletins & correspondence 

9106110092 Forwards maint insp tree inadvertently omitted from insp repts 50-280/91- 
03 & 50-281/91-03.W/O end. 

GIBSON,A.F., JULIAN.C.A. Region 2 (Post 820201). 91/03/29. STEWART,W.L. Virgin¬ 
ia Power (Virginia Electric & Power Co.). 3pp. 57997:291-57997:293. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060143 Ack receipt of 910513 Itr responding to violations noted in Insp Repts 50- 
280/91-06 & 50-281/91-06. 

SINKULE.M.V. Region 2 (Post 820201). 91/05/21. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 58002:355-58002:356. 

9106110101 Forwards SALP rept for insp repts 50-280/91-08 & 50-281/91-08 during 
period 900401-910330.Major areas inspected:plant operations, radiological 

controls.maint, surveillance,emergency preparedness & security. 

EBNETER.S.D. Region 2 (Post 820201). 91/05/23. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 4pp. 57997:299-57997:334. 

-9106110104 SALP repts 50-280/91-08 & 50-281/91-08 for period 900401-910330. 

* Region 2 (Post 820201). 91/05/23. 31pp. 57997:304-57997:334. 

9106050177 Forwards Technical Review Reot AEOD/T91-05, “Setpoint Testing of Pres- 
surizer Safety Valves w/Water-Filled Loop Seals” to be used to draft final suppl to 
Info Notice 89-090 which will close out issue. 

NOVAK,T.M. Division of Safety Programs (Post 870413). 91/05/29. ROSSI.C.E. Divi¬ 
sion of Operational Events Assessment (Post 870411). Ip. 58008:148-58008:160. 

-9106050186 AEOD Technical Review Rept AEOD/T91-05, “Setpoint Testing of Pres- 
surizer Safety Valves w/Water-Filled Loop Seals." 

WEGNER,M. Office for Analysis & Evaluation of Operational Data, Director. 91/05/30. 
10pp. 58008:151-58008:160. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270077 Forwards NRC insp repts 50-280/91-10 & 50-281/91-10 on 910331- 
0511.No violations noted.Cumulative review indicated decline in operator 
performance.Problems associated w/lack of adequate administrative requirements 
identified. 

SINKULE.M.V. Region 2 (Post 820201). 91/06/10. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 58223:075-58223:096. 

-9106270082 Insp repts 50-280/91-10 & 50-281/91-10 on 910331-0511.No violations 
noted.Major areas inspected:plant operations, maint & surveillance. 

HOLLAND,W.E., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 91/06/10. 19pp. 
58223:078-58223:096. 


R. Periodic operating reports & related correspondence 


9106210165 Monthly operating repts for May 1991 for Surry Power Station Units 1 & 
2.W/910617 Itr. 

NEGRON.M.A., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/ 
31. 24pp. 58207:232-58207:255. 


S. Reportable occurrences, LERs & related correspondence 


9106100066 Confirms interpretation of regulation discussions re NRC notifications of 
event per 10CFR5O.72(b)(2)(vi). 

BERKOW.H.N. PNO-Il-91-O32:on 910611,facility shut down to conduct repairs for discon¬ 
nected control rod.Problem verified by special test of rod.Head will be removed & rod 
examined & repaired. 

FREDRICKSON,P. Region 2 (Post 820201). 91/06/11. Ip. 58224:042-58224:042. 

9106190421 LER 91-004-00:on 910514,inadvertent overfilling of refueling water storage 
tank occurred.Cause unknown.Architect/Engineer consulted to review tank design.W/ 
910613 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 91/06/13. 4pp. 
58209:131-58209:134. 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
enci.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


9106270255 Forwards film produced by util, “Dry Cask Storage at Surry Power Station." 
W/o end. 

WAKEMAN.B.H. Virginia Power (Virginia Electric & Power Co.). 91/06/10. STURZ.F. 
NRC - No Detailed Affiliation Given. Ip. 58268:218-58268:218. 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106060037 Forwards Rev 9 to security force training & qualification plan,eliminating 
hip-fire position for shotgun qualifications & increasing qualification std for point shoul¬ 
der position.Rev withheld (ref 1QCFR73.21). 

PARKER,T.M. Northern States Power Co. 91/05/30. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58001:349-58001:349. 

9106110258 Requests addl info re review of instrumentation & control aspects of 
901127 submittal, “Design Rept for Station Blackout/Electrical Safeguards Upgrade 
Project." 

MASCIANTONIO,A. Project Directorate 111-1. 91/06/06. PARKER,T.M. Northern States 
Power Co. 6pp. 58098:221-58098:226. 


P. Operating license stage documents & correspondence 


9106070086 Forwards errata for amends 96 & 89 to licenses DPR-42 & DPR-60,respec¬ 
tively. 

MASCIANTONIO.A. Project Directorate 111-1. 91/05/29. PARKER,T.M. Northern States 
Power Co. 3pp. 58016:168-58016:183. 

—9 i 06070094 Amends 96 & 89 to licenses DPR-42 & DPR-60,respectively, containing 
text errors on page TS.6.2-7. 

* Project Directorate 111-1. 91/05/29. 13pp. 58016:171-58016:183. 

9106110258 Requests addl info re review of instrumentation & control aspects of 
901127 submittal, “Design Rept for Station Blackout/Electrical Safeguards Upgrade 
Project." 

MASCIANTONIO.A. Project Directorate 111-1. 91/06/06. PARKER.T.M. Northern States 
Power Co. opp. 58098:221-58098:226. 

9106250088 Discusses 910604-05 NRC senior managers meeting re evaluation of nu¬ 
clear safety performance of operating reactors,fuel facilities & other matls licensees. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/18. ELIASON.L.R. 
Northern States Power Co. 3pp. 58205:323-58205:325. 

9106240317 Forwards steam generator tube plugging & sleeving info for NRC staff. 
PARKER.T.M. Northern States Power Co. 91/06/20. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58212:331-58212:333. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090286 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050106 Informs of closeout of NRC Bulletin 80-08, “Exam of Containment Liner 
Penetration Welds,” per 881205 Itr. 

MASCIANTONIO.A. Project Directorate til-1. 91/05/21. PARKER.T.M. Northern States 
Fower Co. 3pp. 57903:139-57903:141. 

9106070231 Requests further relief from schedular requirements of Bulletin 89-002, 
“Stress Corrosion Cracking of High-Hardness Type 410 Stainless Steel Internal Pre¬ 
load Bolting in Anchor/ Darling Valves,” for insp of Units 1 & 2 RHRP valves. 
PARKER.T.M. Northern States Power Co. 91 /05/30. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58039:126-58039:128. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106120183 Provides clarification of response to Suppl Number 79-01A to IE Bulletin 
79-01, “Environ Qualification of Class IE Equipment (Deficiencies in Environ Qualifica¬ 
tion of ASCO Solenoid Valves)." 

PARKER.T.M. Northern States Power Co. 91/06/07. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58109:182-58109:183. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260325 Forwards nonproprietary WCAP-12876 & proprietary WCAP-12877, “Tech¬ 
nical Justification for Eliminating Pressurizer Surge Line Rupture...," in response to 
Action l.d of NRC Bulletin 88-011.WCAP-12877 withheld (ref 10CFR2.790(b)(4)). 
PARKER.T.M. Northern States Power Co. 91/06/17. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 58249:327-58250:054. 

-9106260332 Nonproprietary “Technical Jusitification for Eliminating Pressurizer Surge 
Line Rupture as Structural Design Basis for Praire Island Unit 1.” 

WITT.F.J., PALUSAMY.S.S. Westinghouse Electric Corp. WCAP-12876. 91/03/31. 
70pp. 58249:334-58250:044. 

—9106260337 Requests that proprietary WCAP-12877, “Technical Justification for Elimi¬ 
nating Pressurizer Surge Line Rupture as Structural Design Basis for Praire Island Unit 
1" be withheld (ref 10CFR2.790(b)(4)). 

DIPIAZZA.R.P. Westinghouse Electric Corp. 91 /04/02. MURLEY.T. Document Control 
Branch (Document Control Desk). 11pp. 58250:045-58250:054. 
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R. Periodic operating reports & related correspondence 

9106190079 Monthly operating repts for May 1991 for Prairie Island Generating 
Plant.W/910612 Itr. 

DUGSTAD.D., PARKER.T.M. Northern States Power Co. 91/05/31. 9pp. 58187:329- 
58187:337. 


S. Reportable occurrences, LERs & related correspondence 

9106110283 LER 90-012-01 :on 900815,discovered that several instruments used for 
surveillance acceptance not routinely calibrated. Caused by personnel 
error.Instruments calibrated & all instruments placed on routine schedule.W/910606 
Itr. 

HUNSTAD.A., PARKER.T.M. Northern States Power Co. 91/06/06. 4pp. 58162:037- 
58162:040. 

9106140186 LER 91-004-00:on 910509,failure of redundant heat trace circuits occurred 
as result of electrical fault.Caused by operator stepping on insulated section of 
piping.ET-53R heat trace circuit repaired.W/910610 Itr. 

HUNSTAD.A., PARKER.T.M. Northern States Power Co. 91/06/10. 6pp. 58178:047- 
58178:052. 

9106240109 LER 91-005-00:on 910516,contract facility notified util that pressurizer 
safety valve lift setpoint 2.5% below nominal setpoint,per NRC Info Notice 89- 
090.Caused by use of inaccurate procedure for setting valves.W/910617 Itr. 
HUNSTAD.A.A., PARKER.T.M. Northern States Power Co. 91/06/17. 5pp. 58226:051- 
58226:055. 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 

9106270380 LER 91-006-00:on 910525,discovered that selector switch for Radiation 
Monitor R-35 in reset position due personnel error.Switch returned to operate 
position.W/910624 Itr. 

HUNSTAD.A., PARKER.T.M. Northern States Power Co. 91/06/24. 3pp. 58256:113- 
58256:116. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9106100460 Responds to NRC questions re facility independent spent fuel storage in¬ 
stallation Tech Specs & SAR. 

PARKER.T.M. Northern States Power Co. 91/06/05. Document Control Branch (Doc¬ 
ument Control Desk). 130pp. 58051:235-58051:354. 


DOCKET 50-284 IDAHO STATE UNIV. RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

9106100002 “Annual Operating Rept for 1990,Idaho State Univ." W/910531 Itr. 

WILSON,A.E. Idaho State Univ., Pocatello, ID. 90/12/31. MILLER,C.L. Division of Ad¬ 
vanced Reactors & Special Projects (Post 901216). 3pp. 58092:067-58092:069. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106170003 FOIA request for copy of Ofc of Investigation Rept Ol 4-90-003. 

GATES,W.G. Omaha Public Power District. 91/01/14. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 58132:001- 
58132:001. 

9104100071 Forwards scenario to “Fort Calhoun Nuclear Station Emergency Prepared¬ 
ness Exercise,910522-23." 

GATES,W.G. Omaha Public Power District. 91/04/05. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58132:066-58133:046. 

—9104100073 Scenario to, “Fort Calhoun Nuclear Station Emergency Preparedness Ex¬ 
ercise, 910522-23.” 

CLAYTON,O.J. Omaha Public Power District. 91/04/05. 342pp. 58132:067-58133:046. 

9106170010 Final response to FOIA request for Ofc of Investigation Rept Ol 4-90- 
003.Forwards documents listed in App A.lnfo partially withheld (ref FOIA Exemptions 
3,4,6 & 7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/01. GATES,W.G. Omaha Public Power District. 3pp. 58132:002- 
58132:051. 

-9106170017 Investigation rept Ol 4-90-003.Noncompliance noted.Major areas 
investigated:allegations re potential violations of NRC security regulations & require¬ 
ments at site security division. 

CHAPMAN,L. Office of Investigations (Pre 880201). 90/11/06. 37pp. 58132:005- 
58132:051. 

9106030027 Forwards insp rept 50-285/91-12 on 910422-26.No violations noted. 
COLLINS,S.J. Region 4 (Post 820201). 91/05/24. GATES,W.G. Omaha Public Power 
District. 3pp. 57881:138-57881:142. 

-9106030029 Partially withheld insp rept 50-285/91-12 on 910422-26.No violations or 
deviations noted.Major areas inspected: physical security program,including security 
organization, protected area barriers & emergency power supply. 

EARNEST,A.B., CAIN,C.L Region 4 (Post 820201). 91/05/14. 2pp. 57881:141- 
57881:142. 

9106100393 Transmittal sheets for Rev 0 to EP-2 & Rev 1 to FC-EPF-4.W/ 910531 Itr. 
GATES,W.G. Omaha Public Power District. 91/05/31. 5pp. 58017:280-58017:284. 

9106170062 Rev 3 to EPIP-EOF-22, “Computerized Dose Assessment." W/ 910606 Itr. 
GATES,W.G. Omaha Public Power District. 91/06/06. 21pp. 58128:221-58128:241. 


9106200130 Forwards Insp Rept 50-285/91-08 on 910520-23.No violations or devi¬ 
ations noted.Weaknesses noted in emergency preparedness program including,failure 
to exercise adequate radiological controls in operational support ctr. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/14. GATES.W.G Omaha Public Power 
District. 3pp. 58204:334-58204:347. 

—9106200132 Insp Rept 50-285/91-08 on 910520-23.No violations or deviations 
noted.Major areas inspected:licensee performance & capabilities during annual exer¬ 
cise of emergency plan & procedures. 

PEDERSEN,R.L. Region 4 (Post 820201). 91/06/14. 11pp. 58204:337-58204:347. 

9106250125 Forwards Rev 3 to site security plan.Rev withheld (ref 1QCFR73.21). 
GATES.W.G. Omaha Public Power District. 91/06/15. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58234:305-58234:305. 


P. Operating license stage documents & correspondence 


9106030141 Advises that licensee 870930 submittal on steam generator tube rupture 
event dose assessment methodology acceptable. 

WALKER,W.C. Project Directorate IV-1. 91/05/22. GATES.W.G. Omaha Public Power 
District. 4pp. 57892:295-57892:298. 

9106060038 Ack receipt of 910514 repts for review re core reload methodology for 
cycle 14.Staff does not consider completion of review necessary before submitting 
plant specific cycle 14 reload schedule for Nov 1991. 

QUAY.T.R. Project Directorate IV-1. 91/05/28. GATES.W.G. Omaha Public Power Dis¬ 
trict. 3pp. 57934:277-57934:279. 

9106060012 Notification of 910617 meeting w/util in Rockville,MD to discuss facility 
status & future submittals. 

WALKER,W.C. Project Directorate IV-1. 91/05/29. QUAY.T.R. Project Directorate IV- 
1. 4pp. 57931:267-57931:270. 

9106110009 Forwards summary of NRC comments on util response to request for addl 
info re alternate seismic criteria.Util should revise original alternate seismic criteria 
documents, contained in 881202 submittal to incorporate comments. 

WALKER.W.C. Project Directorate IV-1. 91/06/03. GATES.W.G. Omaha Public Power 
District. 8pp. 58096:351-58096:358. 

9106210119 Forwards safety evaluation & BNL technical evaluation rept concluding that 
alternate seismic criteria & methodologies to obtain floor response spectra different 
from spectra in updated SAR unacceptable. 

WALKER.W.C. Project Directorate IV-1. 91/06/17. GATES.W.G. Omaha Public Power 
District. 3pp. 58202:273-58202:299. 

-9106210121 SER concluding that util proposed alternate seismic criteria to generate 
in-structure response spectra unacceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/17. 4pp. 
58202:276-58202:279. 

—9105100042 “Review of Seismic Analysis for Generating In-Structure Spectra for Fort 
Calhoun Unit 1 Soil-Structure Interaction," technical evaluation rept. 
PHILIPPACOPOULO Brookhaven National Laboratory. 91/02/14. NRC - No Detailed 
Affiliation Given. 20pp. 58202:280-58202:299. 

9106260171 Forwards application for amend to License DPR-40,revising fuel oil storage 
requirements,place restrictions on operation of 161kV line & administrative changes. 
GATES.W.G. Omaha Public Power District. 91/06/21. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58228:235-58228:266. 

-9106260181 Application for amend to license DPR-40,revising fuel oil storage 
requirements,place restrictions on operations of 161 kV line & administrative changes. 
GATES.W.G. Omaha Public Power District. 91/06/21. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 58228:236-58228:239. 

-9106260191 Proposed tech specs 2.7,changing calculations performed to support 
design basis reconstruction effort & clarifying requirements for 161 kV line & making 
administrative changes. 

* Omaha Public Power District. 91/06/21.32pp. 58228:240-58228:266. 


Q. Inspection reports, IE Bulletins & correspondence 


9106170003 FOIA request for copy of Ofc of Investigation Rept Ol 4-90-003. 
GATES.W.G. Omaha Public Power District. 91/01/14. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 58132:001- 
58132:001. 

9106170010 Final response to FOIA request for Ofc of Investigation Rept Ol 4-90- 
003.Forwards documents listed in App A.lnfo partially withheld (ref FOIA Exemptions 
3,4,6 & 7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/01. GATES.W.G. Omaha Public Power District. 3pp. 58132:002- 
58132:051. 

-9106170017 Investigation rept Ol 4-90-003.Noncompliance noted.Major areas 
investigated:allegations re potential violations of NRC security regulations & require¬ 
ments at site security division. 

CHAPMAN,L. Office of Investigations (Pre 880201). 90/11/06. 37pp. 58132:005- 
58132:051. 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106030022 Informs that insp 50-285/91-15 has been cancelled & no rept will issued. 
COLLINS,S.J. Region 4 (Post 820201). 91/05/23. GATES.W.G. Omaha Public Power 
District. 2pp. 57881:136-57881:137. 

9106030027 Forwards insp rept 50-285/91-12 on 910422-26.No violations noted. 
COLLINS,S.J. Region 4 (Post 820201). 91/05/24. GATES.W.G. Omaha Public Power 
District. 3pp. 57881:138-57881:142. 
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-9106030029 Partially withheld insp rept 50-285/91-12 on 910422-26.No violations or 
deviations noted.Major areas inspected: physical security program,including security 
organization, protected area barriers & emergency power supply. 

EARNEST.A.B., CAIN.C.L. Region 4 (Post 820201). 91/05/14. 2pp. 57881:141- 
57881:142. 

9106050003 Forwards insp rept 50-285/91-14 on 910410-0517.No violations noted. 
COLLINS,S.J. Region 4 (Post 820201). 91/05/29. GATES,W.G. Omaha Public Power 
District. 2pp. 57895:001-57895:017. 

—9106050006 Insp rept 50-285/91-14 on 910410-0517.No violations noted. Major areas 
inspected:previously identified insp finding, review of corrective actions for 
violations,LER followup, onsite followup of events & operational safety verification. 
AZUA.R.V. Region 4 (Post 820201). 91/05/23. 15pp. 57895:003-57895:017. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200130 Forwards Insp Rept 50-285/91-08 on 910520-23.No violations or devi¬ 
ations noted.Weaknesses noted in emergency preparedness program including,failure 
to exercise adequate radiological controls in operational support ctr. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/14. GATES,W.G. Omaha Public Power 
District. 3pp. 58204:334-58204:347. 

-9106200132 Insp Rept 50-285/91-08 on 910520-23.No violations or deviations 
noted.Major areas inspected:licensee performance & capabilities during annual exer¬ 
cise of emergency plan & procedures. 

PEDERSEN,R.L. Region 4 (Post 820201). 91/06/14. 11pp. 58204:337-58204:347. 


S. Reportable occurrences, LERs & related correspondence 

9106050396 LER 91-009-00:on 910430,while closing control room breaker, ventilation 
isolation actuation signal generated.Caused by inappropriate action.Policy revs written 
to require that supervisor or operator be notified.W/910530 Itr. 

BUELL,D.J., GATES,W.G. Omaha Public Power District. 91/05/30. 5pp. 58009:138- 
58009:142. 


9106100357 Corrected Itr forwarding LER 91-009-00.Memo stationery inadvertently used 
instead of letterhead stationery for cover Itr. 

GATES,W.G. Omaha Public Power District. 91 /06/04. Document Control Branch (Doc¬ 
ument Control Desk), ip. 58162:124-58162:128. 

9106140107 Suppl to 910402 NPDES noncompliance notificatiomon 910331, pH excur¬ 
sion from Outfall 002 equalization & decantation holding basis occurred.Caused by 
error in valve alignment. Actual release vol was 55,000 gallons not 115,000 gallons. 
GATES,W.G. Omaha Public Power District. 91/06/06. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58113:326-58113:328. 

9106260205 LER 91-004-01:on 910212,offsite power low signal discovered outside 
design basis.Caused by inadequate mod.Mod implemented to alter existing logic 
circuitry.W/910621 Itr. 

MOLZER.D.S., GATES,W.G. Omaha Public Power District. 91/06/21. 6pp. 58226:181- 
58226:186. 

9106280194 Special Repfcon 910610,gas stack monitor failed new surveillance test for 
post-installation testing.Caused by excessive circuit noise on signal 
line.Troubleshooting efforts underway to isolate source of noise. 

GATES,W.G. Omaha Public Power District 91/06/24. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58272:087-58272:088. 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9106110046 Forwards insp rept 50-286/91-08 on 910301-0413.No violations noted. 
COWGILL.C.J. Region 1 (Post 820201). 91/05/30. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 3pp. 57996:238- 
57996:263. 

-9106110054 Insp rept 50-286/91-08 on 9103Q1-04i3.No violations noted. Major areas 
inspected:plant operations;radiological control; maint & 

surveillanco;security;emergency preparedness & safety assessment/quality verifica¬ 
tion. 

HAVERKAMP,D.R. Region 1 (Post 820201). 91/05/30. 23pp. 57996:241-57996:263. 

9106180379 Responds to NRC 910515 Itr re violations noted in Insp Rept 50-286/90- 
05.Corrective actions:specific documentations re gamma evaluations for security per¬ 
sonnel incorporated as part of each security officer routine medical exam. 
RUSSELL.J.E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/13. KNAPP.M.R. Region 1 (Post 820201). 2pp. 58171:085- 
58171:086. 

9106270299 Advises that expansion of emergency operations facility complete.per Ge¬ 
neric Ltr 89-Q8.Administrative procedure for governing erosion/corrosion program writ¬ 
ten & approved for use. 

BEEDLE.R.E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/21. Document Control Branch (Document Control Desk). 2pp. 
58268:222-58268:223. 


P. Operating license stage documents & correspondence 

9106040320 Responds to 910503 Itr & forwards four 5-1/4-inch diskettes containing 
files which make up PWR plant GFES bank. 

GALLO.R.M. Operator Licensing Branch. 91/05/20. BRIDGES,S.J. New York Power 
Authority (formerly Power Authority of the State of New York). 4pp. 57900:352- 
57900:355. 

9106030003 Forwards “Exam of Hot Leg Steam Generator Tube R45-C50 from Indian 
Point Unit 3.” Rept analyzes steam generator tube crack per 881115 meeting w/NRC. 
BEEDLE.R.E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/05/24. Document Control Branch (Document Control Desk). 2pp. 
57916:277-57916:336. 

-9106030004 “Exam of Hot Leg Steam Generator Tube R45-C50 from Indian Point Unit 
3.” 

KUCHIRKA.P.J., ALBERTIN.L. Westinghouse Electric Corp. 91/04/02. 51pp. 
57916:279-57916:336. 

9106120290 Corrected application for amend to License DPR-26,initially submitted on 
900710,changing Tech Specs re emergency diesel generator allowed outage 
time.Submittal corrects assumption by including battery charger failures. 

BEEDLE.R.E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/06. Document Control Branch (Document Control Desk). 2pp. 
58109:005-58109:006. 

9106180017 Advises that Hudson River Cooling Tower Settlement Agreement expired 
on 910514 & no longer condition of SPDES permit.Copy of new agreement dtd 
910515 end. 

BEEDLE.R.E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/07. Document Control Branch (Document Control Desk). 9pp. 
58176:043-58176:051. 

9106210222 Forwards request for addl info re licensee implementation of station black¬ 
out rule,as described in 900329 & 890417 submittals.Response requested within 60 
days of Itr date. 

WILLIAMS,F.J. Project Directorate 1-1. 91/06/18. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 6pp. 58181:020- 
58181:025. 

9106250075 Forwards addl info to support 900611 application for amend to License 
DPR-26,extending OL expiration date. 

BEEDLE.R.E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/18. Document Control Branch (Document Control Desk). 3pp. 
58216:299-58216:301. 

9106270299 Advises that expansion of emergency operations facility complete.per Ge¬ 
neric Ltr 89-08.Administrative procedure for governing erosion/corrosion program writ¬ 
ten & approved for use. 

BEEDLE.R.E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/21. Document Control Branch (Document Control Desk). 2pp. 
58268:222-58268:223. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106070046 Ack receipt of 910326 Itr informing NRC of steps taken to correct violations 
noted in insp 50-286/90-80. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/23. RUSSELL.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 57918:084- 
57918:085. 

9106110046 Forwards insp rept 50-286/91-08 on 910301-0413.No violations noted. 
COWGILl_C.J. Region 1 (Post 82020’). 91/05/30. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 3pp. 57996:238- 
57996:263. 

-9106110054 Insp rept 50-286/91-08 on 910301 -041 3 .Ng violations noted. Major areas 
inspected:plant operations;radiological control; maint & 

surveillance;security;emergency preparedness & safety assessment/quality verifica¬ 
tion. 

HAVERKAMP.D.R. Region 1 (Post 820201). 91/05/30. 23pp. 57996:241-57996:263. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050032 Ack receipt of 910517 Itr & payment of $50,000 for civil penalty imposed in 
NRC 910419 order.Corrective actions will be examined in future insps. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/05/31. BEEDLE.R.E. New York 
Power Authority (formerly Power Authority of the State of New York). 1 p. 57895:079- 
57895:079. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106180067 Forwards insp rept 50-286/91-13 on 910520-23.No violations noted.lssues 
identified during previous insps found to be resolved or in process of being resolved. 
JOYNER,J.H. Region 1 (Post 820201). 91/06/04. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 3pp. 58120:187- 
58120:199. 

—9106180076 Insp rept 50-286/91-13 on 910520-23.No violations noted. Major areas 
inspected:radiological controls program onsite including tours of facility,status of previ¬ 
ously identified items & procedure review. 

SHERBINI.S., PASCIAK.W. Region 1 (Post 820201). 91/06/03. 10pp. 58120:190- 
58120:199. 
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^®®040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


9106190346 Informs that response to NRC Bulletin 89-002, “Stress Corrosion Crackinq 
of High-Hardness Type 410 Stainless Steel Internal Preloaded Bolting in Anchor Dar¬ 
ling Model S350W Swing Check Valves or Valves . ” acceptable 
WILLIAMS,F.J. Project Directorate 1-1. 91/06/12. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 4pp. 58159:111- 
58159:114. 


9106180379 Responds to NRC 910515 Itr re violations noted in Insp Rept 50-286/90- 
05.Corrective actions:specific documentations re gamma evaluations for security per¬ 
sonnel incorporated as part of each security officer routine medical exam 
RUSSELL, J .E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/13. KNAPP,M.R. Region 1 (Post 820201). 2pp. 58171:085- 
58171:086. 


R. Periodic operating reports & related correspondence 

9106180422 Monthly operating rept for May 1991 for Indian Point 3. W/910612 Itr. 
KELLY,L., RUSSELL,J.E. New York Power Authority (formerly Power Authority of the 
State of New York). 91/05/31. 5pp. 58171:282-58171:286. 


S. Reportable occurrences, LERs & related correspondence 

9106190160 LER 91-007-00:on 910510,inoperability of reactor protection sys Train A 
occurred.Caused by malfunction of P7-2 relay in reactor protection sys train A.Relay 
replaced on 910513, during plant shutdown.W/910613 Itr. 

DIAMOND.E., RUSSELL.J. New York Power Authority (formerly Power Authority of the 
State of New York). 91/06/13. 5pp. 58191:031-58191:035. 

9106260225 LER 88-007-01 :on 881019,primary to secondary leak of two gallons per 
minute developed in Number 31 steam generator. Caused by degraded tube.Cracked 
tube plugged & stabilized by insertion of cable stabilizer.W/910619 Itr. 
COULEHAN.V.R., RUSSELL.J. New York Power Authority (formerly Power Authority of 
the State of New York). 91/06/19. 6pp. 58226:187-58226:192. 


-8908100152 Discusses NRR 871029 denial of util 870901 assertion that NRC posi- 
u? F ? 50,App A, r,l ems constituted backfits as defined by 
« e ? ults of rev,ew of NRR denial & util 880620 appeal end. 

Off'ce of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
27. TUCKER,H.B. Duke Power Co 9pp. 58268:258-58268:266. 


Q. Inspection reports, IE Bulletins & correspondence 


31U01 IUlice 


oonTirms arrangements made between util & AR Herdt re enforcement 
conference conducted 910507 to discuss loss of RC inventory/DHR event which oc¬ 
curred 910308,per insp repts 50-269/91-08.50-270/91-08 & 50-287/91-08 
GIBSON,A.F. Region 2 (Post 820201 . 91/05/02. TUCKMAN.M.S. Duke Power Co 
3pp. 57998:150-57998:152. 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411) 91/05/15 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States Durinq Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100434 Responds to NRC 910507 Itr re violations noted in Insp Repts 50-269/91- 
09,50-270/91-09 & 50-287/91-09.Corrective actions: changes will be incorporated into 
startup procedures to keep fire station isolation valves apart. 

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 3pp. 58017:271-58017:273. 

9106120200 Forwards “Inservice Insp Rept Oconee Unit 3 1991 Refueling Outage 12" 
& “Eddy Current Exam Rept Oconee Unit 3 Feb 1991 Refueling Outage 12.” 
TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). Ip. 58103:001-58106:080. 
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F. Security, medical, emergency & fire protection plans 

9106100434 Responds to NRC 910507 Itr re violations noted in Insp Repts 50-269/91- 
09,50-270/91-09 & 50-287/91-09.Corrective actions: changes will be incorporated into 
startup procedures to keep fire station isolation valves apart. 

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 3pp. 58017:271-58017:273. 

9106240244 Forwards Rev 3 to Crisis Mgt Plant Implementing Procedure EDA-1, “Pro¬ 
cedure for Estimating Food Chain Doses Under Postulated Post-Accident Conditions” 
& Rev 8 to EDA-3, “Offsite Dose Projections for McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 3p. 58210:158-58210:200. 

—9106240334 Rev 3 to EDA-1, “Procedure for Estimating Food Cham Doses Under 
Post-Accident Conditions.” 

HARRIS,R.E. Duke Power Co. 91/06/10. 12pp. 58210:161-58210:172. 


P. Operating license stage documents & correspondence 

9106060016 Forwards human factors study rept re 910308 loss of DHR capability for 18 
minutes during refueling outage. 

ROSENTHAL,J.E. Division of Safety Programs (Post 870413). 91/05/29. NOVAK,T.M. 
Division of Safety Programs (Post 870413). 5pp. 57931:227-57931:266. 

--9106060018 “Trip Rept:Onsite Analysis of Human Factors of Event at Oconee 3." 
MEYER,O. EG&G Idaho, Inc. (subs, of EG&G, Inc.). MEYER,O. Idaho National Engi¬ 
neering Laboratory. EGG-HFRU-9702. 91/05/30. Office for Analysis & Evaluation of 
Operational Data, Director. 35pp. 57931:232-57931:266. 

9106110425 “Oconee Nuclear Station 3 Cycle 13 Startup Testing Rept,Part I.Zero Phys¬ 
ics Test & Part IhPower Escalation Test.” W/910603 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/06/03. 17pp. 58096:257-58096:273. 

9106200015 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, revising TS 
3.4 to address need to bypass automatic initiation of EFW sys when turbine pressure 
below 800 psia, per Insp Repts 50-269/90-30,50-270/90-30 & 50-287/90-30. 
TUCKMAN.M.S. Duke Power Co. 91/06/11. Document Control Branch (Document 
Control Desk). 3pp. 58200:288-58200:298. 

—9106200017 Revised Tech Spec 3.4.1 re emergency feedwater sys,3.4.4 re operability 
of main steam safety relief valves & 3.4.6 re emergency condenser cooling water sys. 
* Duke Power Co. 91/06/11. 8pp. 58200:291-58200:298. 

9106210247 Notification of 910702 meeting w/util in Charlotte.NC to discuss testing & 
maint programs for pressurizer safety valves. 

WIENS,L.A. Project Directorate 11-3. 91/06/14. MATTHEWS,D.B. Project Directorate 
11-3. 3pp. 58207:341-58207:343. 

9106260341 Forwards generic requests for relief from Section XI of ASME Boiler & 
Pressure Vessel Code.Subsection IWP to permit util to better determine mechanical 
condition of piping using digital vibration instrumentation. 

TUCKMAN.M.S. Duke Power Co. 91/06/19. Document Control Branch (Document 
Control Desk). 4pp. 58238:224-58238:227. 

9106270276 Requests NRR assistance in interpreting requirements for containment 
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C 
testina 6nc! 

MILLER,H.j. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Director 
for Region III Reactors (Post 901216). 5pp. 58268:258-58268:268. 


-9106120201 “Inservice Insp Rept Oconee Unit 3 1991 Refueling Outage 12.” 

* Duke Power Co. 91/05/28. 140pp. 58103:002-58103:141. 

—9^106120205 “Eddy Current Exam Rept Oconee Un»t 3 Feb 1991 Refueling Outage 

* Duke Power Co. 91/05/17. 1,106pp. 58103:142-58106:080. 


9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


9106200015 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, revising TS 
3.4 to address need to bypass automatic initiation of EFW sys when turbine pressure 
below 800 psig, per Insp Repts 50-269/90-30,50-270/90-30 & 50-287/90-30. 
TUCKMAN.M.S. Duke Power Co. 91/06/11. Document Control Branch (Document 
Control Desk). 3pp. 58200:288-58200:298. 


9106270041 Confirms wk of 910624-28 dates for NRC insp of plant to examine program 
util developed in response to generic Itr 89-10,per 910607 telcon. 

JULIAN,C.A. Region 2 (Post 820201). 91/06/12. TUCKMAN.M.S. Duke Power Co. 
3pp. 58222:315-58222:317. 

9106270370 Provides confirmation of status of investigation into NRC Bulletin 89-002 re 
stress corrosion cracking in Type 410 stainless steel fasteners in check valves. 
TUCKMAN.M.S. Duke Power Co. 91/06/20. Document Control Branch (Document 
Control Desk). 2pp. 58268:249-58268:250. 


R. Periodic operating reports & related correspondence 

9106210173 Monthly operating repts for May 1391 for Oconee Nuclear Station Units 1,2 
& 3.W/910614 Itr. 

WILLIAMS,R.A., MOSER,S.W., TUCKMAN.M.S. Duke Power Co. 91/05/31. 16pp. 
58207:276-58207:291. 
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F. Security, medical, emergency & fire protection plans 

9106070066 Forwards insp repts 50-289/91-08 & 50-320/91-05 on 910407-0511 & 
notice of violation. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/24. BROUGHTON,T.G., LONG.R.L. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 57918:100-57918:156. 

-9106070079 Reactive safety insp repts 50-289/91-08 & 50-320/91-05 on 910407- 
0511.Violations noted.Major areas inspected:plant operations,maint,radiological 
practices,security measures & engineering support activities re plant safety. 
RULAND.W. Region 1 (Post 820201). 91/05/24. 53pp. 57918:104-57918:156. 

9106240166 EPIPs including,Procedure Change Request 1-EP-91-0032 to Rev 1 to 
EPIP-TMI-.06 & Procedure Change Request 1-EP-91-0030 to Rev 1 to EPIP-TMI-.36. 

* General Public Utilities Corp. - GPU Service Corp. 91/06/17. 60pp. 58210:042- 
58210:101. 

9106270231 Rev 2 to 6610-PLN-4200.02, “TMI Emergency Dose Calculation Manual." 
WILLIAMS,S.E., DANAKY.R. General Public Utilities Corp. - GPU Service Corp. 91/ 
06/17. 41pp. 58268:321-58238:361. 

9106280011 Rev 1 to EPIP-TMI-.32, “Activation of Annex to Emergency Operations Fa¬ 
cility.” 

* General Public Utilities Corp. - GPU Service Corp. 91/06/21. 24pp. 58270:096- 
58270:119. 



H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC • No Detailed Af¬ 
filiation Given. 1 p. 58039:092-58039:092. 


P. Operating license stage documents & correspondence 

9106030116 Forwards amend 162 to license DPR-50 & safety evaluation. Amend adds 
allowable outage time to Tech Spec for turbine bypass valve operability. 

HERNAN.R.W. Project Directorate 1-4. 91/05/20. BROUGHTON.T.G. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 57887:245-57887:254. 

-9106030121 Amend 162 to license DPR-50,adding allowable outage time to Tech 
Specs for turbine bypass valve operability. 

STOLZ.J.F. Project Directorate 1-4. 91/05/20. 5pp. 57887:247-57887:251. 

-9106030123 Safety evaluation supporting amend 162 to license DPR-50. 

’ Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 3pp. 
57887:252-57887:254. 

9106050394 Forwards request for addl info re spent fuel pool rerack. 

HERNAN.R.W. Project Directorate 1-4. 91/05/28. BROUGHTON,T.G. General Public 
Utilities Corp. - GPU Service Corp. 5pp. 57918:312-57918:316. 

9106110120 Forwards tech spec change request 201,suppl 1 re spent fuel pool rerack. 
BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 91/06/06. Doc¬ 
ument Control Branch (Document Control Desk). 2pp. 58096:282-58096:339. 

-9106110224 Application for amend to license DPR-50,revising tech spec change re¬ 
quest 201,suppl 1 re spent fuel pool rerack - revised licensing rept. 

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 91/06/06. NRC 
- No Detailed Affiliation Given. 9pp. 58096:284-58096:292. 

-9106110231 Proposed tech spec change request 201,suppl 1 .revising pages to licens¬ 
ing rept for pool A reracking. 

* General Public Utilities Corp. - GPU Service Corp. 91/06/06. 47pp. 58096:293- 
58096:339. 

9106180279 Forwards application for amend to License DPR-50,clarifying PORV set- 
point ranges & provide action requirements to be satisfied when setpoint ranges not 
met. 

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 91/06/12. Doc¬ 
ument Control Branch (Document Control Desk). 2pp. 58169:281-58169:290. 

-9106180286 Application for amend to license DPR-50,clarifying PORV setpoint ranges 
& providing action requirements to be satisfied when setpoint ranges not met & re¬ 
quired breakers for valves be opened for situation identified. 

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 91/06/12. Doc¬ 
ument Control Branch (Document Control Desk). 5pp. 58169:283-58169:287. 

-9106180289 Proposed tech specs re pressurizer PORV & block valve. 

* General Public Utilities Corp. - GPU Service Corp. 91/06/12. 3pp. 58169:288- 
58169:290. 

9106200192 Responds to request for addl info re spent fuel pool rerack, per 910422 Itr. 
BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 91/06/14. Doc¬ 
ument Control Branch (Document Control Desk). 3pp. 58204:021-58204:023. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106070066 Forwards insp repts 50-289/91-08 & 50-320/91-05 on 910407-0511 & 
notice of violation. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/24. BROUGHTON.T.G., LONG.R.L. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 57918:100-57918:156. 

-9106070070 Notice of violation from insp on 910407-0511.Violation noted:on 
910412,licensee/NUPAC operated evaporator w/valve V-86 closed,preventing proper 
collection of composite sample. 

* Region 1 (Post 820201). 91/05/24. Ip. 57918:103-57918:103. 

-9106070079 Reactive safety insp repts 50-289/91-08 & 50-320/91-05 on 910407- 
0511 .Violations noted.Major areas inspected:plant operations,maint,radiological 
practices,security measures & engineering support activities re plant safety. 
RULAND.W. Region 1 (Post 820201). 91/05/24. 53pp. 57918:104-57918:156. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emeraency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 

9106180432 Monthly operating rept for May 1991 forTMl Unit 1. W/910612 Itr. 
HEYSEK.W.G., BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 
91/05/31.6pp. 58171:276-58171:281. 


S. Reportable occurrences, LERs & related correspondence 

9106070078 PNO-l-91-041:on 910531,S Hoch resigned as chairman of board of 
directors,president & chief executive officer of GPU. WG Kuhns will replace Hoch until 
permanent replacement is found. 

RULAND.W., COLLINS.E. Region 1 (Post 820201). 91/06/03. Ip. 57918:159- 
57918:159. 

9106270285 LER 89-002-01 :on 891114,radiator fan right angle gear drive bearing lubri¬ 
cation discovered inadequate due to formation of sludge in lubrication lines.Caused by 
inadequate procedure.Plant procedures revised.W/910621 Itr. 

WELLS,R.D., BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 
91/06/21.6pp. 58256:079-58256:084. 
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F. Security, medical, emergency & fire protection plans 


9106050395 Notification of 910612 public meeting in Plymouth,MA to receive comments 
on draft rept of facility offsite emergency preparedness task force. 

EATON,R.B. Project Directorate 1-3. 91/05/28. WESSMAN.R.H. Project Directorate I- 
3. 5pp. 57918:317-57918:321. 

9106110110 Forwards BECO comments on NUREG-1438 (draft rept for comment) 
“Findings on Issues of Offsite Emergency Preparedness for Pilgrim Nuclear Power 
Station.” 

DAVIS.G.W. Boston Edison Co. 91/06/06. Document Control Branch (Document Con¬ 
trol Desk). 37pp. 58095:179-58095:215. 


P. Operating license stage documents & correspondence 

9106100473 Responds to NRC 910213 SER request for schedule for implementing sta¬ 
tion blackout equipment & procedure mods,per 10CFR50.63(c)(4).Requests NRC con¬ 
currence on 4 h blackout duration based on addl info contained in end. 

DAVIS.G.W. Boston Edison Co. 91/06/03. Document Control Branch (Document Con¬ 
trol Desk). 7pp. 58093:071-58093:084. 

-9106100479 “Evaluation of RTV Coatings for Post Insulators," interim rept. 
SCHNEIDER,H.M., ANZIVINO.L.D., HOWES,D.R. General Electric Co. 88/01/31. 7pp. 
58093:078-58093:084. 

9106110419 Notification of significant licensee meeting 91-71 w/util on 910625 to dis¬ 
cuss licensee self-assessment. 

ROGGE,J.F. Region 1 (Post 820201). 91/06/05. Region 1 (Post 820201). 4pp. 
58098:353-58098:356. 

9106190274 Application for amend to License DPR-35,revising thermal & pressurization 
limit curves of Tech Specs Figures 3.6.1 & 3.6.2 & adding new curve to Figure 3.6.3 to 
cover operation between 10 & 32 effective full power years. 

DAVIS.G.W. Boston Edison Co. 91/06/11. Document Control Branch (Document Con¬ 
trol Desk). 5pp. 58187:263-58187:288. 

-9106190275 Proposed Tech Specs Figures 3.6.1,3.6.2 & 3.6.3 re reactor pressure 
vessel thermal & pressurization. 

* Boston Edison Co. 91/06/11.21pp. 58187:268-58187:288. 

9106250191 Forwards revised pages to 910410 proposed change to facility reactor 
coolant leakage detection systems tech spec. 

DAVIS.G.W. Boston Edison Co. 91/06/13. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 58221:103-58221:106. 

-9106260023 Proposed tech specs re reactor coolant leakage detection sys. 

* Boston Edison Co. 91/06/13. 2pp. 58221:105-58221:106. 

9106280071 Forwards amend 137 to license DPR-35 & safety evaluation. Amend estab¬ 
lishes revised basis for safety analysis based on results of LOCA analysis. 

EATON,R.B. Project Directorate 1-3. 91/06/19. DAVIS.G.W. Boston Edison Co. 3pp. 
58243:063-58243:075. 

-9106280073 Amend 137 to license DPR-35,establishing revised basis for safety analy¬ 
sis based on results of LOCA analysis performed using GE SAFER/GESTR-LOCA ap¬ 
plication methodology. 

WESSMAN.R. Project Directorate 1-3. 91/06/19. 6pp. 58243:067-58243:072. 

-9106280076 Safety evaluation supporting amend 137 to license DPR-35. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/19. 5pp. 
58243:073-58243:075. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106130353 Forwards insp rept 50-293/91-06 on 910415-19.No violations 
observed. Insp covered review of water chemistry control program. 

DURR.J.P. Region 1 (Post 820201). 91/05/22. DAVIS.G.W. Boston Edison Co. 6pp. 
58111:182-58111:195. 

—9106130356 Insp rept 50-293/91-06 on 910415-19.No violations or deviations 
identified.Major areas inspectedrwater chemistry control program. 

LOHMEIER.A., MEDOFF.J., GRAY.E.H. Region 1 (Post 820201). 91/05/15. 8pp. 
58111:188-58111:195. 

9106070223 Forwards safety insp rept 50-293/91-10 on 910506-10.No violations ob¬ 
served. 

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. DAVIS.G.W. Boston Edison Co. 
4pp. 58016:315-58016:325. 
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—9106070225 Insp rept 50-293/91-10 on 910506-10.No violations noted. Major areas 
inspected:radiological liquid & gaseous effluent control programs for operations 
including:mgt controls, effluent & process radiation monitor calibrations. 

JANG.J.C., BORES,R.J. Region 1 (Post 820201). 91/05/17. 7pp. 58016:319- 
58016:325. 

9106110070 Ack receipt of 910430 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-293/90-80 on 910220. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/28. DAVIS,G.W. Boston Edison 
Co. 4pp. 57997:063-57997:066. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106180106 Forwards radiological controls program insp rept 50-293/91-11 on 910513- 
17.No violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/06. DAVIS,G.W. Boston Edison Co. 
4pp. 58120:283-58120:297. 

-9106180108 Insp rept 50-293/91-11 on 910513-17.No violations noted. Major areas 
inspectedrradiological controls program, including contamination control,postings & 
housekeeping, internal & external dosimetry.training & facility tour. 

MANN.D., PASCIAK.W. Region 1 (Post 820201). 91/05/29. 11pp. 58120:287- 
58120:297. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 

9106180457 Monthly operating rept for May 1991 for Pilgrim Unit 1. W/910614 Itr. 
MUNRO.W., ANDERSON,R.A. Boston Edison Co. 91/05/31. 7pp. 58171:207- 
58171:213. 

9106250213 “NPDES Discharge Monitoring Rept for May 1991.” W/910619 Itr. 
WAGNER,E.J. Boston Edison Co. 91/05/31. 9pp. 58211:054-58211:062. 


S. Reportable occurrences, LERs & related correspondence 

9106030021 Summary of operating reactors events meeting 91-09 w/utils on 910508 to 
discuss events which occurred since last briefing.List of attendees,significant elements 
of events discussed & reactor scram statistics also end. 

CHAFFEE,A.E. Division of Operational Assessment (Post 870413). 91/05/15. 
ROSSI,C.E. Division of Operational Assessment (Post 870413). 12pp. 57894:230- 
57894:241. 

9106040400 LER 91-007-00:on 910429,TS required shutdown completed due to drywell 
floor sump leakage rate & subsequent scram signal while shutdown.Seal cartridges 
replaced & responsible operator counseled.W/910529 Itr. 

ELLIS,D.W., DAVIS,G.W. Boston Edison Co. 91/05/29. 8pp. 58009:041-58009:048. 

9106070120 LER 91-008-00:on 910430,three automatic Group I isolations occurred due 
to false high reactor water level signals during shutdown.Cause not 
determined.Review of plant info computer traces.W/910530 Itr. 

MCELHINNEY.T.F., DAVIS,G.W. Boston Edison Co. 91/05/30. 5pp. 58009:214- 
58009:218. 

9106200165 LER 91-009-00:on 910518,fire barrier discovered breached in intake 
structure.Caused by personnel overlooking Tech Spec barrier.Establishing continuous 
fire watch in pump room & eliminating drain check.W/910614 Itr. 

BASILESCO.G., DAVIS,G.W. Boston Edison Co. 91/06/14. 5pp. 58209:082- 

58209:086. 

9106250069 LER 89-024-01 :on 890726,automatic actuation of outboard RWCU sys por¬ 
tion of primary containment isolation control sys occurred.Caused by trip signal from 
flow sensor.Plant design change implemented in 1990.W/910618 Itr. 

BASILESCO.G., DAVIS,G.W. Boston Edison Co. 91/06/18. 6pp. 58226:134- 

58226:139. 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106050374 Permanent Change Request A-91-265 to Rev 11 to EPIP 550-3, “Radiolo- 
gicals Supplies for Medical Emergencies," adding inventories of Attachment B-D. 
LANES,L.L. Commonwealth Edison Co. 91/05/20. 18pp. 58008.051-58008:069. 

9106050381 Permanent Change Request A-91-266 to Rev 2 to EPIP 370-3, “Off-Site 
Transportation Accident Response,” eliminating security transport of rad techs to acci- 
d&nt site 

LANES,L.L. Commonwealth Edison Co. 91/05/20. 19pp. 58008:032-58008:050. 

9106120142 Change Request A-91-324 to EPIP 180-4, “Technical Support Ctr ODCS 
Specialist 11 

* Commonwealth Edison Co. 91/05/30. 16pp. 58125:190-58125:206. 

9106120154 Change Request A-91-320 to EPIP 140-1, “Maint Director.” 

* Commonwealth Edison Co. 91/05/30. 14pp. 58109:093-58109:106. 

9106120161 Change Request A-91-321 to EPIP 160-1, “Administrative Director." 

* Commonwealth Edison Co. 91/05/30. 16pp. 58109:107-58109:122. 

9106120169 Change Request A-91-319 to EPIP 120-1, “Operations Director.” 

* Commonwealth Edison Co. 91/05/30. 16pp. 58109:123-58109:138. 


9106120262 Change Request A-91-322 to EPIP 180-2, “Technical Support Ctr Environs 
Director.” 

* Commonwealth Edison Co. 91/05/30. 18pp. 58109:310-58109:328. 

9106040111 Revised GSEP Environs Group EPIP table of contents & two- sided IDNS 
map.W/two oversize drawings. 

* Commonwealth Edison Co. 91/05/31. 3pp. 58010:334-58010:337. 

9106100221 Revised Corporate EPIPs,including Rev 1 to CEPIP 2331-01, CEPIP 2300- 
01.CEPIP 2033-01,CEPIP 2334-01,Rev 0 to CEPIP 2030-01 & Rev 1 to CEPIP 2312- 
01 . 

* Commonwealth Edison Co. 91/05/31. 54pp. 58094:139-58094:192. 

9106120150 Change Request A-91-392 to EPIP 100-1, “Acting Station Director/Station 
Director.” 

* Commonwealth Edison Co. 91/06/04. 26pp. 58109:050-58109:076. 

9106120152 Change Request A-91-382 to EPIP 170-1, “Security Director." 

* Commonwealth Edison Co. 91/06/04. 16pp. 58109:077-58109:092. 

9106120158 Change Request A-91-391 to EPIP 110-1, “Assistant Station Director." 

* Commonwealth Edison Co. 91/06/04. 13pp. 58125:207-58125:219. 

9106120171 Change Request A-91-388 to EPIP 200-1, “Operational Support Ctr Direc¬ 
tor." 

* Commonwealth Edison Co. 91/06/04. 18pp. 58 1 09:139-58109:156. 

9106120174 Change Request A-91-381 to EPIP 130-1, “Technical Director." 

* Commonwealth Edison Co. 91/06/04. 19pp. 58109:157-58109:175. 

9106120189 Change Request A-91-387 to EPIP 210-1, “Operations Director.” 

* Commonwealth Edison Co. 91/06/04. 20pp. 58109:198-58109:217. 

9106120190 Change Request A-91-325 to EPIP 190-2, “Communicator." 

* Commonwealth Edison Co. 91/06/04. 27pp. 58109:218-58109:244. 

9106120282 Pages 6,7,8,9 & 10 to EPIP 210-1, “Operational Support Ctr Supervisor 
Checklist." 

* Commonwealth Edison Co. 91/06/04. 7pp. 58108:355-58108:361. 

9106190107 Forwards reactive safeguards insp repts 50-295/91-05 & 50-304/91-05 on 
910325-0417.Violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/07. REED.C. Commonwealth Edison 
Co. 2pp. 58142:241-58142:243. 

—9106190119 Partially withheld reactive physical security insp repts 50-295/91-05 & 50- 
304/91-05 on 910325-041/.Violations noted. Major areas inspected:security re as¬ 
pects of 910321 event. Details withheld (ref 10CFR73.21(c)(2)). 

CHRISTOFFER.G., CREED,J.R. Region 3 (Post 820201). 91/06/07. Ip. 58142:243- 
58142:243. 

9106210123 Forwards Rev 7 to “Zion Station Annex to Generating Stations Emergency 
Plan." 

STIMAC.S.F. Commonwealth Edison Co. 91/06/14. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 58208:283-58209:062. 

-9106210127 Rev 7 to “Zion Station Annex to Generation Stations Emergency Plan." 

* Commonwealth Edison Co. 91/06/14. 198pp. 58208:285-58209:062. 

9106270009 Forwards 910607 Itr from FEMA & final exercise evaluation rept for offsite 
portion of facility 1989 emergency preparedness exercise. 

GREGER.L.R. Region 3 (Post 820201). 91/06/19. REED.C. Commonwealth Edison 
Co. 2pp. 58222:109-58222:206. 

-9106270013 Forwards final exercise rept for 890503 of offsite radiological emergency 
response plans,site specific to facility. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/06/07. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
58222:111-58222:111. 

-9106270017 “Exercise Rept Zion Nuclear Power Station Comm Ed Joint Exercise.” 

* Federal Emergency Management Agency. 89/05/03. 60pp. 58222:112-58222:206. 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101 .nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 

KOVACH.T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 58228:267-58228:268. 

9106040423 Forwards amends 123 & 112 to licenses DPR-39 & DPR-48 & safety 
evaluation.Amend revises diesel generator testing requirements & allowable outage 
times by incorporating recommendations of generic Itr 84-15. 

HICKMAN.J.B. Project Directorate 111-2. 91/05/17. KOVACH.TJ. Commonwealth 
Edison Co. 2pp. 57895:265-57895:309. 

-9106040428 Amends 123 & 112 to licenses DPR-39 & DPR-48,respectively, revising 
diesel generator testing requirements & allowable outage times by incorporating rec¬ 
ommendations of generic Itr 84-15. 

BARRETT,R.J. Project Directorate Mi-2. 91/05/17. 30pp. 57895:267-57895:297. 

—9106040434 Safety evaluation supporting amends 123 & 112 to licenses DPR-39 & 
D P R -48, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/17. 12pp. 
57895:298-57895:309. 

9106060061 Notification of 910607 meeting w/util in Rockville,MD to discuss control 
room habitability test results. 

PATEL,C.P. Project Directorate 111-2. 91/05/30. BARRETT.RJ. Project Directorate III- 
2. 3pp. 57931:186-57931:188. 

9106240286 Rev O.D to Zion Station Annex ODCM.Chapter 12,Pages 12-ia & 12-53. 

* Commonwealth Edison Co. 91/05/31.3pp. 58212:359-58212:361. 
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9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu¬ 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 

9106140096 Forwards safety evaluation accepting second 10-yr interval of inservice 
testing program for pumps & valves relief requests,submitted w/891107 & 901001 
Itrs,respectively. Technical Rept EGG-NTA-9462 end also. 

BARRETT.R.J. Project Directorate II1-2. 91/06/04. KOVACH.T.J. Commonwealth 
Edison Co. 3pp. 58113:001-58113:100. 

-9106140102 Safety evaluation accepting second 10-yr interval of inservice testing pro¬ 
gram for pumps & valves relief requests,submitted w/891107 & 901001 

Itrs,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 11pp. 
58113:004-58113:014. 

-9106140104 “Technical Evaluation Rept Pump & Valve Inservice Testing Program 
Zion Station,Units 1 & 2.” 

STOCKTON,N.B., HEMMING,W.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
STOCKTON.N.B. Idaho National Engineering Laboratory. FIN A-6812. EGG-NTA-9462. 
91/04/30. NRC - No Detailed Affiliation Given. 87pp. 58113:015-58113:100. 

9106190330 Forwards SE accepting topical rept WCAP-12639, “Pressurizer Surge Line 
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summary 
Rept.” 

HSIA.A.H. Project Directorate 111-2. 91/06/06. KOVACH.T.J. Commonwealth Edison 
Co. 4pp. 58159:115-58159:126. 

-9106190351 SE of WOG rept WCAP-12639, “Pressurizer Surge Line Thermal Stratifi¬ 
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept.'' Rept accept¬ 
ed. 

* Project Directorate 111-2. 91/06/06. 8pp. 58159:119-58159:126. 

9106250090 Discusses 910604-05 NRC senior managers meeting re performance of nu¬ 
clear power plants licensed by NRC.PIant categorized at meeting as continuing to re¬ 
quire close monitoring. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/18. 
O’CONNOR,J.J. Commonwealth Edison Co. 3pp. 58205:326-58205:328. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106180155 Forwards radiological analyses of NRC simulated waste sample to address 
open items in Insp Repts 50-295/90-27 & 50-304/90-27 on 901022-26. 

JOYCE,T.P. Commonwealth Edison Co. 91/05/28. DAVIS,A.B. Region 3 (Post 
820201). 4pp. 58175:266-58175:269. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106190107 Forwards reactive safeguards insp repts 50-295/91-05 & 50-304/91-05 on 
910325-041/.Violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/07. REED.C. Commonwealth Edison 
Co. 2pp. 58142:241-58142:243. 

-9106190119 Partially withheld reactive physical security insp repts 50-295/91-05 & 50- 
304/91-05 on 910325-041/.Violations noted. Major areas inspected:security re as¬ 
pects of 910321 event. Details withheld (ref 10CFR73.21(c)(2)). 

CHRISTOFFER.G., CREED.J.R. Region 3 (Post 820201). 91/06/07. Ip. 58142:243- 
58142:243. 

9106210151 Advises that requirements of NRC Bulletin 88-011 re pressurizer surge line 
thermal stratification fully addressed.based on submittal of detailed plant-specific anal¬ 
ysis covering removal of listed vertical supports. 

HSIA.A.H. Project Directorate 111-2. 91/06/07. KOVACH.T.J. Commonwealth Edison 
Co. 4pp. 58202:182-58202:185. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106130306 Requests assistance in resolving NUREG-0737,ltem III.D.3.4 re mechanical 
lock longitudinal internal duct seams sealed w/tape & overlay of sealant discovered 
during insp in Mar 1985. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/11. ZWOLINSKI.J.A. Assistant Di¬ 
rector for Region III Reactors (Post 901216). 3pp. 58112:107-58112:109. 

9106240017 Forwards insp repts 50-295/90-35 & 50-304/90-35 on 901218- 910222 & 
910325-0528.No violation noted. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth 
Edison Co. 2pp. 58185:119-58185:132. 

-9106240019 Insp repts 50-295/90-35 & 50-304/90-35 on 901218-910222 & 910325- 
0528.No violation noted.Major areas inspdicensee action on previous insp findings,mgt 
action plan program, engineering review & walkdawn of containment spray sys. 
FARBER.M.J. Region 3 (Post 820201). 91/06/14. 12pp. 58185:121-58185:132. 

9106250195 Forwards safety insp 50-295/91-10 & 50-304/91-lO.No violations noted. 
SHAFER.W.D. Region 3 (Post 820201). 91/06/18. REED.C. Commonwealth Edison 
Co. 2pp. 58220:290-58220:317. 


-9106250196 Insp repts 50-295/91-10 & 50-304/91-10 on 910409-0530.No violations 
noted.Major areas inspected:operations, operational safety verification & ESF sys 
walkdown, surveillance observation & maint. 

FARBER.M.J. Region 3 (Post 820201). 91/06/18. 27pp. 58220:292-58220:317. 


R. Periodic operating reports & related correspondence 


9106190062 Monthly operating rept for May 1991 for Zion Generating Station.W/910610 
Itr. 

HERRON,R., JOYCE,T.P. Commonwealth Edison Co. 91/05/31. 12pp. 58195:307- 
58195:318. 


S. Reportable occurrences, LERs & related correspondence 

9106030278 Special Rept DVR 022-01-91-052:on 910429,PORV 1RC-456 opened & re¬ 
seated itself.Caused by pressure difference between instrument loops,which was 
caused by only two RCPs running. RCS sys pressure reduced. 

JOYCE,T.P. Commonwealth Edison Co. 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 57914:354-57914:357. 

9106120197 Special rept:on 910506,on-site review of OA motor driven fire driven fire 
pumps inoperable for greater than seven days. 

JOYCE,T.P., MEEHAN,J.D. Commonwealth Edison Co. 91/06/03. Document Control 
Branch (Document Control Desk). 3pp. 58125:235-58125:237. 

9106130325 LER 91-009-01 :on 910509,miscellaneous vents noble gas radiation monitor 
declared out of svc.Caused by miscommunication & lack of strict adherence to proce¬ 
dure. Correct paperwork assembled.W/910610 Itr. 

KASSNER,G., JOYCE,T.P. Commonwealth Edison Co. 91/06/10. 4pp. 58162:054- 
58162:058. 

9106130331 LER 91-008-00:on 910510,AC instrument inverter 112 failed causing hi- 
steam flow bistables to trip.Cause not pinpointed.Weakened components within invert¬ 
er identified & repaired or replaced.W/910610 Itr. 

DICKERSON,K., JOYCE.T.P. Commonwealth Edison Co. 91/06/10. 7pp. 58162:059- 
58162:064. 

9106210024 LER 91-007-00:test results received from testing contractor in May indicat¬ 
ed that in-leakage rates into control room envelope higher than docketed 
analysis.Caused by using incorrect assumed values.Analyses revised.W/910617 Itr. 
DUBOIS,L., JOYCE.T.P. Commonwealth Edison Co. 91/06/17. 6pp. 58226:001- 
58226:006. 
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F. Security, medical, emergency & fire protection plans 


9106110018 Forwards FEMA rept for offsite portion of “Browns Ferry Nuclear Power 
Plant Exercise of 891101-02." 

WILSON,B.A. Region 2 (Post 820201). 91/05/17. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57995:081-57995:155. 

9106070216 Rev 9 to EPIP BFN-EPIP-1, “Emergency Plan Classification Logic.” W/ 
910530 Itr. 

CARIER.P.P. Tennessee Valley Authority. 91/05/30. 24pp. 58049:045-58049:068. 

9106140184 Forwards Rev 17 to physical security/contingency plan to reflect testing of 
CCTV sys,util planned commitment for CCTV assesment & use of roving patrols as 
compensatory measures. Rev withheld (ref 10CFR73.21). 

WALLACE,E.G. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 3pp. 58126:316-58126:318. 

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 
910429-0510 & notice of violation. 

WILSON.B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley 
Authority. 5pp. 58223:035-58223:053. 

-9106270078 Insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 910429- 
0510. Violations noted.Major areas inspected:review of operational interface 
control.personnel access control, design & mods.secondary containment & fire protec¬ 
tion. 

PATTERSON,C.A. Region 2 (Post 820201). 91/06/10. 12pp. 58223:042-58223:053. 

9106140157 Forwards comments re review of plant operator instructions development 
guidelines.Notification of staff of end comments not incorporated by 911231 request¬ 
ed. 

ROSS.T.M. Project Directorate li-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/12. NAUMAN.D.A. Tennessee Valley Authority. 10pp. 58143:304-58143:313. 

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs.including Rev 9 to 
CECC-EPIP-2 & CECC-EPIP-3,Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 8 
to CECC-EPIP-1 ,Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC- 
EPIP-8. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305. 

9106250141 Responds to NRC 910517 Itr re violations noted in Insp Repts 50-259/91- 
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards info.EncI withheld 
(ref 10CFR73.21). 

MEDFORD,M.O. Tennessee Valley Authority. 91/06/17. Document Control Branch 
(Document Control Desk). 2pp. 58234:309-58234:310. 


J. Insurance & indemnity information 


9106050205 Forwards listing of status of onsite property damage insurance in effect at 
facilities. 

WALLACE,E.G. Tennessee Valley Authority. 91/05/30. Document Control Branch 
(Document Control Desk). 3pp. 58008:145-58008:147. 
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P. Operating license stage documents & correspondence 

9106110031 Confirms telcon between P Sales & PJ Kellog of NRC re mat meeting to be 
held at facility on 910513 to discuss plant restart. 

WILSON.B.A. Region 2 (Post 820201). 91/05/07. NAUMAN.D.A. Tennessee Valiev 
Authority. 3pp. 57997:173-57997:175. y 

9106040105 Summary of 910522 meeting w/util in Rockville,MD re licensing actions re¬ 
quired to support restart of facility. List of attendees & viewgraphs end. 

WILLIAMS,J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/05/24. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 22pp. 57894:018-57894:039. 

9106140024 Responds to NRC 910212 request for addl info re diesel generator fuel oil 
sampling requirements.Results of comparison study between STS for BWRs & util 
diesel generator fuel oil sampling program described in end. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/10. Document Control Branch 
(Document Control Desk). 6pp. 58147:301-58147:306. 

9106190227 Concludes that TVA has satisfactorily met all requirements of confirmatory 
order 84-54. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/12 

NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58167:103-58167:105. 

9106190242 Forwards corrective action plan & design criteria for lower drywell steel 
platforms & miscellaneous steel. 

ZERINGUE.O.J. Tennessee Valley Authority. 91/06/12. Document Control Branch 
(Document Control Desk). 11pp. 58189:224-58189:250. 

-9106190247 Design Criteria BFN-50-C-7100,Attachment F, “Browns Ferry Nuclear 
Plant Detailed Design Criteria for Structrual & Miscellaneous Steel/Components for 
Class I & It Structures." 

* Tennessee Valley Authority. 91/06/12. 16pp. 58189:235-58189:250. 

9106180353 Forwards action plan for implementing design baseline verification program 
to support info in 910109 Itr re plans to return units to svc. 

ZERINGUE.O.J. Tennessee Valley Authority. 91/06/13. Document Control Branch 
(Document Control Desk). 17pp. 58171:063-58171:079. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110122 Informs of reversal of NRC decision not to respond to severity level IV & V 
notices of violations when responses completely acceptable. 

WILSON.B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:107-57998:110. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060109 Forwards Insp Repts 50-259/91-11,50-260/91-11 & 50-296/91-11 on 
910325-29 & 0415-19.No violations or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/05/30. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58010:288-58010:301. 

-9106060111 Insp Repts 50-259/91-11,50-260/91-11 & 50-296/91-11 on 910325-29 & 
0415-19.No violations or deviations noted.Major areas inspected:previous open items 
& concerns re safety related piping sys. 

CHOU.R.C., BLAKE.J.J. Region 2 (Post 820201). 91/05/23. 12pp. 58010:290- 
58010:301. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110166 Forwards insp repts 50-259/91-20,50-260/91-20 & 50-296/91-20 on 
910513-17.No violations or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/05/31. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:166-57998:173. 

-9106110174 Insp repts 50-259/91-20,50-260/91-20 & 50-296/91-20 on 910513-17.No 
violations or deviations noted.Major areas inspected:thermal expansion program,piping 
vibration monitoring program & results of sys 10-yr hydrostatic test. 

LENAHAN.J., BLAKE,J. Region 2 (Post 820201). 91/05/30. 5pp. 57998:169- 
57998:173. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 
910429-0510 & notice of violation. 

WILSON.B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley 
Authority. 5pp. 58223:035-58223:053. 

-9106270074 Notice of violation from insp on 910429-0510.Violation noted:on 
910430,four listed separation hold orders were placed on equipment in plant w/o 
completion of hold order form SDSP-216. 

WILSON,B.A. Region 2 (Post 820201). 91/06/11. 2pp. 58223:040-58223:041. 

-9106270078 Insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on 910429- 
0510. Violations noted.Major areas inspected:review of operational interface 
control,personnel access control, design & mods,secondary containment & fire protec¬ 
tion. 

PATTERSON.C.A., KELLOGG,P. Region 2 (Post 820201). 91/06/10. 12pp. 

58223:042-58223:053. 


9106270387 Forwards fitness-for-duty insp repts 50-259/91-18, 50-260/91-18 & 50- 
296/91-18 on 910430-0503 & notice of violation.NRC concerned because violation 
raises questions about supervision of plant collection facility. 

WILSON.B.A. Region 2 (Post 820201). 91/06/11. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 58233:156-58233:170. 

-9106270393 Notice of violation from insps on 910430-0503.Violations noted:rear door 
to designated collection site found open & unattended,allowing potential for unauthor¬ 
ized personnel access during collection & storage of specimens. 

WILSON.B.A. Region 2 (Post 820201). 91/06/11. 2pp. 58233:160-58233:161. 

-9106270396 Insp repts 50-259/91-18,50-260/91-18 & 50-296/91-18 on 910430- 
0503.Violations noted.Major areas inspected:fitness for duty program,including licens¬ 
ee policy,program administration & key program processes. 

TOBIN,W.J., THOMPSON,D.H., MCGUIRE,D.R. Region 2 (Post 820201). 91/06/05. 
9pp. 58233:162-58233:170. 

9106270076 Ack receipt of 910524 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-259/91-07, 50-260/91-07 & 50-296/91-07. 

WILSON.B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58223:072-58223:074. 

9106270096 Ack receipt of 910510 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-259/91-06, 50-260/91-06 & 50-296/91-06. 

WILSON.B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58223:269-58223:271. 

9106250141 Responds to NRC 910517 Itr re violations noted in Insp Repts 50-259/91- 
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards info.EncI withheld 
(ref 10CFR73.21). 

MEDFORD,M.O. Tennessee Valley Authority. 91/06/17. Document Control Branch 
(Document Control Desk). 2pp. 58234:309-58234:310. 

9106260164 Responds to NRC 910510 Itr re violations noted in Insp Repts 50-259/91- 
10,50-260/91-10 & 50-296/9-10.Corrective actions: mod closure process for vacuum 
breakers revised & new nuclear power std on equipment clearances issued. 
MEDFORD,M.O. Tennessee Valley Authority. 91/06/21. Document Control Branch 
(Document Control Desk). 10pp. 58225:346-58225:355. 


R. Periodic operating reports & related correspondence 


9106180446 Monthly operating repts for May 1991 for Browns Ferry Units 1,2 & 3.W/ 
910614 Itr. 

RATLIFF,S.A., CARIER.P.P. Tennessee Valley Authority. 91/05/31. 10pp. 58172:023- 
58172:032. 


S. Reportable occurrences, LERs & related correspondence 

9106120125 Part 21 rept re failure to comply w/purchase orders when shipping 12 
3000# socket weld unions,ASTM B247 Alloy 6061-T6 & three 150# pipe 
flanges,ASTM B62 cast brass.Matl supplied following commercial program. 
WOOTTON.M.H. Connex Pipe Systems, Inc. 91/04/05. KEPPLER.J.G. Region 3 (Post 
820201). 3pp. 58125:238-58125:240. 


V. Operator Examinations 


9106110038 Confirms 910522 staff meeting to be held in Atlanta,GA to discuss operator 
training & requalification testing. 

WILSON.B.A. Region 2 (Post 820201). 91/05/08. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:232-57996:234. 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plans 


9106260049 Ack receipt of 910522 Itr transmitting scenario for upcoming annual exer¬ 
cise to demonstrate emergency response capabilities. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/20. HORN.G.R. Nebraska Public Power 
District. 2pp. 58205:036-58205:037. 


P. Operating license stage documents & correspondence 

9106040365 Forwards amend 141 to license DPR-46 & safety evaluation. Amend 
changes tech specs to revise setpoint tolerance on low-low set safety/relief valve 
pressure switches,revise format & location of specification & correct typos. 
O’CONNOR,P.W. Project Directorate IV-1. 91/05/22. HORN.G.R. Nebraska Public 
Power District. 3pp. 57940:339-57940:355. 

-9106040374 Amend 141 to license DPR-46,changing tech spec to revise setpoint tol¬ 
erance on low-low set safety/relief valve pressure switches,revise format & location of 
specification & correct typos. 

QUAY.T.R. Project Directorate IV-1.91/05/22. 11pp. 57940:342-57940:352. 

-9106040393 SER re amend 141 to license DPR-46.Proposed amend would revise set- 
point tolerance on low-low set of specification safety/relief valve pressure switches. 
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/22. 3pp. 
57940:353-57940:355. 

9106050056 Forwards Amend 140 to License DPR-46 & safety evaluation. Amend 
changes Tech Specs to extend surveillance frequency for RHR logic sys functional 
test from once/6 months to once/18 months. 

O’CONNOR,P.W. Project Directorate IV-1. 91/05/22. HORN.G.R. Nebraska Public 
Power District. 3pp. 58004:027-58004:035. 

-9106050058 Amend 140 to License DPR-46,changing Tech Specs to extend surveil¬ 
lance frequency for RHR logic sys functional test from once/6 months to once/18 
months to avoid undesirable plant configurations during power operation. 

QUAY.T.R. Project Directorate IV-1.91/05/22. 4pp. 58004:030-58004:033. 
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-9106050059 Safety evaluation supporting Amend 140 to License DPR-46. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/22. 2pp. 
58004:034-58004:035. 

9106050062 Forwards amend 142 to license DPR-46 & safety evaluation. Amend 
changes tech specs to remove cycle-specific reactor physics parameters & incorpo¬ 
rate them into new document called core operating limits rept. 

O’CONNOR,P.W. Division of Reactor Projects - III,IV,V (Post 901216). 91/05/22. 
HORN.G.R. Nebraska Public Power District. 3pp. 58004:001-58004:026. 

-9106050066 Amend 142 to license DPR-46,changing tech spec to remove cycle-spe¬ 
cific reactor physics parameters & incorporate them into new document called core 
operating limits rept. 

QUAY.T.R. Project Directorate IV-1. 91/05/22. 20pp. 58004:004-58004:023. 

-9106050068 Safety evaluation supporting amend 142 to license DPR-46. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/22. 3pp. 
58004:024-58004:026. 

9106060183 Forwards notice of issuance of environ assessment & finding of no signifi¬ 
cant impact re licensee 890831 application for amend concerning expiration date for 
license 

O’CONNOR,P.W. Project Directorate IV-1. 91/05/22. HORN.G.R. Nebraska Public 
Power District. 3pp. 57931:104-57931:117. 

-9106060192 Environ assessment & finding of no significant impact re change in expi¬ 
ration date of license DPR-46. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/22. 7pp. 
57931:107-57931:113. 

-9106060197 Notice of issuance of environ assessment & finding of no significant 
impact re licensee 890831 application for amend to license concerning expiration date 
of license 

QUAY.T.R. Project Directorate IV-1. 91/05/22. 4pp. 57931:114-57931:117. 

9106210244 Approves 910425 application & GE 910205 affidavit requesting withholding 
of EAS-019-0489, “Evaluation of Reducing Water Level 3 Setpoint for Cooper Nuclear 
Station" (ref 10CFR2.790). 

O’CONNOR,P.W. Project Directorate IV-1. 91/06/06. HORN.G.R. Nebraska Public 
Power District. 4pp. 58207:344-58207:347. 

9106180013 Application for amend to License DPR-46,consisting of Proposed Change 
96 to Tech Specs re verification of equipment operability by exam of appropriate plant 
records. 

HORN.G.R. Nebraska Public Power District. 91/06/07. Document Control Branch 
(Document Control Desk). 12pp. 58175:001-58175:047. 

-9106180016 Proposed Tech Specs re verification of operability of equipment by exam 
of appropriate plant records. 

* Nebraska Public Power District 91/06/07. 35pp. 58175:013-58175:047. 

9106180322 Forwards response to questions on license extension to 40 yrs from OL 
issuance,per 910501 Itr. 

HORN.G.R. Nebraska Public Power District. 91/06/07. Document Control Branch 
(Document Control Desk). 4pp 58178:351-58178:354. 

9106260276 Forwards amended Section 2.02 to decommissioning funding plan,per 
10CFR50.75. 

HORN.G.R. Nebraska Public Power District. 91/06/17. Document Control Branch 
(Document Control Desk). 5pp. 58236:094-58236:098. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060095 Responds to 910314 Itr to clarify NRC position on insp of RWCU pipe 

we |ds 

O’CONNOR.P. Project Directorate IV-1. 91/05/24. HORN.G.R. Nebraska Public Power 
District. 3pp. 57918:344-57918:346. 

9105230062 NRC info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140076 Provides current schedule for electrical distribution sys functional insp to be 
performed during Jul & Aug 1991. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/10. HORN.G.R. Nebraska Public Power 
District. 3pp. 58147:307-58147:309. 


R. Periodic operating reports & related correspondence 


9106100296 Monthly operating rept for May 1991 for Cooper Nuclear Station.W/910603 
Itr. 

KERNES.E.A., MEACHAM.J.M. Nebraska Public Power District. 91/05/31. 5pp. 
58052:024-58052:028. 


S. Reportable occurrences, LERs & related correspondence 

9106100118 LER 91-002-01 :on 910324,reactor water cleanup isolation occurred due 
high sys temp.Caused by inadequate design. Design process for plant chang 
strengthened since design completed.W/910603 Itr. 

MYERS.J.R., MEACHAM.J.M. Nebraska Public Power District. 91/06/03. 7| 
58162:100-58162:106. 

9106130222 LER 91-005-00:on 910511,unplanned startup of diesel generator numbe 
occurred due to equipment deficiency during plant startup.Caused by insufficent acti 
of breaker.Breaker shimmed & reinstalled.W/910607 Itr. 

REEVES,D.L., MEACHAM.J.M. Nebraska Public Power District. 91/06/07. 6| 
58150:147-58150:152. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106100375 Advises that switchgear bypass mod completed within schedule commitl 
to in 901221 request for schedular exemption from 10CFR50.48(d)(4) re fire proti 
tion features for dedicated shutdown sys. 

FAY.C.W. Wisconsin Electric Power Co. 91/06/04. SAMWORTH.R.B. Project Direct 
ate 111-3. 2pp. 58017:297-58017:298. 

9106120222 Submits revs to QA program description,per Section 1.8 of FSAR,[ 
910521 telcon w/Region III.Existing Class A fire door will be replaced w/250 F dooi 
access to Q-list info limited by programmed computer security. 

FAY.C.W. Wisconsin Electric Power Co. 91/06/04. Document Control Branch (Do< 
ment Control Desk). 2pp. 58109:278-58109:279. 

9106190118 Forwards safety insp repts 50-266/91-08 & 50-301/91-08 on 910402-05 
& notice of violation. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/06. FAY.C.W. Wisconsin Elect 
Power Co. Ip. 58142:268-58142:290. 

-9106190130 Insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520. Violatic 
noted.Major areas inspectedrplant operations, radiological controls,maint/surveillan 
observations, emergency preparedness & security. 

JACKIW.I.N. Region 3 (Post 820201). 91/06/06. 20pp. 58142:271-58142:290. 

9106140002 Forwards assessment plan for turbine bldg fire hazards & potential imps 
on reactor safety,in preparation for 910717 site visit.Assessment performed in 
sponse to major turbine generator lube oil failure on 891019 in Spain. 
SAMWORTH.R.B. Project Directorate 111-3. 91/06/07. FAY.C.W. Wisconsin Elecl 
Power Co. 6pp. 58143:339-58143:344. 


P. Operating license stage documents & correspondence 

9106050324 Application for amends to Licenses DPR-24 & DPR-27, consisting of 
Change Request 145,incorporating changes re pressurizer PORV & block valves 
overpressure mitigating sys operations,per Generic Ltr 90-06. 

FAY.C.W. Wisconsin Electric Power Co. 91/05/30. Document Control Branch (Do< 
ment Control Desk). 16pp. 58004:076-58004:095. 

-9106050386 Proposed tech specs,revising specifications 15.3.1.A.5 & 15.3.15 & tab 
15.4.1-1 & 15.4.1-2 re pressurizer PORV & block valve requirements & overpressi 
mitigating sys operations for facility. 

* Wisconsin Electric Power Co. 91 /05/30. 4pp. 58004:092-58004:095. 

9106060263 Informs that item re heat transfer capability of diesel generator glycol cc 
ers still open for verification. Response required within 30 days of implementation. 
SAMWORTH.R.B. Project Directorate 111-3. 91/05/30. FAY.C.W. Wisconsin Elecl 
Power Co. 3pp. 57935:005-57935:007. 

9106100375 Advises that switchgear bypass mod completed within schedule commitl 
to in 901221 request for schedular exemption from 10CFR50.48(d)(4) re fire proti 
tion features for dedicated shutdown sys. 

FAY.C.W. Wisconsin Electric Power Co. 91/06/04. SAMWORTH.R.B. Project Direct 
ate 111-3. 2pp. 58017:297-58017:298. 

9106120222 Submits revs to QA program description.per Section 1.8 of FSAR.f 
910521 telcon w/Region III.Existing Class A fire door will be replaced w/250 F dooi 
access to Q-list info limited by programmed computer security. 

FAY.C.W. Wisconsin Electric Power Co. 91/06/04. Document Control Branch (Do< 
ment Control Desk). 2pp. 58109:278-58109:279. 

9106100098 Ack receipt of 890215 proprietary & non-proprietary WCAP-12085, “Po 
Beach Unit 2 Steam Generator Tubing Anomalous Tube Roll Transitions." No co 
ments provided. 

SAMWORTH.R.B. Project Directorate 111-3. 91/06/06. FAY.C.W. Wisconsin Elecl 
Power Co. 3pp. 57994:314-57994:316. 

9106140002 Forwards assessment plan for turbine bldg fire hazards & potential imp* 
on reactor safety.in preparation for 910717 site visit.Assessment performed in 
sponse to major turbine generator lube oil failure on 891019 in Spain. 
SAMWORTH.R.B. Project Directorate 111-3. 91/06/07. FAY.C.W. Wisconsin Elecl 
Power Co. 6pp. 58143:339-58143:344. 

9106170242 Forwards Rev 1 to “Pump & Valve Inservice Testing Program Point Bea 
Nuclear Plant." 

FAY.C.W. Wisconsin Electric Power Co. 91/06/10. Document Control Branch (Dot 
ment Control Desk). 5pp. 58148:001-58148:200. 

-9106170244 “Pump & Valve Inservice Testing Program Point Beach Nuclear Plan 

* Wisconsin Electric Power Co. 91/05/28. 150pp, 58148:006-58148:200. 

9106200008 Informs that review of 910326 QAP description complete.QAP as revis 
continues to satisfy requirements of 10CFR50,app B & acceptable. 

WRIGHT,G.C. Region 3 (Post 820201). 91/06/17. FAY.C.W. Wisconsin Electric Po/ 
Co. Ip. 58161:090-58161:090. 
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9106210256 Notification of 910709 meeting w/facility in Rockville,MD to discuss engi¬ 
neering/const projects at facility.including diesel generators,station batteries conden¬ 
sate storage tanks & selected mgt issues. 

SAMWORTH.R.B. Project Directorate 111-3. 91/06/17. HANNON,J.N. Project Director¬ 
ate MI-3. 5pp. 58186:001-58186:005. 

9106210226 Advises that 900831 response to Generic Ltr 89-08 re erosion/corrosion- 
induced pipe wall thinning acceptable, based on implementation of program to ensure 
erosion/ corrosion will not lead to degradation of carbon steel sys. 

SAMWORTH.R.B. Project Directorate 111-3. 91/06/18. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 58208:001-58208:003. 

9106280170 Confirms plans to conduct 910711 meeting in Region III ofc to discuss op¬ 
erator sensitivity to plant conditions while in shutdown operations & other items of 
mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/24. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 58273:020-58273:020. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040139 Forwards Safety Insp Repts 50-266/91-11 & 50-301/91-11 on 910506- 
10.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/05/28. FAY.C.W. Wisconsin Electric Power 
Co. 2pp. 58000:096-58000:105. 

-9106040143 Insp Repts 50-266/91-11 & 50-301/91-11 on 910506-10.No violations 
noted.Major areas inspected-.radiation protection program including,organization,mgt 
controls & training, audits & appraisals & internal & external exposure control. 

KOZAK,T.J., CANIANO.R.J. Region 3 (Post 820201). 91/05/23. 8pp. 58000:098- 
58000:105. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110024 Forwards exam rept 50-266/OL-91-02 administered during wk of 910429. 
WRIGHT,G.C. Region 3 (Post 820201). 91/05/31. RAY,C.W. Wisconsin Electric Power 
Co. 2pp. 57995:325-57995:334. 

-9106110027 Exam rept 50-266/OL-91-02 administered during wk of 910429. Exam 
results:one reactor operator & one senior reactor operator passed written exam but 
failed operating exam. Five reactor operators & senior operators passed all exams. 
SHEMBARGER.K. Region 3 (Post 820201). 91/05/31. 2pp. 57995:327-57995:334. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100047 Forwards insp rept 50-266/91-10 & 50-301/91-10 on 910513-17. No viola¬ 
tions noted. 

RING.M.A. Region 3 (Post 820201). 91/06/04. FAY.C.W. Wisconsin Electric Power 
Co. 2pp. 57932:062-57932:070. 

-9106100054 Insp repts 50-266/91-10 & 50-301/91-10 on 910513-17.No violations 
noted.Major areas inspected.-licensee implementation of post accident monitoring in¬ 
strumentation in accordance w/reg guide 1.97,rev 2. 

KOPP.M.J., GAINTY.C.A., JABLONSKI.F.J. Region 3 (Post 820201). 91/06/03. 6pp. 
57932:064-57932:070. 

9106190118 Forwards safety insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520 
& notice of violation. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/06. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 58142:268-58142:290. 

-9106190130 Insp repts 50-266/91-08 & 50-301/91-08 on 910402-0520. Violations 
noted.Major areas inspected:plant operations, radiological controls,maint/surveillance 
observations, emergency preparedness & security. 

JACKIW.I.N. Region 3 (Post 820201). 91/06/06. 20pp. 58142:271-58142:290. 

9106130238 Discusses plant specific thermal stratification analysis results & completion 
date extension request for completion of Action Item l.d of NRC Bulletin 88-011. 
FAY.C.W. Wisconsin Electric Power Co. 91/06/07. Document Control Branch (Docu¬ 
ment Control Desk). 8pp. 58111:084-58111:091. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106180060 Forwards safety insp repts 50-266/91-09 & 50-301/91-09 on 910424- 
25,0501-03,0520-23 & 0528.No violations noted. 

RING.M.A. Region 3 (Post 820201). 91/06/13. FAY.C.W. Wisconsin Electric Power 
Co. 2pp. 58120:165-58120:174. 

-9106180068 Safety insp repts 50-266/91-09 & 50-301/91-01 on 910424-25, 0501- 
03,0520-23 & 0528.No violations noted.Major areas inspected:IS! activities including 
review of program, procedures & observation of work & work activities. 
SCHAPKER.J.F., DANIELSON,D.H. Region 3 (Post 820201). 91/06/12. 8pp. 

58120:167-58120:174. 


R. Periodic operating reports & related correspondence 

9106140179 Monthly operating repts for May 1991 for Point Beach Nuclear Plant.Units 
1 & 2.W/910610 ltr. _ 

PETERSON,D.C., FAY.C.W. Wisconsin Electric Power Co. 91/05/31. 9pp. 58143:314- 
58143:322. 


V. Operator Examinations 


9106110024 Forwards exam rept 50-266/OL-91-02 administered during wk of 910429. 
WRIGHT,G.C. Region 3 (Post 820201). 91/05/31. RAY.C.W. Wisconsin Electric Power 
Co. 2pp. 57995:325-57995:334. 

-9106110027 Exam rept 50-266/OL-91-02 administered during wk of 910429. Exam 
results:one reactor operator & one senior reactor operator passed written exam but 
failed operating exam. Five reactor operators & senior operators passed all exams. 
SHEMBARGER.K., BURDICK,T.M. Region 3 (Post 820201). 91/05/31. 2pp. 
57995:327-57995:334. 

9106180198 Advises that operator & senior operator licensing exams scheduled for wk 
of 910923-Listed ref matl requested 60 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 91/06/12. FAY.C.W. Wisconsin Electric Power 
Co. 11pp. 58121:052-58121:062. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 


9106060097 Rev 35 to EPIP EM-202, "Duties of Emergency Coordinator." 
STEPHENSON,J.D. Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/23. 
55pp. 58002:238-58002:292. 

9106060206 Rev 5 to EPIP EM-306, "Post Accident Sampling of Reactor Bldg Atmos¬ 
phere Using Automatic Isotopic Measuring Sys (A.l.M.S.).” 

* Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/24. 23pp. 58001:218- 
58001:240. 

9106130056 Annunciator Response (AR) Procedures,including Rev 12 to AR-303, “ESC 
Annunciator Response,” Rev 13 to AR-501, “ICS I Annunciator Response" & Rev 9 
to AR-301, "ESA Annunciator Response.” 

MARSHALL,W. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/03. 
28pp. 58111:056-58111:083. 

9106210002 Forwards Rev 6 to security training & qualification plan.Rev withheld (ref 
10CFR73.21). 

BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/14. Docu¬ 
ment Control Branch (Document Control Desk). Ip. 58202:166-58202:166. 


H. General correspondence 


9106040018 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." 

BEARD,P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/24. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 57891:065-57891:066. 


I. Financial information 


9106120323 Forwards 1991 internal cash flow projection for facility. 

GREENE,G.E. Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/22. 
MURLEY.T.A. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
58109:015-58109:016. 


P. Operating license stage documents & correspondence 

9106040304 Comments on reviewed results of refuel 7 eddy current exam of OTSG 
tubes at facility.Results of exam indicate assumption reasonable. 

SILVER,H. Project Directorate 11-2. 91/05/23. BEARD,P.M. Florida Power Corp. (subs, 
of Florida Progress Corp.). 2pp. 57895:263-57895:264. 

9106050246 Notifies of completion of actions re Generic Ltr 88-14 on instrument air 
supply sys problems affecting safety related equipment,per 890209,900330 & 0920 
itrs & NUREG-1275,Vol 2. 

BEARD,P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/30. Docu¬ 
ment Control Branch (Document Control Desk). Ip. 58033:049-58033:049. 

9106100161 Forwards special rept 91-02,including summary of eddy current testing & 
list of tube indications. 

BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/31. Docu¬ 
ment Control Branch (Document Control Desk). 6pp. 58091:059-58091:064. 

9106190010 Application for amend to License DPR-72,consisting of TS Change Re¬ 
quest 186,replacing TS 3.6.2.2 for spray additive sys w/TS 3.6.2.2 for containment 
emergency sump pH control sys. 

BEARD,P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/13. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 58187:346-58187:353. 

-9106190011 Proposed Tech Spec 3.6.2.2 re containment emergency sump pH control 
sys. 

* Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/13. 4pp. 58187:350- 
58187:353. 

9106190018 Forwards “Crystal River Fish Hatchery Operating Plan,1991 - 1994," per 
Part I.B.1.b.3 of NPDES Permit FL000159. 

BEARD,P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/13. Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 58185:317-58185:330. 

-9106190019 “Crystal River Fish Hatchery Operating Plan 1991-1994.” 

* Florida Power Corp. (subs, of Florida Progress Corp.). 91/05/31. 11pp. 58185:320- 
58185:330. 

9106210006 Responds to NRC 910506 SSER re station blackout rule implementation at 
facility.Station blackout battery calculation updated to reflect revised coping strategy 
to be implemented after installation of non-1 E battery. 

BEARD,P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/13. Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 58208:193-58208:195. 
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9106280033 Application for amend to License DPR-72,consisting of Tech Spec Change 
Request 187,Rev O.adding footnote to Tech Spec 4.6.1.2 (d) to provide one-time ex¬ 
tension to month interval required by Tech Spec. 

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/20. [Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 58270:037-58270:042. 

—9106280036 Proposed tech specs re Change Request 187,Rev 0,adding footnote to 
Tech Spec 4.6.1.2 (d) to extend interval for Type B & C leakage testing. 

• Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/20. 3pp. 58270:040- 
58270:042. 

9106280040 Application for amend to License DPR-72,consisting of Tech Spec Change 
Request 185,Rev 0,revising Tech Specs for snubber visual insp w/guidance provided 
in Generic Ltr 90-09. 

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/20. Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 58270:043-58270:051. 

-9106280044 Proposed tech specs re Change Request 185, Rev 0,revising current Tech 
Specs for snubber visual insps w/guidance provided in Generic Ltr 90-09. 

* Florida Power Corp- (subs, of Florida Progress Corp.). 91/06/20. 6pp. 58270:046- 
58270:051. 


9106200056 LER 91-004-00:on 910514,reactor vessel level instruments discovered in¬ 
correctly calibrated.Caused by personnel error. Plant recalibrated reactor vessel to 
proper range & review by engineer performed.W/910613 ltr. 

BANDHAUER.W.K., BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress 
Corp.). 91/06/13. 5pp. 58209:067-58209:071. 


V. Operator Examinations 

9106120267 Responds to NRC 910425 request for addl info re inservice insp program 
plan.Listed relief requests re Class 2 piping & recertification of Level III personnel by 
exam on triennial basis already submitted. 

BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/07. Docu¬ 
ment Control Branch (Document Control Desk). 5pp. 58106:116-58106:120. 


DOCKET 50*304 ZION NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


CL Inspection reports, IE Bulletins & correspondence 

9106170029 FOIA request for documents re investigation of allegation referred to in al¬ 
legation rept RII-90-A-0135. 

SOLOV.D. Tampa Tribune. 91/03/27. Region 2 (Post 820201). 2pp. 58133:336- 
58133:337. 

9106170043 Final response to FOIA request for documents re investigation of allegation 
rept Rli-91-A-0135.Forwards documents listed in app A & B.Documents also available 
in PDR.Info partially withheld (ref FOIA Exemption 6 & 7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/09. SOLOV.D. Tampa Tribune. 4pp. 58133:338-58133:356. 


9106050374 Permanent Change Request A-91-265 to Rev 11 to EPIP 550-3, “Radiolo- 
gicals Supplies for Medical Emergencies,” adding inventories of Attachment B-D. 
LANES,LL. Commonwealth Edison Co. 91/05/20. 18pp. 58008:051-58008:069. 

9106050381 Permanent Change Request A-91-266 to Rev 2 to EPIP 370-3, "Off-Site 
Transportation Accident Response,” eliminating security transport of rad techs to acci¬ 
dent site. 

LANES,LL. Commonwealth Edison Co. 91/05/20. 19pp. 58008:032-58008:050. 

9106120142 Change Request A-91-324 to EPIP 180-4, “Technical Support Ctr ODCS 
Specialist.” 

* Commonwealth Edison Co. 91/05/30. 16pp. 58125:190-58125:206. 


-9106170052 Forwards response to NRC 900728 ltr re allegation rept RII-90-A-0135. 
BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 90/09/28. 
REYES,L Region 2 (Post 820201). 12pp. 58133:342-58133:356. 

9105090386 NRC Info Notice 91-032, “Possible Raws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 


9106120154 Change Request A-91-320 to EPIP 140-1, “Maint Director.” 

* Commonwealth Edison Co. 91/05/30. 14pp. 58109:093-58109:106. 

9106120161 Change Request A-91-321 to EPIP 160-1, “Administrative Director.” 

* Commonwealth Edison Co. 91/05/30. 16pp. 58109:107-58109:122. 

9106120169 Change Request A-91-319 to EPIP 120-1, “Operations Director." 

* Commonwealth Edison Co. 91/05/30. 16pp. 58109:123-58109:138. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9106120262 Change Request A-91-322 to EPIP 180-2, “Technical Support Ctr Environs 
Director.” 

* Commonwealth Edison Co. 91/05/30. 18pp. 58109:310-58109:328. 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106120267 Responds to NRC 910425 request for addl info re in service insp program 
plan.Listed relief requests re Class 2 piping & recertification of Level III personnel by 
exam on triennial basis already submitted. 

BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/07. Docu¬ 
ment Control Branch (Document Control Desk). 5pp. 58106:116-58106:120. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


9106040111 Revised GSEP Environs Group EPIP table of contents & two- sided IDNS 
map.W/two oversize drawings. 

* Commonwealth Edison Co. 91/05/31. 3pp. 58010:334-58010:337. 


9106100221 Revised Corporate EPIPs,including 
01.CEPIP 2033-01 .CEPIP 2334-01,Rev 0 to C 
01 . 


Rev 1 to CEPIP 2331-01, CEPIP 2300- 
EPIP 2030-01 & Rev 1 to CEPIP 2312- 


* Commonwealth Edison Co. 91/05/31. 54pp. 58094:139-58094:192. 


9106120150 Change Request A-91-392 to EPIP 100-1, “Acting Station Director/Station 
Director.” 

* Commonwealth Edison Co. 91/06/04. 26pp. 58109:050-58109:076. 


9106120152 Change Request A-91-382to EPIP 170-1, “Security Director" 
* Commonwealth Edison Co. 91/06/04. 16pp. 58109:077-58109:092. 


9106210306 Forwards notarized statement of submission of response to notice of viola¬ 
tion. 

BEA RD.P .M. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/12. 
EBNETER.S.D. Region 2 (Post 820201). 2pp. 58208:010-58208:011. 

9106270048 Forwards insp rept 50-302/91-12 on 910513-17.No violations noted. 
GIBSONAF. Region 2 (Post 820201). 91/06/12. BEARD.P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 58222:331-58222:338. 

—9106270052 insp rept 50-302/91-12 on 910513-17. No violations noted. Major areas 
inspected:QA program audit & surveillance activities. 

THOMAS,M„ JAPE.F. Region 2 (Post 820201). 91/06/10. 5pp. 58222:334-58222:338. 

9106270049 Ack receipt of 910510 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-302/91-01 on 910411. 

GIBSONAF. Region 2 (Post 820201). 91/06/12. BEARD.P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 58222:339-58222:341. 

9106270101 Forwards insp rept 50-302/91-09 on 910513-16 & 0603-07.No violations 
noted. 

PEEBLES.TA Region 2 (Post 820201). 91/06/20. BEARD.P.M. Florida Power Corp. 
(subs, of Florida Progress Corp.)* 9PP- 58223:277-58223:288. 

-9106270111 Insp rept 50-302/91-09 on 910513-16 & 0603-07.No violations 
noted.Major areas inspected:spent fuel pool activities associated w/recaging of irradi¬ 
ated f uel a ssemblies for reuse & routine surveillance of core power distribution. 
BURNETT,P.T., WATSON,LJ. Region 2 (Post 820201). 91/06/19. 9pp. 58223*280- 


R- Periodic operating reports & related correspondence 


9106110381 Monthly operatirw rept for May 1991 for Crystal River Unit 3.W/910606 ltr 
MCLAUGHLIN,R.L, BOLDT.G.L Florida Power Corp. (subs, of Florida Progress 
Corp )- 91 /05/31. 5pp. 58096:220-58096:224. ^ 


S. Reportable occurrences, LERs & related correspondence 

9106060229 PNO-ll-91-030:on 910530,unusual event declared due to RCS unidentified 
leakage greater than 1 gpm in make-up valve alley in auxiliary bldg.Caused by Dackina 
leak on MUV-3. Repairs to valve planned. a 

CRLENJAK.J. Region 2 (Post 820201). 91/05/31. Ip. 58003:106-58003:106. 


unange Hequest A-91 -391 to EPIP 110-1, “Assistant Station Director.” 
Commonwealth Edison Co. 91/06/04. 13pp. 58125:207-58125:219. 

9106120171 Change Request A-91-388 to EPIP 200-1, “Operational Support Ctr Direc¬ 
tor. 

* Commonwealth Edison Co. 91/06/04. 18pp. 58109:139-58109:156. 

9106120174 Change Request A-91-381 to EPIP 130-1, “Technical Director" 
Commonwealth Edison Co. 91/06/04. 19pp. 58109:157-58109:175. 

9106120189 Change Request A-91-387 to EPIP 210-1, “Operations Director " 
Commonwealth Edison Co. 91/06/04. 20pp. 58109:198-58109:217. 

9106120190 Change Request A-91-325 to EPIP 190-2, “Communicator ” 

Commonwealth Edison Co. 91/06/04. 27pp. 58109:218-58109:244.’ 

^Checkfet’’ Pa9eS 6 ’ 7,8 ' 9 & 10 t0 EPIP 210-1 . "Operational Support Ctr Supervisor 

* Commonwealth Edison Co. 91/06/04. 7pp. 58108:355-58108:361. 

91 “o 1 3^1 F 7^S ? ws^^' e9UardS inSP reptS 5 °- 295/91 -°5 * 50-304/91 -05 on 

82 ° 201) - 91/06/ ° 7 - REEaC - Edison 

physical security insp repts 50-295/91-05 & 50- 
304/91-05 on 910325-0417.Violations noted. Major areas insDectedsecuritv re as- 
event. Details withheld (ref 10CFR73.21 (c)(2)). P ° C ‘ ^ 

CHRISTOFFER.G. Region 3 (Post 820201). 91/06/07. Ip. 58142:243-58142:243. 

91 Ran 1 ” 123 Forwards Rev 7 t0 “ Zion Station Annex to Generating Stations Emergency 

STIMAC.S.F. Commonwealth Edison Co. 91/06/14. MURLEYT F nffi™ nf nwi o. r 
Reactor Regulation, Director (Post 870411). 20^ ^208^835820^ * 

—9106210127 Rev 7 to “Zion Station Annex to Generation Stations Emeraencv Plan ” 
Commonwealth Edison Co. 91/06/14.198pp. 58208:285-5^09^062 9 ^ 

FEI ^ * flnal e * erci se evaluation rept for offsito 
in a . ® emer 9® nc y preparedness exercise. 

^ 2% ER ^ R X5e^ P 2 °4 , 820201) ' 91/06/19 ' REED ' C - Commonwealth Edison 
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-9106270013 Forwards final exercise rept for 890503 of offsite radiological emergency 
response plans.site specific to facility. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/06/07. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411)’ Id 
58222:111-58222:111. 

-9106270017 “Exercise Rept Zion Nuclear Power Station Comm Ed Joint Exercise." 

* Federal Emergency Management Agency. 89/05/03. 60pp. 58222:112-58222:206. 

9106280162 Forwards response to NRC augmented insp team rept 50-304/91-06.Cor- 
rective actions:util evaluating ways to effectively employ results of PRAs in future 
planning. 

KOVACH, T.J. Commonwealth Edison Co. 91/06/21. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58272:089-58272:091. 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101 .nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix.deleted. Util adopted performance-based auditing techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/13. DAVIS.A.B. Region 3 (Post 
820201). 2pp. 58228:267-58228:268. 

9106040423 Forwards amends 123 & 112 to licenses DPR-39 & DPR-48 & safety 
evaluation.Amend revises diesel generator testing requirements & allowable outage 
times by incorporating recommendations of generic Itr 84-15. 

HICKMAN,J.B. Project Directorate 111-2. 91/05/17. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 57895:265-57895:309. 

—9106040428 Amends 123 & 112 to licenses DPR-39 & DPR-48,respectively, revising 
diesel generator testing requirements & allowable outage times by incorporating rec¬ 
ommendations of generic Itr 84-15. 

BARRETT,R.J. Project Directorate 111-2. 91/05/17. 30pp. 57895:267-57895:297. 

-9106040434 Safety evaluation supporting amends 123 & 112 to licenses DPR-39 & 
DPR-48,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/17. 12pp. 
57895:298-57895:309. 

9106060061 Notification of 910607 meeting w/util in Rockville,MD to discuss control 
room habitability test results. 

PATEL,C.P. Project Directorate 111-2. 91/05/30. BARRETT,R.J. Project Directorate III- 
2. 3pp. 57931:186-57931:188. 

9106240286 Rev O.D to Zion Station Annex ODCM,Chapter 12,Pages 12-ia & 12-53. 

* Commonwealth Edison Co. 91/05/31. 3pp. 58212:359-582*K2:361. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu¬ 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 

9106140096 Forwards safety evaluation accepting second 10-yr interval of inservice 
testing program for pumps & valves relief requests.submitted w/891107 & 901001 
Itrs,respectively. Technical Rept EGG-NTA-9462 end also. 

BARRETT,R.J. Project Directorate 111-2. 91/06/04. KOVACH,T.J. Commonwealth 
Edison Co. 3pp. 58113:001-58113:100. 

—9106140102 Safety evaluation accepting second 10-yr interval of inservice testing pro¬ 
gram for pumps & valves relief requests.submitted w/891107 & 901001 

Itrs, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 11pp. 
58113:004-58113:014. 

—9106140104 “Technical Evaluation Rept Pump & Valve Inservice Testing Program 
Zion Station,Units 1 & 2.’’ 

STOCKTON.N.B., HEMMING,W.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
STOCKTON,N.B. Idaho National Engineering Laboratory. FIN A-6812. EGG-NTA-9462. 
91/04/30. NRC - No Detailed Affiliation Given. 87pp. 58113:015-58113:100. 

9106190330 Forwards SE accepting topical rept WCAP-12639, “Pressurizer Surge Line 
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summary 
Rept.” 

HSIA.A.H. Project Directorate 111-2. 91/06/06. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58159:115-58159:126. 

-9106190351 SE of WOG rept WCAP-12639, “Pressurizer Surge Line Thermal Stratifi¬ 
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept.” Rept accept¬ 
ed. 

* Project Directorate HI-2. 91/06/06. 8pp. 58159:119-58159:126. 

9106170278 Forwards safety evaluation accepting current unstabilized configuration of 
tube R1C55 in steam generator A,per 890303 & 900212 Itrs. 

HICKMAN,J.B. Project Directorate 111-2. 91/06/13. KOVACH,T.J. Commonwealth 
Edison Co. 2pp, 58161:290-58161:293. 

-9106170279 Safety evaluation accepting current unstabilized configuration of tube 
R1C55 of steam generator A,per util 890303 & 900212 Itrs. „ 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 2pp. 
58161:292-58161:293. 

9106250090 Discusses 910604-05 NRC senior managers meeting re performance of nu¬ 
clear power plants licensed by NRC.PIant categorized at meeting as continuing to re¬ 
quire close monitoring. _ .. 0 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/06/18. 
O’CONNOR,J.J. Commonwealth Edison Co. 3pp. 58205:326-58205:328. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 

by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 


9106060185 Documents basis for restart,per 910322 Confirmation of Action Ltr Rlil-91- 
001 re 910321 loss of offsite power & reactor trip.Fire protection sys wiring,detectors 
& deluge valves replaced & nozzles repositioned. 

WALLACE.M.J. Commonwealth Edison Co. 91/05/28. DAVIS.A.B. Region 3 (Post 
820201). 7pp. 58002:307-58002:313. 

9106180155 Forwards radiological analyses of NRC simulated waste sample to address 
open items in Insp Repts 50-295/90-27 & 50-304/90-27 on 901022-26. 

JOYCE,T.P. Commonwealth Edison Co. 91/05/28. DAVIS.A.B. Region 3 (Post 
820201). 4pp. 58175:266-58175:269. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106100016 Ack actions taken in response to 910322 Confirmatory Action Ltr re partial 
loss of offsite power & reactor trip which occurred on 910321. 

DAVIS.A.B. Region 3 (Post 820201). 91/06/02. REED.C. Commonwealth Edison Co. 
2pp. 57932:023-57932:024. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106190107 Forwards reactive safeguards insp repts 50-295/91-05 & 50-304/91-05 on 
910325-041/.Violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/07. REED.C. Commonwealth Edison 
Co. 2pp. 58142:241-58142:243. 

—9106190119 Partially withheld reactive physical security insp repts 50-295/91-05 & 50- 
304/91-05 on 910325-041/.Violations noted. Major areas inspected:security re as¬ 
pects of 910321 event. Details withheld (ref 10CFR73.21 (c)(2)). 

CHRISTOFFER.G., CREED,J.R. Region 3 (Post 820201). 91/06/07. Ip. 58142:243- 
58142:243. 

9106210151 Advises that requirements of NRC Bulletin 88-011 re pressurizer surge line 
thermal stratification fully addressed,based on submittal of detailed plant-specific anal¬ 
ysis covering removal of listed vertical supports. 

HSIA.A.H. Project Directorate 111-2. 91/06/07. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58202:182-58202:185. 

9106040339 NRC info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106130306 Requests assistance in resolving NUREG-0737,ltem lli.D.3.4 re mechanical 
lock longitudinal internal duct seams sealed w/tape & overlay of sealant discovered 
during insp in Mar 1985. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/11. ZWOLINSKI.J.A. Assistant Di¬ 
rector for Region III Reactors (Post 901216). 3pp. 58112:107-58112:109. 

9106240017 Forwards insp repts 50-295/90-35 & 50-304/90-35 on 901218- 910222 & 
910325-0528.No violation noted. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth 
Edison Co. 2pp. 58185:119-58185:132. 

-9106240019 Insp repts 50-295/90-35 & 50-304/90-35 on 901218-910222 & 910325- 
0528.No violation noted.Major areas insp:licensee action on previous insp findings, mgt 
action plan program, engineering review & walkdown of containment spray sys. 
FARBER.M.J. Region 3 (Post 820201). 91/06/14. 12pp. 58185:121-58185:132. 

9106250195 Forwards safety insp 50-295/91-10 & 50-304/91 -lO.No violations noted. 
SHAFER,W.D. Region 3 (Post 820201). 91/06/18. REED.C. Commonwealth Edison 
Co. 2pp. 58220:290-58220:317. 

-9106250196 Insp repts 50-295/91-10 & 50-304/91-10 on 910409-0530.No violations 
noted.Major areas inspected:operations, operational safety verification & ESF sys 
walkdown, surveillance observation & maint. 

FARBER.M.J. Region 3 (Post 820201). 91/06/18. 27pp. 58220:292-58220:317. 

9106280162 Forwards response to NRC augmented insp team rept 50-304/91-06.Cor- 
rective actions:util evaluating ways to effectively employ results of PRAs in future 
planning. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/21. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58272:089-58272:091. 


R. Periodic operating reports & related correspondence 

9106190062 Monthly operating rept for May 1991 for Zion Generating Station.W/910610 
Itr. 

HERRON,R., JOYCE,T.P. Commonwealth Edison Co. 91/05/31. 12pp. 58195:307- 
58195:318. 


S. Reportable occurrences, LERs & related correspondence 

9106030192 LER 89-005-01 :on 890220,radiation surveillance monitor declared 
inoperable.Cause by personnel error & procedure complexity.Procedures revised & 
foremen counseled by dept supervisor.W/910528 Itr. 

KLINE.V., JOYCE,T.P. Commonwealth Edison Co. 91/05/28. 5pp. 58009:058- 
58009:062. 

9106060185 Documents basis for restart,per 910322 Confirmation of Action Ltr Rill-91- 
001 re 910321 loss of offsite power & reactor trip.Fire protection sys wiring,detectors 
& deluge valves replaced & nozzles repositioned. 

WALLACE.M.J. Commonwealth Edison Co. 91/05/28. DAVIS,A.B. Region 3 (Post 
820201). 7pp. 58002:307-58002:313. 




62 DOCKETED ITEMS 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

9106120061 Forwards safeguards insp rept 50-305/91-11 on 910506-10.No violations 
noted. 

GREGER.LR. Region 3 (Post 820201). 91/06/05. EVERS.K.H. Wisconsin Public 
Service Corp. 2pp. 58017:066-58017:069. 

-9106120067 Partially withheld insp rept 50-305/91-11 on 910506-10.No violations 
noted.Major areas inspected:mgt support,protected & vital area barriers,access con- 
trol-personnel.packages & vehicles.aiarm stations & communications & power supply. 
KNICELEY.J.R., CREED.J.R. Region 3 (Post 820201). 91/06/05. 2pp. 58017:068- 
58017:069. 

9106180291 EPIPs including,Rev Q to EP-AD-1,Rev R to EP-AD-2,Rev M to EP-AD- 
3,Rev M to ED-AD-4,Rev U to EP-AD-7,Rev U to EP-AD-8, Rev J to EP-AD-11.Rev M 
to EP-AD-12,Rev F to EP-AD-13,Rev I to EP-AD-14 & Rev H to EP-AD-15.W/910613 
Itr. 

EVERS,K.H. Wisconsin Public Service Corp. 91/06/13. 850pp. 58176:053-58177:329. 

9106200059 Forwards safety insp rept 50-305/91-12 on 910603 & 06 & 07 & notice of 
violation. 

GREGER.LR. Region 3 (Post 820201). 91/06/14. EVERS.K.H. Wisconsin Public 
Service Corp. 2pp. 58161:225-58161:236. 

-9106200064 Notice of violation from safety insp on 910603-04 & 06-07. Violation 
noted:annual review of facilities emergency preparedness program did not address 
adequacy of offsite interface. 

GREGER.LR. Region 3 (Post 820201). 91/06/14. Ip. 58161:227-58161:227. 

-9106200068 Safety insp rept 50-305/91-12 on 910603-04 & 06-07. Violation 
noted.Major areas inspected:licensee action on emergency preparedness,including 
previously-identified items,followup on actual emergency preparedness program. 
FOSTER,J., CANIANO.R.J. Region 3 (Post 820201). 91/06/13. 9pp. 58161:228- 
58161:236. 

9106260240 Forwards completed ERDS survey questionnaire & completed data point 
library. 

EVERS.K.H. Wisconsin Public Service Corp. 91/06/21. Document Control Branch 
(Document Control Desk). 8pp. 58238:214-58238:221. 


P. Operating license stage documents & correspondence 

9106040350 Trip rept of 910515-17 visit w/licensee corporate officials & plant officials 
in Kewaunee.WI re tour of plant. 

HANSEN.A.G. Project Directorate 111-3. 91/05/22. HANNON,J.N. Project Directorate 
111-3. 8pp. 57894:155-57894:162. 

9106050309 Forwards info to resolve inservice testing program safety evaluation con¬ 
cerns covering request for relief from trending requirements for containment isolation 
valves & Generic Ltr 89-04 guidance re rapid acting valves. 

EVERS.K.H. Wisconsin Public Service Corp. 91/05/29. Document Control Branch 
(Document Control Desk). 38pp. 58003:302-58003:339. 

9106070336 Advises that listed P&IDs sent to Region lll.per NRC 910320 request. 
EVERS.K.H. Wisconsin Public Service Corp. 91/05/31. Document Control Branch 
(DocumentControl Desk). Ip. 58039:094-58039:094. 

9106110144 Application for amend 102 to License DPR-43.adding radiation calibrator & 
fission detectors to list of sealed sources exempt from periodic leak testing per Tech 
Spec 4.13.4. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 91/06/04. Document Control 
Branch (Document Control Desk). 8pp. 58095:292-58095:306. 

—9106110149 Proposed tech specs revising Section 4.13, “Radioactive Matls Sources” 
& Table Tech Spec 3.5-2, “Instrument Operation Conditions for Reactor Trip.” 

* Wisconsin Public Service Corp. 91 /06/04. 7pp. 58095:300-58095:306. 

9106100319 Suppls 890103 & 0202 responses to Generic Ltr 88-17 re loss of 
DHR.Mods completed during 1990 outage & RHR flow rate instrumentation installed 
during 1991 refueling outage. 

EVERS.K.H. Wisconsin Public Service Corp. 91/06/05. Document Control Branch 
(Document Control Desk). 2pp. 58051:213-58051:214. 

9106180018 Forwards Rev 11 to “Operational QA Program Description.” 

* Wisconsin Public Service Corp. 91/06/10. Document Control Branch (Document 
Control Desk). 6pp. 58175:332-58176:006. 

—9106180019 Rev 11 to “Operational QA Program Description.” 

* Wisconsin Public Service Corp. 91/06/10. 30pp. 58175:338-58176:006. 

9106250061 Documents 910528 teicon re core reloads of advanced design fuel 
assemblies.Advanced designs incorporate smaller diameter fuel rods which increase 
water-to-U ratio & result in more efficient use of U. 

EVERS.K.H. Wisconsin Public Service Corp. 91/06/19. Document Control Branch 
(Document Control Desk). 2pp. 58216:297-58216:298. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060239 Forwards safety insp 50-305/91-10 on 910429-0503.No violations noted. 
GREGER.LR. Region 3 (Post 820201). 91/05/21. EVERS.K.H. Wisconsin Public 
Service Corp. 2pp. 58001:331-58001:339. 

—9106060242 Insp rept 50-305/91-10 on 910429-0503.No violations noted. Major areas 
inspectedrexternal exposure controls & personal dosimetry,internal exposure controls 
& assessment,training & qualifications,radiological controls & planning. 

PAULR.A., SCHUMACHER,M.C. Region 3 (Post 820201). 91/05/21. 7pp. 58001:333- 
58001:339. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercise 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/3' 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9106050026 Forwards safety insp rept 50-305/91-05 on 910220-21,0313-14, 20-21,21 
27,0417-18 & 0508-09.No violations noted. 

RING,M.A. Region 3 (Post 820201). 91/05/31. EVERS,K. Wisconsin Public Servic 
Corp. 2pp. 57895:055-57895:066. 

-9106050030 Safety insp rept 50-305/91-05 on 910220-21,0313-14,20-21, 26-27,0411 
18 & 0508-09.No violations or deviations noted. Major areas inspected:inservice ins 
activities,including review of inservice insp program & procedure review. 
SCHAPKER.J.F., DANIELSON,D.H. Region 3 (Post 820201). 91/05/31. 10p| 
57895:057-57895:066. 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes < 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/0: 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100004 Updates response to NRC Bulletin 89-002 re swing check valves whic 
may contain Type 140 stainless steel bolting matl.AII Category 1 & 2 valves inspecte 
& 410 stainless steel components replaced. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 91/06/03. Document Contr 
Branch (Document Control Desk). 5pp. 58092:060-58092:064. 

9106120061 Forwards safeguards insp rept 50-305/91-11 on 910506-10.No violatior 
noted. 

GREGER.LR. Region 3 (Post 820201). 91/06/05. EVERS.K.H. Wisconsin Publ 
Service Corp. 2pp. 58017:066-58017:069. 

-9106120067 Partially withheld insp rept 50-305/91-11 on 910506-10.No violatioi 
noted.Major areas inspected:mgt support,protected & vital area barriers.access co 
trol-personnel,packages & vehicles.aiarm stations & communications & power supp 
KNICELEY.J.R., CREED.J.R. Region 3 (Post 820201). 91/06/05. 2pp. 58017:06 
58017:069. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc ii 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/1 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200059 Forwards safety insp rept 50-305/91-12 on 910603 & 06 & 07 & notice 
violation. 

GREGER.L.R. Region 3 (Post 820201). 91/06/14. EVERS.K.H. Wisconsin Pub 
Service Corp. 2pp. 58161:225-58161:236. 

-9106200064 Notice of violation from safety insp on 910603-04 & 06-07. Violate 
noted:annual review of facilities emergency preparedness program did not addre 
adequacy of offsite interface. 

GREGER.LR. Region 3 (Post 820201). 91/06/14. Ip. 58161:227-58161:227. 

-9106200068 Safety insp rept 50-305/91-12 on 910603-04 & 06-07. Violati 
noted.Major areas inspecteddicensee action on emergency preparedness,includi 
previously-identified items,followup on actual emergency preparedness program. 
FOSTER,J., CANIANO.R.J. Region 3 (Post 820201). 91/06/13. 9pp. 58161:22 
58161:236. 

9106200292 Responds to NRC 910510 Itr re violations noted in insp rept 50-305/2 
07.Corrective actions:made significant revs to procedure to clarify t< 
methods,acceptance criteria & threshold. 

EVERS.K.H. Wisconsin Public Service Corp. 91/06/17. Document Control Bran 
(Document Control Desk). 9pp. 58200:279-58200:287. 

9106250201 Forwards insp rept 50-305/91-08 on 910423-0606.No violations noted. 
KNOP.R.C. Region 3 (Post 820201). 91/06/17. EVERS.K.H. Wisconsin Public Serv 
Corp. 2pp. 58221:114-58221:123. 

-9106250205 Insp rept 50-305/91-08 on 910423-0606.No violations noted. Major are 
inspected-.operational safety,surveillance testing,maint,installation & testing of mods 
followup of written repts of nonroutine events. 

HAGUE,R.L. Region 3 (Post 820201). 91/06/17. 8pp. 58221:116-58221:123. 

9106270246 Suppls response to 910523 response to unresolved item noted in Ir 
Rept 50-305/91-09 & 890505 response to NRC Bulletin 88-004 re potential safe 
related pump loss.Ultrasonic flow meters installed on recirculation lines. 
EVERS.K.H. Wisconsin Public Service Corp. 91/06/24. Document Control Brar 
(Document Control Desk). 5pp. 58245:273-58245:277. 


R. Periodic operating reports & related correspondence 


9106180407 Monthly operating rept for May 1991 for Kewaunee Nuclear Pov 
Plant.W/910612 Itr. 

RUITER.G.H., EVERS.K.H. Wisconsin Public Service Corp. 91/05/31. 5pp. 58171:2 
58171:218. 


S. Reportable occurrences, LERs & related correspondence 


9106040354 LER 91-0Q5-00:on 910428,tubes in SG A & tubes in SG B discovei 
defective.Caused by intergranular attack & intergranular stress corros 
cracking.Defective tubes plugged or sleeved & program implemented.W/910528 Itr. 
DRESSEN.J.D, EVERS.K.H. Wisconsin Public Service Corp. 91/05/28. 10 
58009:014-58009:023. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


DOCKETED ITEMS 63 


F. Security, medical, emergency & fire protection plans 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


9106060037 Forwards Rev 9 to security force training & qualification plan,eliminating 
hip-fire position for shotgun qualifications & increasing qualification std for point shoul¬ 
der position.Rev withheld (ref 10CFR73.21). 

PARKER,T.M. Northern States Power Co. 91/05/30. Document Control Branch (Doc¬ 
ument Control Desk) Ip. 58001:349-58001:349. 

9106110258 Requests addl info re review of instrumentation & control aspects of 
901127 submittal, ‘‘Design Rept for Station Blackout/Electrical Safeguards Upgrade 
Project.” 

MASCIANTONIO.A. Project Directorate 111-1. 91/06/06. PARKER,T.M. Northern States 
Power Co. 6pp. 58098:221-58098:226. 


F. Security, medical, emergency & fire protection plans 


9106260406 ‘‘Maine Yankee Emergency Preparedness Exercise Evaluation 
Manual,1991,” conducted on 910610-12. 

* Maine Yankee Atomic Power Co. 91/04/30. 200pp. 58218:104-58218:320. 

9105230018 Informs Commission of NRC request to FEMA to address recent perform¬ 
ance issues in offsite EP for Maine Yankee Atomic Power Station. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. SECY-91-140. 91/05/16. 
2pp. 57933:098-57933:099. 


P. Operating license stage documents & correspondence 


9106070086 Forwards errata for amends 96 & 89 to licenses DPR-42 & DPR-60,respec¬ 
tively. 

MASCIANTONIO.A. Project Directorate 111-1. 91/05/29. PARKER,T.M. Northern States 
Power Co. 3pp. 58016:168-58016:183. 

-9106070094 Amends 96 & 89 to licenses DPR-42 & DPR-60,respectively, containing 
text errors on page TS.6.2-7. 

* Project Directorate 111-1. 91/05/29. 13pp. 58016:171-58016:183. 

9106110258 Requests addl info re review of instrumentation & control aspects of 
901127 submittal, ‘‘Design Rept for Station Blackout/Electrical Safeguards Upgrade 
Project.” 

MASCIANTONIO.A. Project Directorate 111-1.91/06/06. PARKER,T.M. Northern States 
Power Co. 6pp. 58098:221-58098:226. 

9106250088 Discusses 910604-05 NRC senior managers meeting re evaluation of nu¬ 
clear safety performance of operating reactors,fuel facilities & other matls licensees. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/06/18. ELIASON.L.R. 
Northern States Power Co. 3pp. 58205:323-58205:325. 

9106240317 Forwards steam generator tube plugging & sleeving info for NRC staff. 
PARKER,T.M. Northern States Power Co. 91/06/20. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58212:331-58212:333. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050106 Informs of closeout of NRC Bulletin 80-08, “Exam of Containment Liner 
Penetration Welds," per 881205 Itr. 

MASCIANTONIO.A. Project Directorate 111-1.91/05/21. PARKER,T.M. Northern States 
Power Co. 3pp. 57903:139-57903:141. 

9106070231 Requests further relief from schedular requirements of Bulletin 89-002, 
"Stress Corrosion Cracking of High-Hardness Type 410 Stainless Steel Internal Pre¬ 
load Bolting in Anchor/ Darling Valves," for insp of Units 1 & 2 RHRP valves. 

PARKER,T.M. Northern States Power Co. 91/05/30. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58039:126-58039:128. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9106120002 EPIPs including,Rev 13 to 2.50.16,Rev 1 to 2.50.17 & Rev 1 to 2.50.22. 

* Maine Yankee Atomic Power Co. 91/05/28. 28pp. 58108:034-58108:081. 

9106240130 Revised "Maine Yankee Atomic Power Station Facility Emergency Plan." 

* Maine Yankee Atomic Power Co. 91/05/30. 260pp. 58213:001-58213:210. 

9106240253 Rev 16 to EPIP 2.50.2, “Alert," reflecting changes to Page 3. 

* Maine Yankee Atomic Power Co. 91/06/03. 2pp. 58210:102-58210:103. 

9106140012 Advises that addl time needed to upgrade security intrusion alarm 
sys.Installation & testing of alarm sys expected to be completed by 910831. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/05. Document Control Branch 
(Document Control Desk). Ip. 58161:259-58161:259. 

9106120134 Revs to “Maine Yankee Atomic Power Station Facility Emergency Plan.” 
W/910607 Itr. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/07. 125pp. 58108:082- 
58108:291. 

9106130359 Forwards insp rept 50-309/91-80 on 910501-10.No violations noted. 
HEHL.C.W. Region 1 (Post 820201). 91/06/10. FRIZZLE.C.D. Maine Yankee Atomic 
Power Co. 5pp. 58111:117-58111:163. 

--9106130361 Insp rept 50-309/91-80 on 910501-10.No violations noted. Major areas 
inspected:operations,emergency preparedness, engineering & technical 
support,security,radiological & environ protection. 

MCCABE,E.C. Region 1 (Post 820201). 91/06/10. 55pp. 58111:122-58111:163. 

9106200080 Forwards revised facility security plan table of contents & section 11.3. 
NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/12. Document Control Branch 
(Document Control Desk). Ip. 58177:336-58177:336. 

9106250079 Forwards insp rept 50-309/91-09 on 910430-0528 & notice of violation. 
LINVILLE.J.C. Region 1 (Post 820201). 91/06/14. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 4pp. 58213:318-58213:330. 

-9106250085 Insp rept 50-309/91-09 on 910430-0528.Violations noted. Major areas 
inspected:operations,radiation protection, maintenance/ 

surveillance,security,engineering/technical support & safety assessment/quality verifi¬ 
cation. 

MCCABE,E.C. Region 1 (Post 820201). 91/06/14. 8pp. 58213:323-58213:330. 

9106250137 Forwards revised security plan table of contents.EncI withheld (ref 
10CFR73.21). 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/18. Document Control Branch 
(Document Control Desk). Ip. 58234:311-58234:311. 


H. General correspondence 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106120183 Provides clarification of response to Suppl Number 79-01A to IE Bulletin 
79-01, “Environ Qualification of Class IE Equipment (Deficiencies in Environ Qualifica¬ 
tion of ASCQ Solenoid Valves)." 

PARKER,T.M. Northern States Power Co. 91/06/07. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58109:182-58109:183. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 

9106190079 Monthly operating repts for May 1991 for Prairie Island Generating 
Plant.W/910612 Itr. , 

DUGSTAD.D., PARKER,T.M. Northern States Power Co. 91/05/31. 9pp. 58187:329- 

58187:337. 


S. Reportable occurrences, LERs & related correspondence 


9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9106100460 Responds to NRC questions re facility independent spent fuel storage in¬ 
stallation Tech Specs & SAR. _ * ~ n „ u 

PARKER,T.M. Northern States Power Co. 91 /06/05. Document Control Branch (Doc¬ 
ument Control Desk). 130pp. 58051:235-58051:354. 


9106130095 Requests extension of comment period for 56FR22187 re Maine Yankee 
Atomic Power Co consideration of licensing action & opportunity for public 
comment,due to importance of matter. 

LARSON,A.M. New England Coalition on Nuclear Pollution. 91/06/07. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 58041:039- 
58041:039. 

9106140168 Requests title change on util hearing svc list. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/10. Document Control Branch 
(Document Control Desk). Ip. 58155:002-58155:002. 


P. Operating license stage documents & correspondence 

9106050120 Responds to 910430 Itr re formal appeal applicability of generic Itr 87-02 
backfit to util.Determined that meeting would be constructive to provide forum for full 
& frank exchange of views on issue. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/05/24. 
FRIZZLE,C.D. Maine Yankee Atomic Power Co. 3pp. 57931:070-57931:072. 

9106060254 Notification of 910625 meeting w/util in Rockville.MD to discuss appeal of 
USI/A-46 backfit. 

TROTTIER.E.H. Project Directorate 1-3. 91/05/30. WESSMAN.R.H. Project Directorate 
1-3. 3pp. 57934:359-57934:361. 

9106060131 Responds to 910502 request that NRC consider increasing safety insps at 
facility.Event description of 910429 occurrence end. 

CARR.K.M. Commissioners (Post 750119). 91/06/03. MITCHELL,G.J. Senate. 4pp. 
57935:259-57935:263. 

-9106060138 Requests that NRC consider need to increase its safety insp at facility. 
MITCHELL,G.J. Senate. 91/05/02. CARR.K.M. Commissioners (Post 750119). Ip. 
57935:263-57935:263. 

9106130336 Discussed NRC issued notice of violation re activities on reactor operator 
requalification program for Vendor interface for safety-related components per Generic 
Ltr 90-03. 

NICHOLS,H. Maine Yankee Atomic Power Co. 91/06/11. Document Control Branch 
(Document Control Desk). 2pp. 58111:180-58111:181. 



64 DOCKETED ITEMS 


9106240336 Forwards amend 122 to license DPR-36 & safety evaluation. Amend modi¬ 
fies Tech Specs 5.2.2.h & 5.3.1.d. 

TROTTIER.E.H. Project Directorate 1-3. 91/06/17. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 3pp. 58205:166-58205:176. 

-9106240339 Amend 122 to license DPR-36,modifying Tech Specs 5.2.2.h & 5.3.1.d. 
WESSMAN.R.H. Project Directorate 1-3. 91/06/17. 5pp. 58205:169-58205:173. 

-9106240340 Safety evaluation supporting amend 122 to license DPR-36. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/17. 3pp. 
58205:174-58205:176. 

9106210105 Forwards responses to questions presented to NRC by SM Papineau 
during 910522 public meeting re plant trip due to main transformer fault. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/18. Document Control Branch 
(Document Control Desk). 2pp. 58203:302-58203:304. 

9106250086 Submits results of steam generator tube evaluation,per Reg Guide 
1.121 .Evaluation undertaken as result of identification of steam generator tubes w/cir- 
cumferential cracking.lnsp frequency of once per outage sufficient. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/20. Document Control Branch 
(Document Control Desk). 3pp. 58213:341-58213:343. 


Q. Inspection reports, IE Bulletins & correspondence 


R. Periodic operating reports & related correspondence 


9106210324 Monthly operating rept for May 1991 for Maine Yankee Atomic Power 
Station. W/910611 Itr. 

HALL.S.L., NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/05/31. 6pp. 
58207:324-58207:328. 


S. Reportable occurrences, LERs & related correspondence 

9106030021 Summary of operating reactors events meeting 91-09 w/utils on 910508 to 
discuss events which occurred since last briefing.List of attendees,significant elements 
of events discussed & reactor scram statistics also end. 

CHAFFEE,A.E. Division of Operational Assessment (Post 870413). 91/05/15. 
ROSSI,C.E. Division of Operational Assessment (Post 870413). 12pp. 57894:230- 
57894:241. 

9106040376 LER 91-005-00:on 910429,unit tripped from 100% power when one of two 
main output transformers developed internal fault.Caused by arcing at neutral bus be¬ 
neath main generator.Transformer replaced w/spare.W/910529 Itr. 

BRAND,E.B., NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/05/29. 3pp. 
58009:038-58009:040. 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050233 Notification of Significant Licensee Meeting 91-62 w/util on 910522 in 
Wiscasset,ME for SALP mgt meeting (50-309/89-99). 

MCCABE,E.C. Region 1 (Post 820201). 91/05/15. Region 1 (Post 820201). 4pp. 
58003:344-58003:347. 

9106050020 Confirms partial electrical distribution sys functional insp at plant site on 
910610-21.Insp will determine whether electrical distribution sys,as designed,installed 
& configured at plant,capable of performing intended function. 

HODGES,M.W. Region 1 (Post 820201). 91/05/23. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 4pp. 58003:134-58003:137. 

9106130324 Ack receipt of 910514 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-309/91-07. 

JOHNSON.J.R. Region 1 (Post 820201). 91/05/29. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 4pp. 58110:255-58110:260. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106180029 Forwards status update re Safety Sys Functional Insp Rept 50-309/89-80 
& Followup Team Insp Rept 50-309/90-80.New procedure developed to improve com¬ 
ponent substitution evaluations using EPRI guidance. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91 /06/06. MARTIN T T Reqion 1 
(Post 820201). 29pp. 58173:245-58173:273. 


U. Congressional/Executive Correspondence 

9106050155 Responds to 910508 Itr to MS Callahan of NRC Ofc of Congressional Af¬ 
fairs re 910429 incident at Maine Yankee Power plant.Review of NRC interaction w/ 
media indicates that statements made in PN were technically accurate. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/24. ANDREWS,T.H. 
House of Rep. 4pp. 57931:065-57931:069. 

-9106050161 Requests followup on meeting w/NRC re accident at Maine Yankee 
plant. 

ANDREWS,T. House of Rep. 91/05/08. CALLAHAN,M.S. Congressional Affairs. Ip. 
57931:069-57931:069. 


V. Operator Examinations 


9106180171 Forwards ref matl requirements for reactor/senior reactor operator licens¬ 
ing exams scheduled for wk of 910916. 

ESELGROTH.P.W. Region 1 (Post 820201). 91/06/04. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 13pp. 58121:022-58121:034. 


DOCKET 50-310 FLORIDA POWER CO. 


P. Operating license stage documents & correspondence 


9106240190 Amend 3 to license R-72,transferring possession of facility to Common¬ 
wealth of PA. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/09. 3pp. 
58378:249-58378:251. 


9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Workinq Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106130359 Forwards insp rept 50-309/91-80 on 910501-10.No violations noted. 
HEHL,C.W. Region 1 (Post 820201). 91/06/10. FRIZZLE,C.D. Maine Yankee Atomic 
Power Co. 5pp. 58111:117-58111:163. 

—9106130361 Insp rept 50-309/91-80 on 910501-10.No violations noted. Major areas 
inspected-.operations.emergency preparedness, engineering & technical 
support,security,radiological & environ protection. 

MCCABE,E.C. Region 1 (Post 820201). 91/06/10. 55pp. 58111:122-58111:163. 

9106190194 Forwards comments on each rated area of SALP Rept 50-309/89-99 & 
plans for resolution of licensee recommendations.Plans to continue efforts for im¬ 
provement, focusing on areas identified in rept. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/11. Document Control Branch 
(Document Control Desk). 14pp. 58186:100-58186:113. 

9106250079 Forwards insp rept 50-309/91-09 on 910430-0528 & notice of violation 
LINVILLE,J.C. Region 1 (Post 820201). 91/06/14. FRIZZLE,CD. Maine Yankee 
Atomic Power Co. 4pp. 58213:318-58213:330. 

-9106250062 Notice of violation from insp on 910430-0528.Violation noted:on 
910507,post-maint functional test of emergency diesel generator air-start motors 1-B 
conducted w/o implementing PORV approved procedures. 

* Region 1 (Post 820201). 91/06/14. Ip. 58213:322-58213:322. 


9106120324 Responds to FOIA request for documents re license numbers R-36,issued 
in 1958,license R-72 issued in Dec 1960 & license 19-01398-29.Forwards Apps 
A,B,C,D documents.App E documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/01. BRENNAN, D.F. Pennsylvania, Commonwealth of. 13pp. 
58375:003-58380:113. 


-9106130309 Provides supplemental info concerning contamination of facility,disposition 
of remaining inventory of reactor components & presence of records re license R-72. 
BICEHOUSE,H.J. Atlantic Richfield Co. (ARCO). 71/03/23. BRAUNER.A. Atomic 
Energy Commission (Pre 750119). 38pp. 58375:022-58375:059. 

-9106240199 Forwards order to terminate license R-72 for pool-type research reactor 
located at Quehanna.Pennsylvania. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 71/12/02. 

GOODARD.M.K. Pennsylvania, Commonwealth of. Ip. 58378:252-58378:252. 

-9106240237 Notice of order to terminate license R-72 re dismantlement & decontami¬ 
nation of pool reactor. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/02. 2pp. 58378:253- 
58378:254. 


-9106240245 License R-72 for facility re light water moderated & cooled swimming 
pool-type nuclear reactor facility. 

KIRK.H.L. Atomic Energy Commission (Pre 750119). 60/11/29. 2pp. 58378:255- 
58378:256. 


—9106250085 Insp rept 50-309/91-09 on 910430-0528.Violations noted. Major areas 
inspected:operations,radiation protection, maintenance/ 

surveillance,security.engineering/technical support & safety assessment/quality verifi¬ 
cation. 

MCCABE,E.C. Region 1 (Post 820201). 91/06/14. 8pp. 58213:323-58213:330. 


9106260259 Responds to NRC 910510 Itr re violations noted in insp rept 50-309/9' 
OB.Corrective actions:method of accounting for survey meters modified,form MY-HF 
215-86 use by technician to issue meters & radiological controls procedures revisec 
NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/19. Document Control Branc 
(Document Control-Desk). 6pp. 58244:127-58244:132. 


-9106240249 Forwards telegram from region 1 ofc for info & appropriate action. 
ENGELKEN.R.H. Atomic Energy Commission (Pre 750119). 71/10/13. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 2pp. 58378:257- 
58378:258. 

-9106240278 Informs of intent to issue order terminating license R-72 of Nuclear Matl 
& Equipment Corp & indemnity agreement B-33. Amend 3 to indemnity agreement B- 
33 end. 

SALTZMAN.J. Atomic Energy Commission (Pre 750119). 71/10/13. Atomic Energy 
Commission (Pre 750119). 2pp. 58378:259-58378:260. 


9106250088 Submits results of steam generator tube evaluation,per Reg Guic 
1.121 .Evaluation undertaken as result of identification of steam generator tubes w/ci 
cumferential cracking.lnsp frequency of once per outage sufficient. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 91/06/20. Document Control Branc 
(Document Control Desk). 3pp. 58213:341-58213:343. 


-9106240297 Forwards signed amend 3 to indemnity agreement B-33,per 711202 re¬ 
quest concerning termination of R-72. 

REITLER.E.K. Nuclear Materials & Equipment Corp. (NUMEC). 72/01/31. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing (720101- 
750118). 2pp. 58378:261-58378:262. 
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DOCKET 80-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106030299 Forwards Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 
on 910327-0507 & notice of violation.Concern raised re apparent recent decline in 
procedural compliance & attention to detail at Salem during Feb-early May 1991 
BLOUGH.A.R. Region 1 (Post 820201). 91/05/21. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey, pp. 57913:226-57913:311. 

-9106030314 Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 on 
910327-0507.Violations noted at Salem Unit 1.Major areas inspected:maint/ 
surveillance.emergency preparedness,security & engineering & technical support. 
WHITE,J.R. Region 1 (Post 820201). 91/05/21.81pp. 57913:231-57913:311. 

9106120218 ‘‘Artificial Island Salem Event Classification Guide,” Rev 11. 

FAWCETT,D. Public Service Electric & Gas Co. of New Jersey. 91/05/30. 25pp. 
58109:256-58109:277. 

9106110349 Responds to regulatory concerns noted in Insp Repts 50-272/91-10,50- 
311/91-10 & 50-354/91-07 re temporarily designated licensee vehicles & procedure 
for controlling vehicle access.Response withheld (ref 10CFR73.21). 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/04. Document 
Control Branch (Document Control Desk). 3pp. 58096:052-58096:054. 

9106250103 Forwards NRC Safety Sys Functional Insp Team Repts 50-272/91-80 & 
50-311/91-80 on 910415-26 & notice of violation.Weakness noted re lack of control 
of stroke time data following valve maint. 

HODGES,M.W. Region 1 (Post 820201). 91/06/13. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 3pp. 58221:001-58221:040. 

-9106250107 Insp repts 50-272/91-80 & 50-311/91-80 on 910415-26. Violations 
noted.Major areas inspected:operational & surveillance testing,normal & emergency 
operating procedures & operator training program. 

CHAUDHARY.S.K. Region 1 (Post 820201). 91/05/28. 35pp. 58221:006-58221:040. 


H. General correspondence 

9106100352 Advises FX Thomson will replace BA Preston as manager - licensing & 
regulation,effective 9l0528.Svc lists should be revised accordingly. 

PRESTON.B.A. Public Service Electric & Gas Co. of New Jersey. 91/05/21. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 58051:195-58051:196. 


P. Operating license stage documents & correspondence 

9106110239 Concurs w/request to amend incidental take statement, including require¬ 
ments for reporting take of endangered & threatened species.Revised incidental take 
statements & incidental take reporting form end. 

FOX.W.W. Commerce, Dept, of, National Oceanic & Atmospheric Administration. 91 / 
05/30. VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 3pp. 58098:169- 
58098:171. 

9106190235 Forwards amends 125 & 104 to licenses DPR-70 & DPR-75, respectively & 
safety evaluation.Amends extend expiration date 40 yrs from date of issuance of 
const permit. 

STONE.J.C. Project Directorate 1-2. 91/06/05. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 58163:053-58163:067. 

-9106190243 Amends 125 & 104 to licenses DPR-70 & DPR-75,respectively, extending 
expiration date to 40 yrs from date of issuance of const permit. 

BUTLER,W.R. Project Directorate 1-2. 91/06/05. 6pp. 58163:056-58163:061. 

-9106190246 Safety evaluation supporting amends 125 & 104 to licenses DPR-70 & 
DPR-75,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/05. 6pp. 
58163:062-58163:067. 

9106180393 Confirms implementation of amend to Licenses DPR-70 & DPR-75,Tech 
Spec amend 122/102 for Salem Units 1 & 2 implemented 910524. 

LABRUNA.S. Public Sen/ice Electric & Gas Co. of New Jersey. 91/06/12. Document 
Control Branch (Document Control Desk). 2pp. 58171:094-58171:095. 

9106190033 Application for amends to Licenses DPR-70 & DPR-75, replacing existing 
paragraph in Section 4.2.1 of environ protection plan re aquatic monitoring. 
LABRUNA.S. Public Sen/ice Electric & Gas Co. of New Jersey. 91/06/12. Document 
Control Branch (Document Control Desk). 10pp. 58189:145-58189:154. 

9106260100 Grants request for withholding WCAP-12914, “Structural Evaluation of 
Salem Nuclear Plant Units 1 & 2 Pressurizer Surge Lines,Considering Effects of Ther¬ 
mal Stratification," from public disclosure. 

STONE.J.C. Project Directorate 1-2. 91/06/12. DIPIAZZA.R.P. Westinghouse Electric 
Corp. 5pp. 58217:277-58217:281. 

9106260154 Forwards amends 126 & 105 to licenses DPR-70 & DPR-75, respectively & 
safety evaluation.Amends modify TS to redefine applicable actions to be taken on 
listed basis 

STONE.J.C. Project Directorate 1-2. 91/06/13. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 58217:309-58217:323. 

-9106260158 Amends 126 & 105 to licenses DPR-70 & DPR-75,respectively, modifying 
TS to redefine applicable actions to be taken on basis of inoperable containment fan 
"units” instead of inoperable “groups" of containment fan coolers. 

BUTLER,W.R. Project Directorate 1-2. 91/06/13. 8pp. 58217:312-58217:319. 

—9106260160 Safety evaluation supporting amends 126 & 105 to licenses DPR-70 & 
DPR-75,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 4pp. 
58217:320-58217:323. 

9106270056 Notification of significant licensee meeting 91-72 w/util on 910627 at site 
to discuss implementation of licensee program for psychological evaluation of employ¬ 
ees. 

WHITE,J.R. Region 1 (Post 820201). 91/06/13. Region 1 (Post 820201). 3pp. 
58222:354-58222:356. 


9106210008 Rev 2 to License Change Application 90-14 to Licenses DPR-70 & DPP 
75,revising TS Sections 5.3.1,5.6.1 & 5.6,3 to remove max allowable fuel assembl 
enrichment limit in reactor to support Unit 1 Cycle 11 & Unit 2 Cycle 8. 

LABRUNA.S. Public Sen/ice Electric & Gas Co. of New Jersey. 91/06/14. Documer 
Control Branch (Document Control Desk). 13pp. 58207:256-58207:275. 

-9106210009 Proposed Tech Specs to support License Change Application 90-14 r 
fuel assembly enrichment increase. 

* Public Service Electric & Gas Co. of New Jersey. 91/06/14. 7pp. 58207:269 
58207:275. 

9106260161 Application for amends to licenses DPR-70 & DPR-75,modifying Tech Spei 
3.5.1 .surveillance requirement 4.5.1.c to delete requirement to remove circuit breaker 
from circuit. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91 /06/20. Documen 
Control Branch (Document Control Desk). 7pp. 58226:208-58226:220. 

-9106260165 Proposed tech specs 4.5.1.c,deleting requirements to remove circui 
breakers from circuit. 

* Public Service Electric & Gas Co. of New Jersey. 91/06/20. 6pp. 58226:215 
58226:220. 

9106260285 Application for amend to licenses DPR-70 & DPR-75.Amends would incor 
porate requirements of NRC generic Itr 90-06 re power operated relief valve & biocl 
valve operability & low-temp overpressure protection for LWRs. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/06/20. Doc 
ument Control Branch (Document Control Desk). 19pp. 58238:228-58238:274. 

-9106260305 Proposed tech specs incorporating requirements of generic Itr 90-06 r< 
power operated relief valve & block valve operability & low-temp overpressure protec 
tion for LWRs. 

* Public Service Electric & Gas Co. of New Jersey. 91/06/20. 28pp. 58238:247 
58238:274. 


Q. inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricatec 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050243 Notification of Significant Licensee Meeting 91-66 w/util on 910605 in Kinc 
of Prussia,PA to discuss status of investigative efforts. 

WHITE,J.R. Region 1 (Post 820201). 91/05/15. Region 1 (Post 820201). 3pp 
58003:124-58003:126. 

9106030299 Forwards Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-0£ 
on 910327-0507 & notice of violation.Concern raised re apparent recent decline ir 
procedural compliance & attention to detail at Salem during Feb-early May 1991. 
BLOUGH.A.R. Region 1 (Post 820201). 91/05/21. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey, pp. 57913:226-57913:311. 

-9106030314 Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 or 
910327-0507.Violations noted at Salem Unit 1.Major areas inspected:maint 
surveillance.emergency preparedness,security & engineering & technical support. 
WHITE,J.R. Region 1 (Post 820201). 91/05/21. 81pp. 57913:231-57913:311. 

9106030276 Ack receipt of 910425 response to violations noted in Insp Repts 50-272 
91-08 & 50-311/91-08. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/22. MILTENBERGER.S. Public Servici 
Electric & Gas Co. of New Jersey. 2pp. 57915:158-57915:164. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercise: 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes o 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110230 Rev 1 to notification of Significant Licensee Meeting 91-66 in King o 
Prussia.PA on 910607 to review status of investigative efforts.Meeting closed tt 
public. 

WHITE,J.R. Region 1 (Post 820201). 91/06/04. Region 1 (Post 820201). 3pp 
58098:147-58098:149. 

9106110349 Responds to regulatory concerns noted in Insp Repts 50-272/91-10,50 
311/91-10 & 50-354/91-07 re temporarily designated licensee vehicles & procedur< 
for controlling vehicle access.Response withheld (ref 10CFR73.21). 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/04. Documen 
Control Branch (Document Control Desk). 3pp. 58096:052-58096:054. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc lis 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106250103 Forwards NRC Safety Sys Functional Insp Team Repts 50-272/91-80 ( 
50-311/91-80 on 910415-26 & notice of violation.Weakness noted re lack of contra 
of stroke time data following valve maint. 

HODGES,M.W. Region 1 (Post 820201). 91/06/13. MILTENBERGER.S. Public Serv 
ice Electric & Gas Co. of New Jersey. 3pp. 58221:001-58221:040. 

-9106250105 Notice of violation from insp on 910415-26.Violation noted: Emergent 
Diesel Generator Load Calculation issued w/o performing design verification for verify 
ing or checking adequacy of EDG loading. 

* Region 1 (Post 820201). 91/06/13. 2pp. 58221:004-58221:005. 

-9106250107 Insp repts 50-272/91-80 & 50-311/91-80 on 910415-26. Violation: 
noted.Major areas inspected:operational & surveillance testing.normal & emergenc 
operating procedures & operator training program. 

CHAUDHARY.S.K., EAPEN.P.K. Region 1 (Post 820201). 91/05/28. 35pp. 58221:006 
58221:040. 
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9106250001 Suppls 910515 response to NRC Bulletin 88-011 re pressuri 2 er surge line 
thermal stratification.Walkdowns to confirm field dimensions will be conducted during 
next refueling outages. 

CRIMMINS.T.M. Public Service Electric & Gas Co. of New Jersey. 91/06/17. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 58216:347-58216:348. 

9106260092 Discusses correction to Insp Repts 50-272/91-04 & 50-311/91-04 on 
910204-15. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91 /06/20. Document 
Control Branch (Document Control Desk). 2pp. 58228:269-58228:270. 


R. Periodic operating reports & related correspondence 

9106210081 Monthly operating rept for May 1991 for Salem Unit 2. W/910615 Itr. 
SHEDLOCK.M. Public Service Electric & Gas Co. of New Jersey. 91/05/31. 7pp. 
58202:192-58202:198. 


S. Reportable occurrences, LERs & related correspondence 

9106260244 LER 91-007-00:on 910522,channel failure occurred.Caused by equipment 
design concerns.Failed channel control module replaced & channel functional test 
successfully completed. W/910620 Itr. 

POLLACK,M.J., VONDRA,C.A. Public Service Electric & Gas Co. of New Jersey. 91/ 
06/20. 6pp. 58226:193-58226:198. 

9106260250 Special rept:on 910523 & 910525,valid failure re 2B diesel generator oc¬ 
curred when pre-lube pump heater circuit de-energized & non-valid failure occurred on 
910525 re jacket water leak. 

VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 91^06/20. Document 
Control Branch (Document Control Desk). 4pp. 58234:324-58234:327. 


V. Operator Examinations 

9106060067 Notification of contract execution: "Salem NPP Reactor Operator Licensing 
Initial Exam," awarded to Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57931:170- 
57931:174. 

-9106060073 Ltr Contract NRC-03-89-031,task order 99,obligating funds,to "Salem Nu¬ 
clear Power Plant Reactor Operator Licensing Initial Exam ” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
91/05/21. PETERSEN,L.R. Sonalysts. Inc. 4pp. 57931:171-57931:174. 

9106250103 Forwards NRC Safety Sys Functional Insp Team Repts 50-272/91-80 & 
50-311/91-80 on 910415-26 & notice of violation.Weakness noted re lack of control 
of stroke time data following valve maint. 

HODGES,M.W. Region 1 (Post 820201). 91/06/13. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 3pp. 58221:001-58221:040. 

-9106250107 Insp repts 50-272/91-80 & 50-311/91-80 on 910415-26. Violations 
noted.Major areas inspected:operational & surveillance testing.normal & emergency 
operating procedures & operator training program. 

CHAUDHARY.S.K. Region 1 (Post 820201). 91/05/28. 35pp. 58221:006-58221:040. 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

9106100078 Forwards insp rept 50-312/91-04 on 910310-0420.No violations noted. 
RICHARDS.S. Region 5 (Post 820201). 91/05/24. KEUTER.D.R. Sacramento Munici¬ 
pal Utility District. 2pp. 57932:097-57932:103. 

—9106100084 Insp rept 50-312/91-04 on 910310-0420.No violations noted. Major areas 
inspected:operational safety verification.health physics & security 
observations,maint.surveillance & testing. 

WONG.H. Region 5 (Post 820201). 91/05/24. 5pp. 57932:099-57932:103. 


G. Adjudicatory correspondence 

9106140048 Movant-lntervenors motion for leave to file motion for change of venue of 
prehearing conference.* ASLB should grant Environ & Resource Conservation Organi¬ 
zation leave to file motion for change of venue. 

MCGRANERY,J.P. Environmental & Resources Conservation Organization (formerly 
Environmental Cons. MCGRANERY.J.P. Dow, Lohnes & Albertson. #291 11797. 91/ 
05/24. Atomic Safety and Licensing Board Panel. 2pp. 58119:073-58119:080. 

—9106140053 Movant-lntervenors motion for change of venue of prehearing confer¬ 
ence.* Environ Resources Conservation Organization urges ASLB to change venue of 
scheduled prehearing conference to Washington DC area.W/Certificate of Svc. 
MCGRANERY.J.P. Environmental & Resources Conservation Organization (formerly 
Environmental Cons. MCGRANERY.J.P. Dow, Lohnes & Albertson. 91/05/24. Atomic 
Safety and Licensing Board Panel. 6pp. 58119:075-58119:080. 

9106140066 Movant-lntervenor Motion for Leave to file motion for change of venue of 
prehearing conference.Served on 910529. Granted for licensing board on 910528.W/ 
Certificate of Svc. 

Environmental & Resources Conservation Organization (formerly Environmental 
Cons. #291 11800. 91/05/29. Atomic Safety and Licensing Board Panel. 2pp. 
58119:113-58119:114. 

9106140129 Order.* Motion granted that location of prehearing conference scheduled 
910625 be changed to Washington,DC area from Sacramento,CA.Served on 
910530.W/Certificate of Svc. 

FRYE.J.H. Atomic Safety and Licensing Board Panel. #291 11803. 91/05/29. Envi¬ 
ronmental & Resources Conservation Organization (formerly Environmental Cons. 
2pp. 58119:246-58119:246. 


9106250062 Petitioners amend & suppl to petition to intervene.* Once license to oper¬ 
ate facility is rescinded,situation would preclude another party from initiating actions to 
acquire & operate facility.W/Certificate of Svc. 

MCGRANERY.J.P. Environmental & Resources Conservation Organization (formerly 
Environmental Cons. MCGRANERY.J.P. Dow, Lohnes & Albertson. #291 11826. 91/ 
06/03. Atomic Safety and Licensing Board Panel. 34pp. 58196:198-58196:231. 

9106280087 Petitioner further amend & suppl to petition to intervene.* Lists further con¬ 
tentions needing litigation in hearing.W/ Certificate of Svc. 

MCGRANERY.J.P. Environmental & Resources Conservation Organization (formerly 
Environmental Cons. MCGRANERY.J.P. Dow, Lohnes & Albertson. #291 11860. 91/ 
06/10. Atomic Safety and Licensing Board Panel. 7pp. 58238:097-58238:103. 

9106280004 NRC staff motion to strike unauthorized filing.* Filing dtd 910610 by Envi¬ 
ron & Resources Conservation Organization is unauthorized & beyond scope of 
proceeding.W/Certificate of Svc. 

BARTH,C.A. Office of the General Counsel (Post 860701). #291 11879. 91/06/17. 
Atomic Safety and Licensing Board Panel. 6pp. 58237:156-58237:161. 

9106280084 Licensee statement on 910610 filing by petitioner & licensee motion for 
leave to file answer to 910603 contentions.* 

BAXTER,T.A. Sacramento Municipal Utility District. BAXTER,T.A. Shaw, Pittman, Potts 
& Trowbridge. #291 11880. 91/06/17. Atomic Safety and Licensing Board Panel. 3pp. 
58238:040-58238:082. 

-9106280085 Licensee answer to petitioner amend & suppl to petition to intervene.* 
Contentions should be rejected & petition denied.W/Certificate of Svc. 

BAXTER,T.A. Sacramento Municipal Utility District. BAXTER.T.A. Shaw, Pittman, Potts 
& Trowbridge. 91/06/17. Atomic Safety and Licensing Board Panel. 41pp. 58238:043- 
58238:082. 


I. Financial information 


9106050376 Discusses accumulation of decommissioning funds for facility. 
CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/05/22. KEUTER.D.R. Sacramento Municipal Utility District. 4pp. 57916:270- 
57916:273. 


J. Insurance & indemnity information 


9106100505 Forwards Endorsements 106 & 24 to NELIA Policies NF-212 & NS-447 & 
Endorsements 94 & 9 to MAELU Policies MF-75 & MS-123,respectively. 
DELEZENSKI.J. Sacramento Municipal Utility District. 91/06/06. Document Control 
Branch (Document Control Desk). 5pp. 58051:223-58051:227. 


P. Operating license stage documents & correspondence 


9106120286 Discusses SECY-90-379 re Rancho Seco Nuclear Generating Station 
status & developments. 

CURTISS Commissioners (Post 750119). 90/11/19. TAYLOR,J.M. Ofc of the Execu¬ 
tive Director for Operations. 2pp. 58090:224-58090:225. 

9106030039 Application for termination of License DPR-54.Vols 1 & 2 to “Ranch Seco 
Proposed Decommissioning Plan” also end. 

KEUTER.D.R. Sacramento Municipal Utility District. 91/05/20. WEISS,S. Document 
Control Branch (Document Control Desk). 2pp. 57936:084-57939:061. 

-9106030040 Vols 1 & 2 to “Rancho Seco Proposed Decommissioning Plan.” 

* Sacramento Municipal Utility District. 91/05/20. 550pp. 57936:086-57939:061. 

9106210112 Final response to FOIA request for documents.App J records already avail¬ 
able in PDR.App G & releasable portions of app H records encl.App I records withheld 
in entirety (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 7pp. 58195:037- 
58195:215. 


■9106210145 Undated memo informing recipients of 910322 biweekly meeting re de¬ 
commissioning of facility. 

KALMAN.G. Project Directorate V. 91/05/23. MURLEY.T., SNIEZEK.J., PARTLOW.J. 
NRC - No Detailed Affiliation Given. 5pp. 58195:049-58195:053. 

■9106210210 Submits opinion re proposed amends.Believes that until alternatives to 
posssession-only license are identified & evaluated in complete environ impact 
statement,future operability of plant should not be jeopardized. 

ROSSIN.A. Environmental & Resources Conservation Organization (formerly Environ¬ 
mental Cons. 90/09/17. CARR.K. Commissioners (Post 750119). 8pp. 58195:071- 
58195:078. 


-9106210263 Undated memo re 900413 biweekly meeting to discuss decommissioning 
of plants. 

KALMAN.G. Project Directorate V. 91/05/23. MURLEY.T., SNIEZEK.J., PARTLOW.J. 
NRC - No Detailed Affiliation Given. Ip. 58195:079-58195:079. 

-9106210272 Informs of change to 900515 biweekly meeting in Rockville,MD to discuss 
decommissioning of plants. 

KALMAN.G. Project Directorate V. 90/05/14. MURLEY.T., RUSSELL,W., PARTLOW.J. 
NRC - No Detailed Affiliation Given. 8pp. 58195:080-58195:087. 

-9106210284 Partially deleted memo re forthcoming biweekly meeting to discuss de¬ 
commissioning of plants.Memo undated. 

KALMAN.G. Project Directorate V. 91/05/23. MURLEY.T., RUSSELL,W„ PARTLOW.J. 
NRC - No Detailed Affiliation Given. 3pp. 58195:088-58195:090. 

-9106210288 Informs of 900831 biweekly meeting in Rockville,MD to discuss plant de¬ 
commissioning. 

KALMAN.G. Project Directorate V. 90/08/21. MURLEY.T., MIRAGLIA.F., RUSSELL,W. 
NRC - No Detailed Affiliation Given. 17pp. 58195:091-58195:107. 



DOCKETED ITEMS 67 


9106060024 Notification of 910628 meeting w/util in Rockville,MD to discuss facility de¬ 
commissioning plan. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/05/29. WEISS,S.H. Non-Power Reactors, Decommissioning & Environ¬ 
mental Proj. Dir. (Post 901216). 3pp. 57918:339-57918:341. 

9106180226 Grants waiver of compliance from tech specs re meteorological monitoring 
instrumentation. 

CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/06/06. KEUTER.D.R. Sacramento Municipal Utility District. 3pp. 58175:324- 
58175:326. 

9106280020 Forwards rev 1 to app A & rev 2 to app B.of proposed facility operator 
training program.Revs add training requirements re maintaining mechanical compo¬ 
nents in non-degraded status & responding to loss of offsite power. 

KEUTER.D.R. Sacramento Municipal Utility District. 91/06/24. Document Control 
Branch (Document Control Desk). 35pp. 58270:057-58270:091. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106100078 Forwards insp rept 50-312/91-04 on 910310-0420.No violations noted. 
RICHARDS,S. Region 5 (Post 820201). 91/05/24. KEUTER.D.R. Sacramento Munici¬ 
pal Utility District. 2pp. 57932:097-57932:103. 

-9106100084 Insp rept 50-312/91-04 on 910310-0420.No violations noted. Major areas 
inspected:operational safety verification,health physics & security 

observations,maint,surveillance & testing. 

WONG.H. Region 5 (Post 820201). 91/05/24. 5pp. 57932:099-57932:103. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 

9106200226 Monthly operating rept for May 1991 for Rancho Seco Nuclear Generating 
Station.W/910617 Itr. 

JONES,R.E., DELEZENSKI.J. Sacramento Municipal Utility District. 91/05/31. 6 pp. 
58204:175-58204:180. 


S. Reportable occurrences, LERs & related correspondence 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


V. Operator Examinations 

9106180433 Reviews request for exemption from certain operator training requirements 
of 10CFR55 & proposed rev to facility operator training program. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/06/05. KEUTER.D.R. Sacramento Municipal Utility District. 6 pp. 
58171:270-58171:275. 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9103190195 Forwards "Arkansas Nuclear One Emergency Preparedness Exercise REX- 
Ex6rci$6 Sc6ndrio 11 

VANBUSKIRK.F. Entergy Operations, Inc. 91/03/14. TERC.N. Region 4 (Post 
820201). 2pp. 58039:190-58040:294. 

-9103190204 “Arkansas Nuclear One Emergency Preparedness Exercise REX-91 Exer¬ 
cise Scenario.” 

* Entergy Operations, Inc. 91/03/01. 510pp. 58039:192-58040:294. 

9106030119 Notification of 910604 meeting w/util in Rockville,MD to discuss licensee 
proposed rev to industrial security plan. 

ALEXION.T.W., PETERSON,S. Project Directorate IV- 1 . 91/05/21. QUAY.T.R. Project 
Directorate IV-1. 4pp. 57892:029-57892:032. 

9106050023 Informs that rev 13 to emergency plan acceptable.Rev includes change 
from Millard-Henry Clinic to Occupational Medical Consultants as prime provider for 
medical svcs, reflecting upgraded dose assessment computer sys. 

COLLINS.S.J. Region 4 (Post 820201). 91/05/30. CARNS.N.S. Entergy Operations, 
Inc. 5pp. 57895:047-57895:051. 

9106100092 Notification of 910620 meeting w/util in Rockville,MD to allow licensee to 
present info re future request to delete fire protection tech specs for facility. 
ALEXION.T.W., PETERSON,S. Project Directorate IV- 1 . 91/06/05. QUAY.T.R. Project 
Directorate IV- 1 . 4pp. 57994:310-57994:313. 


9106180454 Summary of 910604 meeting w/util re proposed rev to industrial security 
plan dtd 910522.List of attendees end. 

ALEXION.T.W., PETERSON,S.R. Project Directorate IV- 1 . 91/06/06. Project Director¬ 
ate IV- 1 . 4pp. 58147:018-58147:021. 

9106110226 Responds to 910227 Itr requesting approval of spent fuel route from 
ANO,Russellville,AR to Portsmouth Marine Terminal,Portsmouth,VA. 

MACDONALD,C.E. Transportation Branch. 91/06/07. RAVENSCROFT.N. Edlow Inter¬ 
national Co. 4pp. 


P. Operating license stage documents & correspondence 


9106100092 Notification of 910620 meeting w/util in Rockville,MD to allow licensee to 
present info re future request to delete fire protection tech specs for facility. 
ALEXION.T.W., PETERSON,S. Project Directorate IV- 1 . 91/06/05. QUAY.T.R. Project 
Directorate IV-1. 4pp. 57994:310-57994:313. 

9106190249 Forwards discussion of assumptions used & results of main steam line 
break reanalysis for facility. 

FISICARO.J.J. Entergy Operations, Inc. 91/06/12. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58189:181-58189:189. 

9106190121 Forwards meeting summary for 910531 radiological protection program as- 
g 0 ggi‘i‘i 0 pl conference 

COLLINS.S.J. Region 4 (Post 820201). 91/06/14. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 58142:292-58142:338. 

-9106190128 Summary of 910531 meeting w/util re improvements & areas of emphasis 
in radiological protection program.List of attendees & meeting handouts end. 
BAER.R.E. Region 4 (Post 820201). 91/06/14. Region 4 (Post 820201). 44pp. 
58142:295-58142:338. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, ‘‘Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050028 Ack receipt of 910503 Itr informing NRC of steps taken to correct violation 
noted in Insp Repts 50-313/91-06 & 50-368/91-06. 

COLLINS,S.J. Region 4 (Post 820201). 91/05/31. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 57895:067-57895:076. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190138 Forwards insp repts 50-313/91-18 & 50-368/91-18 on 910520-24.No viola¬ 
tions or deviations noted. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/14. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 58142:349-58142:356. 

-9106190145 Insp repts 50-313/91-18 & 50-368/91-18 on 910520-24.No violations 
noted.Major areas inspected:programmatic improvements in maint & engineering pro¬ 
grams for units 1 & 2 . 

GAGLIARDO.J.E. Region 4 (Post 820201). 91/06/12. 5pp. 58142:352-58142:356. 

9106200301 Forwards insp repts 50-313/91-17 & 50-368/91-17 on 910418-0529 & 
notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/17. CARNS.N.S. Entergy Operations, 
Inc. 4pp. 58200:215-58200:248. 

--9106200306 Notice of violation from insp on 910418-0529.Violation noted:licensee 
failed to start spray wash pump & verify adequate wash flow prior to jogging traveling 
screens as required in step 3.6.2 of preventive maint procedure. 

* Region 4 (Post 820201). 91/06/17. Ip. 58200:219-58200:219. 

-9106200307 Insp repts 50-313/91-17 & 50-368/91-17 on 910418-0529.One violation 
noted.Major areas inspected:followup of previous insp findings,followup of previous 
violations & deviations & review of LERs. 

WESTERMAN.T.F. Region 4 (Post 820201). 91/06/13. 29pp. 58200:220-58200:248. 


R. Periodic operating reports & related correspondence 


9106200230 Forwards monthly operating rept for May 1991 for Arkansas Nuclear One & 
revised monthly operating rept for Apr 1991 for Arkansas Nuclear One. 

FISICARO.J.J. Entergy Operations, Inc. 91/06/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58204:181-58204:188. 

-9106200233 Monthly operating rept for May 1991 for Arkansas Nuclear One Unit 1 
HAYES,K.R. Entergy Operations, Inc. 91/05/31. 4pp. 58204:183-58204:186. 

-9106200238 Revised monthly operating rept for Apr 1991 for Arkansas Nuclear One 
Unit 1 . 

HAYES,K.R. Entergy Operations, Inc. 91/04/30. 2pp. 58204:187-58204:188. 



S. Reportable occurrences, LERs & related correspondence 

9106070090 LER 91-004-00:on 9l0502,inadvertent actuation of control room emergen¬ 
cy ventilation sys occurred due to chlorine monitor trip.Caused by personnel 
error.Personnel involved counseled & protective covers added.W/910603 Itr. 
SCHEIDE.R.H., FISICAROJ.J. Entergy Operations, Inc. 91/06/03. 4pp. 58009:205- 
58009:208. 

9106190426 LER 91-005-00:on 910521 .automatic reactor trip on loss of main feedwater 
occurred.Caused by inadequate procedural guidance re cross-tie of electrical load 
ctrs.Personnel involved counseled.W/910614 Itr. 

SCOTT.T.F., FISICARO.J.J. Entergy Operations, Inc. 91/06/14. 4pp. 58209:135- 
58209:138. 

9106250159 PNO-IV-91-016:on 910617.SRO tested positive for controlled substance by 
licensed operator.SRO access to plant suspended,individual referred to employee as¬ 
sistance program & work quality review initiated by plant mgt. 

SATORiUS.M. Region 4 (Post 820201). 91/06/18. Ip. 58210:359-58210:359. 


DOCKET 50-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106030224 Change Sheet 4 to Rev 4 to Procedure PMP-2080.EPP.106, “Initial Off-Site 
Notification,” reflecting corrected rev number for Ref 3.2,updated list of personnel to 
be called & phone numbers where necessary. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/05/21. 
11pp. 57915:303-57915:313. 

9106120292 Instruction & Procedure Change Sheet 4 for Rev 4 to PMP 2080 EPP.106, 
“Initial Off-Site Notification.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91/05/30. 
3pp. 58108:351-58108:353. 

9106110055 Ack receipt of 910521 Itr re proposed scope & objectives for plant annual 
emergency plan exercise scheduled for 910827. 

GREGER.L.R. Region 3 (Post 820201). 91/06/03. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 57996:289-57996:289. 

9106100025 Forwards insp rept 50-315/91-13 & 50-316/91-13 on 910520-24. No viola¬ 
tion noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/04. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 57932:035-57932:041. 

-9106100038 Insp repts 50-315/91-13 & 50-316/91-13 on 910520-24.No violations 
noted.Major areas inspected.mgt support,protected & vital area barriers,access con¬ 
trol-personnel,packages, vehicles.alarm stations.communications & power supply. 
KNICELEY.J.R., CREED,J.R. Region 3 (Post 820201). 91/06/04. 5pp. 57932:037- 
57932:041. 

9106120269 Advises that NFPA code review will t>e submitted by 911108. Review ex¬ 
tended from areas containing safe shutdown equipment to include all safety-related 
areas of plant,per NRC request. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/06/07. MURLEY.T.E. Document Control Branch (Document Control Desk). 
2pp. 58125:245-58125:246. 


P. Operating license stage documents & correspondence 

9106250243 Application for amend to License DPR-58,decreasing min measured flow 
requirement as found in Table 3.2-1 & revising RCS limit Figure 2.1-1 & Table 2.2-1 
functional unit 12 footnote.Rept withheld. 

ALEXICH.M.P. American Electric Power Co., Inc. 90/07/23. MURLEY.T.E. Document 
Control Branch (Document Control Desk). 20pp. 58220:234-58220:260. 

—9106250244 Proposed Tech Specs decreasing min measured flow requirement as 
found in Table 3.2-1 & revising RCS limit Figure 2.1-1 & Table 2.2-1 functional unit 12 
footnote. 

* American Electric Power Co., Inc. 90/07/23. 7pp. 58220:254-58220:260. 

9106040107 Notification of 910605 meeting w/util in Rockville.MD to discuss reracking 
of spent fuel assemblies at plant. 

COLBURN,T.G. Project Directorate 111-1. 91/05/23. MARSH.L.B. Project Directorate 
111-1. 3pp. 57894:040-57894:042. 

9106140041 Forwards Holtec Rept HI-91614, "Dynarack Simulations to Demonstrate 
Ability to Predict Classical Nonlinear Phenomena,” per 910605 meeting w/NRC to dis¬ 
cuss plans to rerack spent nuclear fuel pool at plant. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/06/07. MURLEY.T.E. Document Control Branch (Document Control Desk). 
3pp. 58147:313-58147:354. 

—9106140043 “Dynarack Simulations to Demonstrate Ability to Predict Classical Nonlin¬ 
ear Phenomena.” 

SOLER.A.I. Holtec International. HI-91614. 91/06/07. 39pp. 58147:316-58147:354. 

9106200011 Ack receipt of 910416 submittal which incorporates changes in QA pro¬ 
gram description.Revs to program continues to meet requirements of 10CFR50,app B 
& acceptable. 

WRIGHT.T3.C. Region 3 (Post 820201). 91/06/13. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 58161:092-58161:092. 

9106270124 Forwards calculation to support proposed rev to facility low temp overpres¬ 
surization protection setpoint,submitted in 901029 Itr.in response to TG Colburn re¬ 
quest 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/06/18. MURLEY.T.E. Document Control Branch (Document Control Desk). 
3pp. 58232:229-58232:331. 

—9106270137 “Low Temp Overpressurization Protection Setpoint.” 

SAVITSCUS.C. Westinghouse Electric Corp. 12-NI-05. 90/08/30. 15pp. 58232:232- 
58232:246. 

-9106270146 “DC Cook Unit 2 Low Temp Overpressure Protection Sys Setpoint Eval¬ 
uation.” 

* Westinghouse Electric Corp. 89/06/30. 85pp. 58232:247-58232:331. 


9106260210 Corrects statement made in 890206 Itr (AEP:NRC:1033H) re Generic Ltr 
88-17, “Loss of DHR.” 

FITZPATRICK,D. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/06/20. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 
870411). 3pp. 58227:355-58227:357. 

9106270010 Confirms plans for 910716 meeting at Region 3 ofc to discuss licensee 
short & long term goals,challenges,outages,design changes & radiation protection pro¬ 
gram initiatives. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/21. FITZPATRICK,E.E Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 58222:207- 
58222:207. 


Q. Inspection reports, IE Bulletins & correspondence 

9106070303 Responds to Itr re importance of NRC Info Notice 91-022. Highlights steps 
taken to ensure personnel maintian high level of awareness of potential for causes of 
shutdown risks described in notice. 

FITZPATRICK.E. American Electric Power Co., Inc. FITZPATRICK.E. American Elec¬ 
tric Power Service Corp. 91/05/03. MURLEY.T.E. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 4pp. 58039:021-58039:024. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060059 Suppls 890620 response to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs," per NRC 910521 request for addl 
info.During Cycle 11-12 outage,269 hot leg plugs replaced w/thermally treated Inconel 
690. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/05/30. MURLEY.T.E. Document Control Branch (Document Control Desk). 
3pp. 58010:331-58010:333. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100025 Forwards insp rept 50-315/91-13 & 50-316/91-13 on 910520-24. No viola¬ 
tion noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/04. FITZPATRICK.E. Indiana Michigan 
Power Co. (formeriy Indiana & Michigan Electric Co.). 2pp. 57932:035-57932:041. 

-9106100038 Insp repts 50-315/91-13 & 50-316/91-13 on 910520-24.No violations 
noted.Major areas inspected:mgt support,protected & vital area barriers.access con¬ 
trol-personnel,packages, vehicles.alarm stations,communications & power supply. 
KNICELEY.J.R., CREED,J.R. Region 3 (Post 820201). 91/06/04. 5pp. 57932:037- 
57932:041. 

9106190164 Responds to NRC bulletin 89-001 re failure of Westinghouse steam gener¬ 
ator tube mechanical plugs. 

COLBURN,T.G. Project Directorate 111-1. 91/06/04. FITZPATRICK,G. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 58163:045-58163:048. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106210007 Responds to NRC 910516 Itr re violations noted in Insp Rept 50-315/91-10 
on 910320-0430.Corrective actions:guide to enhance detail in planning process cur¬ 
rently in development & chemical & vol control cross-tie valve cycled. 
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/06/17. DAVIS,A.B. Document Control Branch (Document Control Desk). 5pp. 
58203:242-58203:246. 

9106250094 Advises that 910328 response to NRC Bulletin 89-002, “Stress Corrosion 
Cracking in Anchor Darling Check Valve Bolting,” acceptable.Item closed for facility. 
COLBURN,T. Project Directorate HI-1. 91/06/18. FITZPATRICK,G. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 58205:329-58205:330. 


R. Periodic operating reports & related correspondence 

9106190136 Forwards monthly operating rept for May for DC Cook Unit 1 & corrected 
rept for Apr 1991. 

BLIND,A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
91/06/05. Document Control Branch (Document Control Desk). Ip. 58185:353- 
58185:361. 

-9106 1901 43 Monthly operating rept for May 1991 for DC Cook Unit 1. 

GILLEIT.W.T., SCHIMMEL.E.C. Indiana Michigan Power Co. (formerly Indiana & 
Michigan Electric Co.). 91/05/31. 5pp. 58185:354-58185:360. 

—9106190151 Revised monthly operating rept for Apr 1991 for DC Cook Unit 1. 
SCHIMMEL.E.C. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/04/30. Ip. 58185:361-58185:361. 


S. Reportable occurrences, LERs & related correspondence 

9106120235 LER 90-016-01 :on 901221 .determined that two of three safety valves had 
lift settings outside TS 4.4.3 acceptance criteria.Possibly caused by steam cutting in 
disc insert & nozzle.Valves satisfactorily tested.W/910607 Itr. 

WEBER.G.A., BLIND,A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 91/06/07. 4pp. 58150:110-58150:113. 
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9106180298 LER 91-004-00:on 910512,while performing mam generator max reactive 
capability test.RPS (reactor trip sequence) occurred.Caused by undervoltage condition 
sensed on RCP busses.Defective component replaced.W/910611 Itr. 

CARTEAUX.P.F., BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michi¬ 
gan Electric Co.). 91/06/11. 5pp. 58178:101-58178:105. 
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F. Security, medical, emergency & fire protection plans 

9106030224 Change Sheet 4 to Rev 4 to Procedure PMP-2080.EPP.106, “Initial Off-Site 
Notification,’' reflecting corrected rev number for Ref 3.2,updated list of personnel to 
be called & phone numbers where necessary. 

* Indiana Michigan Power Co. (formerly Indiana & Michiqan Electric Co.). 91 /05/21. 
11pp. 57915:303-57915:313. 

9106120292 Instruction & Procedure Change Sheet 4 for Rev 4 to PMP 2080 EPP.106, 
“Initial Off-Site Notification.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 91 /05/30. 
3pp. 58108:351-58108:353. 

9106110055 Ack receipt of 910521 Itr re proposed scope & objectives for plant annual 
emergency plan exercise scheduled for 910827. 

GREGER.L.R. Region 3 (Post 820201). 91/06/03. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 57996:289-57996:289. 

9106100025 Forwards insp rept 50-315/91-13 & 50-316/91-13 on 910520-24. No viola¬ 
tion noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/04. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 57932:035-57932:041. 

-9106100038 Insp repts 50-315/91-13 & 50-316/91-13 on 910520-24.No violations 
noted.Major areas inspected:mgt support,protected & vital area barriers,access con¬ 
trol-personnel,packages, vehicles,alarm stations,communications & power supply. 
KNICELEY.J.R. Region 3 (Post 820201). 91/06/04. 5pp. 57932:037-57932:041. 

9106120269 Advises that NFPA code review will be submitted by 911108. Review ex¬ 
tended from areas containing safe shutdown equipment to include all safety-related 
areas of plant,per NRC request. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/06/07. MURLEY.T.E. Document Control Branch (Document Control Desk). 
2pp. 58125:245-58125:246. 


P. Operating license stage documents & correspondence 

9106040107 Notification of 910605 meeting w/util in Rockville,MD to discuss reracking 
of spent fuel assemblies at plant. 

COLBURN,T.G. Project Directorate 111-1. 91/05/23. MARSH,L.B. Project Directorate 
111-1. 3pp. 57894:040-57894:042. 

9106140041 Forwards Holtec Rept HI-91614, "Dynarack Simulations to Demonstrate 
Ability to Predict Classical Nonlinear Phenomena," per 910605 meeting w/NRC to dis¬ 
cuss plans to rerack spent nuclear fuel pool at plant. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/06/07. MURLEY.T.E. Document Control Branch (Document Control Desk). 
3pp. 58147:313-58147:354. 

9106200011 Ack receipt of 910416 submittal which incorporates changes in QA pro¬ 
gram description.Revs to program continues to meet requirements of 10CFR50,app B 
& acceptable. 

WRIGHT,G.C. Region 3 (Post 820201). 91/06/13. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 58161:092-58161:092. 

9106270124 Forwards calculation to support proposed rev to facility low temp overpres¬ 
surization protection setpoint,submitted in 901029 Itr,in response to TG Colburn re¬ 
quest. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/06/18. MURLEY.T.E. Document Control Branch (Document Control Desk). 
3pp. 58232:229-58232:331. 

-9106270146 “DC Cook Unit 2 Low Temp Overpressure Protection Sys Setpoint Eval¬ 
uation." 

* Westinghouse Electric Corp. 89/06/30. 85pp. 58232:247-58232:331. 

9106260210 Corrects statement made in 890206 Itr (AEP:NRC:1033H) re Generic Ltr 
88-17, “Loss of DHR.” 

FITZPATRICK,D. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/06/20. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 
870411). 3pp. 58227:355-58227:357. 

9106270010 Confirms plans for 910716 meeting at Region 3 ofc to discuss licensee 
short & long term goals,challenges,outages,design changes & radiation protection pro¬ 
gram initiatives. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/21. FITZPATRICK,E.E Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 58222:207- 
58222:207. 


Q. Inspection reports, IE Bulletins & correspondence 

9106070303 Responds to Itr re importance of NRC Info Notice 91-022. Highlights steps 
taken to ensure personnel maintian high level of awareness of potential for causes of 
shutdown risks described in notice. 

FITZPATRICK.E. American Electric Power Co., Inc. FITZPATRICK.E. American Elec¬ 
tric Power Service Corp. 91/05/03. MURLEY.T.E. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 4pp. 58039:021-58039:024. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. „ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100025 Forwards insp rept 50-315/91-13 & 50-316/91-13 on 910520-24. No viola¬ 
tion noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/04. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 57932:035-57932:041. 

-9106100038 Insp repts 50-315/91-13 & 50-316/91-13 on 910520-24.No violations 
noted.Major areas inspected:mgt support,protected & vital area barriers,access con¬ 
trol-personnel,packages, vehicles,alarm stations,communications & power supply. 
KNICELEY.J.R., CREED,J.R. Region 3 (Post 820201). 91/06/04. 5pp. 57932:037- 
57932:041. 


9106190164 Responds to NRC bulletin 89-001 re failure of Westinghouse steam gener¬ 
ator tube mechanical plugs. 

COLBURN,T.G. Project Directorate 111-1. 91/06/04. FITZPATRICK,G. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 4pp. 58163:045-58163:048. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106250094 Advises that 910328 response to NRC Bulletin 89-002, "Stress Corrosion 
Cracking in Anchor Darling Check Valve Bolting," acceptable.Item closed for facility. 
COLBURN,T. Project Directorate 111-1. 91/06/18. FITZPATRICK,G. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 58205:329-58205:330. 


R. Periodic operating reports & related correspondence 


9106190113 Monthly operating rept for May 1991 for Cook Nuclear Plant Unit 2.W/ 
910605 Itr. 

GILLETT.W.T., BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 91/05/31. 6 pp. 58195:319-58195:324. 
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F. Security, medical, emergency & fire protection plans 


9106030270 Forwards Resident Insp Repts 50-317/91-10 & 50-318/91-10 on 910331- 
0404 & info re efforts to date on special augmented insp for restart of Unit 2. 
COWGILL.C.J. Region 1 (Post 820201). 91/05/22. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57909:112-57909:134. 

-9106030271 Insp Repts 50-317/91-10 & 50-318/91-10 on 910331-0404. Major areas 
inspected:plant operations,radiological protection,surveillance/maint,emergency pre¬ 
paredness, security & engineering & technical support. 

SUMMERS,R.J. Region 1 (Post 820201). 91/05/21. 21pp. 57909:114-57909:134. 

9106030253 Ack receipt of 910329 response to Insp Repts 50-317/90-04 & 50-318/90- 
04.Meeting to discuss specifics of emergency action level revs unnecessary. 

JOYNER, J.H. Region 1 (Post 820201). 91/05/23. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57913:348-57913:357. 

9106070003 Forwards safeguards insp repts 50-317/91-12 & 50-318/91-12 on 910430- 
0503.Three potential weaknesses identified, requiring attention in order to maintain 
high std of effectiveness reflected by program. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/23. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57918:027-57918:035. 

-9106070005 Physical security insp repts 50-317/91-12 & 50-318/91-12 on 910430- 
0503.Major areas inspected:onsite follow-up of items previously identified,mgt support 
& audits,protected area physical barriers,security training & qualifications. 

ALBERT,R.J., KING.E.B., KEIMIG.R.R. Region 1 (Post 820201). 91/05/23. 7pp. 
57918:029-57918:035. 

9106180305 Rev 0 to ERPI P-502, “Recovery Officer.” 

* Baltimore Gas & Electric Co. 91/05/29. 8pp. 58171:115-58171:122. 

9106260135 Public version of Rev 0 to ERPIP-503, “EOF Director." W/910624 release 
memo. 

* Baltimore Gas & Electric Co. 91 /05/29. 9pp. 58217:295-58217:304. 

9106070257 Responds to initial SALP repts covering Jan 1990 to Mar 1991.Security re¬ 
sponsibility reassigned to nuclear support svcs dept onsite. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/06/03. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 58039:135-58039:138. 

9106110067 Rev 13,chapter 7 to ERPIP 4.1.17,incorporating ref for use of voice mail 
sys,adding more specific guidance on personnel recall actions & adding accountability 
form. 

* Baltimore Gas & Electric Co. 91/06/04. 10pp. 58097:019-58097:035. 

9106110086 Rev 14,chapter 10 to ERPIP 3.0,incorporating provision for hazardous 
matl/oil release spill in control room. 

* Baltimore Gas & Electric Co. 91/06/04. 6pp. 58097:039-58097:045. 

9106130197 Forwards assessment of turbine generator bearing lube oil fire hazard & 
potential impact on safety related/safe shutdown sys at faciltiy. 

MCDONALD,D.G. Project Directorate 1-1. 91/06/07. CREEL,G.C. Baltimore Gas & 
Electric Co. 6pp. 58111:300-58111:305. 

9106270043 Notification of significant licensee meeting 91-75 w/util on 910618 & 19 in 
King of Prussia,PA to discuss new physical security program access facility. 
KUDRICK.J. Region 1 (Post 820201). 91/06/10. Region 1 (Post 820201). 3pp. 
58222:323-58222:325. 
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9106270033 Notification of 910620 significant licensee meeting 91-76 w/ util in King of 
Prussia,PA to discuss proposed emergency action levels. 

KUDRICK.J. Region 1 (Post 820201). 91/06/11. Region 1 (Post 820201). 3pp. 
58222:269-58222:271. 


H. General correspondence 

9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. 1 p. 58039:092-58039:092. 


I. Financial information 

9106200119 Forwards rate case decisions rendered by State of MD PSC & util request 
for rehearing on four nuclear issues denied by State of MD in 1991 rate case based 
on premise that appeal filed in circuit court & state no longer had jurisdiction. 
POINDEXTER.C.H. Baltimore Gas & Electric Co. 91/06/07. TAYLOR.J.M. Ofc of the 
Executive Director for Operations. 150pp. 58219:275-58220:111. 

9106260389 Repts compliance w/nuclear property insurance requirements according to 
10CFR5Q.54 (w). 

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/19. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58234:349-58234:350. 


J. Insurance & indemnity information 

9106060160 Submits info re nuclear property insurance in effect at facilities per 
10CFR50.54(W) by primary/excess property & liability limits. 

POWELL,G.W. Baltimore Gas & Electric Co. 91/03/11. DINITZ.I.P. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 58002:232-58002:232. 


P. Operating license stage documents & correspondence 

9106030007 Withdraws 910430 application for amend to Licenses DPR-53 & DPR- 
69,changing TS 6.9.1.8 re schedule for submittal of semiannual radioactive release 
rept for Sr-89 & Sr-90.Delay in submitting strontium analysis will have no safety 
impact. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/23. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 57915:347-57915:348. 

9106030273 Application for amends to Licenses DPR-53 & DPR-69,revising Tech Spec 
to remove schedule re withdrawal of reactor vessel matl specimens. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 57909:077-57909:090. 

-9106030282 Revised proposed Tech Specs re removal of schedule for withdrawal of 
reactor vessel matl specimens. 

* Baltimore Gas & Electric Co. 91/05/24. 10pp. 57909:081-57909:090. 

9106030341 Application for amends to Licenses DPR-53 & DPR-69,revising Tech Spec 
to allow use of mass point method for conducting containment integrated leak rate 
tests & revise required schedule for conducting tests.per 10CFR50,App J. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 57913:335-57913:341. 

-9106030343 Proposed tech specs re use of mass point method for conducting con¬ 
tainment integrated leak rate tests & revise required schedule for conducting tests.per 
10CFR50,App J. 

* Baltimore Gas & Electric Co. 91/05/24. 2pp. 57913:340-57913:341. 

9106040009 Application for amends to Licenses DPR-53 & DPR-69,changing Tech 
Specs re snubber visual insp intervals.per Generic Ltr 90-09. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 57915:067-57915:087. 

—9106040010 Proposed Tech Specs re limiting condition for operation & surveillance re¬ 
quirements for visual insp of snubbers. 

* Baltimore Gas & Electric Co. 91/05/24. 16pp. 57915:072-57915:087. 

9106060079 Advises of completion of review of util responses to programmed enhance¬ 
ments as defined in generic ltr 88-17, “Loss of DHR." 

MCDONALD,D.G. Project Directorate 1-1. 91/05/28. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 57918:347-57918:350. 

9106070214 Forwards “Primary Reactor Containment Integrated Leakage Rate Test” 
final rept,per 10CFRSO.App J.Test completed on 910116. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/29. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58049:106-58049:267. 

-9106070218 “Primary Reactor Containment Integrated Leakage Rate Test" final rept. 

* Bechtel Corp. 91/01/31. 125pp. 58049:108-58049:267. 

9106100039 Clarifies status of containment vent,per NUREG-0737,ltem II.E.4.2.High ra¬ 
diation signal must still be installed on valves & orifice plate must be installed to limit 
flow through line while venting containment. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/05/31. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58092:001-58092:003. 

9106110398 Discusses review of proposed change to QA program.contained in 910401 
ltr,transferring responsibility for review of procurement documents to procurement en¬ 
gineering unit. Changes continue to satisfy criteria in App B to 10CFR50. 
BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/31. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 58098:341-58098:342. 

9106120346 Advises that,based on 910523 request for withdrawal of 910430 request for 
schedular extension of semiannual release repts.NRC will take no action.ltem will be 
tracked as open item in next monthly insp rept. 

MCDONALD,D.G. Project Directorate t-1. 91/06/05. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 58106:187-58106:190. 

9106120351 Reviews 910521 response to NRC 900706 request for addl info re failure 
of 68 control element assemblies at facilities. Concerns resolved since util indicated 
assemblies of concern replaced w/new assemblies not susceptible to IGSCC. 
MCDONALD.D.G. Project Directorate 1-1. 91/06/10. CREEL.G.C. Baltimore Gas & 
Electric Co. 3pp. 58110:006-58110:008. 


9106140003 Forwards Amends 154 & 134 to Licenses DPR-53 & DPR-69, respectively 
& safety evaluation.Amends change Tech Spec 4.6.2.l.a.2 to verify that valves in con¬ 
tainment spray sys flow path positioned to take suction from water tank. 
MCDONALD.D.G. Project Directorate 1-1. 91/06/10. CREEL.G.C. Baltimore Gas & 
Electric Co. 3pp. 58143:345-58143:361. 

-9106140004 Amends 154 & 134 to Licenses DPR-53 & DPR-69,respectively, changing 
TS 4.6.2.1 .a.2 re verification that valves in containment spray sys flow path positioned 
to take suction from refueling water tank upon receipt of test signal. 

CAPRA.R.A. Project Directorate 1-1. 91/06/10. 10pp. 58143:348-58143:357. 

-9106140005 Safety evaluation supporting Amends 154 & 134 to Licenses DPR-53 & 
DPR-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/10. 4pp. 
58143:358-58143:361. 


9106180172 Forwards proposed change to QA program. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/11. Document Control Branch (Doc¬ 
ument Control Desk). 19pp. 58175:270-58175:288. 

9106180194 Forwards info on planned mods to improve shutdown cooling sys 
instrumentation,per Generic Ltr 88-17, “Loss of DHR." 

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/11. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 58154:353-58154:358. 

9106240197 Provides summary of discussions re 910604-05 review of performance of 
nuclear power plants.Meeting conducted to focus NRC resources on those plants & 
related issues of greatest safety significance. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/18. 
MCGOWAN,G.V. Baltimore Gas & Electric Co. 3pp. 58195:222-58195:224. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106030270 Forwards Resident Insp Repts 50-317/91-10 & 50-318/91-10 on 910331- 
0404 & info re efforts to date on special augmented insp for restart of Unit 2. 
COWGILL.C.J. Region 1 (Post 820201). 91/05/22. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57909:112-57909:134. 

-9106030271 Insp Repts 50-317/91-10 & 50-318/91-10 on 910331-0404. Major areas 
inspected:plant operations.radiological protection,surveillance/maint,emergency pre¬ 
paredness, security & engineering & technical support. 

SUMMERS,R.J. Region 1 (Post 820201). 91/05/21. 21pp. 57909:114-57909:134. 

9106030253 Ack receipt of 910329 response to Insp Repts 50-317/90-04 & 50-318/90- 
04.Meeting to discuss specifics of emergency action level revs unnecessary. 
JOYNER.J.H. Region 1 (Post 820201). 91/05/23. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57913:348-57913:357. 

9106070003 Forwards safeguards insp repts 50-317/91-12 & 50-318/91-12 on 910430- 
0503.Three potential weaknesses identified, requiring attention in order to maintain 
high std of effectiveness reflected by program. 

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57918:027-57918:035. 

-9106070005 Physical security insp repts 50-317/91-12 & 50-318/91-12 on 910430- 
0503.Major areas inspected:onsite follow-up of items previously identified,mgt support 
& audits,protected area physical barriers,security training & qualifications. 

ALBERT,R.J., KING.E.B., KEIMIG.R.R. Region 1 (Post 820201). 91/05/23. 7pp. 
57918:029-57918:035. 


9106040009 Application for amends to Licenses DPR-53 & DPR-69,changing Tech 
Specs re snubber visual insp intervals.per Generic Ltr 90-09. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 57915:067-57915:087. 

—9106040010 Proposed Tech Specs re limiting condition for operation & surveillance re¬ 
quirements for visual insp of snubbers. 

* Baltimore Gas & Electric Co. 91/05/24. 16pp. 57915:072-57915:087. 

9106040059 Forwards Relief Request 3 from ASME Section XI re 10-yr inservice insp 
interval for chemical & vol control,LPSI, HPSI,containment spray & salt water cooling 
pumps.Relief Request RC-1 withdrawn,per Generic Ltr 90-06. 

CREEL.G.C. Baltimore Gas & Electric Co. 91 /05/24. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 57914:263-57914:265. 

9106070292 Ack receipt of 910220 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-317/90-30 & 50-318/90-30 on 901030-1101 .Concludes that 
items noted in insp rept appropriately categorized as unresolved. 

KNAPP,M.R. Region 1 (Post 820201). 91/05/24. SCHWARTZ,G.D. Baltimore Gas & 
Electric Co. 2pp. 58039:095-58039:103. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106070257 Responds to initial SALP repts covering Jan 1990 to Mar 1991.Security re¬ 
sponsibility reassigned to nuclear support svcs dept onsite. 

CREEL.G.C. Baltimore Gas & Electric Co. 91 /06/03. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 58039:135-58039:138. 


DOCKETED ITEMS 71 


9106120261 Responds to NRC 910508 Itr re violations noted in Insp Repts 50-317/91- 
09 & 50-318/91-09 on 910312-0405 & 12.Corrective actionsrdetailed pre-evolution 
briefing checklist developed to provide more structured & consistent briefings. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/06/07. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 58106:243-58106:246. 

9106040339 NRC Info Notice 91-036, ‘‘Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140231 Forwards final SALP Repts 50-317/90-99 & 50-318/90-99 for Jan 1990 - 
Mar 1991. 

MARTIN,T.T. Region 1 (Post 820201). 91/06/11. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 5pp. 58128:155-58128:192. 

-9106140232 Final SALP Repts 50-317/90-99 & 50-318/90-99 for Jan 1990 - Mar 
1991. 

* Region 1 (Post 820201). 91/06/11. 33pp. 58128:160-58128:192. 


R. Periodic operating reports & related correspondence 

9106180440 Monthly operating repts for May 1991 for Calvert Cliffs Nuclear Power Plant 
Units 1 & 2.W/910613 Itr. 

SHANLEY,L.B., DENTON,R.E. Baltimore Gas & Electric Co. 91/05/31. 13pp. 
58171:243-58171:255. 


S. Reportable occurrences, LERs & related correspondence 

9106050270 LER 91-002-00:on 910419.EDG slow start times allowed due to procedure 
inadequacy.Surveillance Test Procedures 0-8C & 0-8-0 revised & review of all TS 
surveillance requirements for technical adequacy underway.W/910528 Itr. 

MUTH.D.W., DENTON,R.E. Baltimore Gas & Electric Co. 91/05/28. 5pp. 58009:101- 
58009:105. 

9106180163 Forwards written rept provided to State of MD Dept of Environ on minor oil 
spill at plant on 910520. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/06/11. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58173:242-58173:244. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106030270 Forwards Resident Insp Repts 50-317/91-10 & 50-318/91-10 on 910331- 
0404 & info re efforts to date on special augmented insp for restart of Unit 2. 
COWGILL.C.J. Region 1 (Post 820201). 91/05/22. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57909:112-57909:134. 

-9106030271 Insp Repts 50-317/91-10 & 50-318/91-10 on 910331-0404. Major areas 
inspected.plant operations,radiological protection,surveillance/maint,emergency pre¬ 
paredness, security & engineering & technical support. 

SUMMERS,R.J. Region 1 (Post 820201). 91/05/21.21pp. 57909:114-57909:134. 

9106030253 Ack receipt of 910329 response to Insp Repts 50-317/90-04 & 50-318/90- 
04.Meeting to discuss specifics of emergency action level revs unnecessary. 
JOYNER.J.H. Region 1 (Post 820201). 91/05/23. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57913:348-57913:357. 

9106070003 Forwards safeguards insp repts 50-317/91-12 & 50-318/91-12 on 910430- 
0503.Three potential weaknesses identified, requiring attention in order to maintain 
high std of effectiveness reflected by program. 

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57918:027-57918:035. 

-9106070005 Physical security insp repts 50-317/91-12 & 50-318/91-12 on 910430- 
0503.Major areas inspected:onsite follow-up of items previously identified,mgt support 
& audits,protected area physical barriers,security training & qualifications. 

ALBERT,R.J. Region 1 (Post 820201). 91/05/23. 7pp. 57918:029-57918:035. 

9106180305 Rev 0 to ERPIP-502, "Recovery Officer.” 

* Baltimore Gas & Electric Co. 91/05/29. 8pp. 58171:115-58171:122. 

9106260135 Public version of Rev 0 to ERPIP-503, "EOF Director.” W/910624 release 
memo. 

* Baltimore Gas & Electric Co. 91/05/29. 9pp. 58217:295-58217:304. 

9106070257 Responds to initial SALP repts covering Jan 1990 to Mar 1991.Security re¬ 
sponsibility reassigned to nuclear support svcs dept onsite. 

CREEL,G.C. Baltimore Gas & Electric Co. 91 /06/03. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 58039:135-58039:138. 

9106110067 Rev 13,chapter 7 to ERPIP 4.1.17,incorporating ref for use of voice mail 
sys,adding more specific guidance on personnel recall actions & adding accountability 
form. 

* Baltimore Gas & Electric Co. 91/06/04, 10pp. 58097:019-58097:035. 

9106110086 Rev 14,chapter 10 to ERPIP 3.0,incorporating provision for hazardous 
matl/oil release spill in control room. 

* Baltimore Gas & Electric Co. 91 /06/04. 6pp. 58097:039-58097:045. 

9106130197 Forwards assessment of turbine generator bearing lube oil fire hazard & 
potential impact on safety related/safe shutdown sys at faciltiy. 

MCDONALD,D.G. Project Directorate 1-1. 91/06/07. CREEL,G.C. Baltimore Gas & 
Electric Co. 6pp. 58111:300-58111:305. 

9106270043 Notification of significant licensee meeting 91-75 w/util on 910618 & 19 in 
King of Prussia,PA to discuss new physical security program access facility. 
KUDRICK.J. Region 1 (Post 820201). 91/06/10. Region 1 (Post 820201). 3pp. 
58222:323-58222:325. 

9106270033 Notification of 910620 significant licensee meeting 91-76 w/ util in King of 
Prussia,PA to discuss proposed emergency action levels. 

KUDRICK.J. Region 1 (Post 820201). 91/06/11. Region 1 (Post 820201). 3pp. 
58222:269-58222:271. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. Ip. 58039:092-58039:092. 


I. Financial information 


9106200119 Forwards rate case decisions rendered by State of MD PSC & util request 
for rehearing on four nuclear issues denied by State of MD in 1991 rate case based 
on premise that appeal filed in circuit court & state no longer had jurisdiction. 
POINDEXTER,C.H. Baltimore Gas & Electric Co. 91/06/07. TAYLOR J.M. Ofc of the 
Executive Director for Operations. 150pp. 58219:275-58220:111. 

9106260389 Repts compliance w/nuclear property insurance requirements accordinq to 
10CFR50.54(w). 

CREEL,G.C. Baltimore Gas & Electric Co. 91/06/19. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58234:349-58234:350. 


J. Insurance & indemnity information 


9106060160 Submits info re nuclear property insurance in effect at facilities per 
10CFR50.54(W) by primary/excess property & liability limits. 

POWELL,G.W. Baltimore Gas & Electric Co. 91/03/11. DINITZ.I.P. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 58002:232-58002:232. 


P. Operating license stage documents & correspondence 


9106030007 Withdraws 910430 application for amend to Licenses DPR-53 & DPR- 
69,changing TS 6.9.1.8 re schedule for submittal of semiannual radioactive release 
rept for Sr-89 & Sr-90.Delay in submitting strontium analysis will have no safety 
impact. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/05/23. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 57915:347-57915.348. 

9106030273 Application for amends to Licenses DPR-53 & DPR-69,revising Tech Spec 
to remove schedule re withdrawal of reactor vessel matl specimens. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 57909:077-57909:090. 

—9106030282 Revised proposed Tech Specs re removal of schedule for withdrawal of 
reactor vessel matl specimens. 

* Baltimore Gas & Electric Co. 91/05/24. 10pp. 57909:081-57909:090. 

9106030341 Application for amends to Licenses DPR-53 & DPR-69,revising Tech Spec 
to allow use of mass point method for conducting containment integrated leak rate 
tests & revise required schedule for conducting tests,per 10CFR50,App J. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 57913:335-57913:341. 

—9106030343 Proposed tech specs re use of mass point method for conducting con¬ 
tainment integrated leak rate tests & revise required schedule for conducting tests,per 
10CFR50,App J. 

* Baltimore Gas & Electric Co. 91/05/24. 2pp. 57913:340-57913:341. 

9106040009 Application for amends to Licenses DPR-53 & DPR-69,changing Tech 
Specs re snubber visual insp intervals,per Generic Ltr 90-09. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 57915:067-57915:087. 

—9106040010 Proposed Tech Specs re limiting condition for operation & surveillance re¬ 
quirements for visual insp of snubbers. 

* Baltimore Gas & Electric Co. 91/05/24. 16pp. 57915:072-57915:087. 

9106060079 Advises of completion of review of util responses to programmed enhance¬ 
ments as defined in generic Itr 88-17, "Loss of DHR.” 

MCDONALD,D.G. Project Directorate 1-1. 91 /05/28. CREEL,G.C. Baltimore Gas & 
Electric Co. 4pp. 57918:347-57918:350. 

9106100039 Clarifies status of containment vent,per NUREG-0737,ltem II.E.4.2.High ra¬ 
diation signal must still be installed on valves & orifice plate must be installed to limit 
flow through line while venting containment. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/05/31. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58092:001-58092:003. 

9106110398 Discusses review of proposed change to QA program,contained in 910401 
Itr,transferring responsibility for review of procurement documents to procurement en¬ 
gineering unit. Changes continue to satisfy criteria in App B to 10CFR50. 
BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/31. CREEL,G.C. Baltimore Gas & 
Electric Co. 2pp. 58098:341 -58098:342. 

9106120346 Advises that,based on 910523 request for withdrawal of 910430 request for 
schedular extension of semiannual release repts,NRC will take no action.ltem will be 
tracked as open item in next monthly insp rept. 

MCDONALD,D.G. Project Directorate 1-1. 91/06/05. CREEL,G.C. Baltimore Gas & 
Electric Co. 4pp. 58106:187-58106:190. 

9106120351 Reviews 910521 response to NRC 900706 request for addl info re failure 
of 68 control element assemblies at facilities. Concerns resolved since util indicated 
assemblies of concern replaced w/new assemblies not susceptible to IGSCC. 
MCDONALD,D.G. Project Directorate 1-1. 91/06/10. CREEL,G.C. Baltimore Gas & 
Electric Co. 3pp. 58110:006-58110:008. 

9106140003 Forwards Amends 154 & 134 to Licenses DPR-53 & DPR-69, respectively 
& safety evaluatior.Amends change Tech Spec 4.6.2.1.a.2 to verify that valves in con¬ 
tainment spray sys flow path positioned to take suction from water tank. 
MCDONALD.D.G. Project Directorate 1-1. 91/06/10. CREEL,G.C. Baltimore Gas & 
Electric Co. 3pp. 58143:345-58143:361. 
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-9106140004 Amends 154 & 134 to Licenses DPR-53 & DPR-69,respectively, changing 
TS 4.6.2.1.a.2 re verification that valves in containment spray sys flow path positioned 
to take suction from refueling water tank upon receipt of test signal. 

CAPRA.R.A. Project Directorate 1-1. 91/06/10. 10pp. 58143:348-58143:357. 

—9106140005 Safety evaluation supporting Amends 154 & 134 to Licenses DPR-53 & 
DP R-69 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/10. 4pp. 
58143:358-58143:361. 

9106180172 Forwards proposed change to QA program. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/11. Document Control Branch (Doc¬ 
ument Control Desk). 19pp. 58175:270-58175:288. 

9106180194 Forwards info on planned mods to improve shutdown cooling sys 
instrumentation.per Generic Ltr 88-17, “Loss of DHR." 

CREEL,G.C. Baltimore Gas & Electric Co. 91 /06/11. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 58154:353-58154:358. 

9106260254 Updates status & confirms 910610 telcon notification re completion of in¬ 
stallation of containment high radiation signal on. containment vent line for Unit 2.Con- 
tainment vent path established per Reg Guide 1.97 & TMI Item II.E.4.2. 

CREEL,G.C. Baltimore Gas & Electric Co. 91/06/14. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58244:133-58244:138. 

9106240197 Provides summary of discussions re 910604-05 review of performance of 
nuclear power plants.Meeting conducted to focus NRC resources on those plants & 
related issues of greatest safety significance. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/18. 
MCGOWAN,G.V. Baltimore Gas & Electric Co. 3pp. 58195:222-58195:224. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106030270 Forwards Resident Insp Repts 50-317/91-10 & 50-318/91-10 on 910331- 
0404 & info re efforts to date on special augmented insp for restart of Unit 2. 
COWGILL.C.J. Region 1 (Post 820201). 91/05/22. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57909:112-57909:134. 

-9106030271 Insp Repts 50-317/91-10 & 50-318/91-10 on 910331-0404. Major areas 
inspected:plant operations,radiological protection.surveillance/maint,emergency pre¬ 
paredness, security & engineering & technical support. 

SUMMERS,R.J. Region 1 (Post 820201). 91/05/21. 21 pp. 57909:114-57909:134. 

9106030253 Ack receipt of 910329 response to Insp Repts 50-317/90-04 & 50-318/90- 
04.Meeting to discuss specifics of emergency action level revs unnecessary. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/23. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57913:348-57913:357. 

9106070003 Forwards safeguards insp repts 50-317/91-12 & 50-318/91-12 on 910430- 
0503.Three potential weaknesses identified, requiring attention in order to maintain 
high std of effectiveness reflected by program. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/23. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 2pp. 57918:027-57918:035. 

—9106070005 Physical security insp repts 50-317/91-12 & 50-318/91-12 on 910430- 
0503.Major areas inspected:onsite follow-up of items previously identified,mgt support 
& audits,protected area physical barriers,security training & qualifications. 

ALBERT,R.J., KING.E.B., KEIMIG.R.R. Region 1 (Post 820201). 91/05/23. 7pp. 
57918:029-57918:035. 

9106040009 Application for amends to Licenses DPR-53 & DPR-69,changing Tech 
Specs re snubber visual insp intervals,per Generic Ltr 90-09. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 57915:067-57915:087. 

—9106040010 Proposed Tech Specs re limiting condition for operation & surveillance re¬ 
quirements for visual insp of snubbers. 

* Baltimore Gas & Electric Co. 91/05/24. 16pp. 57915:072-57915:087. 

9106040059 Forwards Relief Request 3 from ASME Section XI re 10-yr inservice insp 
interval for chemical & vol control.LPSI, HPSI.containment spray & salt water cooling 
pumps.Relief Request RC-1 withdrawn,per Generic Ltr 90-06. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/24. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 57914:263-57914:265. 

9106070292 Ack receipt of 910220 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-317/90-30 & 50-318/90-30 on 901030-1101.Concludes that 
items noted in insp rept appropriately categorized as unresolved. 

KNAPP,M.R. Region 1 (Post 820201). 91/05/24. SCHWARTZ.G.D. Baltimore Gas & 
Electric Co. 2pp. 58039:095-58039:103. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106070257 Responds to initial SALP repts covering Jan 1990 to Mar 1991.Security re¬ 
sponsibility reassigned to nuclear support svcs dept onsite. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/03. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 58039:135-58039:138. 

9106120261 Responds to NRC 910508 ltr re violations noted in Insp Repts 50-317/91- 
09 & 50-318/91-09 on 910312-0405 & 12.Corrective actions:detailed pre-evolution 
briefing checklist developed to provide more structured & consistent briefings. 
CREEL.G.C. Baltimore Gas & Electric Co. 91/06/07. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 58106:243-58106:246. 


9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York. Inc. 85pp. 58162:159-58162:244. 

9106140231 Forwards final SALP Repts 50-317/90-99 & 50-318/90-99 for Jan 1990 - 
Mar 1991. 

MARTIN,T.T. Region 1 (Post 820201). 91/06/11. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 5pp. 58128:155-58128:192. 

-9106140232 Final SALP Repts 50-317/90-99 & 50-318/90-99 for Jan 1990 - Mar 
1991. 

* Region 1 (Post 820201). 91/06/11. 33pp. 58128:160-58128:192. 


R. Periodic operating reports & related correspondence 


9106180440 Monthly operating repts for May 1991 for Calvert Cliffs Nuclear Power Plant 
Units 1 & 2.W/910613 ltr. 

SHANLEY.L.B., DENTON,R.E. Baltimore Gas & Electric Co. 91/05/31. 13pp. 
58171:243-58171:255. 


S. Reportable occurrences, LERs & related correspondence 

9106030021 Summary of operating reactors events meeting 91-09 w/utils on 910508 to 
discuss events which occurred since last briefing.List of attendees,significant elements 
of events discussed & reactor scram statistics also end. 

CHAFFEE,A.E. Division of Operational Assessment (Post 870413). 91/05/15. 
ROSSI.C.E. Division of Operational Assessment (Post 870413). 12pp. 57894:230- 
57894:241. 

9106050263 LER 91-005-00:on 910502,low steam generator level reactor protective sys 
trip occurred due to loss of feedwater event. Caused by speed controller 
failure.Connector for track & hold circuit board replaced.W/910531 ltr. 

FRANKE.R.E., DENTON,R.E. Baltimore Gas & Electric Co. 91/05/31. 7pp 58009:089- 
58009:095. 

9106050278 LER 91-004-00:on 910504,auxiliary feedwater actuation occurred during 
main turbine overspeed testCaused by design deficiency.Facility mod implemented 
preventing SG pressure & steaming transients.W/910531 ltr. 

FRANKE.R.E., DENTON,R.E. Baltimore Gas & Electric Co. 91/05/31. 5pp. 58009:127- 
58009:131. 

9106070259 Special rept:on 910503,spurious trouble alarms received on channel A of 
reactor vessel level monitoring sys & 50-inch sensor location declared out of 
svc.Channel A probe will be replaced & restored to operable status during outage. 
DENTON,R.E. Baltimore Gas & Electric Co. 91/06/03. Document Control Branch 
(Document Control Desk). 2pp. 58039:139-58039:140. 

9106180163 Forwards written rept provided to State of MD Dept of Environ on minor oil 
spill at plant on 910520. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/06/11. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58173:242-58173:244. 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106070066 Forwards insp repts 50-289/91-08 & 50-320/91-05 on 910407-0511 & 
notice of violation. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/24. BROUGHTON,T.G. General 
Public Utilities Corp. - GPU Service Corp. 3pp. 57918:100-57918:156. 

—9106070079 Reactive safety insp repts 50-289/91-08 & 50-320/91-05 on 910407- 
0511.Violations noted.Major areas inspected:plant operations,maint,radiological 
practices,security measures & engineering support activities re plant safety. 
RULAND.W. Region 1 (Post 820201). 91/05/24. 53pp. 57918:104-57918:156. 

9106270231 Rev 2 to 6610-PLN-4200.02, “TMI Emergency Dose Calculation Manual." 
WILLIAMS.S.E., DANAKY.R. General Public Utilities Corp. - GPU Service Corp. 91/ 
06/17. 41pp. 58268:321-58268:361. 


G. Adjudicatory correspondence 


9106140079 Forwards 910523 petition for leave to intervene submitted by EJ Epstein 
for appropriate action per 10CFR2.77(j). 

CHILK,S.J. Office of the Secretary of the Commission. #291 11813. 91/05/31. 
COTTER,B.P. Atomic Safety and Licensing Board Panel. 5pp. 58119:222-58119:226. 

9106250046 Establishment of ASL8.* Board being established per 910425 notice pub¬ 
lished by Commission.Board comprises of JH Frye, FF Hooper & CN Kelber.Served 
on 910605.W/Certificate of Svc. 

COTTER,B.P. Atomic Safety and Licensing Board Panel. #291 11828. 91/06/04. 3pp. 
58196:053-59196:055. 

9106280088 Licensee answer opposing petition for intervention filed by EJ Epstein.* Pe¬ 
tition denied due to failure to show requisite interest to intervene. 

BLAKE,E.L. General Public Utilities Corp. - GPU Service Corp. BLAKE,E.L. Shaw, Pitt¬ 
man, Potts & Trowbridge. #291 11853. 91/06/10. Atomic Safety and Licensing Board 
Panel. 12pp. 58238:104-58238:115. 

9106280089 Notice of appearance.* EL Blake enters appearance as counsel on behalf 
of GPU.Notices of appearances for TA Baxter & VJ Colatriano encl.W/Certificate of 
Svc. 

BLAKE,E.L. General Public Utilities Corp. - GPU Service Corp. BLAKE,E.L. Shaw, Pitt¬ 
man, Potts & Trowbridge. #291 11854. 91/06/10. 4pp. 58238:116-58238:119. 
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9106280078 NRC Staff response to petition for leave to intervene filed by EJ Epstein.* 
Concludes that petition for leave to intervene should be denied due to failure to dem¬ 
onstrate standings.W/Certificate of Svc. 

WOODHEAD.C.P. Office of the General Counsel (Post 860701). #291 11872. 91/06/ 
13. Atomic Safety and Licensing Board Panel. 15pp. 58238:025-58238:039. 


H. General correspondence 

9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. 1 p. 58039:092-58039:092. 


P. Operating license stage documents & correspondence 

9106100142 Forwards final rept on facility fuel measurements for 900827-30. 

WEISS,S.H. Division of Advanced Reactors & Special Projects (Post 901216). 91/03/ 
22. LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 8pp. 57994:240- 
57994:290. 

-9106100166 “Fuel Verification Measurements in TMI Unit 2.” 

MERWIN.S.E. Battelle Memorial Institute, Pacific Northwest Laboratory. 91/02/28. 
43pp. 57994:248-57994:290. 

9106070169 Comments on annual update of sys description & technical evaluation rept 
for TMI-2 submerged demineralizer sys. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/05/29. Document 
Control Branch (Document Control Desk). Ip. 58015:224-58015:224. 

9106190196 Forwards “TMI-2 Post-Defueling Survey Rept for Auxiliary & Fuel Handling 
Bldgs.” 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/06/07. Document 
Control Branch (Document Control Desk). 2pp. 58199:216-58199:317. 

—9106190206 “TMI-2 Post-Defueling Survey Rept for Auxiliary & Fuel Handling Bldgs.” 
DEININGER.F.W., MILLER,A.W., ROGAN.R.E. General Public Utilities Corp. - GPU 
Service Corp. 91/06/03. 100pp. 58199:218-58199:317. 

9106130311 Determines that revision is not required for annual review of waste handling 
& packaging facility technical evaluation rept. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/06/10. Document 
Control Branch (Document Control Desk). Ip. 58110:308-58110:308. 

9106210304 Advises that 910325 Rev 5 to recovery QA plan acceptable & continues to 
satisfy criteria of App B of 10CFR50. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/10. LONGR.L. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 58208:181-58208:182. 

9106190265 Forwards Amend 11 to post-defueling monitored storage SAR. 

ROGAN.R.E. General Public Utilities Corp. - GPU Service Corp. 91/06/14. Document 
Control Branch (Document Control Desk). Ip. 58189:259-58189:341. 

-9106190266 Forwards Amend 11 to post-defueling monitored storage SAR. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/04/19. Document 
Control Branch (Document Control Desk). 82pp. 58189:260-58189:341. 

9106260108 Forwards Rev 9 to TER 3230-008, “Technical Evaluation Rept for Interim 
Solid Waste Staging Facility." 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/06/18. Document 
Control Branch (Document Control Desk). Ip. 58226:221-58226:224. 

—9106260112 “Technical Evaluation Rept for Interim Solid Waste Staging Facility.” 

* General Public Utilities Corp. - GPU Service Corp. TER 3230-008 R09. 91/06/12. 
3pp. 58226:222-58226:224. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106070066 Forwards insp repts 50-289/91-08 & 50-320/91-05 on 910407-0511 & 
notice of violation. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/24. BROUGHTON,T.G., LONG.R.L. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 57918:100-57918:156. 

-9106070070 Notice of violation from insp on 910407-0511.Violation notedron 
910412,licensee/NUPAC operated evaporator w/valve V-86 closed,preventing proper 
collection of composite sample. 

* Region 1 (Post 820201). 91/05/24. Ip. 57918:103-57918:103. 

-9106070079 Reactive safety insp repts 50-289/91-08 & 50-320/91-05 on 910407- 
0511. Violations noted.Major areas inspected:plant operations.maint, radiological 
practices,security measures & engineering support activities re plant safety. 
RULAND.W. Region 1 (Post 820201). 91/05/24. 53pp. 57918:104-57918:156. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,u.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106130275 Advises that util will respond to weaknesses re prescribed process water 
disposal sys noted in Insp Rept 50-320/91-04 when Insp Rept 50-320/91-05 received. 
LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/06/03. HEHL.C.W. 
Region 1 (Post 820201). Ip. 58110:317-58110:317. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 

9106100358 “TMI-2 Quarterly Dose Assessment Rept First Quarter 1991.” W/910529 
Itr. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/03/31. 13pp. 
58052:078-58052:090. 


S. Reportable occurrences, LERs & related correspondence 

9106070078 PNO-I-91-O41:on 910531,S Hoch resigned as chairman of board of 
directors,president & chief executive officer of GPU. WG Kuhns will replace Hoch until 
permanent replacement is found. 

RULAND.W. Region 1 (Post 820201). 91/06/03. Ip. 57918:159-57918:159. 


V. Operator Examinations 


9106100281 Discusses dispute of NRC fee for licensed operators exams re receipt of 
invoice XT0455-91 dated 910510. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/05/29. License Fee 
& Debt Collection Branch (Post 890827). 14pp. 58052:033-58052:046. 
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P. Operating license stage documents & correspondence 

9106040114 Notification of 910606 meeting w/util in Rockville,MD to discuss util submit¬ 
tal dtd 910226 re allowable outage time for surveillance testing of electrical instrumen¬ 
tation at facility. 

JABBOUR.K.N. Project Directorate 11-3. 91/05/24. MATTHEWS,D.B. Project Director¬ 
ate 11-3. 4pp. 57894:043-57894:046. 

9106070249 Forwards evaluation of low delta ferrite in first layers of weld overlays on 
recirculation sys,in response to NRC SER on insps/repairs performed during Spring 
1990 refueling/ maint outage per Generic Ltr 88-01. 

BECKHAM,J.T. Georgia Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 6pp. 58017:200-58017:205. 

9106110240 Notification of 910620 meeting w/util in Baxley,GA to discuss status of cur¬ 
rent licensing activities & corporate initiatives for facilities. 

JABBOUR.K.N. Project Directorate 11-3. 91/06/04. MATTHEWS,D.B. Project Director¬ 
ate 11-3. 2pp. 58098:172-58098:181. 

-9106110244 Notification of 910620 meeting w/util in Baxley.GA to discuss status of 
current licensing activities & corporate initiatives for facilities.Agenda end. 
JABBOUR.K.N. Project Directorate 11-3. 91/06/05. MATTHEWS,D.B. Project Director¬ 
ate 11-3. 4pp. 58098:174-58098:181. 

9106180300 Application for amends to License DPR-57 & NPF-5,revising Tech Specs re 
spent fuel pool water depth above irradiated fuel & correcting administrative errors & 
post-LOCA radiation monitor calibr frequency. 

MCDONALD,R.P. Georgia Power Co. 91/06/13. Document Control Branch (Document 
Control Desk). 11pp. 58171:019-58171:047. 

-9106180301 Proposed Tech Specs re spent fuel pool water depth above irradiated 
fuel & post-LOCA radiation monitor calibr frequency. 

* Georgia Power Co. 91/06/13. 17pp. 58171:030-58171:047. 

9106200018 Ack receipt of 910515 Itr & check for $50,000 in payment for civil penalty 
proposed in NRC 910415 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/18. HAIRSTON.W.G. Geor¬ 
gia Power Co. 2pp. 58161:104-58161:105. 

9106270215 Reiterates comments expressed in 910530 meeting w/NRC re generic 
issues associated w/NRC procurement assessment rept for facility. 

MARION,A. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 91/06/20. GRIMES,B.K. Division of Reactor Inspection & Safeguards 
(Post 870411). 6pp. 58254:303-58254:308. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110085 Notifies of NRC reversal on position re written ack of receipt/review of re¬ 
sponses to notice of violations. 

EBNETER,S.D. Region 2 (Post 820201). 91/03/19. HAIRSTON.W.G. Georgia Power 
Co. 4pp. 57997:108-57997:111. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060245 Forwards Insp Repts 50-321/91-10 & 50-366/91-10 on 910422-26.No vio¬ 
lations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/05/28. HAIRSTON.W.G. Georgia Power Co. 
3pp. 58003:042-58003:055. 

-9106060253 Insp Repts 50-321/91-10 & 50-366/91-10 on 910422-26.No violations or 
deviations noted.Major areas inspected: inservice insp exam procedure,review of in- 
service insp records & implementation of Generic Ltr 90-05. 

COLEY,J.L., BLAKE,J.J. Region 2 (Post 820201). 91/05/23. 11pp. 58003:045- 
58003:055. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 
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9106070249 Forwards evaluation of low delta ferrite in first layers of weld overlays on 
recirculation sys.in response to NRC SER on insps/repairs performed during Spring 
1990 refueling/ maint outage per Generic Ltr 88-01. 

BECKHAM.J.T. Georgia Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 6pp. 58017:200-58017:205. 

9106110111 Forwards insp repts 50-321/91-14 & 50-366/91-14 on 910506-10.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/06/03. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 57998:042-57998:055. 

-9106110115 Insp repts 50-321/91-14 & 50-366/91-14 on 910506-10.No violations or 
deviations noted.Major areas inspected:audits, radiological effluent monitoring & con¬ 
trols & followup on info notices. 

JONES,D.W., DECKER,T.R. Region 2 (Post 820201). 91/05/30. 11pp. 57998:045- 
57998:055. 

9106100363 Ack receipt of 910523 ltr advising NRC of corrective actions in response to 
violations noted in Insp Repts 50-321/91-06 & 50-366/91-06. 

STOHR.J.P. Region 2 (Post 820201). 91/06/05. HAIRSTON,W.G. Georgia Power Co. 
3pp. 58017:299-58017:301. 

9106270356 Forwards insp repts 50-321/91-11 & 50-366/91-11 on 910429-0503 & 
29.No violation noted. 

PEEBLES,T.A. Region 2 (Post 820201). 91/06/07. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 58233:131-58233:143. 

-9106270376 Operational safety team insp repts 50-321/91-11 & 50-366/91-11 on 
910429-0503 & 29.No violations noted.Major areas inspected:recent reactor 
scrams.corrective actions, root cause analysis & control of setpoints. 

MELLEN.L., BRESLAU,B. Region 2 (Post 820201). 91/06/05. 10pp. 58233:134- 
58233:143. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106280121 Notification of contract execution,Task Order 36: “Electrical Distribution 
Functional Insp-Hatch 1 & 2." Contractor:AECL Technologies. 

DUBOSE,B. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
031. 91/06/13. SCHWINK.W.S. Program Management, Policy Development & Analy¬ 
sis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
58248:057-58248:065. 

-9106280133 Ltr contract NRC-03-90-031,task order 36 to “Electrical Distribution Func¬ 
tional Insp-Hatch 1 & 2,” confirming 910606 verbal authorization to establish financial 
ceiling. 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 
91/06/11. SHIFLETT.D.R. AECL Technologies. 8pp. 58248:058-58248:065. 

9106200058 Forwards util response to SALP Repts 50-321/91-07 & 50-366/91-07. 
BECKHAM.J.T. Georgia Power Co. 91/06/14. Document Control Branch (Document 
Control Desk). 9pp. 58200:343-58200:351. 

9106270070 Forwards insp repts 50-321/91-13 & 50-366/91-13 on 910506-10 & notice 
of violation. 

STOHR.J.P. Region 2 (Post 820201). 91/06/17. HAIRSTON,W.G. Georgia Power Co. 
4pp. 58223:054-58223:068. 

-9106270075 Notice of violation from insp on 910506-10.Violation noted: several times 
individuals entered posted high radiation area w/o TS required controls. 

STOHR.J.P. Region 2 (Post 820201). 91/06/17. 2pp. 58223:058-58223:059. 

-9106270080 Insp repts 50-321/91-13 & 50-366/91-13 on 910506-10.No violations 
noted.Major areas inspected:occupational radiation exposure during extended 
outages.audits, appraisals,training & qualifications. 

LOUDEN,P.L., SHORTRIDGE.R.B, POTTER.J.P. Region 2 (Post 820201). 91/06/12. 
9pp. 58223:060-58223:068. 

9106270159 Provides response to 910509 ltr re violations noted in Insp Repts 50-321/ 
91-04 & 50-366/91-04.Corrective actions:HPCI sys left w/suppression pool as suction 
source until CST level switch setpoints changed. 

BECKHAM.J.T. Georgia Power Co. 91/06/21. Document Control Branch (Document 
Control Desk). 9pp. 58264:333-58264:341. 


R. Periodic operating reports & related correspondence 

9106190103 Monthly operating repts for May 1991 for Hatch Nuclear Plant Units 1 & 
2.W/910614 ltr. 

BEARD,R.M., BECKHAM.J.T. Georgia Power Co. 91/05/31. 11pp. 58195:325- 
58195:335. 


S. Reportable occurrences, LERs & related correspondence 

9106100342 Special Rept 1-91-004:on 910502 & 06,listed battery-powered emergency 
lighting units inoperable for more than 72 h. Affected battery-powered emergency 
lighting units verified operable by performing monthly insp. 

BECKHAM.J.T. Georgia Power Co. 91/06/06. Document Control Branch (Document 
Control Desk). 6pp. 58051:197-58051:202. 

9106180176 Special rept 1-91-005:on 910515,fire barrier assemblies inoperable for 
longer than 14 days.Caused by personnel error.Penetration declared inoperable & re¬ 
quired hourly fire watch established. 

BECKHAM.J.T. Georgia Power Co. 91/06/14. Document Control Branch (Document 
Control Desk). 5pp. 58165:325-58165:330. 

9106180299 LER 91-0l0-00:on 910516,isolation signal received by RCIC sys valve 
1E51-F105 & valve closed.Caused by improper routing of wiring on relay 1E51-K48 & 
improper installation of relay cover.Wiring rerouted.W/910614 ltr. 

TIPPS.S.B., BECKHAM.J.T. Georgia Power Co. 91/06/14. 6pp. 58178:106-58178:111. 

9106260264 Special rept:on 910526,fixed water spray nozzles inoperable for longer than 
14 days identified during insp of fire sprinkler sys.Cause indeterminate.Conduits routed 
away from vicinity of spray nozzles. 

BECKHAM.J.T. Georgia Power Co. 91/06/21. Document Control Branch (Document 
Control Desk). 5pp. 58237:061-58237:065. 
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F. Security, medical, emergency & fire protection plans 

9106260221 Advises that 900122 Rev 4 to changes to plant security training & qualifica¬ 
tion plan consistent w/provisions of 10CFR50.54(p) & acceptable. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/20. LEONARD,J.D. Long Island Lighting 
Co. 3pp. 58238:187-58238:189. 

9106260224 Advises that 900909 Rev 5 to changes to plant safeguards contingency 
plan consistent w/provisions of 10CFR50.54(p) & acceptable. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/20. LEONARD,J.D. Long Island Lighting 
Co. 3pp. 58238:208-58238:210. 

9106260227 Advises that 910406 Rev 19 to changes to plant physical security plan 
consistent w/provisions of 10CFR50.54(p) & acceptable. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/20. LEONARD,J.D. Long Island Lighting 
Co. 3pp. 58238:205-58238:207. 


G. Adjudicatory correspondence 

9106140039 Memorandum & order (ruling on amended petitions to intervene & to hold 
hearings).* Contentions & answers will be required to be filed sufficiently in advance 
to assure adequate preparation for prehearing conference.W/Certificate of Svc. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #291 11793 . 91/05/23. 
Scientists & Engineers for Secure Energy. 30pp. 58119:043-58119:072. 

9106140065 Forwards petitions which includes comments on proposed NSHC submitted 
by Shoreham-Wading River Central School District & Scientists & Engineers for 
Secure Energy.Inc.Hearing request referred to ASLB for response.W/o end. 
CHILK.S.J. Office of the Secretary of the Commission. #291 11809. 91/05/30. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). Ip, 
58119:112-58119:112. 

9106140069 Forwards petitions for leave to intervene submitted by Shoreham-Wading 
River Centra! School District & Scientists & Engineers for Secure Energy.Inc.W/o 
ends 

CHILK.S.J. Office of the Secretary of the Commission. #291 11808. 91/05/30. 
COTTER,B.P. Atomic Safety and Licensing Board Panel. Ip. 58119:115-58119:115. 

9106250041 Establishment of ASLB.* Board being established to rule on petitions for 
leave to intervene &/or requests for hearing & to preside over proceeding in event 
that hearing ordered. W/Certificate of Svc.Served on 910604. 

COTTER,B.P. Atomic Safety and Licensing Board Panel. #291 11823. 91/06/03. 3pp. 
58196:306-58196:308. 

9106250058 Movant-lntervenors motion for change of venue of prehearing conference.' 
Venue of prehearing conference should be changed to Washington,DC area.W/Certifi- 
cat6 of Svc 

MCGRANERY.J.P. Shoreham Wading River Central School District, NY. 

MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow, 
Lohnes & Albertson. #291 11834. 91/06/04. Commissioners (Post 750119). 8pp. 
58196:190-58196:197. 

9106280006 Informs that time provided to review Directors Decision DD-91-03 has 
expired.Decision became final agency action on 9l0610.Served on 910612.W/Certifi- 

C3t0 Qf SVC 

CHILK.S.J. Office of the Secretary of the Commission. #291 11855. 91/06/12. 
MCGRANERY.J.P. Shoreham Wading River Central School District, NY. 

MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow, 
Lohnes & Albertson. 3pp. 58237:209-58237:211. 

9106280028 Memorandum & order,CLI-91-08.* Petitioners requests denied. Approves 
recommendation to issue “possession only" amend to facility OL.Served on 
910612.W/Certificate of Svc. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11861. 91/06/12. Scien¬ 
tists & Engineers for Secure Energy. 19pp. 58237:233-58237:251. 

9106280068 Memorandum & order (ruling on amended petitions to intervene & to hold 
hearings).* Scientists & Engineers for Secure Energy petition for standing as amended 
beyond that approved for filing is denied.Served on 910614.W/Certificate of Svc. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #291 11865. 91/06/13. 
Scientists & Engineers for Secure Energy. 22pp. 58237:340-58237:361. 


I. Financial information 


9106260099 Provides Public Svc Commission perspective on question re LILCO contin¬ 
ued financial support of decommissioning process. 

COWAN,W.J. New York, State of. 91/06/20. CRUTCHFIELD,D. Document Control 
Branch (Document Control Desk). Ip. 58225:345-58225:345. 

9106260118 Responds to NRC 910529 request re decommissioning funding 
assurance.Creation of fund useful as step constituting further assurance of decommis¬ 
sioning funding 

KESSEL.R.M. Long Island Power Authority. 91/06/20. CRUTCHFIELD.D. Division of 
Advanced Reactors & Special Projects (Post 901216). 2pp. 58226:350-58226:351. 

9106260258 Responds to NRC 910522 request for addl info re decommissioning 
funding.Util willing to reserve part of unused line of credit as financial fail-safe for de¬ 
commissioning funding. 

LEONARD,J.D. Long Island Lighting Co. 91/06/20. CRUTCHFIELD.D. Division of Ad¬ 
vanced Reactors & Special Projects (Post 901216). 6pp. 58236:099-58236:104. 


P. Operating license stage documents & correspondence 

9106120233 Partial response to FOIA request for documents re facility status & 
developments.App D end & being made available in PDR.Portions of app E & all app 
F records withheld (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 8pp. 58090:210- 
58090:260. 
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—9106120255 Notation vote response sheet approving & disapproving w/ comments 
SECY-89-247 re Shoreham status & developments. 

CURTISS Commissioners (Post 750119). 89/08/18. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 3pp. 58090:218-58090:220. 

—9106120272 Advises that Commission does not object to issuance of proposed FR 
notice & confirmatory order. 

CHILK.S.J. Office of the Secretary of the Commission. 90/03/27. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 2pp. 58090:221-58090:222. 

9106170260 Appeals denial of FOIA request for documents re decommissioning of 
facility.Documents should be released based on listed reasons. 

MCGRANERY.J.P. Dow. Lohnes & Albertson. 91/04/25. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 4pp. 58273:188-58273:210. 

—9106170277 Appeals denial of FOIA request for info re guidance given to NRC con¬ 
cerning various issues at facility.Documents should be released based on listed rea¬ 
sons. 

MCGRANERY.J.P. Dow. Lohnes & Albertson. 91/04/25. TAYLOR.J.M. Ofc of the Ex¬ 
ecutive Director for Operations. 7pp. 58273:192-58273:210. 

9106210112 Final response to FOIA request for documents.App J records already avail¬ 
able in PDR.App G & releasable portions of app H records encl.App I records withheld 
in entirety (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/23. MCGRANERY.J.P. Dow. Lohnes & Albertson. 7pp. 58195:037- 
58195:215. 

—9106210145 Undated memo informing recipients of 910322 biweekly meeting re de¬ 
commissioning of facility. 

KALMAN.G. Project Directorate V. 91/05/23. MURLEY.T. NRC - No Detailed Affili¬ 
ation Given. 5pp. 58195:049-58195:053. 

—9106210197 Slide presentation entitled. “ACRS Full-Committee Briefing- Shoreham 
Status.” 

BROWN,S. Facility Management Branch. 90/05/11. 17pp. 58195:054-58195:070. 

—9106210263 Undated memo re 900413 biweekly meeting to discuss decommissioning 
of plants. 

KALMAN.G. Project Directorate V. 91/05/23. MURLEY.T. NRC - No Detailed Affili¬ 
ation Given. Ip. 58195:079-58195:079. 

—9106210272 Informs of change to 900515 biweekly meeting in Rockville.MD to discuss 
decommissioning of plants. 

KALMAN.G. Project Directorate V. 90/05/14. MURLEY.T. NRC - No Detailed Affili¬ 
ation Given. 8pp. 58195:080-58195:087. 

—9106210284 Partially deleted memo re forthcoming biweekly meeting to discuss de¬ 
commissioning of plants.Memo undated. 

KALMAN.G. Project Directorate V. 91/05/23. MURLEY.T. NRC - No Detailed Affili¬ 
ation Given. 3pp. 58195:088-58195:090. 

—9106210288 Informs of 900831 biweekly meeting in Rockville.MD to discuss plant de¬ 
commissioning. 

KALMAN.G. Project Directorate V. 90/08/21. MURLEY.T. NRC - No Detailed Affili¬ 
ation Given. 17pp. 58195:091-58195:107. 

9106180406 Grants temporary waiver of compliance re 10CFR55.45(b) from require¬ 
ment for use of certified plant ref simulator. 

CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/06/05. LEONARD,J.D. Long Island Lighting Co. 4pp. 58171:162-58171:165. 

9106180330 Suppl to 900628 application for amend to License NPF-82, authorizing 
transfer of facility from LILCO to Long Island Power Authority (LIPA),consisting of 
agreement re coemployment of New York Power Authority & LIPA employees. 
KESSEL.R.M. Long Island Power Authority. 91/06/13. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 57pp. 58165:219-58165:277. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


S. Reportable occurrences, LERs & related correspondence 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


T. Hearing transcripts on non-antitrust matters 

9106210112 Final response to FOIA request for documents.App J records already avail¬ 
able in PDR.App G & releasable portions of app H records encl.App I records withheld 
in entirety (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 7pp. 58195:037- 
58195:215. 


-9106210295 Transcript of 900524 briefing in Rockville.MD re decommissioning of 
plant. 

* Commissioners (Post 750119). 90/05/24. 105pp. 58195:108-58195:215. 
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E. NRC Safety Evaluation Report (SER), suppls & correspondence 

9106120065 Forwards suppl 34 to NUREG-0675, "Safety Evaluation Rept re Operation 
of Diablo Canyon Nuclear Power Plant,Units 1 & 2.” Util has met license 
condition.subj to submittal of analyses to confirm that seismic margins adequate. 
BOGER.B.A. Division of Reactor Projects - III,IV,V (Post 901216). 91/06/06. 
SHIFFER.J.D. Pacific Gas & Electric Co. 400pp. 58041:200-58042:193. 


F. Security, medical, emergency & fire protection plans 


9106100446 Forwards PDR version of revised EPIPs,including rev 16 to EP G-3,rev 12 
to EP G-4,rev 5 to EP G-5,rev 9 to EP OR-I.rev 2 to EP AD-2/NOS-4.1.6 & rev O to 
EP AD-5. 

WOMACK,L.F. Pacific Gas & Electric Co. 91/05/06. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58011:144-58011:244. 

-9106100456 Public version of revised EPIPs,including rev 16 to EP G-3, rev 12 to EP 
G-4,rev 5 to EP G-5,rev 9 to EP OR-1 & rev 0 to EP AD-5. 

* Pacific Gas & Electric Co. 91/05/06. 100pp. 58011:147-58011:244. 

9106110154 Forwards public version of revised EPIPs,including Rev 16 to EP R-6 & Rev 
18 to EP M-6. 

WOMACK.L.F. Pacific Gas & Electric Co. 91/05/08. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 58042:280-58043:291. 

-9106110161 Public version of revised EPlPs.including Rev 16 to EP R-6 & Rev 18 to 
EP M-6. 

* Pacific Gas & Electric Co. 91/04/10. 200pp. 58042:288-58043:291. 

9106100113 Forwards public version of std operating procedures 111.60, “Amateur Radio 
Emergency Svc Radio Amateur Civil Emergency Svc” & 111.61, “Salvation Army.” W/ 
910605 release memo. 

WOMACK,L.F. Pacific Gas & Electric Co. 91/05/14. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58040:300-58040:319. 

-9106120015 Public version of std operating procedure 111.60, “Amateur Radio Emer¬ 
gency Svc Radio Amateur Civil Emergency Svc" & 111.61, “Salvation Army." 
y Pacific Gas & Electric Co. 91/03/31. 15pp. 58040:306-58040:319. 

9106040176 Forwards Change 6 to Rev 17 to physical security plan.EncI withheld (ref 
10CFR73.21). 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/24. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 57999:300-57999:300. 

9106140163 Forwards Public version of Rev 3,Change 11 to "Emergency Plan.” 
WOMACK,L.F. Pacific Gas & Electric Co. 91/05/28. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 58155:004-58158:081. 

-9106140166 Public version of Rev 3,Change 11 to “Emergency Plan.” 

* Pacific Gas & Electric Co. 91/05/02. 1,000pp. 58155:009-58158:081. 

9106120001 EPIPs including,Rev 12 to EP G-I.Rev 9 to EP RB-15:A & Rev 3 to AP E- 
4S10/EP AD-4.W/910604 Itr. 

WOMACK,L.F. Pacific Gas & Electric Co. 91/06/04. 65pp. 58110:139-58110:236. 

9106120330 Forwards substitution page for Change 3 to Rev 17 for physical security 
plan.submitted 901019.Encl withheld (ref 10CFR73.21). 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/07. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58125:241-58125:241. 


P. Operating license stage documents & correspondence 

9106170186 FOIA request for documents re RC Thornberry.SW Skidmore job perform¬ 
ance at plant,fitness-for-duty for plant managers & guidelines for QA control person¬ 
nel. 

PLATTEN.C.E. Wylie, McBride, Jesinger, Sure & Platten. 91/02/18. Region 5 (Post 
820201). 2pp. 58154:335-58154:336. 

9106170195 Final response to FOIA request for documents re RC Thornberry& SW 
Skidmore job performance at plant,fitness- for-duty for plant managers & NRC guide¬ 
lines for QA control individuals.Forwards App B document. 

* Division of Freedom of Information & Publications Services (Post 890205). 91 /05/ 
16. PLATTEN.C.E. Wylie, McBride, Jesinger, Sure & Platten. 5pp. 58154:337- 
58154:345. 

-9106170198 Forwards fact sheet re fitness-for-duty program for licensee per 10CFR26 
provisions. 

SCHUSTER.M.D. Region 5 (Post 820201). 89/07/07. Region 5 (Post 820201). 4pp. 
58154:342-58154:345. 

9106070167 Forwards amends 61 & 60 to licenses DPR-80 & DPR-82, respectively & 
safety evaluation.Amends consist of changes to TS to increase surveillance test 
intervals,allowed outage times & channel bypass times for instrumentation. 

ROOD.H. Project Directorate V. 91/05/23. SHIFFER.J.D. Pacific Gas & Electric Co. 
2pp. 58049:069-58049:105. 

-9106070190 Amends 61 & 60 to licenses DPR-80 & DPR-82,respectively, revising 
combined tech specs for facility to increase surveillance test intervals,allowed outage 
times & channel bypass times for certain instrumentation. 

DYER.J.E. Project Directorate V. 91/05/23. 30pp. 58049:071-58049:100. 

-9106070196 Safety evaluation supporting amends 61 & 60 to licenses DPR-80 & DPR- 
82, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/23. 5pp. 
58049:101-58049:105. 



76 DOCKETED ITEMS 


9106120062 Forwards application for amends to Licenses DPR-80 & DPR-82, relocating 
procedural details of current radiological effluent Tech Specs to other controlled docu¬ 
ments. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/23. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58124:283-58125:186. 

-9106120066 Application for amends to Licenses DPR-80 & DPR-82, relocating proce¬ 
dural details of current radiological effluent Tech Specs to other controlled docu¬ 
ments. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/23. 5pp. 58124:285-58124:289. 

-9106120069 Proposed Tech Specs relocating procedural details to other controlled 
documents.W/one oversize drawing. 

* Pacific Gas & Electric Co. 91/05/23. 130pp. 58124:290-58125:186. 

9106070210 Informs of plan to review future mods in light of findings of long term seis¬ 
mic program & implementing procedures. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58039:120-58039:120. 

9106190127 Forwards Units 1 & 2 plant drawings consisting of updated indices of draw¬ 
ings & current rev of those previously submitted.W/o end. 

TOMKINS,J.E. Pacific Gas & Electric Co. 91/05/30. MARTIN,J.B. Region 5 (Post 
820201). Ip. 58189:180-58189:180. 

9106070200 Provides notification that PG&E completed implementation of recommenda¬ 
tions in NRC Generic Ltr 88-17, “Loss of DHR." 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/05/31. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58015:002-58015:002. 

9106180398 Forwards application for amends to Licenses DPR-80 & DPR-82,consisting 
of License Amend Request 91-06, revising TS 3/4.3.2,3/4.3.3.1,3/4.3.3.10,3/4.9.9 & 
3/4.9.12 re upgrade of radiation monitoring sys. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/05. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58165:278-58165:305. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106180104 Forwards insp repts 50-275/91-10 & 50-323/91-10 on 910317- 0427.No 
violations noted,however,installation of check valves in RHR sys & motor for AFW sys 
deserve mgt attention. 

RICHARDS,S.A. Region 5 (Post 820201). 91/05/31. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 58120:262-58120:281. 

-9106180117 Insp repts 50-275/91-10 & 50-323/91-10 on 910317-0427.No violations 
or deviations noted.Weaknesses identified.Major areas inspected.plant 
operations,maint & surveillance activities,followup of onsite events,open items & 
LERs. 

MORRILL,P.J. Region 5 (Post 820201). 91/05/31. 17pp. 58120:265-58120:281. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


-9106180400 Application for amends to Licenses DPR-80 & DPR-82, consisting of Li¬ 
cense Amend Request 91-06,revising TS 3/4.3.2,3/4.3.3.1,3/4.3.3.10,3/4.9.9 & 3/ 
4.9.12 to upgrade radiation monitoring sys. 

* Pacific Gas & Electric Co. 91/06/05. 8pp. 58165:279-58165:288. 

-9106180418 Proposed Tech Specs 3/4.3.2,3/4.3.3.1,3/4.3.3.10,3/4.9.9 & 3/4.9.12 re 
upgrade of radiation monitoring sys. 

* Pacific Gas & Electric Co. 91/06/05. 16pp. 58165:289-58165:305. 

9106180424 Forwards application for amends to Licenses DPR-80 & DPR-82, consisting 
of License Change Request 91-05,revising TS 3/4.2.2,3/4.2.3,3/4.10.2 & 3/4.6.9.1.8 
to add parameters to core operating limits rept,per Generic Ltr 88-16. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/05. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58171:326-58172:007. 

-9106180427 Application for amends to Licenses DPR-80 & DPR-82, consisting of Li¬ 
cense Amend Request 91-05,changing Tech Specs to add parameters to core operat¬ 
ing limits rept.per Generic Ltr 88-16. 

SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/05. 5pp. 58171:327-58171:331. 

-9106180430 Proposed Tech Specs relocating cycle-specific info in core operatinq 
limits rept. a 

* Pacific Gas & Electric Co. 91/06/05. 37pp. 58171:332-58172:007. 

9106210261 Forwards for info & use consultant repts re long-term seismic program for 
plant. 

ROOD.H. Project Directorate V. 91/06/06. SHIFFER.J.D. Pacific Gas & Electric Co 
3pp. 58191:078-58193:176. 

-9106210286 Forwards Dames & Moore 910318 review rept entitled, “Review of Diablo 
Canyon Long Term Seismic Program:Empirical Ground- Motion Studies." 

SAVY.J.B. Lawrence Livermore National Laboratory. 91/04/15. ROTHMAN,R NRC - 
No Detailed Affiliation Given. Ip. 58191:081-58191:081. 

-9106210297 “Review of Diablo Canyon Long-Term Seismic Prenram:Emprical Ground- 
Motion Studies." 

CAMPBELL,K.W. Dames & Moore. 91/03/18. 27pp. 58191:082-58191:108. 

-9106210302 Informs of completion of random-effects regression analyses on horizon¬ 
tal components of near-source data base.Results of analyses as indicated & displayed 
on end charts. 

CAMPBELL,K.W. Dames & Moore. 91/05/22. SOBEL.P. NRC - No Detailed Affiliation 
Given. 10pp. 58191:109-58191:118. 

-9106210307 Forwards summary comments of Professors Aki,Archuleta & Day on rept 
of plant long term seismic program ground motion evaluation. 

SAVY.J.B. Lawrence Livermore National Laboratory. 91/04/15. ROTHMAN,R. NRC - 
No Detailed Affiliation Given. 11pp. 58191:119-58191:129. 

-9106210317 Forwards final TER re “Soil-Structure Interaction Phase of Long-Term 
Seismic Program for Diablo Canyon Power Plant.” 

BEZIER,P. Brookhaven National Laboratory. 91/04/04. PICHUMANI.R. NRC - No De¬ 
tailed Affiliation Given. Ip. 58191:130-58191:130. 

-9106240210 “TER for Soil-Structure Interaction Phase of Long-Term Seismic Program 
for Diablo Canyon Power Plant.” 

VELETSOS.A.S. Brookhaven National Laboratory. 91/03/05. 400pp. 58191:1 SI- 
58193:1 76. 


R. Periodic operating reports & related correspondence 


9106250106 Forwards monthly operating reports for Diablo Canyon,units 1 & 2 for May 
1991 & Rev 3 to STP M-90, “Surveillance of Diablo Canyon Breakwaters." 
TOWNSEND.J.D. Pacific Gas & Electric Co. 91/06/15. Document Control Branch 
(Document Control Desk). 2pp. 58211:004-58211:035. 

-9106250143 Monthly operating repts for May 1991 for Diablo Canyon,units 1 & 2. 
JOYCE,T.C. Pacific Gas & Electric Co. 91/05/31. 10pp. 58211:006-58211:035. 


S. Reportable occurrences, LERs & related correspondence 

9106250204 LER 90-002-02:on 900312,action b of tech spec 3.9.12 was exceeded 
when movement of irradiated fuel was conducted w/inoperable FHB ventilation 
sys.Caused by personnel error. Procedures revised to ensure doors not blocked.W/ 
910618 ltr. 

HUG.M.T., SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/18. 11pp. 58255:086- 
58255:096. 


V. Operator Examinations 

9106030306 Notification of contract execution,task order 85: “Diablo Canyon Nuclear 
Plant Requalification Exams," to "Technical Assistance to Support Licensing Activi¬ 
ties." Contractor: Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/01. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 57894:267- 
57894:269. 

—9106030317 Ltr contract NRC-03-89-031,awarding task order 85, “Diablo Canyon Nu¬ 
clear Plant Requalification Exams,” to “Technical Assistance to Support Licensing Ac¬ 
tivities.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/04/24. PETERSON,L.R. Sonalysts, Inc. 2pp. 57894:268-57894:269. 

9106050351 Notification of contract execution,mod 1 to task order 86, “Diablo Canyon 
Nuclear Power Plant Reactor Operator Licensing Initial Exam,” in “Technical Assist¬ 
ance to Support Licensing Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 57905:033- 
57905:035. 

-9106050358 Ltr contract NRC-03-89-031,mod l.task order 86,increasing negotiated fi¬ 
nancial ceiling to “Diablo Canyon Nuclear Power Plant Reactor Operator Licensing Ini¬ 
tial Exam.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/05/21. PETERSEN.L.R. Sonalysts, Inc. 2pp. 57905:034-57905:035. 
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F. Security, medical, emergency & fire protection plans 


9106140131 Notification of 910618 meeting w/util in Rockville,MD to discuss procedure 
^J^R lement use resu ^ s facility long-term seismic program in future plant mods. 
ROOD.H. Project Directorate V. 91/06/10. DYER.J.E. Project Directorate V. 4pp. 
58113:334-58113:337. 


9106110048 Ack receipt of detailed scenario for steam electric plant emergency exer¬ 
cise scheduled for 910423. 

COLLINS,D.M. Region 2 (Post 820201). 91/04/08. EURY.L.W. Carolina Power & Light 
Co. 2pp. 57996:267-57996:268. 


9106280179 Forwards summary of radiological analysis supporting license amend re- 
lowing leak testing of auxilliary bldg safeguards air filtration sys dampers 

M2A & M2B. 


SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/20. Document Centro! Branch (Doci 
ment Control Desk). 6pp. 58273:114-58273:119. 


9106140143 Notification of 910618 meeting w/util in Rockville,MD to discuss potential 
enhancement of off-site power supplies & potential Tech Spec changes re on-site 
emergency diesel generators. 

LE.N.B. Project Directorate 11-1. 91/06/11. MENDIOLA.A.J. Project Directorate 11-1. 
3pp. 58143:301-58143:303. 
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K. Utility Final Safety Analysis Report (FSAR) & amends 

9106180118 Amend 9 to updated FSAR for Brunswick Steam Electric Plants Units 1 & 
2.W/910603 Itr. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/03. 693pp. 58144:001-58145:341. 


P. Operating license stage documents & correspondence 

9106100137 Discusses current transformer cracking problem at facility. Proprietary cur¬ 
rent transformer data sheet end.Enel withheld. 

EGLI.A.W. Piedmont Dielectrics Corp. 91/05/14. NAIDU.K. NRC - No Detailed Affili¬ 
ation Given. 9pp. 58165:307-58165:315. 

9106060010 Notification of 910611 meeting w/util in Rockville,MD to discuss hydrogen 
water chemistry (HWC) experience & plans for operating HWC sys at plant. 

LE,N. Project Directorate 11-1. 91/05/23. MENDIOLA.A.J. Project Directorate 11-1. 3pp. 
57931:275-57931:277. 

9106040241 Forwards request for addl info re simulator certification for 10CFR55- 
45(b)(2) for plant.lnfo should be provided no later than 910731. 

LE.N.B. Project Directorate 11-1. 91/05/24. EURV.L. Carolina Power & Light Co. 5pp. 
57914:012-57914:016. 

9106050001 Summary of 910515 meeting w/util in Rockville,MD re status & progress of 
open licensing actions & upcoming activities needing NRC review for facilities.List of 
attendees & 18 month regulatory agenda/schedule prepared by util end. 

LE.N.B. Project Directorate 11-1. 91/05/31. Project Directorate 11-1. 16pp. 58007:122- 
58007:137. 

9106100169 Notifies of withdrawal of license amend for one-time extension of diesel 
generator surveillance interval. 

FLOYD,S.D. Carolina Power & Light Co. 91/05/31. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58092:051-58092:051. 

9106110281 Notification of 910618 meeting w/util in Rockville,MD to discuss potential 
enhancement for offsite power supplies & potential Tech Spec change for onsite 
emergency diesel generators. 

LE.N.B. Project Directorate 11-1. 91/06/04. MENDIOLA.A.J. Project Directorate 11-1. 
3pp. 58096:348-58096:350. 

9106120175 Discusses review of rept on growth of crack indications on north core spray 
lines.Concludes that evaluation & conclusion to allow continued operation during 
Cycle 9 acceptable. 

LE.N.B. Project Directorate 11-1. 91/06/05. EURY.L.W. Carolina Power & Light Co. 
3pp. 58109:176-58109:181. 

-9106120179 Safety evaluation accepting licensees conclusion to allow Unit 2 to con¬ 
tinue to operate w/cracked core spray line during Cycle 9.Licensee should repair 
crack as indicated in 901030 submittal. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/05. 3pp. 
58109:179-58109:181. 

9106100105 Forwards safety evaluation re util rept on performance of NDE of feedwater 
nozzles & safe ends during 1989/1990 maint/refueling outage at facility. 

LE.N.B. Project Directorate 11-1. 91/06/06. EURY.L.W. Carolina Power & Light Co. 
2pp. 57994:335-57994:338. 

-9106100111 Safety evaluation approving of rept on performance of NDE of feedwater 
nozzles & safe ends. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 2pp. 
57994:337-57994:338. 

9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on motor- 
operated valve program,per NRC Bulletin 85-003-Util participating in EPRI motor-oper¬ 
ated valve performance program & will monitor results. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/06. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 58095:243-58095:249. 

9106140014 Forwards revised,retyped Tech Specs for nuclear assessment dept organi¬ 
zation changes,in response to 910529 telcon w/NRC re 910115 & 0517 applications 
for amends to Licenses DPR-71 & DPR-62. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/10. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58147:225-58147:252. 

-9106140015 Revised,retyped Tech Specs re nuclear assessment dept organization. 

* Carolina Power & Light Co. 91/06/10. 26pp. 58147:227-58147:252. 

9106120359 Notification of 910619 meeting w/util in Rockville,MD to discuss hydrogen 
water chemistry experience & plans for operating hydrogen water chemistry sys at fa¬ 
cilities. 

LE,N. Project Directorate 11-1. 91/06/11. MENDIOLA.A. Project Directorate 11-1. 3pp. 
58110:009-58110:011. 

9106140143 Notification of 910618 meeting w/util in Rockville.MD to discuss potential 
enhancement of off-site power supplies & potential Tech Spec changes re on-site 
emergency diesel generators. 

LE.N.B. Project Directorate 11-1. 91/06/11. MENDIOLA.A.J. Project Directorate 11-1. 
3pp. 58143:301-58143:303. 

9106180020 Discusses May 1991 verbal request re assessment of turbine generator 
bearing lube oil fire hazard & potential impact on safety related & safe shutdown sys 
for facility. 

LE.N.B. Project Directorate 11-1. 91/06/12. EURY.L.W. Carolina Power & Light Co. 
7pp. 58173:354-58173:360. 

9106190002 Provides info re status on progress in completing SPDS & DCRDR at 
facilities,per 910412 telcon.Changes to SPDS will continue even after sys upgraded to 
fully meet requirements of Suppl 1 to NUREG-0737. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/13. Document Control Branch (Doc¬ 
ument Control Desk). 2 pp. 58195:341-58195:342. 

9106190263 Forwards Amends 153 & 183 to License DPR-71 & DPR-62, respectively & 
safety evaluation.Amends change TS to consolidate shift operating supervisor & shift 
supervisor positions as single senior reactor operator. 

LE.N.B. Project Directorate 11-1. 91/06/13. EURY.L.W. Carolina Power & Light Co. 
4pp. 58152:006-58152:027. 


-9106190272 Amends 153 & 183 to licenses DPR-71 & DPR-62,respectively, consoli¬ 
dating shift operating supervisor & shift supervisor positions as single senior reactor 
entry. 

MENDIOLA.A.J. Project Directorate 11-1. 91/06/13. 14pp. 58152:010-58152:023. 

-9106190286 Safety evaluation supporting amends 153 & 183 to licenses DPR-71 & 
DPR-62,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 4pp. 
58152:024-58152:027. 

9106210157 Forwards FR notice of withdrawal of 910326 application for amend to Li¬ 
cense DPR-62,revising TS to permit,one time only, extension of 18-month surveillance 
interval for ECCS actuation instrumentation & sve water sys. 

LE.N.B. Project Directorate 11-1. 91/06/17. EURY.L.W. Carolina Power & Light Co. 
3pp. 58202:249-58202:253. 

-9106210160 FR notice of withdrawal of 910326 application for amend to License DPR- 
62,revising TS to permit,one time only, extension of 18-month surveillance interval for 
ECCS actuation instrumentation & sve water sys. 

LE.N.B. Project Directorate 11-1. 91/06/17. 2pp. 58202:252-58202:253. 

9106240282 Notification of 910626 meeting w/util in Rockville.MD to discuss status of 
licensing actions re facilities. 

LE,N. Project Directorate 11-1. 91/06/17. MENDIOLA.A. Project Directorate 11-1. 4pp. 
58205:298-58205:301. 

9106250230 Forwards notice of withdrawal of 910219 application for amend to License 
DPR-62,revising TS to allow one-time only extension of surveillance interval until 
911031,per 910531 request.W/o end. 

LE.N.B. Project Directorate 11-1. 91/06/17. EURY.L.W. Carolina Power & Light Co. 
2pp. 58205:351-58205:352. 

9106270134 Application for amend to License DPR-62,changing Tech Spec 
4.8.1.1.2.D.1 to extend diesel generator surveillance interval from at least once per 18 
months during shutdown to until 911121. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/17. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 58266:309-58266:317. 

—9106270136 Proposed Tech Spec 4.8.1.1.2.0.1 re one-time extension of surveillance 
interval for diesel generators. 

* Carolina Power & Light Co. 91/06/17. 2pp. 58266:316-58266:317. 

9106270274 Forwards fitness for duty rept on chemical testing lab performance 
testing,per 10CFR26,App A. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/24. Document Control Branch (Docu¬ 
ment Control Desk). 17pp. 58245:313-58245:329. 

9106270281 Withdraws 910219 application for amend to Licenses DPR-71 & DPR-62 re 
24 month diesel generator surveillance interval for Units 1 & 2. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/25. Document Control Branch (Docu¬ 
ment Control Desk), ip. 58254:332-58254:332. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110147 Notifies of NRC reversed position re providing written ack of receipt/review 
of responses to notice of violations. 

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. EURY.L.W. Carolina Power & 
Light Co. 4pp. 57998:162-57998:165. 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040358 EN-91-032:on 910531,notice of proposed imposition of civil penalty in 
amount of $87,500 issued to licensee based on violation re failure of l&C tehnicians to 
perform & document steps in calibr procedure. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/05/28. Ip. 
58009:002-58009:002. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106060090 Responds to NRC Itr re violations noted in insp repts 50-324/91-12 & 50- 
325/91-12.Corrective actions:audit of IAP D33 file conducted by training personnel & 
licensing & training administrative procedures revised. 

SPENCER,J.W. Carolina Power & Light Co. 91/05/31. Document Control Branch 
(Document Control Desk). 5pp. 58003:001-58003:005. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on motor- 
operated valve programmer NRC Bulletin 85-003.Util participating in EPRI motor-oper¬ 
ated valve performance program & will monitor results. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/06. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 58095:243-58095:249. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Sve list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270087 Forwards insp repts 50-324/91-14 & 50-325/91-14 on 910511-31.No viola¬ 
tions or deviations noted. 

VERRELLI.D.M. Region 2 (Post 820201). 91/06/12. EURY.L.W. Carolina Power & 
Light Co. 3pp. 58223:163-58223:251. 



-9106270091 Insp repts 50-324/91*14 & 50-325/91-14 on 910511-31 .No violations 
noted.Major areas inspected:maint observation, surveillance observation,operational 
safety verification A onsite followup of events. 

PREVATTE.R.L, CHRISTENSEN.H. Region 2 (Post 820201). 91/06/12. 86pp. 
58223:166-58223:251. 

9106200180 Confirms payment of NRC Insp Fees on 910614 for period of 900923- 
1229. 

FLOVD.S.D. Carolina Power A Light Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58200:044-58200:045. 

9106190038 Ack receipt of 910524 Itr A check for $50,000 in payment for civil penalty 
proposed by NRC in Itr dtd 910526. ,, _ 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/17. EURY.LW. Carolina 
Power & Light Co. Ip. 58142:085-58142:085. 


9106140143 Notification of 910618 meeting w/util in Rockville,MD to discuss; potef 


emergency diesel generators. 
LE.N.B. Project Directorate 11-1 
3pp. 58143:301-58143:303. 


91/06/11. MENDIOLA.A.J. Project Directorate 


K. Utility Final Safety Analysis Report (FSAR) A amends 

9106180118 Amend 9 to updated FSAR for Brunswick Steam Electric Plants Units 
VAUGHN,G.E. Carolina Power & Light Co. 91/06/03. 693pp. 58144:001-58145:c 


P. Operating license stage documents & correspondence 


R. Periodic operating reports & related correspondence 

9106050262 Forwards Amend 1 to semiannual radioactive effluent release rept for Jan- 
June 1988 A Amend 2 to semiannual radioactive effluent release rept for Jan-June 
1989.“ 

SPENCER, J.W. Carolina Power & Light Co. 91/05/17. Document Control Branch 
(Document Control Desk). 2pp. 58003:348-58003:351. 

-9106050267 Amend 1 to semiannual radioactive effluent release rept,Jan- June 

1988, correcting typo for Ci of spent resin & fitter sludges shipped. 

* Carolina Power A Light Co. 88/06/30. 1 p. 58003:350-58003:350. 

—9106050268 Amend 2 to semiannual radioactive effluent release rept,Jan- June 

1989, correcting typo re total vol shipped. 

* Carolina Power & Light Co. 89/06/30. Ip. 58003:351-58003:351. 

9106180439 Monthly operating repts for May 1991 for Brunswick Steam Electric Plant 
Units 1 & 2.W/910606 Itr. 

RUMPLE.R., SPENCER.J.W. Carolina Power A Light Co. 91/05/31. 7pp. 58172:008- 
58172:014. 


9106100137 Discusses current transformer cracking problem at facility. Proprietary i 

rent transformer data sheet enci.EncI withheld. _ . 

EG LI, A. W. Piedmont Dielectrics Corp. 91/05/14. NAIDU.K. NRC - No Detailed A 
ation Given. 9pp. 58165:307-58165:315. 


9106060010 Notification of 910611 meeting w/util in Rockville,MD to discuss hydro 
water chemistry (HWC) experience A plans for operating HWC sys.at plant. 

LE,N. Project Directorate 11-1. 91/05/23. MENDIOLA.A.J. Project Directorate 11-1. c 
-977 


9106040241 Forwards request for addl info re simulator certification for 10CFF 
45(b)(2) for plantlnfo should be provided no later than 910731. 

LE N.B. Project Directorate 11-1. 91/05/24. EURY.L. Carolina Power & Light Co. £ 
57914:012-57914:016. 


9106050001 Summary of 910515 meeting w/util in Rockville,MD re status A progres; 
open licensing actions & upcoming activities needing NRC review for facilities.Lis 
attendees & 18 month regulatory agenda/schedule prepared by util end. 

LE.N.B. Project Directorate 11-1. 91/05/31. Project Directorate 11-1. 16pp. 58007:1 
58007:137. 


9106260373 Forwards monthly status rept on Brunswick integrated action plan. 
STARKEY.R.B. Carolina Power & Light Co. 91/06/13. EBNETER.S.D. Region 2 (Post 
820201). 34pp. 58242:242-58242:275. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 repLconsisting of list of customers who pur¬ 
chased NH9Q series hydramotor actuators of configuration reported in initial rept.AH 
customers notified via registered mail 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106040310 Forwards request for addl info re 900917 scram at Unit 2 while operating at 
100% power.lnfo needed to establish adequacy of facility offsite & onsite power sys. 
LE.N.B. Project Directorate 11-1. 91/05/30. EURY.L Carolina Power & Light Co. 5pp. 
57931:347-57931:351. 


9106100069 Forwards list of attendees A licensee handouts re evaluation of UT ind 
tion for feedwater safe end/pipe extension. 

LE T N.B. Project Directorate 11-1. 91/05/31. Carolina Power A Light Co. 6( 
58011:062-58011:127. 

9106110281 Notification of 910618 meeting w/util in Rockville,MD to discuss potei 
enhancement for offsite power supplies & potential Tech Spec change for on 
emergency diesel generators. 

LE.N.B. Project Directorate 11-1. 91/06/04. MENDIOLA.A.J. Project Directorate 
3pp. 58096:348-58096:350. 

9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on me 
operated valve program,per NRC Bulletin 85-003.Util participating in EPRI motor-oi 
ated valve performance program & will monitor results. 

VAUGHN,G.E. Carolina Power A Light Co. 91 /06/06. Document Control Branch (C 
ument Control Desk). 7pp. 58095:243-58095:249. 


9106260235 LER 91-003-00:on 910521.ESF actuation occurred.Caused by erroneous 
trip in RCIC steam line break isolation.Condition cleared w/o corrective actions.W/ 
910620 Itr. 

TOLER.W.R., SPENCER,J.W. Carolina Power & Light Co. 91/06/20. 5pp. 58256:001- 
58256:005. 


9106140014 Forwards revised,retyped Tech Specs for nuclear assessment dept org 
zation changes,in response to 910529 telcon w/NRC re 910115 & 0517 applicat 
for amends to Licenses DPR-71 & DPR-62. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/10. Document Control Branch (C 
ument Control Desk). 2pp. 58147:225-58147:252. 


V. Operator Examinations 


9106130296 Confirms that funds were electronically transferred to US Dept of 
Treasury,NRC on 910607 for payment of Part 55 sves pursuant to 10CFR170. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58111:115-58111:116. 

9106190263 Forwards Amends 153 A 183 to License DPR-71 & DPR-62, respectively & 
safety evaluation.Amends change TS to consolidate shift operating supervisor A shift 
supervisor positions as single senior reactor operator. 

LE.N.B. Project Directorate 11-1. 91/06/13. EURY.LW. Carolina Power A Light Co. 
4pp. 58152:006-58152:027. 

—9106190272 Amends 153 & 183 to licenses DPR-71 & DPR-62,respectively, consoli¬ 
dating shift operating supervisor A shift supervisor positions as single senior reactor 
entry. 

MENDIOLAAJ. Project Directorate 11-1. 91/06/13. 14pp. 58152:010-58152:023. 

—9106190286 Safety evaluation supporting amends 153 A 183 to licenses DPR-71 & 
DPR-62,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 4pp. 
58152:024-58152:027. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9106100417 Advises that ate visit planned on 910612 to perform final walkdown of pro¬ 
posed ISFSt site & to discuss proposed Tech Specs for const & operation.Proposed 
agenda end. 

STURZ.F.C. Fuel Cycle Safety Branch. 91/06/05. FLOYD,S.D. Carolina Power & Light 
Co. 3pp. 58092:315-58092:317. 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106110048 Ack receipt of detailed scenario for steam electric plant emergency exer¬ 
cise scheduled for 910423. 

COLLINS D M. Region 2 (Post 820201). 91/04/08. EURY.L.W. Carolina Power A Light 
Co. 2pp. 57996:267-57996:268. 


—9106140015 Revised,retyped Tech Specs re nuclear assessment dept organization. 
* Carolina Power A Light Co. 91/06/10. 26pp. 58147:227-58147:252. 

9106120359 Notification of 910619 meeting w/util in Rockville.MD to discuss hydro 
water chemistry experience & plans for operating hydrogen water chemistry sys a' 
cilities. 

LE,N. Project Directorate 11-1. 91/06/11. MENDIOLA.A. Project Directorate 11-1. ( 
58110:009-58110:011. 

9106140143 Notification of 910618 meeting w/util in Rockville.MD to discuss potei 
enhancement of off-site power supplies A potential Tech Spec changes re on- 
emergency diesel generators. 

LE.N.B. Project Directorate 11-1. 91/06/11. MENDIOLA.A.J. Project Directorate 
3pp. 58143:301-58143:303. 

9106180020 Discusses May 1991 verbal request re assessment of turbine gener 
bearing lube oil fire hazard & potential impact on safety related A safe shutdown 
for facility. 

LE.N.B. Project Directorate 11-1. 91/06/12. EURY.L.W. Carolina Power A Light 
7pp. 58173:354-58173:360. 

9106190002 Provides info re status on progress in completing SPDS A DCRDF 
facilities,per 910412 telcon.Changes to SPDS will continue even after sys upgrade 
fully meet requirements of Suppl 1 to NUREG-0737. 

VAUGHN,G.E. Carolina Power A Light Co. 91/06/13. Document Control Branch (£ 
ument Control Desk). 2 pp. 58195:341-58195:342. 

9106190263 Forwards Amends 153 A 183 to License DPR-71 A DPR-62, respective 
safety evaluation.Amends change TS to consolidate shift operating supervisor A 
supervisor positions as single senior reactor operator. 

LE.N.B. Project Directorate 11-1. 91/06/13. EURY.L.W. Carolina Power A Ught 
4pp. 58152:006-58152:027. 

-9106190272 Amends 153 A 183 to licenses DPR-71 & DPR-62,respectively, con 
dating shift operating supervisor A shift supervisor positions as sinqle senior res 
entry. 

MENDIOLAAJ. Project Directorate 11-1. 91/06/13. 14pp. 58152:010-58152:023. 

-9106190286 Safety evaluation supporting amends 153 A 183 to licenses DPR-7 
DPR-62,respectively. 

Office of Nuclear Reactor Regulation, Director (Post 870411), 91/06/13. 
58152:024-58152:027. ' 
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9106240282 Notification of 910626 meeting w/util in Rockviile,MD to discuss status of 
licensing actions re facilities. 

koonc o«°i e cL?c e o C ^ rate ,M - 91/06/17 - MENDIOLA.A. Project Directorate 11-1. 4pp. 
5o<;U5:2bo-o82Q5:3Q1. 

9106270274 Forwards fitness for duty rept on chemical testing lab performance 
testing.per 10CFR26,App A. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/24. Document Control Branch (Docu¬ 
ment Control Desk). 17pp. 58245:313-58245:329. 


9106270281 Withdraws 910219 application for amend to Licenses DPR-71 & DPR-62 re 
24 month diesel generator surveillance interval for Units 1 & 2 
FLOYD,S.D. Carolina Power & Light Co. 91/06/25. Document Control Branch (Docu¬ 
ment Control Desk). 1 p. 58254:332-58254-332 


Q. Inspection reports, IE Bulletins & correspondence 


9106110147 Notifies of NRC reversed position re providing written ack of receipt/review 
of responses to notice of violations. 

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. EURY.L.W. Carolina Power & 
Light Co. 4pp. 57998:162-57998:165. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040358 EN-91-032:on 910531 .notice of proposed imposition of civil penalty in 
amount of $87,500 issued to licensee based on violation re failure of l&C tehnicians to 
perform & document steps in calibr procedure. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/05/28. Ip. 
58009:002-58009:002. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106060090 Responds to NRC Itr re violations noted in insp repts 50-324/91-12 & 50- 
325/91-12.Corrective actions:audit of IAP D33 file conducted by training personnel & 
licensing & training administrative procedures revised. 

SPENCER,J.W. Carolina Power & Light Co. 91/05/31. Document Control Branch 
(Document Control Desk). 5pp. 58003:001-58003:005. 

9106070313 Forwards Rev 0 to “Rept of 1990/91 Inservice Insp at Brunswick Steam 
Electric Plant Unit 1.” Exams performed from 890410-910507 to satisfy portion of 
periodic second insp interval requirements. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/01. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58037:081-58038:357. 

—9106070315 Rev 0 to “Rept of 1990/91 Inservice Insp at Brunswick Steam Electric 
Plant Unit 1.“ 

* Carolina Power & Light Co. 91/04/29. 450pp. 58037:084-58038:357. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on mdtor- 
operated valve program.per NRC Bulletin 85-003.Util participating in EPRI motor-oper¬ 
ated valve performance program & will monitor results. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/06. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 58095:243-58095:249. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85p,>. 58162:159-58162:244. 

9106270087 Forwards insp repts 50-324/91-14 8 50-325/91-14 on 910511-31.No viola¬ 
tions or deviations noted. 

VERRELLI.D M. Region 2 (Post 820201). 91/06/12. EURY.L.W. Carolina Power & 
Light Co. 3pp. 58223:163-58223:251. 

--9106270091 Insp repts 50-324/91-14 & 50-325/91-14 on 910511-31.No violations 
noted.Major areas inspected:maint observation, surveillance observation.operational 
safety verification & onsite followup of events. 

PREVATTE.R.L., CHRISTENSEN,H. Region 2 (Post 820201). 91/06/12. 86pp. 
58223:166-58223:251. 

9106200180 Confirms payment of NRC Insp Fees on 910614 for period of 900923- 
1229. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58200:044-58200:045. 


R. Periodic operating reports & related correspondence 


9193260373 Forwards monthly status rept on Brunswick integrated action plan. 
STARKEY,R.B. Carolina Power & Light Co. 91/06/13. EBNETER.S.D Reqion 2 (Post 
820201). 34pp. 58242:242-58242:275. 


S. Reportable occurrences, LERs & related correspondence 


9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept All 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106030274 LER 91-011-00:on 910424,unexpected trip on electrical protection assem¬ 
bly output breaker in alternate power source caused power loss to bus B.Caused by 
component failure of electrical protection assembly.W/910524 Itr. 

TOLER,W.R., SPENCER,J.W. Carolina Power & Light Co. 91/05/24. 5pp. 57994-093- 

d~7 r\n a .r\r\~7 r ~ 


9106050271 LER 91-003-0 Ton 910131,fail as-is position of control bldg emergency air 
filtration sys inlet & outlet dampers not evaluated for chlorine event.Caused by use of 
incorrect spec for fail-safe position.Tank car removed.W/910530 Itr. 

TOLER,W.R., SPENCER,J.W. Carolina Power & Light Co. 91/05/30. 6pp. 58009-106- 
58009:111. K 

9106100495 LER 91-012-00:on 910503,unexpected ESF actuation occurred while hang¬ 
ing clearance.Caused by personnel error.Involved clearance ctr personnel counseled 
& review of event conducted in operations real time training.W/910603 Itr. 

TABOR,S.F., SPENCER,J.W. Carolina Power & Light Co. 91/06/03. 5pp. 58162-143- 
58162:147. 

9106100501 LER 91-013-00:on 910507,coincident HPIC/RCIC discovered 

inoperable.Caused by loss of RClC high steam flow transmitter.Tightening of leaking 
fitting & venting & filling of sensing lines performed.W/910606 Itr. 

TABOR,S.F., SPENCER,J.W. Carolina Power & Light Co. 91/06/06. 5pp. 58162:148- 
58162:152. 


V. Operator Examinations 


9106130296 Confirms that funds were electronically transferred to US Dept of 
Treasury,NRC on 910607 for payment of Part 55 svcs pursuant to 10CFR170. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58111:115-58111:116. 

9106190263 Forwards Amends 153 & 183 to License DPR-71 & DPR-62, respectively & 
safety evaluation.Amends change TS to consolidate shift operating supervisor & shift 
supervisor positions as single senior reactor operator. 

LE.N.B. Project Directorate 11-1. 91/06/13. EURY.L.W. Carolina Power & Light Co. 
4pp. 58152:006-58152:027. 

-9106190272 Amends 153 & 183 to licenses DPR-71 & DPR-62,respectively, consoli¬ 
dating shift operating supervisor & shift supervisor positions as single senior reactor 
entry. 

MENDIOLA.A.J. Project Directorate 11-1. 91/06/13. 14pp. 58152:010-58152:023. 

-9106190286 Safety evaluation supporting amends 153 & 183 to licenses DPR-71 & 
DPR-62,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 4pp. 
58152:024-58152:027. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


9106100417 Advises that site visit planned on 910612 to perform final walkdown of pro¬ 
posed ISFSI site & to discuss proposed Tech Specs for const & operation.Proposed 
agenda end. 

STURZ.F.C. Fuel Cycle Safety Branch. 91 /06/05. FLOYD,S.D. Carolina Power & Light 
Co. 3pp. 58092:315-58092:317. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9106040079 Extends appreciation for providing support to joint coordinating committee 
for civilian nuclear reactor safety, working group 4 on 910318-20 re fire safety pro¬ 
grams. 

HEBDON.FJ. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/05/24. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 57895:317- 
57895:319. 


9106050262 Forwards Amend 1 to semiannual radioactive effluent release rept for Jan- 
June 1988 & Amend 2 to semiannual radioactive effluent release rept for Jan-June 
1989 k * 

SPENCER,J.W. Carolina Power & Light Co. 91/05/17. Document Control Branch 
(Document Control Desk). 2pp. 58003:348-58003:351. 

-9106050267 Amend 1 to semiannual radioactive effluent release rept,Jan- June 

1988, correcting typo for Ci of spent resin & filter sludges shipped. 

* Carolina Power & Light Co. 88/06/30. Ip. 58003:350-58003:350. 

-9106050268 Amend 2 to semiannual radioactive effluent release rept,Jan- June 

1989, correcting typo re total vol shipped. 

* Carolina Power & Light Co. 89/06/30. Ip. 58003:351-58003:351. 

9106180439 Monthly operating repts for May 1991 for Brunswick Steam Electric Plant 
Units 1 & 2.W/910606 Itr. 

RUMPLE,R., SPENCER,J.W. Carolina Power & Light Co. 91/05/31. 7pp. 58172:008- 
58172:014. 


9106040096 Forwards D Kwiatkowski of FEMA 910522 Itr,transmitting FEMA final rept 
for 900711 exercise of offsite radiological emergency response plans for Sequoyah 
Nuclear Power Plant.No deficiencies noted.Six areas requires corrective action. 
ERICKSON.R.A. Emergency Preparedness Branch. 91/05/29. COLLINS,D.M. Region 
2 (Post 820201). Ip. 57933:082-57933:083. 

-9106040102 Forwards final exercise rept for 900711 joint exercise of offsite radiologi¬ 
cal emergency response plans.site-specific to Sequoyah Nuclear Power Plant.No defi¬ 
ciencies noted.Six areas requiring corrective action identified. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91 /05/22. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
57933:083-57933:083. 

9106110051 Forwards insp repts 50-327/91-07 & 50-328/91-07 on 9l0406-0502.No 
violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57995:341-57995:354. 
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-9106110052 Insp repts 50-327/91-07 & 50-328/91-07 on 910406-0502.No violations 
noted.Major areas inspected:operational safety, control room,sys lineups,radiation 
protection,safeguards, surveillance,maint & review of previous insp findings. 

HARMON,P., SHAEFFER.S., UTTLE.W.S. Region 2 (Post 820201). 91/05/29. 11pp. 
57995:344-57995:354. 

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs,including Rev 9 to 
CECC-EPIP-2 & CECC-EPIP-3,Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 8 
to CECC-EPlP-I.Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC- 
EPIP-8. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305. 


J. Insurance & indemnity information 

91060^0205 Forwards listing of status of onsite property damage insurance in effect at 
facilities 

WALLACE,E.G. Tennessee Valley Authority. 91/05/30. Document Control Branch 
(Document Control Desk). 3pp. 58008:145-58008:147. 


P. Operating license stage documents & correspondence 

9106040352 Forwards request for addl info re Tech Spec change 90-01 within 30 
days.W/o end. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/05/23. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 57901:290- 
57901:292. 

9106050191 Forwards two 5-1/4“ diskettes containing latest copies of generic funda¬ 
mentals exam bank,in response to 901115 Itr. Diskettes contain all files which make 
up PWR plant & BWR plant GFES banks. 

GALLO,R.M. Operator Licensing Branch. 91/05/23. KING.R. Sequoyah Fuels Corp. 
5pp. 57903:148-57903:152. 

9106140021 Responds to NRC 910131 Itr identifying deviation from Reg Guide 1.97 re 
min flow for shield bldg stack instrumentation.Existing calculations demonstrated that 
10CFR100 offsite dose limits not exceeded. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/11. Document Control Branch 
(Document Control Desk). 4pp. 58143:329-58143:332. 

9106130253 Forwards corrected Amends 149 & 135 to Licenses DPR-77 & DPR- 
79,respectively,correcting TS Pages 3/4 3-57a & 3/4 3-58a re min channels required 
for flow rate & valve position on one or more steam generators. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/06/12. NAUMAN.D.A. Tennessee Valley Authority. 5pp. 58110:321- 
58110:327. 

-9106130256 Corrected Amends 149 & 135 to Licenses DPR-77 & DPR-79, 
respectively,consisting of TS 3.3-10 re min number of channels for both flow rate & 
valve position on one or more steam generators. 

* NRC - No Detailed Affiliation Given. 91/06/12. 2pp. 58110:326-58110:327. 

9106240273 Summarizes NRC Feb/Mar 1991 site visit to review calculations that sup¬ 
port cable test program & to perform walkdown insps of selected circuits.Cable test 
program monitors cables most susceptible to premature degradation. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/19. Document Control Branch 
(Document Control Desk). 13pp. 58213:222-58213:234. 

9106250182 Provides status of facility performance over past yr.both overall & in specif¬ 
ic functional areas. 

WILSON,J.L. Tennessee Valley Authority. 91/06/19. Document Control Branch (Docu¬ 
ment Control Desk). 14pp. 58220:276-58220:289. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110042 Confirms telcon between M Cooper & J Brady re enforcement conference 
scheduled for 910412 in Atlanta.GA to discuss weaknesses w/operator ack of & re¬ 
sponse to control room alarms concerning DG air-start low pressure event. 
WILSON.B.A. Region 2 (Post 820201). 91/04/04. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:235-57996:237. 

9106110122 Informs of reversal of NRC decision not to respond to severity level IV & V 
notices of violations when responses completely acceptable. 

WILSON.B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:107-57998:110. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106110051 Forwards insp repts 50-327/91-07 & 50-328/91-07 on 910406-0502.No 
violations or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57995:341-57995:354. 

-9106110052 Insp repts 50-327/91-07 a 50-328/91-07 on 910406-0502.No violations 
noted.Major areas inspectedroperational safety, control room,sys lineups,radiation 
protection,safeguards, surveillance,maint a review of previous insp findings. 

HARMON,P., SHAEFFER.S., LITTLE,W.S. Region 2 (Post 820201). 91/05/29. 11pp. 
57995:344-57995:354. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
a Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050180 Forwards info re steel containment vessel response spectra, per Insp 
Repts 50-327/90-18 a 50-328/90-18,addressing use of leak-before-break methodolo¬ 
gy for developing basis of DBA spectra. 

WALLACE.E.G. Tennessee Valley Authority. 91/05/31. Document Control Branch 
(Document Control Desk). 5pp. 58003:286-58003:290. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 


9106100480 Responds to NRC 910508 Itr re violations noted in insp rept 50-327/91-02 
a 50-328/91-02.Corrective actions:site std practice, “Work Approval a 
Closure”,implemented a site personnel reminded of necessity for quality level reviews. 
MEDFORD,M.O. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 6pp. 58094:246-58094:251. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours" Svc list 
encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140019 Responds to concerns noted in NRC 910207 SER re 10-yr inservice insp 
program covering lower-cone transition circumferential shell weld on steam generator 
secondary side.Approval of original proposed alternate exam requested. 
WALLACE.E.G. Tennessee Valley Authority. 91/06/11. Document Control Branch 
(Document Control Desk). 3pp. 58147:310-58147:312. 

9106130280 Responds to NRC 910513 Itr re violations noted in insp repts 50-327/91-04 
& 50-328/91-04 on 910513 a proposed imposition of civil penalty.Corrective 
actions:extensive operations improvement process initiated. 

MCGRATH,T.J. Tennessee Valley Authority. 91/06/12. Document Control Branch 
(Document Control Desk). 10pp. 58111:105-58111:114. 

9106130349 Responds to notice of violation a proposed imposition of civil penalty in 
amount of $75,000 per Insp Repts 50-327/91-04 & 50-328/91-04.Corrective 
actions:procedures revised to alert operators re decreasing pressure. 

MCCRATH.T.J. Tennessee Valley Authority. 91/06/12. Ofc of Enforcement (Post 
870413). 10pp. 58111:196-58111:205. 

9106240273 Summarizes NRC Feb/Mar 1991 site visit to review calculations that sup¬ 
port cable test program a to perform walkdown insps of selected circuits.Cable test 
program monitors cables most susceptible to premature degradation. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/19. Document Control Branch 
(Document Control Desk). 13pp. 58213:222-58213:234. 

9106200179 Ack receipt of 910612 Itr a payment of civil penalty in amount of $75,000 
proposed in NRC 910513 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/20. NAUMAN.D.A. Tennes¬ 
see Valley Authority. Ip. 58200:035-58200:035. 


R. Periodic operating reports & related correspondence 


9106250112 Forwards monthly operating rept for May 1991 for Sequoyah Nuclear Plant 
a ODCM. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/17. Document Control Branch 
(Document Control Desk). 2pp. 58216:053-58216:233. 

--9106250140 Monthly operating repts for May 1991 for Sequoyah,units 1 a 2. 
HOLLOMAN,T.J. Tennessee Valley Authority. 91/05/31. 8pp. 58216:057-58216:233. 


S. Reportable occurrences, LERs & related correspondence 


9106040416 LER 91-008-00:on 910429,determined that fire barrier penetration seals not 
visually inspected per TS 4.7.12. Caused by deficient surveillance 
instruction.Breaching permit issued a penetrations sealed.W/910529 Itr. 

MEADE,M.D., WILSON,J.L. Tennessee Valley Authority. 91/05/29. 6pp. 58009:049- 
58009:054. 

9106050378 LER 91-010-00:on 910515,determined that expansion joints between reac¬ 
tor bldg shield walls & auxiliary bldg did not meet UL stds for flame spread.Caused by 
faulty initial seal design.Firewatch established.W/910529 Itr. 

PROFFITT,J.W., WILSON,J.L. Tennessee Valley Authority. 91/05/29. 6pp. 58009:132- 
58009:137. 

9106050274 LER 88-007-05:on 880124,discovered that auxiliary bldg secondary con¬ 
tainment encl not maintained within TS set configuration.Caused by use of improper 
design assumptions.AOP instruction enhanced.W/910530 Itr. 

WHITTEMORE.C.H., WILSON,J.L. Tennessee Valley Authority. 91/05/30. 9pp. 
58009:112-58009:120. 

9106110446 LER 91-009-00:on 910506,fire suppression sys for auxiliary bldg declared 
inoperable.Caused by inadequate test performance & review.Backup fire suppression 
sys established within 24 h.W/910605 Itr. 

WHITTEMORE.C.H., WILSON,J.L. Tennessee Valley Authority. 91/06/05. 10pp. 
58146:240-58146:249. 

9106100431 Special rept 91-03,Rev Ton 910507,addressed requirements for maintain¬ 
ing & implementing all provisions of approved fire protection plan.Commits to barriers 
of specified fire- rated durations in certain plant locations. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 8pp. 58093:353-58093:360. 

9106100453 Revised Special Rept 90-11,Rev 3:on 900531,during performance of exten¬ 
sive reviews conducted during corrective actions for previously identified fire protec¬ 
tion plan noncompliance,three noncompliances noted. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 5pp. 58093:348-58093:352. 

9106200138 Special rept 91-06:on 910531,noncompliances noted re License Condition 
2.C.13.a on fire protection plan.Caused by incorrect installation of 
mod.Nonconformances in configuration of walls will be corrected by 910701. 
WALLACE.E.G. Tennessee Valley Authority. 91/06/14. Document Control Branch 
(Document Control Desk). 5pp. 58201:356-58201:360. 

9106270388 Special Rept 91-05:on 910528,decided that Fire Barrier Doors C52 & C63 
needed to be breached for period greater than seven days to facilitate removal of 
acoustical plaster, asbestos ceiiing.Continuous fire watch established. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/26. Document Control Branch 
(Document Control Desk). 3pp. 58245:351-58245:353. 
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V. Operator Examinations 


9106110038 Confirms 910522 staff meeting to be held in Atlanta,GA to discuss operator 
training & requalification testing. 

WILSON,B.A. Region 2 (Post 820201). 91/05/08. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:232-57996:234. 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106040079 Extends appreciation for providing support to joint coordinating committee 
for civilian nuclear reactor safety, working group 4 on 910318-20 re fire safety pro¬ 
grams. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/05/24. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 57895:317- 
57895:319. 

9106040096 Forwards D Kwiatkowski of FEMA 910522 Itr,transmitting FEMA final rept 
for 900711 exercise of offsite radiological emergency response plans for Sequoyah 
Nuclear Power Plant.No deficiencies noted.Six areas requires corrective action. 
ERICKSON,R.A. Emergency Preparedness Branch. 91/05/29. COLLINS,D.M. Region 
2 (Post 820201). Ip. 57933:082-57933:083. 

-9106040102 Forwards final exercise rept for 900711 joint exercise of offsite radiologi¬ 
cal emergency response plans,site-specific to Sequoyah Nuclear Power Plant.No defi¬ 
ciencies noted.Six areas requiring corrective action identified. 

KWIATKOWSKI,D. Federal Emergency Management Agency. 91/05/22. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). ip. 
57933:083-57933:083. 


9106110051 Forwards insp repts 50-327/91-07 & 50-328/91-07 on 9l0406-0502.No 
violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57995:341-57995:354. 

-9106110052 Insp repts 50-327/91-07 & 50-328/91-07 on 910406-0502.No violations 
noted.Major areas inspected:operationa! safety, control room.sys lineups.radiation 
protection.safeguards, surveillance,maint & review of previous insp findings. 

HARMON,P. Region 2 (Post 820201). 91/05/29. 11pp. 57995:344-57995:354. 

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs,including Rev 9 to 
CECC-EPIP-2 & CECC-EPIP-3,Rev 10 to CECC-EP!P-4,Rev 9 to CECC-EPIP-5,Rev 8 
to CECC-EPIP-I.Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC- 
EPIP-8. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305. 


J. Insurance & indemnity information 


9106050205 Forwards listing of status of onsite property damage insurance in effect at 
facilities. 

WALLACE,E.G. Tennessee Valley Authority. 91/05/30. Document Control Branch 
(Document Control Desk). 3pp. 58008:145-58008:147. 


P. Operating license stage documents & correspondence 


9106040352 Forwards request for addl info re Tech Spec change 90-01 within 30 
days.W/o end. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/05/23. NAUMAN.D.A. Tennessee Valley Authority. 3pp. 57901:290- 
57901:292. 

9106050191 Forwards two 5-1/4“ diskettes containing latest copies of generic funda¬ 
mentals exam bank,in response to 901115 Itr. Diskettes contain all files which make 
up PWR plant & BWR plant GFES banks. 

GALLO,R.M. Operator Licensing Branch. 91/05/23. KING.R. Sequoyah Fuels Corp. 
5pp. 57903:148-57903:152. 

9106140021 Responds to NRC 910131 Itr identifying deviation from Reg Guide 1.97 re 
min flow for shield bldg stack instrumentation.Existing calculations demonstrated that 
10CFR100 offsite dose limits not exceeded. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/11. Document Control Branch 
(Document Control Desk). 4pp. 58143:329-58143:332. 

9106130253 Forwards corrected Amends 149 & 135 to Licenses DPR-77 & DPR- 
79,respectively,correcting TS Pages 3/4 3-57a & 3/4 3-58a re min channels required 
for flow rate & valve position on one or more steam generators. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/06/12. NAUMAN.D.A. Tennessee Valley Authority. 5pp. 58110:321- 
58110:327. 

-9106130256 Corrected Amends 149 & 135 to Licenses DPR-77 & DPR-79, 
respectively,consisting of TS 3.3-10 re min number of channels for both flow rate & 
valve position on one or more steam generators. 

* NRC - No Detailed Affiliation Given. 91/06/12. 2pp. 58110:326-58110:327. 

9106240273 Summarizes NRC Feb/Mar 1991 site visit to review calculations that sup¬ 
port cable test program & to perform walkdown insps of selected circuits.Cable test 
program monitors cables most susceptible to premature degradation. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/19. Document Control Branch 
(Document Control Desk). 13pp. 58213:222-58213:234. 

9106250182 Provides status of facility performance over past yr.both overall & in specif¬ 
ic functional areas. 

WILSON,J.L. Tennessee Valley Authority. 91/06/19. Document Control Branch (Docu¬ 
ment Control Desk). 14pp. 58220:276-58220:289. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110042 Confirms telcon between M Cooper & J Brady re enforcement conference 
scheduled for 910412 in Atlanta,GA to discuss weaknesses w/operator ack of & re¬ 
sponse to control room alarms concerning DG air-start low pressure event. 

WILSON,B.A. Region 2 (Post 820201). 91/04/04. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:235-57996:237. 

9106110122 Informs of reversal of NRC decision not to respond to severity level IV & V 
notices of violations when responses completely acceptable. 

WILSON,B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:107-57998:110. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106110051 Forwards insp repts 50-327/91-07 & 50-328/91-07 on 910406-0502.No 
violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57995:341-57995:354. 

-9106110052 Insp repts 50-327/91-07 & 50-328/91-07 on 910406-0502.No violations 
noted.Major areas inspected:operational safety, control room.sys lineups.radiation 
protection.safeguards, surveillance,maint & review of previous insp findings. 

HARMON,P., SHAEFFER.S., LITTLE,W.S. Region 2 (Post 820201). 91/05/29. 11pp. 
57995:344-57995:354. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050180 Forwards info re steel containment vessel response spectra, per Insp 
Repts 50-327/90-18 & 50-328/90-18,addressing use of leak-before-break methodolo¬ 
gy for developing basis of DBA spectra. 

WALLACE,E.G. Tennessee Valley Authority. 91/05/31. Document Control Branch 
(Document Control Desk). 5pp. 58003:286-58003:290. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100480 Responds to NRC 910508 Itr re violations noted in insp rept 50-327/91-02 
& 50-328/91-02.Corrective actions:site std practice, “Work Approval & 

Closure”,implemented & site personnel reminded of necessity for quality level reviews. 
MEDFORD,M.O. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 6pp. 58094:246-58094:251. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106130280 Responds to NRC 910513 Itr re violations noted in insp repts 50-327/91-04 
& 50-328/91-04 on 910513 & proposed imposition of civil penalty.Corrective 
actions:extensive operations improvement process initiated. 

MCGRATH,T.J. Tennessee Valley Authority. 91/06/12. Document Control Branch 
(Document Control Desk). 10pp. 58111:105-58111:114. 

9106130349 Responds to notice of violation & proposed imposition of civil penalty in 
amount of $75,000 per Insp Repts 50-327/91-04 & 50-328/91-04.Corrective 
actions:procedures revised to alert operators re decreasing pressure. 

MCCRATH.T.J. Tennessee Valley Authority. 91/06/12. Ofc of Enforcement (Post 
870413). 10pp. 58111:196-58111:205. 

9106240273 Summarizes NRC Feb/Mar 1991 site visit to review calculations that sup¬ 
port cable test program & to perform walkdown insps of selected circuits.Cable test 
program monitors cables most susceptible to premature degradation. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/19. Document Control Branch 
(Document Control Desk). 13pp. 58213:222-58213:234. 

9106200179 Ack receipt of 910612 Itr & payment of civil penalty in amount of $75,000 
proposed in NRC 910513 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/20. NAUMAN.D.A. Tennes¬ 
see Valley Authority. 1 p. 58200:035-58200:035. 


R. Periodic operating reports & related correspondence 


9106250112 Forwards monthly operating rept for May 1991 for Sequoyah Nuclear Plant 
& ODCM. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/17. Document Control Branch 
(Document Control Desk). 2pp. 58216:053-58216:233. 

--9106250140 Monthly operating repts for May 1991 for Sequoyah,units 1 & 2. 
HOLLOMAN,T.J. Tennessee Valley Authority. 91/05/31. 8pp. 58216:057-58216:233. 


S. Reportable occurrences, LERs & related correspondence 

9106040367 LER 91-004-01 :on 910329,plant process computer P-250, computer point 
C0019A discovered out of scan.Caused by not maintaining configuration control during 
troubleshooting on 910321 .Configuration control implemented.W/910529 Itr. 
KNIEDLER.G.S., WILSON.J.L. Tennessee Valley Authority. 91/05/29. 13pp. 

58009:024-58009:037. 

9106100431 Special rept 91-03,Rev i:on 910507,addressed requirements for maintain¬ 
ing & implementing all provisions of approved fire protection plan.Commits to barriers 
of specified fire- rated durations in certain plant locations. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 8pp. 58093:353-58093:360. 



9106100453 Revised Special Rept 90-11,Rev 3:on 900531 .during performance of exten¬ 
sive reviews conducted during corrective actions for previously identified fire protec¬ 
tion plan noncompliance,three noncompliances noted. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 5pp. 58093:348-58093:352. 

9106200138 Special rept 91-06:on 910531 .noncompliances noted re License Condition 
2.C.13.a on fire protection plan.Caused by incorrect installation of 
mod.Nonconformances in configuration of walls will be corrected by 910701. 
WALLACE.E.G. Tennessee Valley Authority. 91/06/14. Document Control Branch 
(Document Control Desk). 5pp. 58201:356-58201:360. 

9106270388 Special Rept 91-05:on 910528,decided that Fire Barrier Doors C52 & C63 
needed to be breached for period greater than seven days to facilitate removal of 
acoustical plaster, asbestos ceiling.Continuous fire watch established. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/26. Document Control Branch 
(Document Control Desk). 3pp. 58245:351-58245:353. 


V. Operator Examinations 

9106110038 Confirms 910522 staff meeting to be held in Atlanta,GA to discuss operator 
training & requalification testing. 

WILSON,B.A. Region 2 (Post 820201). 91/05/08. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:232-57996:234. 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


Q. inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91 -032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 

9106100196 Rev 12 to EPIP 2.2, “Activation & Operation of Technical Support Ctr." W/ 
910531 Itr. 

SERRA.P.L. Iowa Electric Light & Power Co. 91/05/31. 76pp. 58122:273-58122:358. 

9106180028 Forwards SALP rept 50-331/91-01 on 900101-910331. Areas of 
operations,radiological controls & security rated as Category 2.Emergency prepared¬ 
ness program considered excellent. 

DAVIS,A.B. Region 3 (Post 820201). 91/06/11. LIU.L. Iowa Electric Light & Power Co. 
5pp. 58120:066-58120:093. 

-9106180033 SALP rept 50-331/91-01 for 900101 - 910331 .Areas of 

operations,radiological controls & security rated as Category 2.Emergency prepared¬ 
ness excellent 

* Region 3 (Post 820201). 91/03/31. 23pp. 58120:071-58120:093. 

9106190260 Forwards response to NRC request for addl info re 910222 application for 
amend to License DPR-49 covering fire pump requirements.Schematic of sprinkler sys 
4 mod also end. 

M1NECK.D.L Iowa Electric Light & Power Co. 91/06/14. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 3pp. 58186:129-58186:131. 

9106280021 Rev 3 to Corporate Plan Implementing Procedure CPIP-2.4, “QA Assur¬ 
ance & QC Activities." W/910618 Itr. 

SERRA.P.L. Illinois Power Co. 91/06/18. 7pp. 58270:120-58270:126. 


P. Operating license stage documents & correspondence 


9106040271 Requests temporary waiver of compliance from MSI Vs weekly surveillance 
requirements until approval of 901214 Tech Spec change request. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 91/05/23. PARTLOW.J.G. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 57914:024-57914:040. 

9106060056 Confirms oral approval granted 910524 for temporary waiver of compliance 
from TS requirement to exercise MSIV each wk per TS 4.7.D.1.C,by means of 910523 
request. 

ZWOLINSKI.J.A. Division of Reactor Projects - 111,1V,V (Post 901216). 91/05/24. LIU.L. 
Iowa Electric Light & Power Co. 3pp. 57931:189-57931:191. 

9106070177 Forwards notice of consideration of issuance of amend to license DPR-49 
& proposed NSHC & opportunity for hearing re rev to tech spec relating to MSIV sur¬ 
veillance testing. 

SANDS,S.P. Project Directorate 111-3. 91/05/31. LIU.L. Iowa Electric Light & Power Co 
3pp. 57993:054-57993:066. 

-9106070193 Notice of consideration of issuance of amend to license DPR-49 & pro¬ 
posed NSHC determination & opportunity for hearing.Amend revises tech spec re¬ 
quirements for surveillance testing of MSIVs. 

HALL.J.R. Project Directorate 111-3. 91/05/31. 10pp. 57993:057-57993:066. 

9106110284 Notification of 910610 meeting w/util to discuss proposed business & prior¬ 
itization plan for facility in conjunction w/discussion of recent operating experience & 
vendor manual program. 

SANDS,S.P. Project Directorate 111-3. 91/06/06. MURLEY.T., MIRAGLIA.F., 

RUSSELL,W. Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp. 
58098:290-58098:292. 

9106190260 Forwards response to NRC request for addl info re 910222 application for 
amend to License DPR-49 covering fire pump requirements.Schematic of sprinkler sys 
4 mod also end. 

MINECK.D.L. Iowa Electric Light & Power Co. 91/06/14. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 3pp. 58186:129-58186:131. 

9106190328 Advises that util 890721 response to Generic Ltr 89-08, “Erosion/Corro¬ 
sion - Induced Pipe Wall Thinning” acceptable. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/06/14. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 58152:056-58152:058. 

9106240292 Summary of 910610 meeting w/util in Rockville,MD re discussion/presen¬ 
tation of proposed business/prioritization plans,vendor manual program & maint pro¬ 
gram. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/06/14. Project Directorate 111-3. 70pp. 
58205:228-58205:297. 

9106210220 Advises that 890221 & 901108 responses to Generic Ltr 88-14, “Instru¬ 
ment Air Supply Sys Problems Affecting Safety Related Equipment" 
acceptable,contingent on completion of addition of smaller components to preventive 
maint program. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/06/18. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 58208:007-58208:009. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes ol 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106190169 Forwards insp rept 50-331/91-09 on 910401-0524. No violations noted. 
KNOP.R.C. Region 3 (Post 820201). 91/06/07. LIU.L. Iowa Electric Light & Power Co 
2pp. 58143:245-58143:262. 

-9106190184 Insp rept 50-331/91-09 on 910401-0524.No violations noted. Major areas 
inspected:LERs followup,operational safety, maint,surveillance & regional requests. 
HAGUE,R.L. Region 3 (Post 820201). 91/06/07. 16pp. 58143:247-58143:262. 

9106190177 Ack receipt of 910515 Itr in response to NRC 910415 ltr re notice of viola 
tion from insp rept 50-331/91-02. 

MILLER,H.J. Region 3 (Post 820201). 91/06/07. LIU.L. Iowa Electric Light & Powe 
Co. 2pp. 58143:263-58143:275. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc lis 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106180028 Forwards SALP rept 50-331/91-01 on 900101-910331.Areas o 
operations,radiological controls & security rated as Category 2.Emergency prepared 
ness program considered excellent. 

DAVIS,A.B. Region 3 (Post 820201). 91/06/11. LIU.L. Iowa Electric Light & Power Co 
5pp. 58120:066-58120:093. 

-9106180033 SALP rept 50-331/91-01 for 900101 - 910331.Areas o 

operations,radiological controls & security rated as Category 2.Emergency prepared 
ness excellent. 

* Region 3 (Post 820201). 91/03/31. 23pp. 58120:071-58120:093. 
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9106210219 Advises that 900115 & 0907 responses to NRC Bulletin 89-002, “Stress 
Corrosion Cracking in High-Hardness Stainless Steel Internal Preloaded...” acceptable 
since util verified that no subj Anchor-Darling valves installed at facility. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/06/18. LUI.L. Iowa Electric Light & Power 
Co. 3pp. 58208:196-58208:198. 

9106210223 Advises that 900717 response to NRC Bulletin 90-001, “Loss of Fill Oil in 
Transmitters Mfg by Rosemount" acceptable, based on verification that subj transmit¬ 
ters not installed in safety-related sys. 

SHIRAKI.C.Y. Project Directorate 111-3. 91/06/18. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 58208:004-58208:006. 


R. Periodic operating reports & related correspondence 

9106210103 Forwards monthly operating rept for May 1991 for Duane Arnold Energy Ctr 
& corrected Mar 1991 operating rept. 

WILSON,D.L. Iowa Electric Light & Power Co. 91/06/15. DAVIS,A.B. Region 3 (Post 
820201). Ip. 58210:009-58210:016. 

-9106210108 Monthly operating rept for May 1991 for Duane Arnold Energy Ctr. 
TRAN.H. Iowa Electric Light & Power Co. 91/05/31. 6pp. 58210:010-58210:015. 

-9106210117 Corrected monthly operating rept for Mar 1991 for Duane Arnold Energy 
Ctr. 

TRAN.H. Iowa Electric Light & Power Co. 91/03/31. Ip. 58210:016-58210:016. 


S. Reportable occurrences, LERs & related correspondence 

9106180296 LER 9l-004-00:on 910508,primary containment isolation sys/ HPCl sys in¬ 
board isolation occurred.Caused by discrepancy in instrument indication & lack of 
guidance re venting instruments.Calibr process reviewed.W/910607 Itr. 

AXLINE.J.S., WILSON,D.L. Iowa Electric Light & Power Co. 91/06/07. DAVIS.A.B. 
Region 3 (Post 820201). 5pp. 58293:109-58293:113. 


DOCKET 50-332 BARNWELL REPROCESSING PLANT 


A. Application/construction stage documents & correspondence 

9106100026 Forwards SECY 91-021 .vote sheets of Commissioners Rogers, Curtiss & 
Remick & staff requirements memo advising that termination of License CPCF-4 will 
be initiated in June 1992 if CP continues to remain in inactive state. 

HAUGHNEY.C.J. Fuel Cycle Safety Branch. 91/06/03. RITARDI.A.F. Allied General 
Nuclear Services. Ip. 58091:347-58091:358. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

9106260002 Responds to NRC 910510 Itr re violations noted in Insp Rept 50-333/90- 
09.Corrective actions:surveillance procedures revised to clearly state required configu¬ 
ration criteria to ensure 3 h rated fire barrier penetration design. 

FERNANDEZ,W. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/14. Document Control Branch (Document Control Desk). 11pp. 
58227:311-58227:321. 

9106270132 Rev 19 to EAP-1.1, “Offsite Notifications." 

MCMILLEN.M.A. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/21. 6pp. 58254:333-58254:339. 


P. Operating license stage documents & correspondence 

9106040120 Advises that plant walk-through for seismic verification per Generic Ltr 87- 
02 & USI A-46 deferred until generic implementation procedure approved & various 
seismic issues resolved. 

BEEDLE.R.E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/05/28. Document Control Branch (Document Control Desk). 2pp. 
58000:061-58000:062. 

9106060011 Provides clarification of crescent area unit cooler design described in SE 
for TS amend 156 for facility. 

MCCABE,B.C. Project Directorate 1-1. 91/05/28. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 4pp. 57931:271- 

57931:274. 

9106190208 Concludes that deferred schedule for conducting plant walk through exam 
specified in generic Itr 87-02 is acceptable. Requests submittance of more specific 
schedule for facility walk-through within 60 days of NRC approval of procedure. 
MCCABE,B.C. Project Directorate 1-1. 91/06/13. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 4pp. 58163:049- 

58163:052. 

9106260387 Advises that permitted variation of 25% of surveillance interval detailed in 
Tech Spec 4.0.B.1 acceptable,despite "not to exceed” language in cited specs,per util 
910610 notification of deferment of Fall 1991 refueling outage. 

MCCABE,B.C. Project Directorate 1-1. 91/06/21. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 3pp. 58218:025- 

58218:027. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050365 Notification of Significant Licensee Meeting 91-67 w/util on 910604 to con¬ 
duct SALP mgt meeting. 

HAVERKAMP.D.R. Region 1 (Post 820201). 91/05/23. Region 1 (Post 820201). 3pp. 
58007:087-58007:089. 


9106050350 Notification of Significant Licensee Meeting 91-70 w/util on 910607 in King 
of Prussia,PA to conduct enforcement conference on 910318 unmonitored release of 
radioactivity. 

HAVERKAMP.D.R. Region 1 (Post 820201). 91/05/30. Region 1 (Post 820201). 3pp. 
57918:240-57918:242. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110322 Forwards routine resident Insp Rept 50-333/91-02 on 910317- 0427. 
COWGILL.C.J. Region 1 (Post 820201). 91/05/31. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 3pp. 58097:047- 
58097:129. 

—9106110329 Insp rept 50-333/91-02 on 910317-0427.Major areas inspected: plant 
operations,radiological controls,maint/surveillance, engineering & technical support & 
QA/safety verification. 

HAVERKAMP.D. Region 1 (Post 820201). 91/05/31. 180pp. 58097:050-58097:129. 

9105300331 NRC Info Notice 91-034, “Potentic I Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260002 Responds to NRC 910510 Itr re violations noted in Insp Rept 50-333/90- 
09.Corrective actions:surveillance procedures revised to clearly state required configu¬ 
ration criteria to ensure 3 h rated fire barrier penetration design. 

FERNANDEZ,W. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/14. Document Control Branch (Document Control Desk). 11pp. 
58227:311-58227:321. 

9106270182 Forwards requalification program evaluation rept 50-333/91-07.Requalifica- 
tion program considered to be unsatisfactory based on less than 75% of licensed op¬ 
erators passing all portions of exam. 

HODGES,M.W. Region 1 (Post 820201). 91/06/14. BEEDLE.R.E. New York Power 
Authority (formerly Power Authority of the State of New York). 3pp. 58224:074- 
58224:126. 

—9106270191 Requalification program evaluation rept 50-333/91-07.Exam results:six 
SROs & six ROs administered written & operating exams.Four operators failed written 
exam & one RO failed operating test. 

SISCO,C„ CONTE,R.J., BETTENHAUSEN.L Region 1 (Post 820201). 91/06/13. 18pp. 
58224:077-58224:126. 

9106270181 Ack receipt of 910510 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-333/91-06. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/18. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 2pp. 58224:007- 
58224:011. 

9106270128 Forwards response to SALP Rept 50-333/89-99 covering Oct 1989 to Jan 
1991,per SALP 910604 meeting.Efforts to upgrade procedures to add human perform¬ 
ance enhancements will continue to address Category 2 rating in plant operations. 
BEEDLE.R.E. New York Power Authority (formerly Power Authority of the State of 
New York). 91/06/21. Document Control Branch (Document Control Desk). 25pp. 
58264:282-58264:306. 

9106270190 Forwards insp rept 50-333/91-12 on 910603-06 & notice of violation.lnsp 
findings suggest that perception of scheduling pressures by site staff may have played 
role in manner in which work conducted. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/21. BEEDLE.R.E. New York Power Au¬ 
thority (formerly Power Authority of the State of New York). 3pp. 58224:015- 
58224:028. 

—9106270198 Notice of violation from insp on 910603-06.Violation noted: workers al¬ 
lowed to work in area w/o adequate evaluation of potential hazards from airborne ra¬ 
dioactivity. 

* Region 1 (Post 820201). 91/06/21. Ip. 58224:018-58224:018. 

-9106270201 Insp rept 50-333/91-12 on 910603-06.Violation noted.Major areas 
inspected.'circumstances connected w/unplanned intake of radioactive matl by several 
workers on site. 

SHERBINI.S. Region 1 (Post 820201). 91/06/13. 10pp. 58224:019-58224:028. 


R. Periodic operating reports & related correspondence 


9106180413 Monthly operating rept for May 1991 for JA Fitzpatrick Nuclear Power 
Plant.W/910613 Itr. 

COOK.J., FERNANDEZ.W. New York Power Authority (formerly Power Authority of the 
State of New York). 91/05/31. 5pp. 58171:178-58171:182. 


S. Reportable occurrences, LERs & related correspondence 

9106120094 LER 91-006-0Q:on 910507,manual reactor shutdown occurred due to inop¬ 
erability of both low pressure coolant injection subsystems.Caused mechancial failure 
of one valve in each of two sys.Root cause investigation started.W/910606 Itr. 

FISH.H., FERNANDEZ.W. New York Power Authority (formerly Power Authority of the 
State of New York). 91/06/06. 7pp. 58146:256-58146:262. 

9106260395 LER 91-022-01 :on 900910.ESF actuation occurred.Caused by low voltage 
trip of power supply to reactor protection sys bus due to procedural 
deficiency.Corrective action included replacement of voltage regulator boards.W/ 
910619 Itr. 

FISH.H.C., FERNANDEZ.W. New York Power Authority (formerly Power Authority of 
the State of New York). 91/06/19. 4pp. 58256:062-58256:065. 
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V. Operator Examinations 

9106030258 Forwards justification for continued operation re failure of licensed operator 
requalification training program during exams administered prior to wk of 910429.list 
of corrective actions & commitments also end. 

FERNANDEZ,W. New York Power Authority (formerly Power Authority of the State of 
New York). 91/05/10. MARTIN,T.T. Region 1 (Post 820201). 7pp. 57915:103- 
57915:109. 

9106270182 Forwards requalification program evaluation rept 50-333/91-07.Requalifica- 
tion program considered to be unsatisfactory based on less than 75% of licensed op¬ 
erators passing all portions of exam. 

HODGES,M.W. Region 1 (Post 820201). 91/06/14. BEEDLE.R.E. New York Power 
Authority (formerly Power Authority of the State of New York). 3pp. 58224:074- 
58224:126. 

-9106270191 Requalification program evaluation rept 50-333/91-07.Exam results:six 
SROs & six ROs administered written & operating exams.Four operators failed written 
exam & one RO failed operating test. 

SISCO,C., CONTE,R.J., BETTENHAUSEN.L Region 1 (Post 820201). 91/06/13. 18pp. 
58224:077-58224:126. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9106030237 Forwards Safety Insp Repts 50-334/91-06 & 50-412/91-06 on 910317- 
0427. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/17. SIEBER.J.D. Duquesne Light 
Co. 2pp. 57909:091-57909:105. 

-9106030239 Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-0427. Major areas 
inspected:p!ant operations,radiological protection,surveillance/maint.emergency pre¬ 
paredness, security & engineering & technical support. 

RULAND.W.H. Region 1 (Post 820201). 91/05/17. 13pp. 57909:093-57909:105. 

9106040039 Forwards Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423- 
26.Concern raised re potential weakness in vital area access revalidation program 
noted in Jul 1990 security insp but not yet corrected. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/21. SIEBER.J.D. Duquesne Light Co. 
2pp. 57914:336-57914:342. 

“9106040042 Physical Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423- 
26.Major areas inspected:mgt support & audits, protected area physical 
barriers,detection & assessment aids & alarm stations & communications. 

SMITH,G.C., KEIMIG.R.R. Region 1 (Post 820201). 91/05/21. 5pp. 57914:338- 
57914:342. 

9106110056 Ack receipt of 910501 Itr informing of schedule rev re EOP & corrective & 
preventive actions taken to date in insp rept 50-334/90-80 & 50-412/90-80. 
BETTENHAUSEN.L Region 1 (Post 820201). 91/05/28. SIEBER.J.D. Duquesne Light 
Co. 2pp. 57996:290-57996:291. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. Ip. 58039:092-58039:092. 


I. Financial information 


9106060318 Forwards “Penn Power Annual Rept 1990,” “Toledo Edison Co 1990 
Annual Rept," “Centerior Energy Annual Rept 1990,” “Ohio Edison Annual Rept 
1990” & DQE “1990 Annual Rept to Shareholders." 

SIEBER.J.D. Duquesne Light Co. 91/05/24. Document Control Branch (Document 
Control Desk). Ip. 58048:218-58049:044. 

“9106060324 “Penn Power Annual Rept 1990.” 

ROGERS.J.T. Pennsylvania Power Co. 90/12/31. 23pp. 58048:219-58048:244. 

“9106070074 “Toledo Edison Co 1990 Annual Rept.” 

* Toledo Edison Co. 90/12/31. 27pp. 58048:245-58048:271. 

“9106070080 “Centerior Energy Annual Rept 1990.” 

MILLER,R.A., FAR LING,R.J. Centerior Energy. 90/12/31. 40pp. 58048:272- 

58048:311. 

“9106070088 “Ohio Edison Annual Rept 1990." 

ROGERS.J.T. Ohio Edison Co. 90/12/31. 40pp. 58048:312-58048:353. 

-9106070097 “1990 Annual Rept of Shareholders.” 

VON SCHACK.W.W. DQE. 90/12/31. 52pp. 58048:354-58049:044. 


P. Operating license stage documents & correspondence 


9106110150 Forwards “Beaver Valley Power Station Unit 1 Cycle 9 Core Operating 
Limits Rept.” Mechanical design of new Region 11 fuel assemblies listed. 

SIEBER.J.D. Duquesne Light Co. 91/05/30. Document Control Branch (Document 
Control Desk). 2pp. 58095:279-58095:287. 

-9106110152 “Beaver Valley Power Station Unit 1 Cycle 9 Core Operating Limits 
Rept." 

* Duquesne Light Co. 91/04/30. 7pp. 58095:281-58095:287. 

9106060165 Informs that NRC has no position on merits of Westinghouse generator 
complaint & reminds of responsibilities for review,evaluation & reporting to NRC of de¬ 
fects in safety related equipment,matls & svcs under stated CFRs. 

DE AGAZIO.A.W. Project Directorate 1-4. 91/05/31. SIEBER.J.D. Duquesne Light Co. 
2pp. 57934:306-57934:307. 


9106120003 Forwards “Beaver Valley Power Station Evaluation of Adequacy of Existing 
Neutron Flux Instrumentation for NUREG-0737,Suppl 1." Rept submitted in lieu of up¬ 
grading instrumentation per Rev 2 to Reg Guide 1.97. 

SIEBER.J.D. Duquesne Light Co. 91/05/31. Document Control Branch (Document 
Control Desk). 2pp. 58127:105-58127:194. 

-9106120004 "Beaver Valley Power Station Evaluation of Adequacy of Existing Neutron 
Flux Instrumentation for NUREG-0737,Suppl 1.” 

* Duquesne Light Co. 91/05/31. 75pp. 58127:107-58127:194. 

9106070158 Forwards environ assessment & finding of no significant impact re requests 
for exemption from containment isolation provisions for recirculation spray HX river- 
water radiation monitor sample lines. 

DE AGAZIO.A.W. Project Directorate 1-4. 91/06/03. SIEBER.J.D. Duquesne Light Co. 
Ip. 58039:176-58039:182. 

“9106070160 Environ assessment & finding of no significant impact re requests for ex¬ 
emption for containment isolation provisions for recirculation spray HX river-water radi¬ 
ation monitor sample lines. 

STOLZ.J.F. Project Directorate 1-4. 91/06/03. 5pp. 58039:178-58039:182. 

9106110286 Advises that RES contracted w/BNWL to perform study re power plant 
staffing practices.Questions for face-to-face interviews w/licensee personnel & quanti¬ 
tative info needs listed on end. 

DE AGAZIO.A.W. Project Directorate 1-4. 91/06/05. SIEBER.J.D. Duquesne Light Co. 
7pp. 58098:306-58098:312. 

9106210098 Notifies of eighth refueling outage evaluations performed in accordance w/ 
requirements of 10CFR50.59 to determine impact of using modified fuel assembly in 
core during cycle 9 & to justify plant operation w/up to 20% tubes plugged. 
SIEBER.J.D. Duquesne Light Co. 91/06/14. Document Control Branch (Document 
Control Desk). 2pp. 58203:300-58203:301. 

9106260316 Responds to NRC 910417 Itr re main feedwater piping elbow cracking & 
misalignment.Temp & displacement instrumentation installed at certain locations on 
main feedwater piping loops A & C.Marked-up FSAR end. 

SIEBER.J.D. Duquesne Light Co. 91/06/14. Document Control Branch (Document 
Control Desk). 16pp. 58238:171-58238:186. 

9106260252 Responds to NRC 910605 Itr & agrees to participate in study re staffing 
procedures at facility. 

SIEBER.J.D. Duquesne Light Co. 91/06/17. Document Control Branch (Document 
Control Desk). Ip. 58230:187-58230:187. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106030237 Forwards Safety Insp Repts 50-334/91-06 & 50-412/91-06 on 910317- 
0427. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/17. SIEBER.J.D. Duquesne Light 
Co. 2pp. 57909:091-57909:105. 

-9106030239 Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-0427. Major areas 
inspected:plant operations.radiological protection,surveillance/maint.emergency pre¬ 
paredness, security & engineering & technical support. 

RULAND.W.H. Region 1 (Post 820201). 91/05/17. 13pp. 57909:093-57909:105. 

9106040039 Forwards Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423- 
26.Concern raised re potential weakness in vital area access revalidation program 
noted in Jul 1990 security insp but not yet corrected. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/21. SIEBER.J.D. Duquesne Light Co. 
2pp. 57914:336-57914:342. 

--9106040042 Physical Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423- 
26.Major areas inspected:mgt support & audits, protected area physical 
barriers,detection & assessment aids & alarm stations & communications. 

SMITH.G.C., KEIMIG.R.R. Region 1 (Post 820201). 91/05/21. 5pp. 57914:338- 
57914:342. 

9106040252 Forwards insp repts 50-334/91-07 & 50-412/91-07 on 910429- 0503.No 
violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/23. SIEBER.J.D. Duquesne Light Co. 
3pp. 57914:041-57914:054. 

-9106040259 Insp repts 50-334/91-07 & 50-412/91-07 on 910429-0503.No violations 
noted.Major areas inspected:radiological controls program during refueling,status of 
previously identified items,staffing,organization,training & qualifications. 

O’CONNELL,P., MANN.D., PASCIAK.W. Region 1 (Post 820201). 91/05/23. 11pp. 
57914:044-57914:054. 

9106110056 Ack receipt of 910501 Itr informing of schedule rev re EOP & corrective & 
preventive actions taken to date in insp rept 50-334/90-80 & 50-412/90-80. 
BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/28. SIEBER.J.D. Duquesne Light 
Co. 2pp. 57996:290-57996:291. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050213 Submits special rept re results of inservice insp of tubing in steam genera¬ 
tors RC-E-1A.1B & 1C. 

NOONAN,T.P. Duquesne Light Co. 91/05/31. Document Control Branch (Document 
Control Desk). 3pp. 58003:283-58003:285. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 
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9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260048 Forwards insp repts 50-334/91-201 & 50-412/91-201 on 910304- 08.As- 
sessment performed to review util program for procurement & dedication of commer¬ 
cial-grade items used in safety-related applications at plant. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/20. SIEBER.J.D. 
Duquesne Light Co. 3pp. 58217:218-58217:255. 

-9106260054 Insp repts 50-334/91-201 & 50-412/91-201 on 910304-08.Major areas 
inspected:assessment of util activities re procurement & dedication of commercial- 
grade items used in safety- related applications at plant. 

MCINTYRE,R.P., NORRHOLM.L.J. Vendor Inspection Branch. 91/06/20. 35pp. 
58217.221-58217:255. 


R. Periodic operating reports & related correspondence 

9106130006 Monthly operating repts for May 1991 for Beaver Valley Power Station.W/ 
910608 Itr. 

WINGER,M.A., SIEBER.J.D. Duquesne Light Co. 91/05/31. 9pp. 58110:246- 
58110:254. 


S. Reportable occurrences, LERs & related correspondence 

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace¬ 
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of 
power supply rendering single channel area monitor inoperable. 

PARKER.J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp. 
58109:025-58109:026. 

9106050225 LER 91-014-00:on 910502,discovered that operations surveillance 
test,containment purge & exhaust isolation test did not direct operators to verify con¬ 
tainment purge.Caused by test deficiency.Test criteria revised.W/910531 Itr. 

NOONAN,T.P. Duquesne Light Co. 91/05/31. 5pp. 58009:079-58009:084. 

9106120117 LER 91-013-00:on 910510,pressurizer code safety valve lift setting discov¬ 
ered less than Tech Spec limits.Caused by failure of valves to lift within 
setpoint.Beaver Valley Test Procedure criteria reevaluated.W/910607 Itr. 

NOONAN,T.P. Duquesne Light Co. 91/06/07. 5pp. 58146:275-58146:279. 

9106200281 LER 91-017-00:on 910516,discrepancy discovered in calibr method for ver¬ 
tical axis recorder.Caused by effort to calibr vertical detector.Calibr procedure modi¬ 
fied. W/910617 Itr. 

NOONAN,T.P. Duquesne Light Co. 91/06/17. 6pp. 58209:102-58209:107. 

9106210033 LER 91-0l5-00:on 910517,discovered that two outside air series exhaust 
dampers opened on 910516 after motor control ctr cleaned.Caused by personnel 
reenergizing dampers during reracking.Padlocks installed.W/910617 Itr. 

NOONAN,T.P. Duquesne Light Co. 91/06/17. 6pp. 58226:007-58226:012. 
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F. Security, medical, emergency & fire protection plans 

9106110059 Expresses thanks for efforts expended by plant personnel in preparation & 
conduct of recent emergency preparedness exercise at facility. 

EBNETER.S.D. Region 2 (Post 820201). 91/04/05. GOLDBERG,J.H. Florida Power & 
Light Co. 4pp. 57997:184-57997:187. 

9106050286 Rev 48 to EPIP 3100023E, “Onsite Emergency Organization & Call Direc¬ 
tory." W/910529 Itr. 

SAGER,D.A. Florida Power & Light Co. 91/05/29. 25pp. 58008:007-58008:031. 

9106110346 Forwards Rev 11 to guard training & qualification plan, consisting of sum¬ 
mary of changes & marked-up copy of revised pages.EncI withheld (ref 10CFR73.21). 
SAGER,D.A. Florida Power & Light Co. 91/06/04. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58096:050-58096:050. 

9106140226 EPIPs including,Rev 7 to C-110,Rev 8 to HP-200,Rev 5 to HP-207,Rev 14 
lo HP-202 & Rev 14 to 3100026E.W/910606 Itr. 

SAGER,D.A. Florida Power & Light Co. 91/06/06. 77pp. 58127:013-58127:089. 

9106270290 Forwards Rev 31 to physical security plan.Rev withheld (ref 
l0CFR2.790(a)(3)). 

SAGER,D.A. Florida Power & Light Co. 91/06/21. Document Control Branch (Docu¬ 
ment Control Desk). 1 p. 58244:244-58244:244. 


P. Operating license stage documents & correspondence 

9106060175 Summary of 910521 meeting w/Florida Power & Light Co re implementa¬ 
tion of station blackout rule at facility. 

NORRIS,J.A. Project Directorate 11-2. 91/05/28. Project Directorate 11-2. 31pp. 
57934:308-57934:338. 

9106070197 Informs of intent to use ASME Code Case N-426. 

BOHLKE.W.H. Florida Power & Light Co. 91/06/03. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58015:001-58015:001. 

9106140138 Notification of 910611 meeting w/util in Rockville,MD to discuss status of 
active licensing actions. 

NORRIS,J.A. Project Directorate 11-2. 91/06/11. BERKOW.H.N. Project Directorate II- 
2. 3pp. 58113:331-58113:333. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110096 Informs that NRC has reversed position on 901212 Itr re not providing writ¬ 
ten ack of receipt & review of responses to severity level IV & V NOVs. 

EBNETER.S.D., MILHOAN.J.L. Region 2 (Post 820201). 91/03/21. GOLDBERG,J.H. 
Florida Power & Light Co. 4pp. 57997:295-57997:298. 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division o ,; Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106110021 Forwards exam rept 50-335/91-300 for exams administered on 910429- 
0502. 

PEEBLES,T.A. Region 2 (Post 820201). 91/05/28. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 57995:156-57995:324. 

-9106110026 Exam rept 50-335/91-300 on 910429-0502.Exam results:six SROs 
passed written exams & operating tests. 

MOORMAN,J.H., CASTO.C.A. Region 2 (Post 820201). 91/05/24. 167pp. 57995-158- 
57995:324. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270355 Summary of 910530 enforcement conference w/util in Atlanta, GA re cir¬ 
cumstances surrounding apparent violations identified in insp repts 50-335/91-11 & 
50-389/91-11. 

REYES,L.A. Region 2 (Post 820201). 91/06/12. GOLDBERG.J.H. Florida Power & 
Light Co. 28pp. 58233:188-58233:215. 

9106240003 Forwards closeout summary rept for NRC Bulletin 79-02,per NRC request 
during Insps 50-335/91-02 & 50-389/91-02 including schedule for completion of re¬ 
maining as-built activities. 

SAGER,D.A. Florida Power & Light Co. 91/06/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58212:313-58212:315. 


R. Periodic operating reports & related correspondence 


9106210130 Monthly operating repts for May 1991 for St Lucie.W/910613 Itr. 

BREEN,J.J., SAGER,D.A. Florida Power & Light Co. 91/05/31. 10pp. 58207:222- 
58207:231. 


S. Reportable occurrences, LERs & related correspondence 

9106110130 LER 91-003-00:on 910506,heater drain pump 1A tripped & 4 s later SG 
feedwater pump 1A tripped causing turbine runback. Caused by possible grounding of 
heater hi-hi level switch. Circuit breaker 27 replaced.W/910604 Itr. 

WACHTEL.P.K., SAGER,D.A. Florida Power & Light Co. 91/06/04. 5pp. 58146:184- 
58146:188. 

9106210300 LER 91-004-00:on 910516,late fire watch patrol of shield bldg 
discovered.Caused by personnel error.Shield bldg exhaust fan secured to allow 
access to annulus & fire watch entered annulus & performed patrol.W/910614 Itr. 
KILROY.T., SAGER,D.A. Florida Power & Light Co. 91/06/14. 4pp. 58226:025- 
58226:028. 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 


V. Operator Examinations 


9106110021 Forwards exam rept 50-335/91-300 for exams administered on 910429- 
0502. 

PEEBLES,T.A. Region 2 (Post 820201). 91/05/28. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 57995:156-57995:324. 

—9106110026 Exam rept 50-335/91-300 on 910429-0502.Exam results:six SROs 
passed written exams & operating tests. 

MOORMAN,J.H., CASTO.C.A. Region 2 (Post 820201). 91/05/24. 167pp. 57995:158- 
57995:324. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9106110035 Requests results of util review & disposition of info recently received by 
NRC.Details for review & followup end. Enel withheld (ref 10CFR2.790(a)). 

HEHL.C.W. Region 1 (Post 820201). 91/05/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 58096:340-58096:341. 

9106110127 Requests results of util review & disposition of info recently received by 
NRC.Details for review & followup end. Enel withheld (ref 10CFR2.790(a)). 

HEHL.C.W. Region 1 (Post 820201). 91/05/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 57998:153-57998:154. 

9106200176 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-245/91- 
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re¬ 
quirements for air sampling & engineering controls reinforced w/health physics staff. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/14. 
Document Control Branch (Document Control Desk). 7pp. 58202:001-58202:007. 
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9106170240 Revised EP!Ps,including rev 37 to 1.02»Rev 23 to 1.03,Rev 14 to 1.05,Rev 
7 tc ! 06.Rev 1 to 1.07,Rev 16 to 3.01,Rev 12 to 4.01,Rev 18 to 4.02,Rev 7 to 
4.06,Rev 7 to 4.07,Rev 8 to 4.08,Rev 7 to 4.09,Rev 14 to 4.10 & Rev 1 to 4.11. 

* Northeast Utilities. 91/06/15 150pp. 58166:001-58166:346. 

9106260096 Informs NRC staff of scheduled annual emergency preparedness exercise 
at Millstone Nuclear Power Station for 910926. 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/19. LAZARUS.WJ. Region 1 (Post 820201). 
2pp 58226:199-58226:200. 


H. General correspondence 

9106040047 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

SEARS C.F. Connecticut Yankee Atomic Power Co. 91/05/17. CHILK.S.J. Office of 
the Secretary of the Commission. 3pp. 57891:084-57891:086. 

9106110023 Forwards revised distribution lists for correspondence from NRC. 
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA,E.J. Northeast Nu¬ 
clear Energy Cc. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91/ 
06/06. Document Control Branch (Document Control Desk). 10pp. 58095:253- 
58095:262 


K„ Utility Final Safety Analysis Report (FSAR) & amends 

9106280105 Rev 9 to updated FSAR for Millstone Unit 2.W/910625 Itr. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/25. 600pp. 58274:058-58275:191. 


P. Operating license stage documents & correspondence 


9106210150 Application for amend to license DPR-65,changing definitions page 1-6 & 
tech spec 3 . 2 . 3 ,4.2.3.3,4.2.3.4,3.2.4,3.3.3.2 & 4.3.3.2 to remove requirement for explic¬ 
it tilt correction in total unrodded integrated radial peaking factor. ...... . 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Utilities. 91/06/14. Document Control Branch (Document 
Control Desk). 4pp. 58203:328-58203:339. 

-9106210155 Proposed tech specs change definitions page 1-6 & tech specs 
3 . 2 . 3 ,4.2.3.2,4.2.3.3,4.2.3.4,3.2.4,3.3.3.2 & 4.3.3.2 to remove requirement for explicit tilt 
correction in’ total unrodded integrated radial peaking factor. 0nr% 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/14. 8pp. 
58203:332-58203:339. 

9106190317 Corrected notification of 910711 meeting w/util in Region I ofc to discuss 
QA aspects & ALARA considerations of steam generator replacement project. 
VISSING.G.S. Project Directorate 1-4. 91/06/17. STOLZ.J.F. Project Directorate 1-4. 
3pp. 58152:048-58152:050. 

9106210212 Advises that request for relief from quarterly inservice testing of main 
steam atmospheric dump valves,contained in 910522 submittal,not required.lssue dis¬ 
cussed at June 1989 meetings re Generic Ltr 89-04. 

VISSINGGS Project Directorate 1-4. 91/06/18. MROCZKA.E.J. Connecticut Yankee 
o’™,or rv, upnr:7Xfl P .i Nnrthpast Utilities. 2dd. 58202:271-58202:272. 


9106210241 Forwards request for addl info re 910321 request for exemption from 
10CFR70.24(a) covering storage & handling of irradiated or unirradiated fuel assem¬ 
blies in reactor vessels w/o monitoring sys to energize alarms. 

VISSING.G.S. Project Directorate 1-4. 91/06/18. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.E.J. Northeast Utilities. 4pp. 58207:348-58207:351. 


9106210314 Requests addl info re relief from ASME code requirements concerning 
second 10-yr inservice testing program.Changes made to program needed. 
VISSING.G.S. Project Directorate 1-4. 91/06/18. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 58197:150-58197:151. 


9106130109 Notification of cancellation of 910620 meeting w/uti! in Rockville.MD re jus¬ 
tification for operation of facility through cycle 11 w/o mid-cycle steam generator tube 
insp. 

ViSSiNG.G.S. Project Directorate 1-4. 91/05/16. STOLZJ.F. Project Directorate 1-4. 
3pp 58111:343-58111.345. 

9106110035 Requests results of util review & disposition of info recently received by 
NRC Details for review & followup end. Enel withheld (ref 10CFR2.790(a)). 

HEHL.C.W. Region 1 (Post 820201). 91/05/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 58096:340-58096:341. 

9106110127 Requests results of util review & disposition of info recently received by 
NRC.Details for review & followup end. Enel withheld (ref 10CFR2.790(a)). 

HEHL.C.W. Region 1 (Post 820201). 91/05/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 57998:153-57998:154. 

9106260177 Requests review & disposition of end info re activities at facility within 30 
days.End withheld (ref 10CFR2.790(a). 

HEHL.C W. Region 1 (Post 820201). 91/05/23. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs of Northeast Utilities). 2pp. 58227:358-58227:359. 

9106040398 Forwards Amend 152 to License DPR-65 & safety evaluation. Amend re¬ 
vises Tech Spec SR 4.0.2 oy removing 3.25 limit on extending surveillance 
intervals,per Generic Ltr 89-14. 

VISSING.G.S Project Directorate 1-4. 91/05/29. MROCZKA.EJ. Connecticut Yankee 
Atomic Power Co. MROCZKA,EJ. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 57940:322-57940:331. 

-9106040408 Safety evaluation supporting Amend 152 to License DPR-65. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/29. 3pp. 
57940:329-57940.331 

9106170074 Forwards Rev 14 to QA program. 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J Northeast Utilities. 91/06/06. Document Control Branch (Document 
Control Desk). 3pp. 58147:025-58147:168. 

—9106170083 Rev 14 to QA program. 

* Northeast Utilities. 91/06/30. 100pp. 58147:028-58147:168. 

9106140213 Requests review & follow-up on end details of recently received info re 
activities at fadlity.EncI details withheld (ref 10CFR2.790(a». 

HEHL.C.W. Region 1 (Post 820201). 91/06/07. MROCZKA.EJ. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 58127:349-58127:350. 

9106140195 Discusses fitness-for-duty drug testing batching requirements for Millstone 
Nuclear Power Stabon.Units 1,2 & 3. 

MROCZKA.E J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.EJ. Northeast Utilities. 91/ 
06/10. Document Control Branch (Document Control Desk). 2op 58126-348- 
58126:349. 

9106170042 Application for amend to license DPR-65,changes time prior to reduction of 
shutdown margin for “Special Test Exceptions Shutdown Margin Surveillance Require¬ 
ments.” 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
MROCZKA.E J. Northeast Utilities. 91/06/10. Document Control Branch (Document 
Control Desk). 3pp. 58148:201-58148:205. 

-9106170047 Proposed tech specs 4.10.1.2,extending time prior to reduction of shut¬ 
down margin, “Special Test Exceptions, Shutdown Margin Surveillance Require¬ 
ments." 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/10 2dd 
58148:204-58148:205. ' 

9106260051 Summary of 910523 meeting w/util re licensing issues at facility List of 
meeting attendees & vtewgraphs end 

5^I«i”5alS. Qrectorate M - 91/06/13 ' Proiect “"“O' 8 * I- 4 - 97PP- 


9106250215 Forwards PRA results for large-scale core melt frequences for 
facilities. PRA development activities continue on schedule using in-house 
resources.per util 890727 response to Generic Ltr 88-20. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. 91/06/19. Document Control Branch (Document Control Desk). 4pp. 58221:082* 
58221:085. 

9106260216 Requests that results of review & disposition of activities at facility b© sub¬ 
mitted to region I within 30 days of receipt of Itr. 

HEHL.C.W. NRC - No Detailed Affiliation Given. 91/06/19. MROCZKA.EJ. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
2pp. 58225:341-58225:342. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060276 Forwards Final SALP Repts 50-245/89-99,50-336/89-99 & 50-423/89-99 
for assessment period 890616-901215 for Units 1 & 2 & assessment period 891016- 
901215 for Unit 3. 

MARTIN.T.T. Region 1 (Post 820201). 91/05/28. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 5pp. 58001:098-58001:217. 

-9106060281 Fianl SALP Repts 50-245/89-99.50-336/89-99 & 50-423/89-99 for as¬ 
sessment period 890616-901215 for Units 1 & 2 & assessment period 891016-901215 
for Unit 3. 

* Region 1 (Post 820201). 91/05/28. 100pp. 58001:103-58001:217. 

9106050357 Notification of Significant Licensee Meeting 91-69 w/util on 910612 in King 
of Prussia,PA to review radiation monitoring sys & associated issues. 

KELLY.E. Region 1 (Post 820201). 91/05/29. Region 1 (Post 820201). 3pp. 
57918:237-57918:239. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York. Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106140199 Forwards Safety Insp Repts 50-245/91-09,50-336/91-11 & 50-423/91-10 
on 910506-10.No violations noted. 

JOYNERJ.H. Region 1 (Post 820201). 91/06/06. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 58127:335-58127:348. 

-9106140201 Insp Repts 50-245/91-09,50-336/91-11 & 50-423/91-10 on 910506- 
10.No violations noted.Major areas inspected: confirmatory measurements,lab QA/QC 
& audits. 

MCNAMARA,N.T., KOTTANJJ., BORES.R.J. Region 1 (Post 820201). 91/06/04. 
12pp. 58127:337-58127:348. 

9106250099 Forwards Safety Insp Rept 50-336/91-09 on 910402-0513. 

WENZINGER E.C. Region 1 (Post 820201). 91/06/07. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 58221:139-58221:153. 

—9106250100 Insp rept 50-336/91-09 on 910402-0513.Major areas inspected: plant 
operations,radiological controls,maint,surveillance, licensee self-assessment & periodic 
repts. r 

KELLY.E.M. Region 1 (Post 820201). 91/06/06. 13pp. 58221:141-58221:153. 
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9106260046 Withdraws deviation re spent fuel borax surveillance program contained in 
Insp Rept 50-336/90-18,per 901212 request. 

WENZINGER.E.C. Region 1 (Post 820201). 91/06/08. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 4pp. 58225:312-58225:315. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200270 Forwards Safety Insp Repts 50-245/91-10,50-336/91-12 50-423/91-11 on 
910505-10.No violations noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/12. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 58197:350-58197:362. 

-9106200291 Insp Safety Insp Repts 50-245/91-10,50-336/91-12 & 50-423/91-11 on 
910506-10.Major areas inspected:review status of maint program weaknesses identi¬ 
fied during maint team insp. 

FINKEL.A., BAUNACK.W., BLUMBERG.N. Region 1 (Post 820201). 91/06/05. 11pp. 
58197:352-58197:362. 

9106190285 Provides commitments as required per insp & compliance to reg guide 
1.97.Updated list of post-accident instrumentation & status of compliance will be pro¬ 
vided by 911215. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/14. Document Control Branch (Document 
Control Desk). 2pp. 58187:313-58187:314. 

9106200176 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-245/91- 
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re¬ 
quirements for air sampling & engineering controls reinforced w/health physics staff. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 91/06/14. Document Control Branch (Document 
Control Desk). 7pp. 58202:001-58202:007. 

9106240158 Requests relief from Section X! of ASME Code exam/insp requirements 
covering RCS pipe-to-reactor vessel nozzle welds & containment spray header piping 
welds.W/two oversize drawings. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 91/06/14. Document Control Branch (Document 
Control Desk). 17pp. 58220:217-58220:233. 


R. Periodic operating reports & related correspondence 


9106130009 Monthly operating rept for May 1991 for Millstone Unit 2.W/ 910610 Itr. 
NERON.G., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 91/05/31. 5pp. 58112:119-58112:123. 


S. Reportable occurrences, LERs & related correspondence 

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace¬ 
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of 
power supply rendering single channel area monitor inoperable. 

PARKER,J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp. 
58109:025-58109:026. 


V. Operator Examinations 

9106260077 Forwards NRC requalification exam summary covering week of 910603,ad¬ 
ministered for fourteen Millstone Unit 2 licensed operators. 

SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). SCACE.S.E. 
Northeast Utilities. 91/06/14. BETTENHAUSEN.L. Region 1 (Post 820201). 4pp. 
58226:201-58226:204. 
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F. Security, medical, emergency & fire protection plans 


9106120273 Forwards remaining survey info & data point library for Surry Power Station 
as well as corrected North Anna data point library info for ERDS. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document 
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033. 


G. Adjudicatory correspondence 

9106280026 Order.* Commission has not taken final action on petition to review ALAB- 
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certificate of Svc.Served on 910617. 

TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #291 11844. 91/06/11. 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. 1 p. 58039:092-58039:092. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9106100228 Rev 14 to North Anna Power Station Units 1 & 2 updated FSAR. W/ 
910604 Itr. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/04. 210pp. 
58050:273-58051:190. 


P. Operating license stage documents & correspondence 

9106110063 Refers to 910315 mgt meeting re discussion of integrated nuclear safety 
assessment program & update of configuration mgt project & forwards list of 
attendees,summary & handouts. 

REYES,L.A. Region 2 (Post 820201). 91/03/27. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 92pp. 57996:311-57997:044. 

9106100242 Forwards Amends 144 & 128 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends revises Tech Spec re visual snubber insp program & con¬ 
sistent w/guidance of NRC Generic Ltr 90-09. 

ENGLE.L.B Project Directorate 11-2. 91/05/30. STEWART,W.L. Virginia Power (Virginia 
Electric & Power Co.). 3pp. 58092:083-58092:104. 

—9106100287 Amends 144 & 128 to Licenses NPF-4 & NPF-7,respectively, revising 
Tech Spec re visual snubber insp program & consistent w/guidance of NRC Generic 
Ltr 90-09. 

BERKOW.H.N. Project Directorate 11-2. 91/05/30. 15pp. 58092:086-58092:101. 

-9106100298 Safety evaluation supporting Amends 144 & 128 to Licenses NPF-4 & 
NPF-7,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 3pp. 
58092:102-58092:104. 

9106100155 Forwards Rev 0 to Technical Rept NE-838, “North Anna Unit 1, Cycle 8 
Core Performance Rept.” 

STEWART Virginia Power (Virginia Electric & Power Co.). 91/06/04. Document Con¬ 
trol Branch (Document Control Desk). Ip. 58094:193-58094:245. 

—9106100162 Rev 0 to Technical Rept NE-838, “North Anna Unitl .Cycle 8 Core Per¬ 
formance Rept." 

KOHLROSER.W.R., BANNING,P.D., BROOKMSRE.T.A. Virginia Power (Virginia Electric 
& Power Co.). NE-838 R00. 91/05/31. 51pp. 58094:194-58094:245. 

9106110108 Forwards Rev 0 to “North Anna Unit 1 Cycle 9 Startup Physics Test Rept.” 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/04. Document 
Control Branch (Document Control Desk). 1 p. 58095:348-58096:049. 

—9106110119 Rev 0 to “North Anna Unit 1 Cycle 9 Startup Physics Test Rept." 
NICHOLSON,A.H., TRACE,D.A., MAIN.A.P. Virginia Power (Virginia Electric & Power 
Co.). NE-840 R00. 91/06/04. 61pp. 58095:349-58096:049. 

9106110355 Forwards Amends 145 & 129 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends revise Tech Specs to correct certain administrative errors. 
ENGLE.L.B. Project Directorate 11-2. 91/06/04. STEWART,W.L. Virginia Power (Virgin¬ 
ia Electric & Power Co.). 2pp. 58099:058-58099:086. 

-9106110357 Amends 145 & 129 to Licenses NPF-4 & NPF-7,respectively, revising 
Tech Specs to correct certain administrative errors. 

BERKOW.H.N. Project Directorate 11-2. 91/06/04. 21pp. 58099:060-58099:081. 

-9106110358 Safety evaluation supporting Amends 145 & 129 to Licenses NPF-4 & 
NPF-7,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 4pp. 
58099:082-58099:086. 

9106110238 Forwards fitness for duty program re blind performance tests results. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/05. Document 
Control Branch (Document Control Desk). 4pp. 58098:165-58098:168. 

9106120273 Forwards remaining survey info & data point library for Surry Power Station 
as well as corrected North Anna data point library info for ERDS. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document 
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033. 

9106210206 Notification of 910627 meeting w/util in Rockville,MD to discuss perform¬ 
ance indicators,NRC fee schedule,merits (STS),North Anna steam 
generators,shutdown risks.station blackout & 10 licensing issues. 

ENGLE.L.B. Project Directorate 11-2. 91/06/19. BERKOW.H.N. Project Directorate 11-2. 
3pp. 58202:215-58202:217. 

9106260357 Forwards updated VEP-1-5A, “Operational QA Program Topical Rept." 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/20. Document 
Control Branch (Document Control Desk). 9pp. 58242:128-58242:241. 

-9106260367 Updated VEP-1-5A, “Operational QA Program Topical Rept.” 

* Virginia Power (Virginia Electric & Power Co.). VEP-1-5A. 91/04/30. 101pp. 
58242:137-58242:241. 

9106270008 Forwards summary rept of steam generator tube integrity assessment 
update.providing results & analysis on tube segment pulled from steam generator 
B.Insp results & burst strength analyses do not preclude full cycle operation. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/20. Document 
Control Branch (Document Control Desk). 8pp. 58266:286-58266:293. 


Q. Inspection reports, IE Bulletins & correspondence 

9106140035 FOIA request for documents re vendor insp 99901081/87-01 on 870217-20 
concerning Inland Steele Co supplying defective beams for emergency core cooling 
spray array at North Anna Power Station. 

EHRET.J.B. Butler, Callahan & Ehret. EHRET.J.B. Rockwell Engineering Co., Inc. 91/ 
04/04. REED.C.A. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 58131:321-58131:321. 

9106140047 Final response to FOIA request for documents re insp rept 99901081/87- 
01 .Records in app A already available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91 /05/02. EHRET,J.G. Butler, Callahan & Ehret. EHRET,J.G. Rockwell Engi¬ 
neering Co., Inc. 3pp. 58131:322-58131:324. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 
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9106060155 Ack receipt of 910510 Itr responding to violations noted in Insp Repts 50- 
338/91-06 & 50-339/91-06. 

SINKULE,M.V. Region 2 (Post 820201). 91/05/21. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 58002:069-58002:070. 

9106100242 Forwards Amends 144 & 128 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends revises Tech Spec re visual snubber insp program & con¬ 
sistent w/guidance of NRC Generic Ltr 90-09. 

ENGLE,L.B Project Directorate 11-2. 91/05/30. STEWART.W.L. Virginia Power (Virginia 
Electric & Power Co.). 3pp. 58092:083-58092:104. 

-9106100287 Amends 144 & 128 to Licenses NPF-4 & NPF-7,respectively, revising 
Tech Spec re visual snubber insp program & consistent w/guidance of NRC Generic 
Ltr 90-09. 

BERKOW.H.N. Project Directorate 11-2. 91/05/30. 15pp. 58092:086-58092:101. 

“9106100298 Safety evaluation supporting Amends 144 & 128 to Licenses NPF-4 & 
NPF-7,respectiveiy. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 3pp. 
58092:102-58092:104. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSt.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106100009 Forwards Rev 2 to “North Anna Unit 1 Inservice Insp Program for Compo¬ 
nent & Component Supports,Second Insp Interval” & Rev 1 to “North Anna Unit 1 
Inservice Insp Plan for Components & Component Supports Second Insp Interval.” 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31. Document 
Control Branch (Document Control Desk). 17pp. 58049:268-58050:272. 

-9106100010 Rev 2 to “North Anna Unit 1 Inservice Insp Program for Components & 
Component Supports,Second Insp Interval." 

* Virginia Power (Virginia Electric & Power Co.). 91/05/22. 65pp. 58049:285- 
58050:055. 

-9106100011 Rev 1 to “North Anna Unit 1 Inservice Insp Plan for Components & Com¬ 
ponent Supports,Second Insp Interval." 

* Virginia Power (Virginia Electric & Power Co.). 91/05/28. 100pp. 58050:056- 
58050:272. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100269 Forwards “Inservice Insp Rept of North Anna Power Station Unit 1.” 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/03. Document 
Control Branch (Document Control Desk). 2pp. 58018:029-58018:351. 

-9106100272 "Inservice Insp Rept of North Anna Power Station Unit 1.” 

* Virginia Power (Virginia Electric & Power Co.). 91/06/03. 387pp. 58018:031- 
58018:351. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270060 Confirms dates of 910729,0802,0812-16 & 0826-30 for electrical distribu¬ 
tion sys functional insp at plant. Requests that presentation be provided for team to 
address listed areas of interest. 

JULIAN.C.A. Region 2 (Post 820201). 91/06/17. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 4pp. 58222:357-58222:360. 

9106270008 Forwards summary rept of steam generator tube integrity assessment 
update,providing results & analysis on tube segment pulled from steam generator 
B.lnsp results & burst strength analyses do not preclude full cycle operation. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/20. Document 
Control Branch (Document Control Desk). 8pp. 58266:286-58266:293. 


R. Periodic operating reports & related correspondence 


9106180460 Monthly operating repts for May 1991 for North Anna Units 1 & 2.W/ 
910613 Itr. 

MLADEN.C., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31. 
15pp. 58171:224-58171:238. 


S. Reportable occurrences, LERs & related correspondence 

9106070242 Special rept:on 910227,svc water MOVs associated w/ recirculation spray 
heat exchangers exceeded torgue limits & stopped in mid position while being opened 
during test.Event reported on voluntary basis to provide info to NRC. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31. Document 
Control Branch (Document Control Desk). 5pp. 58017:195-58017:199. 

9106100066 Confirms interpretation of regulation discussions re NRC notifications of 
event per 10CFR50.72(b)(2)(vi). 

BERKOW.H.N. Project Directorate 11-2. 91/06/03. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 57994:293-57994:294. 

9106130316 LER 91-011-00:on 910511,source of leakage identified between B cold leg 
loop stop valve & isolation valve for 3/4 inch upper disc pressurization line.Caused by 
high cycle fatigue. Action statement of Tech Spec 3.4.6.2 entered.W/910606 Itr. 
KANE.G.E., KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/06/06. 5pp. 
58150:161-58150:165. 

9106180209 LER 91-012-00:on 910520,auxiliary feedwater pump auto-start signal 
received.Caused by personnel error.Steam generator returned to normal,feedwater 
isolation reset & breakers closed to restore feed capabilities.W/910611 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/06/11. 4pp. 58178:060- 
58178:063. 


9106180343 LER 91-013-00:on 910522,determined that stroke time surveillance require¬ 
ments for closed direction testing of 4 quench spray pump discharge MOVs not 
performed.Caused by personnel error.Valves stroke tested.W/910613 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/06/13. 4pp. 58178:129- 
58178:132. 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 
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F. Security, medical, emergency & fire protection plans 


9106120273 Forwards remaining survey info & data point library for Surry Power Station 
as well as corrected North Anna data point library info for ERDS. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document 
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033. 


G. Adjudicatory correspondence 

9106280026 Order.* Commission has not taken final action on petition to review ALAB- 
701 .Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certifscate of Svc.Served on 910617. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11844. 91/06/11. 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. Ip. 58039:092-58039:092. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9106100228 Rev 14 to North Anna Power Station Units 1 & 2 updated FSAR. W/ 
910604 Itr. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/04. 210pp. 
58050:273-58051:190. 


P. Operating license stage documents & correspondence 

9106110063 Refers to 910315 mgt meeting re discussion of integrated nuclear safety 
assessment program & update of configuration mgt project & forwards list of 
attendees,summary & handouts. 

REYES,L.A. Region 2 (Post 820201). 91/03/27. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 92pp. 57996:311-57997:044. 

9106100242 Forwards Amends 144 & 128 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends revises Tech Spec re visual snubber insp program & con¬ 
sistent w/guidance of NRC Generic Ltr 90-09. 

ENGLE.L.B Project Directorate 11-2. 91/05/30. STEWART.W.L. Virginia Power (Virginia 
Electric & Power Co.). 3pp. 58092:083-58092:104. 

-9106100287 Amends 144 & 128 to Licenses NPF-4 & NPF-7,respectively, revising 
Tech Spec re visual snubber insp program & consistent w/guidance of NRC Generic 
Ltr 90-09. 

BERKOW.H.N. Project Directorate 11-2. 91/05/30. 15pp. 58092:086-58092:101. 

“9106100298 Safety evaluation supporting Amends 144 & 128 to Licenses NPF-4 & 
NPF-7,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 3pp. 
58092:102-58092:104. 

9106110355 Forwards Amends 145 & 129 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends revise Tech Specs to correct certain administrative errors. 
ENGLE.L.B. Project Directorate 11-2. 91/06/04. STEWART.W.L. Virginia Power (Virgin¬ 
ia Electric & Power Co.). 2pp. 58099:058-58099:086. 

“9106110357 Amends 145 & 129 to Licenses NPF-4 & NPF-7,respectively, revising 
Tech Specs to correct certain administrative errors. 

BERKOW.H.N. Project Directorate 11-2. 91/06/04. 21pp. 58099:060-58099:081. 

“9106110358 Safety evaluation supporting Amends 145 & 129 to Licenses NPF-4 & 
NPF-7,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 4pp. 
58099:082-58099:086. 

9106110238 Forwards fitness for duty program re blind performance tests results. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/05. Document 
Control Branch (Document Control Desk). 4pp. 58098:165-58098:168. 

9106120273 Forwards remaining survey info & data point library for Surry Power Station 
as well as corrected North Anna data point library info for ERDS. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document 
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033. 

9106210206 Notification of 910627 meeting w/util in Rockville,MD to discuss perform¬ 
ance indicators, NRC fee schedule,merits (STS),North Anna steam 

generators.shutdown risks,station blackout & 10 licensing issues. 

ENGLE,L.B. Project Directorate 11-2. 91/06/19. BERKOW.H.N. Project Directorate 11-2. 
3pp. 58202:215-58202:217. 

9106260357 Forwards updated VEP-1-5A, “Operational QA Program Topical Rept.” 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/20. Document 
Control Branch (Document Control Desk). 9pp. 58242:128-58242:241. 
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—9106260367 Updated VEP-1-5A, “Operational QA Program Topical Rept.” 

* Virginia Power (Virginia Electric & Power Co.). VEP-1-5A. 91/04/30 IOIdd 
58242:137-58242:241. 


Q. Inspection reports, IE Bulletins & correspondence 

9106140035 FOIA request for documents re vendor msp 99901081/87-01 on 870217-20 
concerning Inland Steele Co supplying defective beams for emergency core cooling 
spray array at North Anna Power Station. 

EHRETJ.B. Butler, Callahan & Ehret. EHRET.J.B. Rockwell Engineering Co., Inc. 91/ 
04/04. REED.C.A. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 58131:321-58131:321. 

9106140047 Final response to FOIA request for documents re insp rept 99901081/87- 
01.Records in app A already available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/02. EHRET,J.G. Butler, Callahan & Ehret. EHRET,J.G. Rockwell Engi¬ 
neering Co., Inc. 3pp. 58131:322-58131:324. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060155 Ack receipt of 910510 Itr responding to violations noted in Insp Repts 50- 
338/91-06 & 50-339/91 -06. 

SINKULE.M.V. Region 2 (Post 820201). 91/05/21. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 58002:069-58002:070. 

9106100242 Forwards Amends 144 & 128 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends revises Tech Spec re visual snubber insp program & con¬ 
sistent w/guidance of NRC Generic Ltr 90-09. 

ENGLE,L.B Project Directorate 11-2. 91/05/30. STEWART.W.L. Virginia Power (Virginia 
Electric & Power Co.). 3pp. 58092:083-58092:104. 

—9106100287 Amends 144 & 128 to Licenses NPF-4 & NPF-7, respectively, revising 
Tech Spec re visual snubber insp program & consistent w/guidance of NRC Generic 
Ltr 90-09. 

BERKOW.H.N. Project Directorate 11-2. 91/05/30. 15pp. 58092:086-58092:101. 

-9106100298 Safety evaluation supporting Amends 144 & 128 to Licenses NPF-4 & 
NPF-7,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 3pp. 
58092:102-58092:104. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-581.46:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270060 Confirms dates of 910729,0802,0812-16 & 0826-30 for electrical distribu¬ 
tion sys functional insp at plant. Requests that presentation be provided for team to 
address listed areas of interest. 

JULIAN,C.A. Region 2 (Post 820201). 91/06/17. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 4pp. 58222:357-58222:360. 


R. Periodic operating reports & related correspondence 


9106180460 Monthly operating repts for May 1991 for North Anna Units 1 & 2.W/ 
910613 Itr. 

MLADEN,C., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31. 
15pp. 58171:224-58171:238. 


S. Reportable occurrences, LERs & related correspondence 


9106100066 Confirms interpretation of regulation discussions re NRC notifications of 
event per 10CFR50.72(b)(2)(vi). 

BERKOW.H.N. Project Directorate 11-2. 91/06/03. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 57994:293-57994:294. 

9106100133 LER 91-002-00:on 910514,automatic start of 2H Emergency Diesel Gener¬ 
ator occurred caused by de-energization of 2H emergency bus.Caused by personnel 
error.Abnormal Procedure “Loss of Electrical Power” entered.W/910603 Itr. 

KANE.G.E., KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91 /06/03. 5pp. 
58162:107-58162:111. 

9106130320 LER 91-003-00:on 910522,determined surveillance test on four safety injec¬ 
tion sys accumulator nitrogen sypply & vent valves missed.Caused by personnel 
error.Affected valves successfully tested.W/910607 Itr. 

KANE.G.E., KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/06/07. 5pp. 
58150:166-58150:170. 


9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106130072 Change 91-1062 to RERP Plan Implementing Procedure EP-101, “Classifi¬ 
cation of Emergencies.” 

SHELTON,D. Detroit Edison Co. 91/06/02. 100pp. 58127:223-58127:334. 

9106120133 Rev 4 to RERP implementing procedures index for Books 1 & 2. 
BREGNI.L.P. Detroit Edison Co. 91/06/04. 15pp. 58109:035-58109:049. 

9106180309 Change 91-0492 to Rev 7 to RERP Plan Implementing Procedure EP-608, 
“Joint Public Info Ctr Operation." 

SHELTON,D. Detroit Edison Co. 91/06/04 13pp. 58171:098-58171:110. 

9106200105 Revised RERPs including,Rev 10 to EP-292 “Emergency Call Out - Backup 
Method" & Rev 8 to EP-545, “Protective Action Recommendations.” 

SHELTON,D. Detroit Edison Co. 91/06/07. 25pp. 58199:179-58199:213. 


P. Operating license stage documents & correspondence 

9106100061 Forwards notice of withdrawal of application for amend to license NPF-43 
re 900518 request for amend. 

STANG.J. Project Directorate 111-3. 91/05/28. ORSER.W.S. Detroit Edison Co. 3pp 
57994:295-57994:299. 

--9106100064 Notice of withdrawal of application for amend to license NPF-43. 
STANG.J.F. Project Directorate 111-3. 91/05/28. 2pp. 57994:298-57994:299. 

9106070062 Forwards safety evaluation accepting relief request from ASME Boiler & 
Pressure Vessel Code Section XL 

MARSH,L.B. Project Directorate 111-1. 91/05/29. ORSER.W.S. Detroit Edison Co. 4pp. 
58039:159-58039:164. 

—9106070073 Safety evaluation accepting util request for relief from ASME Boiler & 
Pressure Vessel Code Section XI re feedwater containment isolation valves. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/29. 2pp. 
58039:163-58039:164. 

9106070157 Forwards corrected page of plant TS implemented by license amend 69 to 
facility OL NPF-43. 

STANG.J. Project Directorate 111-1. 91/05/30. ORSER.W.S. Detroit Edison Co. 4pp. 
57935:334-57935:338. 

—9106070338 Corrected tech spec page to amend 69 to license NPF-43, providing ac¬ 
curate control rod block instrumentation setpoints. 

* Project Directorate 111-1. 91/05/30. Ip. 57935:338-57935:338. 

9106050255 Forwards Rev 1 to “Fermi 2 Cycle 3 Core Operating Limits Rept." 
ORSER.W.S. Detroit Edison Co. 91/05/31. Document Control Branch (Document 
Control Desk). Ip. 58007:138-58007:172. 

-9106050259 Rev 1 to “Fermi 2 Cycle 3 Core Operating Limits Rept.” 

RUBLEY.G.A., MYERS,B.L., SMART,A.D. Detroit Edison Co. COLR-3 R01. 91/05/31. 
64pp. 58007:139-58007:172. 

9106140009 Advises that NRC will prepare suppl to Generic Ltr 88-01 to address BWR 
licensees concerns w/leakage detection Tech Spec requirement.Review of 900703 
response to generic Itr awaits util response to suppl. 

STANG.J.F. Project Directorate 111-1. 91/06/11. ORSER.W.S. Detroit Edison Co. 3pp. 
58143:336-58143:338. 

9106170133 Provides list of items requiring adequate verification,per 890417 & 900329 
responses to Station Blackout Rule 10CFR50.63.SER end. 

STANG.J. Project Directorate 111-1. 91/06/12. ORSER.W.S. Detroit Edison Co. 4pp. 
58165:167-58165:179. 

-9106170138 Safety evaluation supporting licensee responses & proposed method of 
dealing w/station blackout,contigent upon confirmation from licensee that 
recommendations,tests & mods documented in safety evaluation will be implemented. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/12. 9pp. 
58165:171-58165:179. 

9106240043 Requests withdrawal of 900126 application for amend to License NPF- 
43,changing TS 3/4.6.4.2 re reactor bldg to suppression chamber vacuum breakers to 
include air-operated isolation valves associated w/vacuum breaker check valves. 
ORSER.W.S. Detroit Edison Co. 91/06/14. Document Control Branch (Document 
Control Desk). Ip. 58212:317-58212:317. 

9106270276 Requests NRR assistance in interpreting requirements for containment 
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C 
testing end. 

MILLER,H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Director 
for Region III Reactors (Post 901216). 5pp. 58268:253-58268:266. 

9106280163 Requests results of review of disposition of end info re activities at facility 
within 30 days of Itr date.Enel withheld (ref 10CFR2.790(a)). 

NORELIUS.C.E. Region 3 (Post 820201). 91/06/24. ORSER.W.S. Detroit Edison Co. 
2pp. 58273:112-58273:113. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
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9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ’’ Svc list encf. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200016 Forwards insp repts 50-016/91-01 & 50-341/91-13 on 910520-24 & 
0611.Violations noted but not cited. 

GREGER.LR. Region 3 (Post 820201). 91/06/14. ORSER.W.S. Detroit Edison Co. 
2pp. 58161:094-58161:103. 

-9106200024 Insp repts 50-016/91-01 & 50-341/91-13 on 910420-24 & 0611. Viola¬ 
tions noted.not cited.Major areas inspected:audits & appraisals,changes,training & 
qulifications,external exposure controls & internal exposure controls. 

JANUSKA.A.G., PAUL.R.A., SCHUMACHER.M.C. Region 3 (Post 820201). 91/06/14. 
8 pp. 58161:096-58161:103. 


R. Periodic operating reports & related correspondence 


9106200258 Monthly operating rept for May 1991 for Fermi 2. W/910617 Itr. 

STONE.BJ., ORSER.W.S. Detroit Edison Co. 91/05/31. 4pp. 58204:012-58204:015. 


S. Reportable occurrences, LERs & related correspondence 

9106030342 LER 90-003-02:on 910410.RPS motor-generator set A trip occurred.Caused 
by relay failure.Failed relay & identical relay on MG set B replaced.Relay further ana¬ 
lyzed & pneumatic supply restored.W/910529 Itr. 

RILEY,T.L, ORSER.W.S. Detroit Edison Co. 91/05/29. 9pp. 57994:118-57994:126. 

9106040278 LER 91-009-00:on 910429,loss of power to bus 65F occurred due to mis- 
positioned knife switch.Procedure 42.302.06 & similar electrical surveillance proce¬ 
dures will be revised as needed no later than Sept 1991.W/910529 Itr. 
PENDERGAST.J., ORSER.W.S. Detroit Edison Co. 91/05/29. 5pp. 58009:003- 
58009:007. 

9106120238 LER 91 -003-01 :on 910123,discovered that primary containment atmos¬ 
phere monitoring sys fiow switch supplied w/unsuitab!e wiring insulation.Caused by in¬ 
adequate work instructions for Raychem repair of flow switch.W/910607 Itr. 
SIEMASZ.B., ORSER.W.S. Detroit Edison Co. 91/06/07. 9pp. 58150:114-58150:122. 

9106240006 LER 91-010-00:on 9l0519,contro! room emergency filtration sys declared 
inoperable when charcoal sample not taken after structural maint.Possibly caused by 
aging of charcoal filter.New charcoal absorber installed.W/910618 ttr. 

ANTHONY,P„ ORSER.W.S. Detroit Edison Co. 91/06/18. 5pp. 58226:038-58226:042. 

9106260356 LER 91-011-00:on 910523,control ctr HVAC sys shifted in recirculation 
mode.Caused by spurious spike of radiation monitor.Radiation monitor reset & work 
request initiated. W/910621 Itr. 

PENDERGAST.J., ORSER.W.S. Detroit Edison Co. 91/06/21. 4pp. 58256:042- 
58256:045. 

9106260412 LER 91-012-00:on 910525,full scram signal occurred.Caused by damaged 
fuse holder.Damaged fuse holder in 1RM G replaced & fuse properly seated^W/ 
910621 Itr. 

SIEMASZ.B., ORSER.W.S. Detroit Edison Co. 91/06/21. 5pp. 58256:066-58256:070. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


9105230105 Informs Commission of FEMA views re offsite EP for WNP-2 & Trojan Nu- 
c | ear PQyy 0 f Plant 

TAYLOR.J.M. Ofc of the Executive Director for Operations. SECY-91-145. 91/05/16. 
232pp. 57933:158-57934:029. 

9106120396 Temporary Change Notice T91-265 to Rev 3 to EPIP EP-500, “Invento¬ 
ries." 

* Portland General Electric Co. 91/05/29. 6 pp. 58110:035-58110:041. 

9106050340 Forwards status rept re util compliance w/10CFR50,App R program,per 
Region V & NRR 910219-0301 audit of fire protection program.Performance stds for 
fire protection program will be established by 911031. 

CROSS,J.E. Portland General Electric Co. 91/05/31. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 57999:004-57999:010. 

9106190201 Informs that changes to security program,as described in Security Plan 
PGE-1017,have been implemented.This implements Amend 166 submitted as License 
Change Application 170 & approved on 901127. 

CROSS,J.E. Portland General Electric Co. 91/06/13. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58177:334-58177:335. 


H. General correspondence 

9106170181 Responds to 910508 request to review concern raised by constituent that 
he was denied permanent employment because he raised safety issues to NRC con¬ 
cerning facility. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/29. GORTON,S. 
Senate. Ip. 58165:184-58165:185. 

—9106170185 Requests review re constituent request for assistance concerning allega¬ 
tion that he was denied permanent employment because he rasied safety issues to 
NRC. 

GORTON.S. Senate. 91/05/08. RATHBUN.D.K. Congressional Affairs. Ip. 58165:185- 
58165:185. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9106050218 Forwards Amend 16 to Trojan Nuclear Plant FSAR to correct errors noted 
in Insp Rept 50-344/91-02. 

CROSS,J.E. Portland General Electric Co. 91/05/31. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 58011:245-58013:358. 

-9106050224 Amend 16 to Trojan Nuclear Plant FSAR,correcting errors noted in Insp 
Rept 50-344/91-02. 

* Portland General Electric Co. 91/05/31. 1,400pp. 58011:249-58013:358. 


P. Operating license stage documents & correspondence 

9106030241 Provides revised response to NRC 910117 request for addl info relating to 
Topical Repts BAW-10176, “Mark-BW Reload Analysis for Trojan Nuclear Unit” & 
BAW-10178P, “Mark-BW Thermal-Hydraulic Application for Trojan Nuclear Plant." 
CROSS,J.E. Portland General Electric Co. 91/05/16. Document Control Branch (Doc¬ 
ument Control Desk). 12pp. 57915:110-57915:120. 

9106060081 Forwards response to questions re Topical Rept,BAW-10177, “Mark-BW 
Reload LOCA Analysis for Trojan Nuclear Plant,” per NRC meeting summary dtd 
910515. 

CROSS,J.E. Portland General Electric Co. 91/05/22. Document Control Branch (Doc¬ 
ument Control Desk). 55pp. 58001:241-58001:295. 

9106050194 Provides final response to Topical Report BAW-10177, “Mark-BW Reload 
LOCA Analysis for Trojan Nuclear Plant." Submittal of repts noted in Items 4 & 5 will 
complete actions on NRC review of BAW-10177. 

CROSS,J.E. Portland General Electric Co. 91/05/29. Document Control Branch (Doc¬ 
ument Control Desk). 25pp. 57918:275-57918:299. 

9106050382 Advises that submittal of license change application, revising TS 4.5.2.f to 
reflect changes to injection flow rate delayed from 910525 to 910606. 

CROSS,J.E. Portland General Electric Co. 91/05/29. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58008:004-58008:004. 

9106070298 Requests extension of cable spreading room floor mod.Mod will be com¬ 
pleted prior to startup from current refueling outage. 

CROSS,J.E Portland General Electric Co. 91/05/31. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58039:093-58039:093. 

9106070195 Notification of 910612 meeting w/util in Walnut Creek,CA to discuss cur¬ 
rent status of cascadia subduction zone earthquake info. 

BEVAN.R.B. Project Directorate V. 91/06/03. DYER,J.E. Project Directorate V. 2pp. 
57993:116-57993:117. 

9106240058 Notification of significant licensee meeting w/utii on on 910620 in Walnut 
Creek.CA to discuss intent & implementation of changes to facility QA program. 
KiRSCH.D.F. Region 5 (Post 820201). 91/06/05. Region 5 (Post 820201). 2pp. 
58185:174-58185:175. 

9106110290 Forwards Westinghouse rept, “Engineering Analysis Rept,Small Break 
LOCA Analyses for Revised ECCS Tech Spec Limits for Trojan Nuclear Plant." 
CROSS,J.E. Portland General Electric Co. 91/06/06. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58123:171-58123:249. 

—9106110292 “Engineering Analysis Rept Small Break LOCA Analyses for Revised 
ECCS Tech Spec Limits for Trojan Nuclear Power Plant.” 

BASKERVILLE.F., FISHER,K.A., VON HOLLEN.J. Westinghouse Electric Corp. 91/06/ 
06. 63pp. 58123:174-58123:249. 

9106130043 Forwards License Change Application 212 for amend to License NPF- 
1 .proposing new surveillance values for ECCS pumps. 

CROSS.J.E. Portland General Electric Co. 91/06/07. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58127:195-58127:222. 

-9106130052 License Change Application 212 for amend to License NPF-1, proposing 
new surveillance values for ECCS pumps. 

CROSS.J.E. Portland General Electric Co. 91/06/07. 20pp. 58127:197-58127:217. 

-9106130055 Proposed Tech Specs re new surveillance values for ECCS pumps. 

* Portland General Electric Co. 91/06/07. 5pp. 58127:218-58127:222. 

9106270238 Advises that NRC received info re activities at plant. Details of info includ¬ 
ed in end to Itr.W/o end. 

ZIMMERMAN,R.R. Region 5 (Post 820201). 91/06/14. CROSS.J.E. Portland General 
Electric Co. 2pp. 58245:340-58245:341. 

9106280153 Forwards request for waiver of compliance from Action a of Tech Spec 
3.3.3.6, “Chlorine Detection Sys” to allow periodic ventilation of control room for 1 h 
of each 8 -h shift while single chlorine detector is out of svc. 

CROSS.J.E. Portland General Electric Co. 91/06/18. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58272:100-58272:101. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040459 Responds to NRC 910429 Itr re violations noted in insp rept 50-344/91- 
07.Corrective actionsxorrective action request initiated to evaluate preventive actions 
to preclude further recurrence of similar violations. 

CROSS.J.E. Portland General Electric Co. 91/05/29. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 57999:235-57999:241. 

9106180046 Forwards insp rept 50-344/91-13 on 910422-26 & notice of 
violation.Apparent violation seems to indicate weakness exists in use of containment 
bldg sumps for reactor coolant leak detection. 

YUHAS.G.P. Region 5 (Post 820201). 91/05/30. CROSS.J.E. Portland General Elec¬ 
tric Co. 3pp. 58120:116-58120:132. 


DOCKETED ITEMS 91 


-9106180050 Notice of violation from tnsp on 910422-26.Violation noted: containment 
sump inventory channel not calibr from 880428- 910426. 

* Region 5 (Post 820201). 91/05/30. Ip. 58120:119-58120:119. 

-9106180054 Insp rept 50-344/91-13 on 910422-26.Violation noted.Major areas 
inspected:liquid radwaste sys & gaseous radwaste sys, including reactor coolant leak 
detection,spent fuel pool sys,ventilation sys & radiological effluent monitoring sys. 
CARSON.L.C., YUHAS.G.P. Region 5 (Post 820201). 91/05/30. 13pp. 58120:120- 
58120:132. 

9105230062 NRC Info Notice 91-033, ‘‘Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050218 Forwards Amend 16 to Trojan Nuclear Plant FSAR to correct errors noted 
in Insp Rept 50-344/91-02. 

CROSS,J.E. Portland General Electric Co. 91/05/31. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 58011:245-58013:358. 

-9106050224 Amend 16 to Trojan Nuclear Plant FSAR,correcting errors noted in Insp 
Rept 50-344/91-02. 

* Portland General Electric Co. 91/05/31. 1,400pp. 58011:249-58013:358. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106280125 Responds to NRC 910503 Itr re violations noted in insp rept 50-344/91- 
11 .Corrective actions:Rev to TPP 14-11, “ALARA Work Plan Procedure & Design 
ALARA Reviews,” written to include radiation protection survey & walkdown. 

CROSS,J.E. Portland General Electric Co. 91/06/03. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 58272:109-58272:113. 

9106110168 Ack receipt of 910515 Itr informing NRC of corrective actions in response 
to violations noted in Insp Rept 50-344/91-01. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/06/05. CROSS,J.E. Portland General 
Electric Co. pp. 58096:055-58096:070. 

9106240063 Notification of significant licensee meeting on 910626 at plant site to dis¬ 
cuss SALP & to review current plant issues. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/06/07. Region 3 (Post 820201). 3pp. 
58185:180-58185:182. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260106 Forwards insp rept 50-344/91-15 on 910506-24 & notice of violation. 
SCARANO.R.A. Region 5 (Post 820201). 91/06/11. CROSS,J.E. Portland General 
Electric Co. 3pp. 58205:063-58205:082. 

-9106260113 Notice of violation from insp on 910506-24.Violation noted:failure to pro¬ 
vide locked door to prevent unauthorized entry to bioshield areas w/105’ & 45’ levels 
of containment. 

* Region 5 (Post 820201). 91/06/11. 2pp. 58205:066-58205:067. 

-9106260115 Insp rept 50-344/91-15 on 910506-24.Violations noted.Major areas 
inspecteddollowup items,radiation protection organization & occupational exposure 
during outages. 

COBLENTZ.L.L, CILUS.M., YUHAS.G.P. Region 5 (Post 820201). 91/06/11. 15pp. 
58205:068-58205:082. 


R. Periodic operating reports & related correspondence 


9106250095 Monthly operating rept for May 1991 for Trojan Nuclear Piant.W/910617 Itr. 
ULMER, J.F., ROBINSON,W.R. Portland General Electric Co. 91/05/31. 8pp. 
58221:050-58221:057. 


S. Reportable occurrences, LERs & related correspondence 

9106050261 Special rept:beginning on 910420,portions of seismic monitoring sys re¬ 
moved from svc to support refueling maint activities & to perform channel calibrs on 
monitoring instrumentation.Work expected to be completed by 910607. 

ROBINSON,W.R. Portland General Electric Co. 91 /05/30. Document Control Branch 
(Document Control Desk). Ip. 58003:353-58003:353. 

9106140173 LER 91-011-00:on 910510,potential degradation of electrical penetration 
assembly module seal discovered.Caused by seal mati inappropriate for selected 
application.Replacement of EPA seeks w/more durable seals.W/910610 Itr. 
MEARNS.J.D., ROBINSON,W.R. Portland General Electric Co. 91/06/10. 8pp. 
58178:034-58178:041. 

9106190292 LER 91-012-00:on 910513,isolation of control room normal ventilation sys 
occurred.Caused by inadequate operating procedures.Procedure changed.W/910607 
Itr. 

WILLIAMS,W.J., ROBINSON,W.R. Portland General Electric Co. 91/06/12. 7pp. 
58198:249-58198:255. 

9106190288 LER 91-019-00:on 910408,special rept not submitted when meteorological 
monitoring instrument was inoperable for greater than seven days due to inadequate 
operability determination.W/910614 Itr. 

FORD.E.W., ROBINSON.W.R. Portland General Electric Co. 91/06/15. 5pp. 
58198:244-58198:248. 

9106260377 LER 9l-009-01:on 910315,solenoid valves lacked sufficient documentation 
to demonstrate operability for low-temp svc conditions.Caused by design 
weaknesses.Corrective action to be completed prior to onset of cold weather.W/ 
910621 Itr. 

STEPHENSON.C.J., ROBINSON.W.R. Portland General Electric Co. 91/06/21. 6pp. 
58256:050-58256:055. 


9106270260 Final Part 21 Rept 91-02 re electrical penetration assembly module seals 
made of polyurethane & mfg by Parker Packing. Polyurethane matl may degrade in 
use as containment pressure boundary seal.Polyurethane seals will be replaced. 
CROSS.J.E. Portland General Electric Co. 91/06/24. MARTIN,J.B. Region 5 (Post 
820201). 4pp. 58254:353-58254:356. 

9106270264 Special rept:on 910520,penetration fire barrier rendered nonfunctional to 
facilitate nearby fire dampers.Seal nonfunctional for greater than seven days.Action 
statement of Tech Specs 3.7.9 implemented. 

ROBINSON.W.R. Portland General Electric Co. 91/06/24. Document Control Branch 
(Document Control Desk). 2pp. 58250:092-58250:093. 

9106280176 LER 91-021-00:on 910524,inadequate analysis of shutdown methodology 
occurred resulting in potential inability to depressurize & cool down plant.Caused by 
failure to perform adequate analysis.Training provided.W/910624 Itr. 
BOHLANDER.K.L., ROBINSON.W.R. Portland General Electric Co. 91/06/24. 11pp. 
58297:348-58297:358. 
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F. Security, medical, emergency & fire protection plans 


9106110204 Rev 5 to EPIP HS-EP-02010, “Emergency Mgt.” 

GORDON,D.J., MYERS,T.J., STORZ.L.F. Toledo Edison Co. 91/05/07. 37pp. 
58123:250-58123:286. 

9106030104 Notification of 910531 meeting w/util in Rockville,MD to discuss removal of 
detailed fire protection requirements from Tech Specs. 

HOPKINS,J.B. Project Directorate 111-3. 91/05/21. HANNON,J.N. Project Directorate 
111-3. 3pp. 57887:242-57887:244. 

9106070002 Forwards FEMA 910418 Itr transmitting “Exercise Rept Davis-Besse Nucle¬ 
ar Power Plant Toledo Edison Co Joint Exercise." Offsite radiological emergency re¬ 
sponse plans adequate. 

GREGER.L.R. Region 3 (Post 820201). 91/05/30. SHELTON,D. Toledo Edison Co. 
SHELTON,D. Centerior Energy. Ip. 58016:184-58016:279. 

-9105080190 Forwards final exercise rept for 890808-09 exercise of offsite radiological 
emergency response plans for plant. No deficiencies noted.Seven areas requiring cor¬ 
rective action identified. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/04/18. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). ip. 
58016:185-58016:185. 

-9105080273 Final "Exercise Rept Davis-Besse Nuclear Power Plant Toledo Edison Co 
Joint Exercise" on 890808-09. 

* Federal Emergency Management Agency. 91/03/08. 94pp. 58016:186-58016:279. 

9106100082 Recognizes efforts of listed individuals for assistance throughout emergen¬ 
cy response data sys implementation at facility. 

JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Director. 91/06/ 
05. SHELTON,D.C. Toledo Edison Co. 2pp. 58011:130-58011:131. 

9106190205 Forwards Rev 10 to industrial security plan App A,per 10CFR50.54(p).W/o 
end. 

SHELTON,D.C. Centerior Energy. 91/06/12. Document Control Branch (Document 
Control Desk). Ip. 58177:330-58177:330. 

9106250163 Forwards routine safety insp 50-346/91-09 on 910423-0612.No violations 
noted. 

KNOP.R.C. Region 3 (Post 820201). 91/06/18. SHELTON,D. Centerior Energy. 2pp. 
58211:041-58211:053. 

-9106250165 Insp rept 50-346/91-09 on 910423-0612.No violations noted. Major areas 
inspected:LER followup,plant operations, radiological controls,maint/ 
surveillance,emergency preparedness,security & engineering. 

JACKIW.I.N. Region 3 (Post 820201). 91/06/18. 11pp. 58211:043-58211:053. 


G. Adjudicatory correspondence 

9106250081 Forwards request for hearings submitted by Ohio Edison Co, Cleveland 
Electric Illuminating Co & Toledo Edison Co, petition to intervene submitted by Ala¬ 
bama Electric Cooperative,Inc & opposition to hearing. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11833. 91/06/07. 
COTTER,B.P. Atomic Safety and Licensing Board Panel. Ip. 58197:091-58197:122. 

-9106250102 Request for hearing re denial of application to amend Perry operating li¬ 
cense to suspend antitrust conditions insofar as conditions apply to Ohio Edison Co.* 
W/Certificate of Svc. 

CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge. 
91/05/31. Commissioners (Post 750119). 4pp. 58197:092-58197:095. 

-9106250108 Request for hearing re denial of application to amend Perry & Davis- 
Besse operating licenses to suspend antitrust conditions insofar as conditions apply to 
Cleveland Electric Illuminating Co & Toledo Edison Co.* W/Certificate of Svc. 
MURPHY,J.P. Ohio Edison Co. MURPHY,J.P. Cleveland Electric Illuminating Co. 
MURPHY,J.P. Squire, Sanders & Dempsey. 91/05/31. Commissioners (Post 750119). 
8 pp. 58197:096-58197:103. 

-9106250114 Petition of Alabama Electric Cooperativejnc for leave to intervene.* Util 
requests intervention in further proceedings on applications of Ohio Edison & other 
applicants.W/Certificate of Svc. 

MACGUINEAS.D.B., BOSKEY.B. Alabama Electric Cooperative, Inc. 
MACGUINEAS.D.B. Volpe, Boskey & Lyons. 91/05/30. Commissioners (Post 750119). 
6 pp. 58197:104-58197:109. 

-9106250120 Opposition of city of Cleveland,Ohio to hearing re denial of applications to 
suspend anti-trust license conditions & petition to intervene in event hearing request¬ 
ed & granted.* W/Certificate of Svc. 

GOLDBERG,R., STROTHER,C.D. Cleveland, OH. GOLDBERG,R. Goldberg, Fieldman 
& Letham, P.C. 91/05/31. Commissioners (Post 750119). 13pp. 58197:1 IQ- 
58197:122. 
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ML Antitrust correspondence 


9106280061 Establishment of ASLB.’ Board comprises of ME Miller, C Bechhoefer & 
JH Frye.Served on 910617.W/Certificate of Svc. - 

COTTER.B.P. Atomic Safety and Licensing Board Panel. #291 11873. 91/06/13. 5pp. 
58237:324-58237:328. 


9108280053 Answer of Clio Edison Co to petition of Alabama Electric Cooperative,Inc 
for leave to intervene.* Alabama Electric Cooperative.lnc petition for leave to inter- 
veve should be denied.W/Certificate of Svc. 

CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge. 
#291 11875. 91/06/14. Commissioners (Post 750119). 11pp. 58237:302-58237:312. 


9IG62S0056 Answer of Qeveiand Electric Illuminating Co & Toledo Edison Co to peti¬ 
tion of Alabama Electric Cooperative.lnc for leave to intervene.* AEC has not met 
burden of satisfying regulatory & common law requirements. W/Certificate of Svc. 
MURPHY,J.P. Cleveland Efectrc Illuminating Co. MURPHY.J.P. Toledo Edison Co. 
MURPHY.J.P. Squire. Sanders & Dempsey. #291 11874. 91/06/14. Commissioners 
(Post 750119). 11pp. 58237:313-58237:323. 


9106280065 Answer of Ohio Edison Co to opposition of City of Cleveland, OH to hear¬ 
ing w/respect to dental of applications to suspend antitrust license conditions & peti¬ 
tion to intervene in event hearing requested & granted.W/Certificate of Svc. 
CHARNOFF.G. Olio Edison Co. CHARNOFF.G. Shaw, Pittman. Potts & Trowbridge. 
#291 11877. 91/06/17. Commissioners (Post 750119). 9pp. 58237:331-58237:339. 


9106280091 Answer of Cleveland Electric Illuminating Co & Toledo Edison Co to oppo¬ 
sition of City of Qeveland.Ohso.to tearing w/respect to denial of applications to sus¬ 
pend antitrust icense concftions & petition to intervene.* 

MURPHY.J.P. Cleveland Electric Illuminating Co. MURPHY.J.P. Toledo Edison Co. 
MURPHY,J.P. Squire, Sanders & Dempsey. #291 11878. 91/06/17. Commissioners 
(Post 750119). 11pp. 58238:120-58238:130. 


P. Operating icense stage documents & correspondence 

9106100185 Forwards application for amend to License NPF-3,revising Station Review 
Board composition & reflecting organizational changes. 

SHELTON,D.C. Centerior Energy. 91/05/10. Document Control Branch (Document 
Control Desk). 2pp. 58091:336-58091:346. 

-9106100'190 Application for amend to license NPF-3,revising Tech Spec 6.0 changing 
Station Review Board composition & reflecting organizational changes. 

SHELTON.D.C. Centerior Energy. 91/05/10. Document Control Branch (Document 
Control Desk). 6 pp. 58091:338-58091:343. 

-9106100195 Proposed tech specs S.O.revising Station Review Board composition & re¬ 
flecting organizational changes. 

* Centerior Energy. 91/05/10. 3pp. 58091:344-58091:346. 

9106040359 Discusses Stirs resolving issues re leak testing performed by HAFA inti at 
facity.NRC withdrawal of approval of topical rept HAFA 135 (P-A) proper. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/17. GILLMOR.P.E. 
House of Rep. Ip. 57895:195-57895:206. 

9106030330 Submrts.per 10CFR50.54(a)(3).p!ans re replacement of engineering assur¬ 
ance in-line quality review of procurement documents w/addl & separate procurement 
engineering technical & quality review at facility. 

SHELTON,D.C. Centerior Energy. 91/05/28. Document Control Branch (Document 
Control Desk). 6 pp. 57913:342-57913:347. 

9106060259 Notification of 910606-07 meeting w/util in Oak Harbor.OH to discuss anal¬ 
ysis of high energy line break pressurizing annulus between primary & secondary con¬ 
tainments. 

HOPKINS,J.B. Protect Directorate SSI-3. 91/05/30. HANNON,J.N. Project Directorate 

SSI-3. 3pp. 57919:157-57919:159. 

9106050339 Forwards application for amend to License NPF-3,changing Tech Spec 
5.3.1, “Fuel Assembles" to alow removal of defective fuel rods or replacement of 
defective fuel rods w/ stainless steel or Zircaloy filler rods. 

SHELTON,D.C. Centerior Energy. 91/05/31. Document Control Branch (Document 
Control Desk). 2pp. 58004:291 -58004:300. 


-9106050344 Application for amend to license NPF-3,changing Tech Spec 5.3.1, “Fue 
Assemblies” to allow removal of defective fuel rods or replacement of defective fue 
rods w/stainless steel or Zircaloy filler rods. 

SHELTON,D.C. Centenor Energy. 91/05/31. 6pp. 58004:293-58004:298. 

—9106050347 Proposed Tech Spec 5.3.1, “Fuel Assemblies” to permit removal of de 
fective rote or replacement of defective rods w/Zircaloy or filler rods 
" Centenor Energy. 91/05/31. 2pp. 58004:299-58004:300. 

3106070092 Forwards amend 157 to license NPF-3 & safety evaluation. Amend revise; 
ma*n steam tow pressure block permit setpoint & steam pressure setpoint where bloc) 

permit automaticaty removed. 

Pr °S® ct Directorate HI-3. 91/06/04. SHELTON,D.C. Toledo Edison Co 
3pp. 57993:009-57993:018. 

-9 10607 0098 Amend 157 to license NPF-3,revising main steam low pressure blocl 
P ressyre setpoint where block permit automatically removed 
HOPKINS.J.B. Project Directorate HI-3. 91/06/04. 5pp. 57993:012-57993:015. 

~-91O607OW Safety evaluation supporting amend 157 to license NPF-3. 

Re ®ct® r Regulation, Director (Post 870411). 91/06/04. 3pp 

5 faSsJBl &*5799 k 3 tOl 8. 

af f lic ! tion ?or amerKj to License NPF-3,removing Tech Specs 

supposed ISSte■£*!££ 3/S& interlock r ^ rements in Modes 4 * 

Document Con,ro1 Branch tPocumm 

”^S 1 SS^ PP ? Ca? f n for amend t0 License NPF-3,removing Tech Specs decav 

requirements in ^ 4 & s - pr °- 

SHELTON.D.C. Centerior Energy. 91/06/04. 7pp. 58094:003-58094:009. 


-9106100433 Proposed Tech Specs 3/4.3.2 re removal of decay heat isolation valve & 
pressurizer heater interlock requirements in Modes 4 & 5 
* Centerior Energy. 91/06/04. 7pp. 58094:010-58094.016. 

9106240112 Ack receipt of 910528 submittal which incorporates changes in OA pro¬ 
gram description in area of procurement document review. . 

WRIGHT,G.C. Region 3 (Post 820201). 91/06/18. SHELTON,D. Centerior Energy. Ip. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
bv Associated Piping & Engineering." Svc list end. 

ROSS! C E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
CHicnn fVi of Mom/ Vork Inr; 84on. 58146:001-58146:087. 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110192 Forwards Safety Insp Rept 50-346/91-08 on 910513-16.No violations 
noted. 

RING.M.A. Region 3 (Post 820201). 91/06/03. SHELTON,D. Toledo Edison Co. 2pp. 
58098:001-58098:012. 

-9106110195 Insp Rept 50-346/91-08 on 910513-27.No violations noted. Major areas 
inspectecbmaint activities using selected portions of Insp Module 62703 to ascertain 
whether maint effectively accomplished. 

CHOULES.N.C., WALKER,H.A., JABLONSKI.FJ. Region 3 (Post 820201). 91/05/31. 
10pp. 58098:003-58098:012. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106180055 Forwards page 4 inadvertently omitted from insp rept 50-346/91-06 trans¬ 
mitted by 910508 Itr. 

GREGER.L.R. Region 3 (Post 820201). 91/06/11. SHELTON,D. Toledo Edison Co. 
Ip. 58120:133-58120:134. 

-9106180133 Page 4 of insp rept 50-346/91-06,inadvertently omitted in 910508 trans¬ 
mittal. 

* Region 3 (Post 820201). 91/06/11. Ip. 58120:134-58120:134. 

9106200274 Advises that 910614 & 0517 responses to NRC Bulletin 89-002 found to be 
acceptable. 

HOPKINS.J.B. Project Directorate 111-3. 91/06/11. SHELTON,D.C. Toledo Edison Co. 
3pp. 58172:068-58172:071. 

-9106200279 SE accepting util 910614 & 0517 responses to NRC Bulletin 89-002, 
“Stress Corrosion Cracking of High Hardness Type 410 Stainless Steel Internal Pre- 
loaded Bolting in Anchor Darling Model S350W Swing Check Valves or Valves of 
Similar Design.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/11. Ip. 
58172:071-58172:071. 

9106190188 Forwards request for add! info on second 10 -yr interval inservice insp 
program.Response requested within 60 days of Itr receipt. 

HOPKINS.J.B. Project Directorate 111-3. 91/06/14. SHELTON.D.C. Centerior Energy. 
SHELTON,D.C. Toledo Edison Co. 7pp. 58151:324-58151:330. 

9106250163 Forwards routine safety insp 50-346/91-09 on 910423-0612.No violations 
noted. 

KNOP.R.C. Region 3 (Post 820201). 91/06/18. SHELTON,D. Centerior Energy. 2pp. 
58211:041-58211:053. 

-9106250165 Insp rept 50-346/91-09 on 910423-0612.No violations noted. Major areas 
inspected:LER followup.plant operations, radiological controls,maint/ 

surveillance,emergency preparedness,security & engineering. 

JACKIW.I.N. Region 3 (Post 820201). 91/06/18. 11 pp. 58211:043-58211:053. 


R. Periodic operating reports & related correspondence 


9106180426 Monthly operating rept for May 1991 for Davis-Besse Nuclear Power Sta¬ 
tion Unit 1.W/910611 Itr. 

SARSOUR.B., STORZ.L.F. Centerior Energy. 91/05/31. 6 pp. 58171:287-58171:292. 


S. Reportable occurrences, LERs & related correspondence 

9106030205 Special repton 910415,ionization type fire detector in fire detection zone 
235 (boric acid evaporator room 1 - 1 ) inoperable.TS 3 / 4 . 3 . 3.8 entered & hourly fire 
watch patrol established within 1 h. 

STORZ,L.F. Centerior Energy. 91/05/29. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 57916:360-57916:361. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


aiuozruiad Hev 21 


* a lohom o-/A)-, K ' 0 ‘ tlp ’ 10, Evacuation & Personnel Accountability. 

Alabama Power Co. 91/05/16. 24pp. 58254:279-58254:302. 
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9106060129 Forwards Insp Repts 50-348/91-08 & 50-364/91-08 on 910412-0513.Viola- 
tion noted but not cited re failure to implement conservative type tag-out procedure. 
VERRELU.D.M. Region 2 (Post 820201). 91/05/21. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 58002:293-58002:306. 

-9106060132 Insp Repts 50-348/91-08 & 50-364/91-08 on 910412-0513. Violation 
noted but not cited.Major areas inspected: operational safety verification,monthly sur- 
veillance/maint observations & fire protection surveillance observations. 

MAXWELL,G.F., CANTRELL,F.S. Region 2 (Post 820201). 91/05/21. 11pp. 

58002:296-58002:306. 

9106070110 EPIPs including,Rev 22 to FNP-0-EIP-4 & Rev 80 to FNP-0-EIP-8.W/ 
910531 Itr. 

HUDSPETH,J.B. Alabama Power Co. 91/05/31. 104pp. 58014:178-58014:271. 

9106100355 Ack receipt of 910426 Itr transmitting Rev 19 to physical security plan.Most 
changes consistent w/provisions of 10CFR50.54(p).Three changes requiring adminis¬ 
trative clarification delineated on end. 

CLINE,W.E. Region 2 (Post 820201). 91/06/05. HAIRSTON,W.G. Alabama Power Co. 
4pp. 58051:191-58051:194. 

9106210198 Rev 80 to EPIP FNP-O-EIP-8, “On-Call Schedule." W/910611 Itr. 
HUDSPETH,J.B. Alabama Power Co. 91/06/11. 12pp. 58202:201-58202:212. 

9106270001 Forwards insp repts 50-348/91-11 & 50-364/91-11.No violations noted. 
COLLINS,D.M. Region 2 (Post 820201). 91/06/11. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 58222:091-58222:101. 

-9106270002 Insp repts 50-348/91-11 & 50-364/91-11 on 910513-17. Violations 
noted.Major areas inspected:operational readiness of site emergency preparedness 
program.facilities,equipment, instrumentation & supplies. 

KREH.J.L., RANKIN,W.H. Region 2 (Post 820201). 91/06/07. 8pp. 58222:094- 
58222:101. 

9106180285 Rev 29 to EPIP FNP-O-EIP-16, “Emergency Equipment & Supplies.” W/ 
910613 Itr. 

HUDSPETH,J.B. Alabama Power Co. 91/06/13. 100pp. 58170:266-58171:018. 

9106270166 Rev 80 to FNP-0-EIP-0008.0000,reflecting second quarter update of plant 
notification roster,consisting of both alphabetical & department code listing. 

* Alabama Power Co. 91/06/18. 190pp. 58269:186-58270:031. 

9106240316 Revised EPIPs,consisting of rev 4 to FNP-0-EIP-20, “Chemistry & Environ¬ 
mental Support to Emergency Plan” & rev 6 to FNP-0-EIP-5, “Maint Support to Emer¬ 
gency Plan." W/910619 Itr. 

HUDSPETH,J.B. Alabama Power Co. 91/06/19. 38pp. 58210:108-58210:145. 


P. Operating license stage documents & correspondence 

9106030118 Documents evaluation of safety significance of 910521 return to power w/o 
performing hydrostatic tests up to ASME Code. Tests will be performed during next 
shutdown period. 

WOODARD,J.D. Alabama Power Co. 91/05/23. Document Control Branch (Document 
Control Desk). 2pp. 57915:281-57915:282. 

9106060117 Forwards SE & TER re relief request for inservice testing program for 
pumps & valves at facility. 

MENDIOLA.A.J. Project Directorate 11-1. 91/05/23. HAIRSTON,W.G. Alabama Power 
Co. 4pp. 57919:001-57919:143. 

-9106060136 Safety evaluation re inservice testing program & requests for relief. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/23. 13pp. 
57919:005-57919:017. 

-9106060172 “TER Pump & Valve Inservice Testing Programs,” for facility. 

COOK.T.L., RANSOM,C.B. EG&G Idaho. Inc. (subs, of EG&G, Inc.). COOK.T.L. Idaho 
National Engineering Laboratory. FIN A-6812. EGG-NTA-8805. 91/02/28. NRC - No 
Detailed Affiliation Given. 122pp. 57919:018-57919:143. 

9106040073 Approves request for withholding of info from public disclosure per 910424 
application requesting withholding (ref 10CFR2.790). 

HOFFMAN,S.T. Project Directorate 11-1. 91/05/24. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 4pp. 57895:320-57895:323. 

9106040140 Comments on util practice of allowing personnel performing safety related 
functions on operating unit to work overtime. NRC concerned w/cumulative effects of 
overtime on personnel. Documented evaluation re guidelines to overtime end. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/05/24. 

HAIRSTON,W.G. Alabama Power Co. 8pp. 57894:083-57894:090. 

—9106040148 “Documented Evaluation to Support Imposition of Compliance Backfit re 
Tech Spec Guidelines for Overtime at Joseph M Farley Nuclear Plant,Units 1 & 2.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/24. 4pp. 
57894:087-57894:090. 

9106040333 Forwards proposed schedules for submission & requested approval of vari¬ 
ous licensing items & prioritized listing of license amend & other requests. 

WOODARD,J.D. Alabama Power Co. 91/05/28. Document Control Branch (Document 
Control Desk). 8pp. 57918:207-57918:214. 

9106060068 Forwards Westinghouse 910412 application for withholding WCAP-11953, 
“Safety Evaluation Supporting More Negative EOL Moderator Temp Coefficient for JM 
Farley....” Rept provided as technical justification for 900713 Tech Spec change. 
WOODARD,J.D. Alabama Power Co. 91/05/28. Document Control Branch (Document 
Control Desk). Ip. 58001:350-58001:360. 

—9106060071 Forwards affidavit for withholding WCAP-11953, “Safety Evaluation Sup¬ 
porting More Negative EOL Moderator Temp Coefficient for JM Farley Nuclear Power 
Plant Units 1 & 2” (ref 10CFR2.790). 

DIPIAZZA.R.P. Westinghouse Electric Corp. 91/04/12. MURLEY.T. Document Control 
Branch (Document Control Desk). 10pp. 58001:351-58001:360. 

9106060128 Approves 900928 response to NRC issued generic Itr GL-90-03, “Relax¬ 
ation of Staff Position in Generic Ltr 83-28,Item 2.2 Part 2 ’Vendor Interface for Safety 
Related Components.’” 

HOFFMAN,S.T. Project Directorate 11-1. 91/05/31. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 57934:291-57934:293. 


9106070269 Forwards amend 89 to license NPF-2 & safety evaluation. Amend revises 
tech spec table 3.3-5, “ESF Response Times.” 

HOFMAN.S.T. Project Directorate 11-1. 91/06/04. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 57993:281-57993:292. 

—9106070277 Amend 89 to license NPF-2,revising tech spec table 3.3-5, “ESF Re¬ 
sponse Times.” 

MENDIOLA.A.J. Project Directorate 11-1. 91/06/04. 4pp. 57993:284-57993:287. 

-9106070280 Safety evaluation supporting amend 89 to license NPF-2. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 5pp. 
57993:288-57993:292. 

9106110011 Forwards supplemental response to NRC safety evaluation re station 
blackout rule.ltems cover proposed alternate ac power source,compressed air,effects 
of loss of ventilation & reactor coolant inventory. 

WOODARD,J.D. Alabama Power Co. 91/06/05. Document Control Branch (Document 
Control Desk). 11pp. 58095:318-58095:328. 

9106180187 Discusses DCRDR for Units 1 & 2,per 910131 Itr. 

WOODARD,J.D. Alabama Power Co. 91/06/11. Document Control Branch (Document 
Control Desk). Ip. 58175:264-58175:264. 

9106190211 Advises that WCAP-11953, “SE Supporting More Negative EOL Moderator 
Temp Coefficient TS for JM Farley Nuclear Plant Units 1 & 2” will be withheld from 
public disclosure.per 10CFR2.790. 

HOFFMAN,S.T. Project Directorate 11-1. 91/06/14. DIPIAZZA.R.P. Westinghouse Elec¬ 
tric Corp. 4pp. 58151:335-58151:338. 

9106240105 Advises that on 910506 Alabama Power Co submitted application for 
amends to Licenses NPF-2 & NPF-8,adding Southern Nuclear Operating Co as 
licensee.Employees will retain unrestricted plant access per 10CFR73.56. 

WOODARD,J.D. Alabama Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). Ip. 58212:277-58212:277. 

9106270014 Submits info re organizational changes within Southern Nuclear Operating 
Co,per 910506 application for amends to Licenses NPF-2 & NPF-8.Upon issuance of 
amends,Southern Nuclear will become operator of facilities. 

WOODARD,J.D. Alabama Power Co. 91 /06/20. Document Control Branch (Document 
Control Desk). 2pp. 58247:354-58247:355. 

9106280090 Informs that amend request involves issues & policy considerations whose 
review will delay issuance of safety evafuation.Review underway. 

HOFFMAN,S.T. Project Directorate 11-1. 91/06/21. MCDONALD,R.P. Alabama Power 
Co. 2pp. 58248:026-58248:027. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110089 Informs that NRC has reversed its position on 901212 Itr re written ack of 
receipt & review of responses to NOV w/ Severity Level IV & V.NRC will return to 
practice of responding to all NOV response Itrs. ; 

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. HAIRSTON,W.G. Alabama Power 
Co. 4pp. 57997:263-57997:266. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060129 Forwards Insp Repts 50-348/91-08 & 50-364/91-08 on 910412-0513.Viola¬ 
tion noted but not cited re failure to implement conservative type tag-out procedure. 
VERRELU.D.M. Region 2 (Post 820201). 91/05/21. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 58002:293-58002:306. 

-9106060132 Insp Repts 50-348/91-08 & 50-364/91-08 on 910412-0513. Violation 
noted but not cited.Major areas inspected: operational safety verification,monthly sur- 
veillance/maint observations & fire protection surveillance observations. 

MAXWELL,G.F., CANTRELL,F.S. Region 2 (Post 820201). 91/05/21. 11pp. 

58002:296-58002:306. 

9106110053 Forwards insp repts 50-348/91-10 & 50-364/91-10 on 910424-26 & 0508 
& notice of violation. 

GIBSON,A.F. Region 2 (Post 820201). 91/05/28. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 57996:269-57996:288. 

-9106110061 Notice of violation from insp on 910424-26 & 0508.Violation 
noteddicensee failed to follow procedures,failed to have adequate procedures & failed 
to prevent deficient conditions. 

GIBSON,A.F. Region 2 (Post 820201). 91/05/28. 3pp. 57996:272-57996:274. 

-9106110066 Insp repts 50-348/91-10 & 50-364/91-10 on 910424-26 & 0508. Viola¬ 
tions noted.Major areas inspected:activitses associated w/inadvertent dumping of 
water from RWST to reactor compartment containment sump. 

BRESLAU,B.A. Region 2 (Post 820201). 91/05/20. 14pp. 57996:275-57996:288. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110029 Forwards exam rept 50-348/91-300 for exams administered on 910415-19. 
GIBSON,A.F. Region 2 (Post 820201). 91/05/31. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 57996:001-57996:202. 

-9106110032 Exam rept 50-348/91-300 on 910415-19.Exam results:written exams & 
operating tests administered to seven SROs.Six passed & one failed. 

PAYNE,D.C., LAWYER,L.L. Region 2 (Post 820201). 91/05/31. 198pp. 57996:005- 
57996:202. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 
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9106110167 Forwards insp rept 50-348/91-09 & 50-364/91-09 on 910429- 0503.No vio¬ 
lations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/06/04. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 58096:138-58096:150. 

-9106110178 Insp repts 50-348/91-09 & 50-364/91-09 on 910429-0503.No violations 
noted.Major areas inspected:steam generator tubes at Wextex expansion transition 
within sludge region of tube sheet & general insp inside reactor bldg. 

ECONOMOS.N,, BLAKE,J.J. Region 2 (Post 820201). 91/06/04. 10pp. 58096:141- 
58096:150. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270001 Forwards insp repts 50-348/91-11 & 50-364/91-11.No violations noted. 
COLLINS,D.M. Region 2 (Post 820201). 91/06/11. HAIRSTON.W.G. Alabama Power 
Co. 3pp. 58222:091-58222:101. 

-9106270002 Insp repts 50-348/91-11 & 50-364/91-11 on 910513-17. Violations 
noted.Major areas inspected:operational readiness of site emergency preparedness 
program .facilities, equipment, instrumentation & supplies. 

KREH.J.L, RANKIN,W.H. Region 2 (Post 820201). 91/06/07. 8pp. 58222:094- 
58222:101. 

9106240270 Responds to NRC telcon questions re util 891106 response to NRC Bulle¬ 
tin 88-010 on Heinemann Model AM-2-A3-A molded-case circuit breakers.Vendor doc¬ 
umentation & excerpts from Test Rept 49799-1 end. 

WOODARD,J.D. Alabama Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 6pp. 58212:321-58212:326. 


R. Periodic operating reports & related correspondence 

9106180444 Monthly operating rept for May 1991 for Farley Nuclear Plant Unit 1.W/ 
910611 Itr. 

MOREY.D.N., WOODARD,J.D. Alabama Power Co. 91/05/31. 5pp. 58171:300- 
58171:304. 


S. Reportable occurrences, LERs & related correspondence 

9106040343 LER 91-004-00:on 910423.RWST water inadvertently drained to contain¬ 
ment floor occurred when maint personnel opened motor operated valves.Caused by 
personnel error.MOVs closed stopping spill & SS involved disciplined.W/910528 Itr. 
MOREY.D.N., WOODARD,J.D. Alabama Power Co. 91/05/28. 5pp. 58091:299- 

58091:303. 

9106190359 LER 91-005-00:on 91 051 8 , unit changed operational modes while valve in 
flow path for turbine driven auxiliary feedwater pump misaligned.Caused by personnel 
error.Personnel counseled.W/910614 Itr. 

MOREY.D.N., WOODARD,J.D. Alabama Power Co. 91/06/14. 4pp. 58209:108- 

58209:111. 

9106260361 LER 91-006-00:on 910524,inadvertent OTDT reactor trip occurred during 
testing.Caused by failure to request drawing rev when spare RTD was placed in 
svc.Appropriate maint & plant mod personnel trained.W/910620 Itr. 

MOREY.D.N., WOODARD,J.D. Alabama Power Co. 91/06/20. 4pp. 58256:046- 

58256:049. 


V. Operator Examinations 

9106110029 Forwards exam rept 50-348/91-300 for exams administered on 910415-19. 
GIBSON,A.F. Region 2 (Post 820201). 91/05/31. HAIRSTON.W.G. Alabama Power 
Co. 3pp. 57996:001-57996:202. 

—9106110032 Exam rept 50-348/91-300 on 910415-19.Exam results:written exams & 
operating tests administered to seven SROs.Six passed & one failed. 

PAYNE,D.C., LAWYER.L.L. Region 2 (Post 820201). 91/05/31. 198pp. 57996:005- 
57996:202. 
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F. Security, medical, emergency & fire protection plans 

9106060047 Advises that portions of Revs 6 to security personnel training & qualifica¬ 
tion plan,submitted via 900330 & 1212 Itrs,inconsistent w/provisions of 
10CFR50.54(p).Encl withheld (ref 10CFR73.21). 

JOYNER,J.H. Region 1 (Post 820201). 91/05/28. SMITH.D.M. Philadelphia Electric 
Co. 2pp. 58010:316-58010:317. 

9106110439 Notification of enforcement conference held at Region I ofc in King of 
Prussia,PA to discuss findings of Special Physical Security Insps 50-352/91-12 & 50- 
353/91-13. 

KNAPP.M.R. Region 1 (Post 820201). 91/06/03. SMITH.D.M. Philadelphia Electric Co. 
14pp. 58099:018-58099:031. 

9106140214 Forwards insp rept 50-352/91-09 & 50-353/91-10 on 910324- 0427 & 
notice of violation. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/05. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 58128:001-58128:022. 

-9106140222 Insp repts 50-352/91-09 & 50-353/91-10 on 910324-0427. Violations 
noted.Major areas inspected:plant operations, radiation protection,surveillance & 
maint,emergency preparedness,security,engineering & technical support. 
DOERFLEIN.LT. Region 1 (Post 820201). 91/06/05. 18pp. 58128:005-58128:022. 

9106200162 Advises that NRC will exercise enforcement discretion & will not take en¬ 
forcement action for violations noted in Insp Repts 50-352/91-12 & 50-353/91-13 re 
failure of security personnel to follow procedure in response to lost badge. 

MARTIN,T.T. Region 1 (Post 820201). 91/06/14. MCNEILL,C.A. Philadelphia Electric 
Co. 3pp. 58200:190-58200:192. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 
DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detaileq 
filiation Given. 1 p. 58039:092-58039:092. 


P. Operating license stage documents & correspondence 


9106070174 Requests for exemption from 10CFR55.53(e) re maintaining active sw, 
of license for senior reactor operators limited to fuel handling & proposed frequent 
duration of LSRO requalification training. f 

BECK.G.J. Philadelphia Electric Co. 91/05/31. MURLEY.T.E. Office of Nuclear Rec¬ 
tor Regulation, Director (Post 870411). 4pp. 58015:225-58015:228. 

9106120285 Forwards safety evaluation re station blackout analysis for facility & S^tp 
91/6651. 

CLARK,R.J. Project Directorate 1-2. 91/06/03. BECK.G.J. Philadelphia Electric (v 
3pp. 58106:191-58106:238. 

-9106120287 Safety evaluation re station blackout safety analysis. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/03. ifon 
58106:194-58106:238. ^ 


9106200025 Forwards summary of 910522 meeting 91-47 in King of Prussia, PA re 
multi-site senior operator licenses limited to fuel handling. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/10. SMITH.D.M. Philadelphia 
Electric Co. 15pp. 58161:107-58161:121. 

9106240288 Advises that suppl 3 to generic Itr 89-10, “Consideration of Results of 
NRC-Sponsored Tests of MOVs,” acceptable. 

CLARK,R.J. Project Directorate 1-2. 91/06/14. BECK.G.J. Philadelphia Electric Co 
3pp. 58198:037-58198:039. 

9106190240 Responds to util 901214 Itr re Generic Ltr 89-10,Suppl 3, “Consideration of 
Results of NRC-Sponsored Tests of Motor- Operated Valves.” Issue considered ta 
have been implemented as of data of util response. 

CLARK,R.J. Project Directorate 1-2. 91/06/16. BECK.G.J. Philadelphia Electric Co 
3pp. 58151:352-58151:354. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040160 Forwards transportation & radwaste insp repts 50-352/91-13 & 50-353/91- 
14 on 910429-0503.0ne unresolved item identified reflecting lack of appropriate train¬ 
ing for authorized radioactive matl shippers at plant. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/23. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 57914:197-57914:207. 

-9106040171 Insp repts 50-352/91-13 & 50-353/91-14 on 910429-0503.0ne unre¬ 
solved item noted.Major areas insp:routine unannounced radwaste/transportation 
insp.QA audits & surveillances, changes in radwaste personnel & programs. 
NOGGLE.J., FURIA.J., PASCIAK.W. Region 1 (Post 820201). 91/05/23. 8pp. 
57914:200-57914:207. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110439 Notification of enforcement conference held at Region I ofc in King of 
Prussia,PA to discuss findings of Special Physical Security Insps 50-352/91-12 & 50- 
353/91-13 

KNAPP.M.R. Region 1 (Post 820201). 91/06/03. SMITH.D.M. Philadelphia Electric Co. 
14pp. 58099:018-58099:031. 

9106140214 Forwards insp rept 50-352/91-09 & 50-353/91-10 on 910324- 0427 & 
notice of violation. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/05. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 58128:001-58128:022. 

-9106140217 Notice of violation from insp on 910324-0427.Violation noted:failure to 
maintain matl accountability on refuel floor. 

* Region 1 (Post 820201). 91/06/05. Ip. 58128:004-58128:004. 

-9106140222 Insp repts 50-352/91-09 & 50-353/91-10 on 910324-0427. Violation® 
noted.Major areas inspected:plant operations, radiation protection,surveillance & 
maint,emergency preparedness,security,engineering & technical support. 
DOERFLEIN.LT. Region 1 (Post 820201). 91/06/05. 18pp. 58128:005-58128:022. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200182 Advises that NRC will exercise enforcement discretion & will not take en* 
forcement action for violations noted in Insp Repts 50-352/91-12 & 50-353/91-13 r® 
failure of security personnel to follow procedure in response to lost badge. 

MARTIN,T.T. Region 1 (Post 820201). 91/06/14. MCNEILL,C.A. Philadelphia Electric 
Co. 3pp. 58200:190-58200:192. 
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R. Periodic operating reports & related correspondence 

9106050352 Forwards revised “Recorded Annual Whole Body Exposures," for 
1987,1988,1989 & 1990,consisting of addl actual TLD exposure data in format for in¬ 
clusion in NUREG-0713,Vols 10,11 & 12. 

LEITCH.G.M. Philadelphia Electric Co. 91 /05/29. Office of Nuclear Regulatory Re¬ 
search (Post 860720). Ip. 57999:013-57999:017. 

-9106050353 Revised “Recorded Annual Whole Body Exposures,” 1987. 

* Philadelphia Electric Co. 87/12/31. Ip. 57999:014-57999:014. 

-9106050354 Revised “Recorded Annual Whole Body Exposures," 1988. 

* Philadelphia Electric Co. 88/12/31. Ip. 57999:015-57999:015. 

“9106050356 Revised “Recorded Annual Whole Body Exposures," 1989. 

* Philadelphia Electric Co. 89/12/31. Ip. 57999:016-57999:016. 

-9106050359 Revised “Recorded Annual Whole Body Exposures," 1990. 

* Philadelphia Electric Co. 90/12/31. Ip. 57999:017-57999:017. 

9106140180 Monthly operating repts for May 1991 for Limerick Generating Station,Units 
1 & 2.W/910607 Itr. 

MECK.K., LEITCH.G.M. Philadelphia Electric Co. 91/05/31. 12pp. 58147:280- 
58147:291. 


S. Reportable occurrences, LERs & related correspondence 

9106050248 NPDES noncompliance notification:on 910512,cooling tower experienced 
failure.causing large vol of cooling tower water to bypass normal blowdown discharge 
pathway.Cooling tower will be inspected during mid-yr outage. 

DOERING,J. Philadelphia Electric Co. 91/05/17. BAUER,R. Pennsylvania, Common¬ 
wealth of. 4pp. 58003:340-58003:343. 

9106050277 LER 91-011-00:on 910430,discovered that TS surveillance requirement for 
two safeguards bus undervoltage relays not met since 910425.Caused by personnel 
errors & deficient instructions.Communication guidelines revised.W/910530 Itr. 
MADSEN,G.J., DOERING,J. Philadelphia Electric Co. 91/05/30. 6pp. 58009:121- 
58009:126. 

9106140068 LER 91-012-00:on 910508,reactor end overpressurized & blowout panel 
opened due to failure of ’C’ reactor end HVAC supply air fan.Fan power supply break¬ 
er trip coil replaced & satisfactorily tested.W/910607 Itr. 

MADSEN,G.J., DOERING,J. Philadelphia Electric Co. 91/06/07. 6pp. 58178:013- 
58178:018. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106060047 Advises that portions of Revs 6 to security personnel training & qualifica¬ 
tion plan,submitted via 900330 & 1212 Itrs,inconsistent w/provisions of 

10CFR50.54(p).Encl withheld (ref 10CFR73.21). 

JOYNER,J.H. Region 1 (Post 820201). 91/05/28. SMITH,D.M. Philadelphia Electric 
Co. 2pp. 58010:316-58010:317. 

9106110439 Notification of enforcement conference held at Region I ofc in King of 
Prussia,PA to discuss findings of Special Physical Security Insps 50-352/91-12 & 50- 
353/91*13. 

KNAPP,M.R. Region 1 (Post 820201). 91/06/03. SMITH,D.M. Philadelphia Electric Co. 
14pp. 58099:018-58099:031. 

9106140214 Forwards insp rept 50-352/91-09 & 50-353/91-10 on 910324- 0427 & 
notice of violation. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/05. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 58128:001-58128:022. 

-9106140222 Insp repts 50-352/91-09 & 50-353/91-10 on 910324-0427. Violations 
noted.Major areas inspected:plant operations, radiation protection.surveillance & 
maint,emergency preparedness,security,engineering & technical support. 
DOERFLEIN.LT. Region 1 (Post 820201). 91/06/05. 18pp. 58128:005-58128:022. 

9106200182 Advises that NRC will exercise enforcement discretion & will not take en¬ 
forcement action for violations noted in Insp Repts 50-352/91-12 & 50-353/91-13 re 
failure of security personnel to follow procedure in response to lost badge. 

MARTIN,T.T. Region 1 (Post 820201). 91/06/14. MCNEILL,C.A. Philadelphia Electric 
Co. 3pp. 58200:190-58200:192. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. Ip. 58039:092-58039:092. 


P. Operating license stage documents & correspondence 

9106070174 Requests for exemption from 10CFR55.53(e) re maintaining active status 
of license for senior reactor operators limited to fuel handling & proposed frequency/ 
duration of LSRO requalification training. 

BECK.G.J. Philadelphia Electric Co. 91/05/31. MURLEY.T.E. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). 4pp. 58015:225-58015:228. 

9106120285 Forwards safety evaluation re station blackout analysis for facility & SAIC- 
91/6651. 

CLARK,R.J. Project Directorate 1-2. 91/06/03. BECK.G.J. Philadelphia Electric Co. 
3pp. 58106:191-58106:238. 

-9106120287 Safety evaluation re station blackout safety analysis. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/03. 16pp. 
58106:194-58106:238. 


9106200025 Forwards summary of 910522 meeting 91-47 in King of Prussia, PA re 
multi-site senior operator licenses limited to fuel handling. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/10. SMITH,D.M. Philadelphia 
Electric Co. 15pp. 58161:107-58161:121. 

9106240288 Advises that suppl 3 to generic Itr 89-10, “Consideration of Results of 
NRC-Sponsored Tests of MOVs," acceptable. 

CLARK,R.J. Project Directorate 1-2. 91/06/14. BECK.G.J. Philadelphia Electric Co. 
3pp. 58198:037-58198:039. 

9106190240 Responds to util 901214 Itr re Generic Ltr 89-10,Suppl 3, “Consideration of 
Results of NRC-Sponsored Tests of Motor- Operated Valves." Issue considered to 
have been implemented as of data of util response. 

CLARK,R.J. Project Directorate 1-2. 91/06/16. BECK.G.J. Philadelphia Electric Co. 
3pp. 58151:352-58151:354. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040160 Forwards transportation & radwaste insp repts 50-352/91-13 & 50-353/91- 
14 on 910429-0503.0ne unresolved item identified reflecting lack of appropriate train¬ 
ing for authorized radioactive matl shippers at plant. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/23. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 57914:197-57914:207. 

-9106040171 Insp repts 50-352/91-13 & 50-353/91-14 on 9l0429-0503.0ne unre¬ 
solved item noted.Major areas insp:routine unannounced radwaste/transportation 
insp.QA audits & surveillances, changes in radwaste personnel & programs. 
NOGGLE.J., FURIA.J., PASCIAK.W. Region 1 (Post 820201). 91/05/23. 8pp. 
57914:200-57914:207. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110439 Notification of enforcement conference held at Region I ofc in King of 
Prussia,PA to discuss findings of Special Physical Security Insps 50-352/91-12 & 50- 
353/91-13 

KNAPP,M.R. Region 1 (Post 820201). 91/06/03. SMITH,D.M. Philadelphia Electric Co. 
14pp. 58099:018-58099:031. 

9106140214 Forwards insp rept 50-352/91-09 & 50-353/91-10 on 910324- 0427 & 
notice of violation. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/05. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 58128:001-58128:022. 

-9106140217 Notice of violation from insp on 910324-0427.Violation noted:failure to 
maintain matl accountability on refuel floor. 

* Region 1 (Post 820201). 91/06/05. Ip. 58128:004-58128:004. 

-9106140222 Insp repts 50-352/91-09 & 50-353/91-10 on 910324-0427. Violations 
noted.Major areas inspected:plant operations, radiation protection,surveillance & 
maint.emergency preparedness,security,engineering & technical support. 
DOERFLEIN.LT. Region 1 (Post 820201). 91/06/05. 18pp. 58128:005-58128:022. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200182 Advises that NRC will exercise enforcement discretion & will not take en¬ 
forcement action for violations noted in Insp Repts 50-352/91-12 & 50-353/91-13 re 
failure of security personnel to follow procedure in response to lost badge. 

MARTIN,T.T. Region 1 (Post 820201). 91/06/14. MCNEILL,C.A. Philadelphia Electric 
Co. 3pp. 58200:190-58200:192. 


R. Periodic operating reports & related correspondence 


9106050352 Forwards revised “Recorded Annual Whole Body Exposures," for 
1987,1988,1989 & 1990,consisting of addl actual TLD exposure data in format for in¬ 
clusion in NUREG-0713,Vols 10,11 & 12. 

LEITCH.G.M. Philadelphia Electric Co. 91/05/29. Office of Nuclear Regulatory Re¬ 
search (Post 860720). Ip. 57999:013-57999:017. 

“9106050359 Revised “Recorded Annual Whole Body Exposures,” 1990. 

* Philadelphia Electric Co. 90/12/31. Ip. 57999:017-57999:017. 

9106140180 Monthly operating repts for May 1991 for Limerick Generating Station,Units 
1 & 2.W/910607 Itr. 

MECK.K., LEITCH.G.M. Philadelphia Electric Co. 91/05/31. 12pp. 58147:280- 
58147:291. 


S. Reportable occurrences, LERs & related correspondence 

9106140078 LER 91-013-00:on 9l0508,trains of SGTS declared operable & Tech Spec 
Action 3.0.3 exited.Caused by cognitive personnel error. Blocking permits 
reviewed,operations personnel counseled & existing guidance reviewed.W/910606 ltr. 
MADSEN,G.J., DOERING,J. Philadelphia Electric Co. 91/06/06. 6pp. 58178:019- 
58178:024. 


9106190264 LER 91-008-00:on 910401 .emergency diesel generator declared inoperable 
during surveillance test.Caused by personnel error.Procedures revised to provide cau¬ 
tion & direction for fuse installation & verification.W/910612 Itr. 

MADSEN.G.J., DOERING.J. Philadelphia Electric Co. 91/06/12. 5pp. 58198:225- 
58198:229. 

9106260278 LER 89-010-01 :on 891013.HPIC sys declared inoperable.Caused by per¬ 
sonnel error resulting in condensate accumulating inside HPIC turbine exhaust 
pipe.lmmediately following event HPIC removed from svc.W/910620 Itr. 

MADSEN.G.J., DOERING.J. Philadelphia Electric Co. 91/06/20. 8pp. 58256:025- 
58256:032. 

9106260318 LER 91-009-00:on 910521 .loose wire in potential transformer sensing net¬ 
work of EDG resulted in test failure occurrence. Caused by loose wire.EDG wire in 
potential transformer sensing network terminated.W/910620 Itr. 

MADSEN,G.J., DOERING.J. Philadelphia Electric Co. 91/06/20. 5pp. 58256:033- 
58256:037. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106030299 Forwards Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 
on 910327-0507 & notice of violation.Concern raised re apparent recent decline in 
procedural compliance & attention to detail at Salem during Feb-early May 1991. 
BLOUGH.A.R. Region 1 (Post 820201). 91/05/21. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey, pp. 57913:226-57913:311. 

-9106030314 Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 on 
910327-0507.Violations noted at Salem Unit 1.Major areas inspected:maint/ 
surveillance,emergency preparedness.security & engineering & technical support. 
WHITE,J.R. Region 1 (Post 820201). 91/05/21. 81pp. 57913:231-57913:311. 

9106110349 Responds to regulatory concerns noted in Insp Repts 50-272/91-10,50- 
311/91-10 & 50-354/91-07 re temporarily designated licensee vehicles & procedure 
for controlling vehicle access.Response withheld (ref 10CFR73.21). 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91 /06/04. Document 
Control Branch (Document Control Desk). 3pp. 58096:052-58096:054. 


H. General correspondence 


9106100352 Advises FX Thomson will replace BA Preston as manager - licensing & 
regulation,effective 910528.Svc lists should be revised accordingly. 

PRESTON,B.A. Public Service Electric & Gas Co. of New Jersey. 91/05/21. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 58051:195-58051:196. 


P. Operating license stage documents & correspondence 


9106040080 Forwards 90 day rept for inservice insp activities conducted during third re¬ 
fueling outage,per Section 4.0.5 of App A to Tech Specs & Article IWA-6220(b) of 
Section XI ASME Boiler & Pressure Vessel Code. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91 /05/20. Document 
Control Branch (Document Control Desk). 500pp. 57939:062-57940:094. 

9106030064 Forwards GE affidavit requesting that NEDC-31858P, “BWR Owners Group 
Rept for Increasing MSIV Leakage Rate Limits & Elimination of Leakage Control Sys” 
be withheld.Rept submitted in support of amend to License NPF-57. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/05/21. Document 
Control Branch (Document Control Desk). 5pp. 57915:330-57915:334. 

9106110239 Concurs w/request to amend incidental take statement, including require¬ 
ments for reporting take of endangered & threatened species.Revised incidental take 
statements & incidental take reporting form end. 

FOX.W.W. Commerce, Dept, of, National Oceanic & Atmospheric Administration. 91/ 
05/30. VARGA,S.A. Division of Reactor Projects - I/It (Post 870411). 3pp. 58098:169- 
58098:171. 


9106180399 Forwards amend to 910201 rev to inservice testing program re qualifica¬ 
tions of personnel supervising testing of relief valve C. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 91/06/10. Doc¬ 
ument Control Branch (Document Control Desk). 2pp. 58171:092-58171:093. 

9106180122 Forwards brief description of objective of peer group development effort & 
discussion of factors considered in constructing groups. 

HICKMAN,D.E. Trends & Patterns Analysis Branch. 91/06/11. BINZ.R.D. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 4pp. 58174:335-58174:338. 

9106190228 Forwards application for amend to License NPF-50,^piacing existing para¬ 
graph in Section 4.2.1, “Aquatic Monitoring,” Environ protection plan,App B of license. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/12. Document 
Control Branch (Document Control Desk). 2pp. 58189:343-58189:352. 

-9106190232 Application for amend to License NPF-50,replacing existing paragraph in 
Section 4.2.1, “Aquatic Monitoring," of Environ Protection Ran,Appendix B of 
iicense.Revised page end. 

* Public Service Electric & Gas Co. of New Jersey. 91/06/05. 8pp. 58189:345- 
58189:352. 


9106260052 Grants util request for withholding “BWROG Rept for Increasing MSIV 
Leakage Rate Limits & Elimination of Leakage Control Sys,” NEDC-31858P,from 
public disclosure. 

DEMBEK.S. Project Directorate 1-2. 91/06/19. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 6pp. 58217:256-58217:261. 

9106260086 Notifies of withdraw of 910401 application to amend License NPF-57 re 
EDG surveillance testing. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/20. Document 
Control Branch (Document Control Desk). Ip. 58227:354-58227:354. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050243 Notification of Significant Licensee Meeting 91-66 w/util on 910605 in King 
of Prussia.PA to discuss status of investigative efforts. 

WHITE,J.R. Region 1 (Post 820201). 91/05/15. Region 1 (Post 820201). 3pp 
58003:124-58003:126. 

9106040080 Forwards 90 day rept for inservice insp activities conducted during third re¬ 
fueling outage,per Section 4.0.5 of App A to Tech Specs & Article IWA-6220(b) of 
Section XI ASME Boiler & Pressure Vessel Code. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91 /05/20. Document 
Control Branch (Document Control Desk). 500pp. 57939:062-57940:094. 

9106030299 Forwards Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 
on 910327-0507 & notice of violation.Concern raised re apparent recent decline in 
procedural compliance & attention to detail at Salem during Feb-early May 1991. 
BLOUGH.A.R. Region 1 (Post 820201). 91/05/21. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey, pp. 57913:226-57913:311. 

-9106030314 Safety Insp Repts 50-272/91-09,50-311/91-09 & 50-354/91-08 on 
910327-0507.Violations noted at Salem Unit 1.Major areas inspected:maint/ 
surveillance,emergency preparedness.security & engineering & technical support. 
WHITE.J.R. Region 1 (Post 820201). 91/05/21. 81pp. 57913:231-57913:311. 

9106110189 Ack receipt of corrective actions re 910403 Itr on defective matl being 
promptly identified. 

DURR.J.P. Region 1 (Post 820201). 91/05/29. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 58095:313-58095:317. 

9106110010 Forwards insp rept 50-354/91-06 on 91040l-05.Lack of sys approach to 
training-based program noted. 

HODGES,M.W. Region 1 (Post 820201). 91/05/30. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 3pp. 57995:050-57995:078. 

-9106110016 Insp rept 50-354/91-06 on 910401-05.Major areas inspected: facility train¬ 
ing programs & implementation. 

WILLIAMS.J.H., CONTE,R.J., BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/24. 
26pp. 57995:053-57995:078. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110230 Rev 1 to notification of Significant Licensee Meeting 91-66 in King of 
Prussia,PA on 910607 to review status of investigative efforts.Meeting closed to 
public. 

WHITE.J.R. Region 1 (Post 820201). 91/06/04. Region 1 (Post 820201). 3pp. 
58098:147-58098:149. 

9106110349 Responds to regulatory concerns noted in Insp Repts 50-272/91-10,50- 
311/91-10 & 50-354/91-07 re temporarily designated licensee vehicles & procedure 
for controlling vehicle access.Response withheld (ref 10CFR73.21). 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/06/04. Document 
Control Branch (Document Control Desk). 3pp. 58096:052-58096:054. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 

9106060199 Forwards “NPDES Discharge Monitoring Rept for Apr 1991 for Hope Creek 
Generating Station.” Frequency for Discharge Point 461 A,cooling tower blowdown & 
river done at approx 5 h intervals to provide cycles of concentration in sys. 

HAGAN,J. Public Service Electric & Gas Co. of New Jersey. 91/05/24. 
CORPORALE.G. New Jersey, State of. 5pp. 58003:006-58003:027. 

-9106060200 “NPDES Discharge Monitoring Rept for Apr 1991 for Hope Creek Gener¬ 
ating Station." 

HAGAN,J., PlERCE.C.E. Public Service Electric & Gas Co. of New Jersey. 90/04/30. 
16pp. 58003:011 -58003:027. 

9106200273 Monthly operating rept for May 1991 for Hope Creek Generation Station 
Unit 1.W/910614 Itr. 

ZABIELSKI.V., HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. 91 /05/ 
31. 12pp. 58199:349-58199:360. 


S. Reportable occurrences, LERs & related correspondence 

9106100108 LER 91-007-00:on 910505,filtration,recirculation & ventilation sys units dis¬ 
covered inoperable during surveillance test.Caused by blown heater control. Blown 
fuses replaced & unit returned to operable status.W/910604 Itr. 

COWLES.R., HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. 91/06/04. 
5pp. 58162:095-58162:099. 

9106100469 LER 91-009-00:on 910508,full reactor protection sys actuation occurred 
due to electronic spiking of intermediate range monitor G.Caused by equipment 
malfunction.Monitor replaced prior to plant return to power.W/910606 Itr. 

COWLES.R., HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. 91/06/06. 
5pp. 58162:138-58162:142. 
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9106110274 LER 91-008-00:on 910507,reactor scram on low water level 
occurred.Caused by personnel error.Counseling controls technician re self-verification 
& attention to detail & implementing design change.W/910606 Itr. 

RITZMAN.R., HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/06/06. 
7pp. 58162:030-58162:036. 

9106190383 LER 91-010-00:on 900515,automatic closure of inboard RCIC torus vacuum 
breaker isolation occurred.Cause of event inconctusive.Further testing & insp of valve 
logic control circuitry will be conducted at next outage.W/910613 Itr. 

COWLES,R., HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/06/13. 
7pp. 58209:112-58209:118. 

9106240327 Special Rept 91-03-00 on 910522,during monthly operability surveillance 
run EDG D failed to start when manual start initiated from control room.Caused by 
lack of fuel boost. Investigation into cause of lack of fuel boost continuing. 

HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/06/19. Document 
Control Branch (Document Control Desk). 2pp. 58206:314-58206:315. 

9106240330 LER 91-011-00:on 910522,both control room ventilation sys trains declared 
inoperable.Caused by unrelated equipment malfunctions.Temporary repair performed 
on broken terminal on “A" CRV compressor.W/910619 Itr. 

COWLES.R., HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/06/19. 
5pp. 58226:102-58226:106. 


V. Operator Examinations 

9106110010 Forwards insp rept 50-354/91-06 on 910401-05.Lack of sys approach to 
training-based program noted. 

HODGES,M.W. Region 1 (Post 820201). 91/05/30. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 3pp. 57995:050-57995:078. 

-9106110016 Insp rept 50-354/91-06 on 910401-05.Major areas inspected: facility train- 
ino programs & implementation. 

WILLIAMS,J.H., CONTE,R.J., BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/24. 
26pp. 57995:053-57995:078. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


9106070202 Forwards amends 94 & 84 to licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends provide approval to revise updated final safety analysis rept 
to allow SDC sys to be used as primary means of cooling spent fuel pool. 
KOKAJKO.L.E. Project Directorate V. 91/06/03. RAY.H.B. Southern California Edison 
Co. 2pp. 58039:008-58039:017. 

—9106070211 Amends 94 & 84 to licenses NPF-10 & NPF-15,repsectively, providing ap¬ 
proval to revise updated final safety analysis rept to allow SDC sys to be used as 
primary means of cooling spent fuel pool. 

DYER.J.E. Project Directorate V. 91/06/03. 4pp. 58039:010-58039:013. 

-9106070215 Safety evaluation supporting amends 94 & 84 to licenses NPF-10 & NPF- 
IS.respectively. 

KOKAJKO.L.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/ 
03. 4pp. 58039:014-58039:017. 

9106170041 Notification of contract execution,mod 4,task order 12 to, “TA in Support of 
NRC Licensing Activities.” Contractor: Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-03- 
87-028. 91/06/07. BAJWA.S.S. Office of Nuclear Reactor Regulation, Director (Post 
870411). THOM AS,B. NRC - No Detailed Affiliation Given. Ip. 58122:268-58122:272. 

—9106170048 Ltr contract to task order 12,mod 4, “San Onofre,Intake Structure Evalua¬ 
tion” for, “TA in Support of NRC Licensing Activities," awarded to Viking Sys Irrtl. 
EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028. 
91/06/04. SALUJA.J. Viking Systems International. 4pp. 58122:269-58122:272. 

9106190365 Forwards application for amend to Licenses NPF-10 & NPF-15, changing 
“Auxiliary Feedwater Sys,” to identify dual function in event requiring generator isola¬ 
tion & secondary heat removal. 

RAY.H.B. Southern California Edison Co. 91/06/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58195:225-58195:258. 

-9106190370 Application for amends to licenses NPF-10 & NPF-15,changing “Auxiliary 
Feedwater Sys" to identify AFW performs dual function in event requiring steam gen¬ 
erators isolation & secondary heat removal. 

RAY.H.B. Southern California Edison Co. 91/06/17. Document Control Branch (Docu¬ 
ment Control Desk). 10pp. 58195:227-58195:236. 


F. Security, medical, emergency & fire protection plans 

9106100091 Forwards insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 
9103l0-0422.No violations noted.Engineering weaknesses observed in evaluation of 
anomalous RCP seal performance & time interval for initiation of hot leg recirculation. 
RICHARDS,S.A. Region 5 (Post 820201). 91/05/22. RAY.H.B. Southern California 
Edison Co. 3pp. 57932:104-57932:120. 

-9106100102 Insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 910310- 
0422.No violations noted.Major areas inspected: operational safety 

verification.radiological protection, security & evaluation of plant trips & events. 
JOHNSON,P.H. Region 5 (Post 820201). 91/05/21. 14pp. 57932:107-57932:120. 

9106180290 Corrected Page 12-3, “Decontamination" to San Diego County offsite 
emergency response plan. 

LONG.S. Southern California Edison Co. 91/06/06. 4pp. 58174:078-58174:081. 

9106260143 EPIPs including,Temporary Change Notice (TCN) 4-5 to Rev 4 to S0123- 
Vlll-0.301.TCN 5-4 to Rev 5 to SO123-VIII-10.TCN 0-1 to Rev 0 to SO123-VIII-10.2 & 
TCN 8-1 to Rev 8 to S0123-VIII-30.1.W/910621 Itr. 

PLAPPERT.R.D. Southern California Edison Co. 91/06/21. 100pp. 58229:001- 
58229:191. 


P. Operating license stage documents & correspondence 


9106100121 Notification of contract execution,mod 3,Task Order 12, “San Onofre 
Intake Structure Evaluation" to, “Technical Assistance in Support of NRC Licensing 
Activities," awarded to Viking Sys Inti. nnnn/ , c . . _ 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
17621 91/05/20. SCHWINK.W. Office of Nuclear Reactor Regulation, Director (Post 
870411). LAKNER.A. NRC - No Detailed Affiliation Given. Ip. 58092:110-58092:111. 

—9106100127 Ltr contract awarding Task Order 12,Mod 3, “San Onofre Intake Structure 

EDGiBAfORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028. 
91/05/13. SALUJA.J. Viking Systems International, ip. 58092:111-58092:111. 


9106050318 Summary of 910521 meeting w/util 
status.Priority license amends & NRC submittals end. 
KOKAJKO.L.E. Project Directorate V. 91/05/24. 
57905:001-57905:005. 


to discuss licensing action 
Project Directorate V. 5pp. 


9106060187 Informs that NRC finds schedule & info contained in forth edition of inte¬ 
grated implemention schedule for facility dtd 910522 appropriate in meeting license 

KOKAJKO.L.E. Project Directorate V. 91/05/30. RAY.H B Soutl^ern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 2pp. 57935:267-57935.268. 

9106070033 Forwards amends 93 & 83 to licenses NPF-10 & NPF-15, r J s P®ctively A 
safety evaluation.Amends revise surveillance requirement 4.6.1.2.a & associated 
hases to Dermit third Tvoe A test of 10-yr inservice interval to be conducted. 
KOKAJKO.L.E. Project directorate V. 91/06/03. RAY.H.B. Southern California Edison 
Co. 2pp. 58014:100-58014:118. 


—9106190377 Proposed tech specs 3/4.7.1.2,changed to identify AFW sys performs 
dual function in event which requires steam generator isolation & secondary heat re¬ 
moval. 

* Southern California Edison Co. 91/06/17. 22pp. 58195:237-58195:258. 

9106190384 Forwards industry experience on effects of inadvertent actuation of con¬ 
tainment spray,per 910205 Itr. 

ROSENBLUM.R.M. Southern California Edison Co. 91/06/17. Document Control 
Branch (Document Control Desk). 14pp. 58195:259-58195:272. 

9106200191 Forwards rept of unsatisfactory blind performance test results 
including.summary & corrective actions taken & documentation re cause of unsatisfac¬ 
tory results.Util will no longer contract w/Biomedical Testing Labs. 

MORGAN.H.E. Southern California Edison Co. 91/06/17. Document Control Branch 
(Document Control Desk). 3pp. 58200:031 -58200:0c3. 

9106250236 Forwards amends 95 & 85 to licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends revise Tech Spec 3/4.7.6, "Snubber” in accordance w/Ge- 
neric Ltr 90-09, “Alternative Requirements for Snubber Visual Insp...." 

KOKAJKO.L.E. Project Directorate V. 91/06/17. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 2pp. 58205:302-58205:322. 


-9106250238 Amends 95 & 85 to licenses NPF-10 & NPF-15,respectively, revising 
Tech Spec 3/4.7.6, “Snubber," in accordance w/ Generic Ltr 90-09. 

DYER.J.E. Project Directorate V. 91/06/17.16pp. 58205:304-58205:319. 

—9106250239 Safety evaluation supporting amends 95 & 85 to licenses NPF-10 & NPF- 
15 respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/17. 3pp. 
58205:320-58205:322. 


9106200146 Discusses inservice testing program for pumps & valves. 
ROSENBLUM.R.M. Southern California Edison Co. 91/06/18. Document Control 
Branch (Document Control Desk). 23pp. 58202:143-58202:165. 


>106200178 Withdraws 890428 application for amends to Licenses DPR-13, NPMO & 
NPF-15 re merger of Southern California Edison & San Diego Gas & Electnc Co.On 
910509,State of CA Public Util Commission voted to deny merger. 

RAY.H.B. Southern California Edison Co. 91/06/19. Document Control Branch (Docu- 
mont rinritml HeskV In. 58200:034-58200:034. 


>106280054 Forwards notice of withdrawal of application for amends to licenses DPR- 
13 NPF-10 & NPF-15.Amends to reflect changes in ownership of facility. 

KOKAJKO L.E. Project Directorate V. 91/06/21. RAY.H.B. Southern California Edison 
r'nTTnw a n fian ni«nn Gas & Electric Co. 2dd. 58248:036-58248:039. 


■9106280067 Notice of withdrawal of application for amends to licenses DPR-13,NPF- 
10 & NPF-15.Amends to reflect changes in ownership of facilities. ^ 
u'r'iVA ik’O i P Pmiont Dimntnrate V. 91/06/21. 2pp. 58248:038-58248:039. 


9106280077 Forwards SE accepting util risk analysis of hazardous cargo shipments 

KOKAJKOX.E. Project Directorate V. 91/06/21. RAY.H.B. Southern California Edison 
Co. 3pp. 58248:031-58248:035. 


-9106070047 Amends 93 & 83 to licenses NPF-10 & NPF-15,respectively, revising sur¬ 
veillance requirement 4.6.1.2.a & associated bases. „ , 

KOKAJKO.L.E. Project Directorate V. 91/06/03. 10pp. 58014:102-58014.111. 


-9106070052 Safety evaluation supporting amends 93 & 83 to licenses NPF-10 & NPF- 

• 5 Offi?Tof e Nuclear Reactor Regulation, Director (Post 870411). 91/06/03. 7pp. 
58014:112-58014:118. 


—9106280079 Safety evaluation accepting util risk analysis of hazardous cargo ship- 

^ISffice^/lSudear Reactor Regulation, Director (Post 870411). 91/06/21. 2pp. 
58248:034-58248:035. 


Q. Inspection reports, IE Bulletins & correspondence 
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9106170059 FOIA request for documents re insp repts 50-361/91-01 & 50-362/91- 
Ol.insp methodology & PRA-based plant specific setpoint insp guide. 

REDDA.T. Southern Technical Services, Inc. 91/04/19. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 58134:001- 
58134:001. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106100091 Forwards insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 
910310-0422.No violations noted.Engineering weaknesses observed in evaluation of 
anomalous RCP seal performance & time interval for initiation of hot leg recirculation. 
RICHARDS,S.A. Region 5 (Post 820201). 91/05/22. RAY.H.B. Southern California 
Edison Co. 3pp. 57932:104-57932:120. 

-9106100102 Insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 910310- 
0422.No violations noted.Major areas inspected: operational safety 
verification,radiological protection, security & evaluation of plant trips & events. 
JOHNSON.P.H. Region 5 (Post 820201). 91/05/21. 14pp. 57932:107-57932:120. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106170282 Partial response to FOIA request for documents re NRC Region V insp 
guide for setpoint methodology & PRA-based plant- specific setpoint insp memo from 
NRR Risk Applications Branch.Forwards documents listed in app A. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/07. REDDA.T. Southern Technical Services, Inc. 2pp. 58167:072- 
58167:077. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140016 Responds to NRC 910513 Itr re violations noted in Insp Repts 50-206/91- 
10,50-361/91-10 & 50-362/91-10 on 910401-05. Corrective actions:change to Proce¬ 
dure S0123-XV-5.1 re temporary mod control will be completed by 910801. 

RAY.H.B. Southern California Edison Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58147:355-58147:363. 

9106170064 Final response to FOIA request for documents re insp repts 50-361/91- 
01,50-362/91-01,setpoint methodology & PRA-based plant specific setpoint insp 
guide.Forwards documents listed in App B.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/12. REDDA.T. Southern Technical Services, Inc. 2pp. 58134:002- 
58134:016. 

-9106170085 Setpoint methodology insp plan & PRA-based setpoint insp guidance re 
insp repts 50-361/91-01 & 50-362/91-01. 

* Division of Freedom of Information & Publications Services (Post 890205). 91 /06/ 
12. 13pp. 58134:004-58134:016. 

9106250236 Forwards amends 95 & 85 to licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends revise Tech Spec 3/4.7.6, “Snubber" in accordance w/Ge- 
neric Ltr 90-09, “Alternative Requirements for Snubber Visual Insp...." 

KOKAJKO.L.E. Project Directorate V. 91/06/17. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 2pp. 58205:302-58205:322. 

—9106250238 Amends 95 & 85 to licenses NPF-10 & NPF-15,respectively, revising 
Tech Spec 3/4.7.6, "Snubber," in accordance w/ Generic Ltr 90-09. 

DYER.J.E. Project Directorate V. 91/06/17. 16pp. 58205:304-58205:319. 

—9106250239 Safety evaluation supporting amends 95 & 85 to licenses NPF-10 & NPF- 
15,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/17. 3pp. 
58205:320-58205:322. 

9106270226 Responds to NRC 910513 Itr re violations noted in insp rept 50-206/91- 
10,50-361/91-10 & 50-362/91-02 on 910401-05. Corrective actions:SCE to develop 
mandatory training module for appropriate personnel. 

RAY.H.B. Southern California Edison Co. 91/06/25. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 58245:267-58245:272. 

9106270287 Forwards info on listed items in SER & technical evaluation rept of first 10- 
yr interval inservice insp program. 

ROSENBLUM.R.M. Southern California Edison Co. 91/06/26. Document Control 
Branch (Document Control Desk). 29pp. 58245:284-58245:312. 


R. Periodic operating reports & related correspondence 

9106070251 Forwards “1990 Annual Facility Change Rept for San Onofre Nuclear Gen¬ 
erating Station," per 10CFR50.59(b)(2).During reporting period.no tests or experiments 
conducted beyond tests described in updated FSAR. 

NANDY.F.R. Southern California Edison Co. 91/05/30. Document Control Branch 
(Document Control Desk). 48pp. 58017:206-58017:253. 

9106190290 Forwards monthly operating repts for May,revised Mar 1991 monthly oper¬ 
ating repts & revised Apr 1991 monthly operating repts. 

NANDY.F.R. Southern California Edison Co. 91/06/13. Document Control Branch 
(Document Control Desk). Ip. 58195:273-58195:292. 

-9106190296 Monthly operating repts for May 1991 for SONGS Units 1 & 2. 

FARR.M.M. Southern California Edison Co. 91/05/31. 15pp. 58195:274-58195:288. 

-9106190299 Revised monthly operating repts for Mar 1991 for SONGS Units 1 & 2. 
FARR.M.M. Southern California Edison Co. 91/03/31. 2pp. 58195:289-58195:290. 


—9106190303 Revised monthly operating repts for Apr 1991 for SONGS Units 1 & 2. 
FARR.M.M. Southern California Edison Co. 91/04/30. 2pp. 58195:291-58195:292. 

9106210020 Forwards revised Table 1, “1990 Chemical Hazard Frequency" for Hazard¬ 
ous Cargo Monitoring Rept submitted on 910215. Table clearly indicates that sum of 
all toxic hazards acceptably small. 

ROSENBLUM.R.M. Southern California Edison Co. 91/06/17. MARTIN,J.B. Region 5 
(Post 820201). 3pp. 58203:352-58203:354. 


S. Reportable occurrences, LERs & related correspondence 


9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 
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F. Security, medical, emergency & fire protection plans 


9106100091 Forwards insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 
910310-0422.No violations noted.Engineering weaknesses observed in evaluation of 
anomalous RCP seal performance & time interval for initiation of hot leg recirculation. 
RICHARDS,S.A. Region 5 (Post 820201). 91/05/22. RAY.H.B. Southern California 
Edison Co. 3pp. 57932:104-57932:120. 

-9106100102 Insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 910310- 
0422.No violations noted.Major areas inspected: operational safety 
verification,radiological protection, security & evaluation of plant trips & events. 
JOHNSON.P.H. Region 5 (Post 820201). 91/05/21. 14pp. 57932:107-57932:120. 

9106180290 Corrected Page 12-3, “Decontamination" to San Diego County offsite 
emergency response plan. 

LONG.S. Southern California Edison Co. 91/06/06. 4pp. 58174:078-58174:081. 

9106260143 EPIPs including.Temporary Change Notice (TCN) 4-5 to Rev 4 to SOI 23- 
VIII-0.301.TCN 5-4 to Rev 5 to SO123-VIII-10.TCN 0-1 to Rev 0 to SO123-VIII-10.2 & 
TCN 8-1 to Rev 8 to SO123-VIII-30.1.W/910621 Itr. 

PLAPPERT.R.D. Southern California Edison Co. 91/06/21. 100pp. 58229:001- 
58229:191. 


P. Operating license stage documents & correspondence 

9106100121 Notification of contract execution,mod 3,Task Order 12, “San Onofre 
Intake Structure Evaluation" to, "Technical Assistance in Support of NRC Licensing 
Activities," awarded to Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
17621. 91/05/20. SCHWINK.W. Office of Nuclear Reactor Regulation, Director (Post 
870411). Ip. 58092:110-58092:111. 

-9106100127 Ltr contract awarding Task Order 12,Mod 3, “San Onofre Intake Structure 
Evaluation.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). 91/05/13. 
SALUJA,J. Viking Systems International. Ip. 58092:111-58092:111. 

9106050318 Summary of 910521 meeting w/util to discuss licensing action 
status.Priority license amends & NRC submittals end. 

KOKAJKO.L.E. Project Directorate V. 91/05/24. Project Directorate V. 5pp. 
57905:001-57905:005. 

9106060187 Informs that NRC finds schedule & info contained in forth edition of inte¬ 
grated implemention schedule for facility dtd 910522 appropriate in meeting license 
conditions. 

KOKAJKO.L.E. Project Directorate V. 91/05/30. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 2pp. 57935:267-57935:268. 

9106070033 Forwards amends 93 & 83 to licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends revise surveillance requirement 4.6.1.2.a & associated 
bases to permit third Type A test of 10-yr inservice interval to be conducted. 
KOKAJKO.L.E. Project Directorate V. 91/06/03. RAY.H.B. Southern California Edison 
Co. 2pp. 58014:100-58014:118. 

—9106070047 Amends 93 & 83 to licenses NPF-10 & NPF-15,respectively, revising sur¬ 
veillance requirement 4.6.l.2.a & associated bases. 

KOKAJKO.L.E. Project Directorate V. 91/06/03. 10pp. 58014:102-58014:111. 

—9106070052 Safety evaluation supporting amends 93 & 83 to licenses NPF-10 & NPF- 
15, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/03. 7pp. 
58014:112-58014:118. 

9106070202 Forwards amends 94 & 84 to licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends provide approval to revise updated final safety analysis rept 
to allow SDC sys to be used as primary means of cooling spent fuel pool. 
KOKAJKO.L.E. Project Directorate V. 91/06/03. RAY.H.B. Southern California Edison 
Co. 2pp. 58039:008-58039:017. 

—9106070211 Amends 94 & 84 to licenses NPF-10 & NPF-15,repsectively, providing ap¬ 
proval to revise updated final safety analysis rept to allow SDC sys to be used as 
primary means of cooling spent fuel pool. 

DYER.J.E. Project Directorate V. 91/06/03. 4pp. 58039:010-58039:013. 

-9106070215 Safety evaluation supporting amends 94 & 84 to licenses NPF-10 & NPF- 
15, respectively. 

KOKAJKO.L.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/ 
03. 4pp. 58039:014-58039:017. 
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9106170041 Notification of contract execution,mod 4,task order 12 to, "TA in Support of 
NRC Licensing Activities." Contractor: Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-03- 
87-028. 91/06/07. BAJWA.S.S. Office of Nuclear Reactor Regulation, Director (Post 
870411). Ip. 58122:268-58122:272. 

-9106170048 Ltr contract to task order 12,mod 4, "San Onofre,Intake Structure Evalua¬ 
tion" for, "TA in Support of NRC Licensing Activities,” awarded to Viking Sys Inti. 
EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028. 
91/06/04. SALUJA.J. Viking Systems International. 4pp. 58122:269-58122:272. 

9106190365 Forwards application for amend to Licenses NPF-10 & NPF-15, changing 
"Auxiliary Feedwater Sys," to identify dual function in event requiring generator isola¬ 
tion & secondary heat removal. 

RAY.H.B. Southern California Edison Co. 91/06/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58195:225-58195:258. 

—9106190370 Application for amends to licenses NPF-10 & NPF-15,changing “Auxiliary 
Feedwater Sys" to identify AFW performs dual function in event requiring steam gen¬ 
erators isolation & seconds^ heat removal. 

RAY.H.B. Southern California Edison Co. 91/06/17. Document Control Branch (Docu¬ 
ment Control Desk). 10pp. 58195:227-58195:236. 

—9106190377 Proposed tech specs 3/4.7.1.2,changed to identify AFW sys performs 
dual function in event which requires steam generator isolation & secondary heat re¬ 
moval. 

* Southern California Edison Co. 91/06/17. 22pp. 58195:237-58195:258. 

9106200191 Forwards rept of unsatisfactory blind performance test results 
including,summary & corrective actions taken & documentation re cause of unsatisfac¬ 
tory results.Util will no longer contract w/Biomedical Testing Labs. 

MORGAN,H.E. Southern California Edison Co. 91/06/17. Document Control Branch 
(Document Control Desk). 3pp. 58200:031-58200:033. 

9106250236 Forwards amends 95 & 85 to licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends revise Tech Spec 3/4.7.6, "Snubber" in accordance w/Ge- 
neric Ltr 90-09, "Alternative Requirements for Snubber Visual Insp....’’ 

KOKAJKO.L.E. Project Directorate V. 91/06/17. RAY.H.B. Southern California Edison 
Co. COTTON,G.D. San Diego Gas & Electric Co. 2pp. 58205:302-58205:322. 

-9106250238 Amends 95 & 85 to licenses NPF-10 & NPF-15,respectively, revising 
Tech Spec 3/4.7.6, “Snubber,” in accordance w/ Generic Ltr 90-09. 

DYER.J.E. Project Directorate V. 91/06/17. 16pp. 58205:304-58205:319. 

-9106250239 Safety evaluation supporting amends 95 & 85 to licenses NPF-10 & NPF- 
15,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/17. 3pp. 
58205:320-58205:322. 

9106200146 Discusses inservice testing program for pumps & valves. 

ROSENBLUM.R.M. Southern California Edison Co. 91/06/18. Document Control 
Branch (Document Control Desk). 23pp. 58202:143-58202:165. 

9106200178 Withdraws 890428 application for amends to Licenses DPR-13, NPF-10 & 
NPF-15 re merger of Southern California Edison & San Diego Gas & Electric Co.On 
910509,State of CA Public Util Commission voted to deny merger. 

RAY.H.B. Southern California Edison Co. 91/06/19. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58200:034-58200:034. 

9106280054 Forwards notice of withdrawal of application for amends to licenses DPR- 
13,NPF-10 & NPF-l5.Amends to reflect changes in ownership of facility. 

KOKAJKO.L.E. Project Directorate V. 91/06/21. RAY.H.B. Southern California Edison 
Co. COTTON, G.D. San Diego Gas & Electric Co. 2pp. 58248:036-58248:039. 

-9106280067 Notice of withdrawal of application for amends to licenses DPR-13,NPF- 
10 & NPF-15.Amends to reflect changes in ownership of facilities. 

KOKAJKO.L.E. Project Directorate V. 91/06/21. 2pp. 58248:038-58248:039. 

9106280077 Forwards SE accepting util risk analysis of hazardous cargo shipments 
near facility. 

KOKAJKO.L.E. Project Directorate V. 91/06/21. RAY.H.B. Southern California Edison 
Co. 3pp. 58248:031-58248:035. 

-9106280079 Safety evaluation accepting util risk analysis of hazardous cargo ship¬ 
ments near facility. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/21. 2pp. 
58248:034-58248:035. 


Q. Inspection reports, IE Bulletins & correspondence 

9106170059 FOIA request for documents re insp repts 50-361/91-01 & 50-362/91- 
01,insp methodology & PRA-based plant specific setpoint insp guide. 

REDDA.T. Southern Technical Services, Inc. 91/04/19. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 58134:001- 
58134:001. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106100091 Forwards insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on 
910310-0422.No violations noted.Engineering weaknesses observed in evaluation of 
anomalous RCP seal performance & time interval for initiation of hot leg recirculation. 
RICHARDS.S.A. Region 5 (Post 820201). 91/05/22. RAY.H.B. Southern California 
Edison Co. 3pp. 57932:104-57932:120. 

-9106100102 Insp repts 50-206/91-03,50-361/91-09 & 50-362/91-09 on 910310- 
0422.No violations noted.Major areas inspected: operational safety 
verification,radiological protection, security & evaluation of plant trips & events. 
JOHNSON,P.H. Region 5 (Post 820201). 91/05/21. 14pp. 57932:107-57932:120. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106170282 Partial response to FOIA request for documents re NRC Region V insp 
guide for setpoint methodology & PRA-based plant- specific setpoint insp memo from 
NRR Risk Applications Branch.Forwards documents listed in app A. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/07. REDDA.T. Southern Technical Services, Inc. 2pp. 58167:072- 
58167:077. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140016 Responds to NRC 910513 ltr re violations noted in Insp Repts 50-206/91- 
10,50-361/91-10 & 50-362/91-10 on 910401-05. Corrective actions:change to Proce¬ 
dure S0123-XV-5.1 re temporary mod control will be completed by 910801. 

RAY.H.B. Southern California Edison Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58147:355-58147:363. 

9106170064 Final response to FOIA request for documents re insp repts 50-361/91- 
01,50-362/91-01 .setpoint methodology & PRA-based plant specific setpoint insp 
guide.Forwards documents listed in App B.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/12. REDDA.T. Southern Technical Services, Inc. 2pp. 58134:002- 
58134:016. 


—9106170085 Setpoint methodology insp plan & PRA-based setpoint insp guidance re 
insp repts 50-361/91-01 & 50-362/91-01. 

* Division of Freedom of Information & Publications Services (Post 890205). 91/06/ 
12. 13pp. 58134:004-58134:016. 

9106250236 Forwards amends 95 & 85 to licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends revise Tech Spec 3/4.7.6, "Snubber" in accordance w/Ge- 
neric Ltr 90-09, "Alternative Requirements for Snubber Visual Insp...." 

KOKAJKO.L.E. Project Directorate V. 91/06/17. RAY.H.B. Southern California Edison 
Co. 2pp. 58205:302-58205:322. 

-9106250238 Amends 95 & 85 to licenses NPF-10 & NPF-15,respectively, revising 
Tech Spec 3/4.7.6, “Snubber," in accordance w/ Generic Ltr 90-09. 

DYER.J.E. Project Directorate V. 91/06/17. 16pp. 58205:304-58205:319. 

-9106250239 Safety evaluation supporting amends 95 & 85 to licenses NPF-10 & NPF- 
15,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/17. 3pp. 
58205:320-58205:322. 

9106270226 Responds to NRC 910513 ltr re violations noted in insp rept 50-206/91- 
10,50-361/91-10 & 50-362/91-02 on 910401-05. Corrective actions:SCE to develop 
mandatory training module for appropriate personnel. 

RAY.H.B. Southern California Edison Co. 91/06/25. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 58245:267-58245:272. 

9106270287 Forwards info on listed items in SER & technical evaluation rept of first 10- 
yr interval inservice insp program. 

ROSENBLUM.R.M. Southern California Edison Co. 91/06/26. Document Control 
Branch (Document Control Desk). 29pp. 58245:284-58245:312. 


R. Periodic operating reports & related correspondence 

9106070251 Forwards "1990 Annual Facility Change Rept for San Onofre Nuclear Gen¬ 
erating Station,” per 10CFR50.59(b)(2).During reporting period.no tests or experiments 
conducted beyond tests described in updated FSAR. 

NANDY.F.R. Southern California Edison Co. 91/05/30. Document Control Branch 
(Document Control Desk). 48pp. 58017:206-58017:253. 

9106190290 Forwards monthly operating repts for May,revised Mar 1991 monthly oper¬ 
ating repts & revised Apr 1991 monthly operating repts. 

NANDY.F.R. Southern California Edison Co. 91/06/13. Document Control Branch 
(Document Control Desk). Ip. 58195:273-58195:292. 

-9106190296 Monthly operating repts for May 1991 for SONGS Units 1 & 2. 

FARR.M.M. Southern California Edison Co. 91/05/31. 15pp. 58195:274-58195:288. 

“9106190299 Revised monthly operating repts for Mar 1991 for SONGS Units 1 & 2. 
FARR.M.M. Southern California Edison Co. 91/03/31. 2pp. 58195:289-58195:290. 

-9106190303 Revised monthly operating repts for Apr 1991 for SONGS Units 1 & 2. 
FARR.M.M. Southern California Edison Co. 91/04/30. 2pp. 58195:291-58195:292. 

9106210020 Forwards revised Table 1, "1990 Chemical Hazard Frequency" for Hazard¬ 
ous Cargo Monitoring Rept submitted on 910215. Table clearly indicates that sum of 
all toxic hazards acceptably small. 

ROSENBLUM.R.M. Southern California Edison Co. 91/06/17. MARTIN,J.B. Region 5 
(Post 820201). 3pp. 58203:352-58203:354. 


S. Reportable occurrences, LERs & related correspondence 

9106120259 Special rept re condenser evacuation sys noble gas monitor inoperable for 
longer than 72 h during Modes 1,2,3 & 4. Preventive & corrective maint being per¬ 
formed on monitor. Monitor will be returned to svc by 910614. 

ROSENBLUM.R.M. Southern California Edison Co. 91/06/03. Document Control 
Branch (Document Control Desk). 2pp. 58106:247-58106:248. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 



100 DOCKETED ITEMS 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106270185 Rev 21 to EPIP FNP-0-EIP-10, "Evacuation & Personnel Accountability." 

* Alabama Power Co. 91/05/16. 24pp. 58254:279-58254:302. 

9106060129 Forwards Insp Repts 50-348/91-08 & 50-364/91-08 on 910412-0513.Viola- 
tion noted but not cited re failure to implement conservative type tag-out procedure. 
VERRELLI.D.M. Region 2 (Post 820201). 91/05/21. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 58002:293-58002:306. 

-9106060132 Insp Repts 50-348/91-08 & 50-364/91-08 on 910412-0513. Violation 
noted but not cited.Major areas inspected: operational safety verification,monthly sur- 
veillance/maint observations & fire protection surveillance observations. 

MAXWELL,G.F. Region 2 (Post 820201). 91/05/21. 11pp. 58002:296-58002:306. 

9106070110 EPIPs including,Rev 22 to FNP-0-EIP-4 & Rev 80 to FNP-0-EIP-8.W/ 
910531 Itr. 

HUDSPETH,J.B. Alabama Power Co. 91/05/31. 104pp. 58014:178-58014:271. 

9106100355 Ack receipt of 910426 Itr transmitting Rev 19 to physical security plan.Most 
changes consistent w/provisions of 10CFR50.54(p).Three changes requiring adminis¬ 
trative clarification delineated on end. 

CLINE.W.E. Region 2 (Post 820201). 91/06/05. HAIRSTON.W.G. Alabama Power Co. 
4pp. 58051:191-58051:194. 

9106210198 Rev 80 to EPIP FNP-O-EIP-8, “On-Call Schedule.” W/910611 Itr. 
HUDSPETH,J.B. Alabama Power Co. 91/06/11. 12pp. 58202:201-58202:212. 

9106270001 Forwards insp repts 50-348/91-11 & 50-364/91 -11.No violations noted. 
COLLINS.D.M. Region 2 (Post 820201). 91/06/11. HAIRSTON.W.G. Alabama Power 
Co. 3pp. 58222:091-58222:101. 

-9106270002 Insp repts 50-348/91-11 & 50-364/91-11 on 910513-17. Violations 
noted.Major areas inspected:operational readiness of site emergency preparedness 
program,facilities,equipment, instrumentation & supplies. 

KREH.J.L. Region 2 (Post 820201). 91/06/07. 8pp. 58222:094-58222:101. 

9106180285 Rev 29 to EPIP FNP-0-EIP-16, “Emergency Equipment & Supplies.” W/ 
910613 Itr. 

HUDSPETH.J.B. Alabama Power Co. 91/06/13.100pp. 58170:266-58171:018. 

9106270166 Rev 80 to FNP-0-EIP-0008.0000,reflecting second quarter update of plant 
notification roster,consisting of both alphabetical & department code listing. 

* Alabama Power Co. 91/06/18. 190pp. 58269:186-58270:031. 

9106240316 Revised EPIPs.consisting of rev 4 to FNP-0-EIP-20, “Chemistry & Environ¬ 
mental Support to Emergency Plan” & rev 6 to FNP-0-EIP-5, “Maint Support to Emer¬ 
gency Plan." W/910619 Itr. 

HUDSPETH.J.B. Alabama Power Co. 91/06/19. 38pp. 58210:108-58210:145. 


P. Operating license stage documents & correspondence 

9106060117 Forwards SE & TER re relief request for inservice testing program for 
pumps & valves at facility. 

MENDIOLA.A.J. Project Directorate 11-1. 91/05/23. HAIRSTON.W.G. Alabama Power 
Co. 4pp. 57919:001-57919:143. 

-9106060136 Safety evaluation re inservice testing program & requests for relief. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/23. 13pp. 
57919:005-57919:017. 

-9106060172 “TER Pump & Valve Inservice Testing Programs," for facility. 

COOK.T.L., RANSOM,C.B. EG&G Idaho, Inc. (subs, of EG&G, Inc.). COOK.T.L. Idaho 
National Engineering Laboratory. FIN A-6812. EGG-NTA-8805. 91/02/28. NRC - No 
Detailed Affiliation Given. 122pp. 57919:018-57919:143. 

9106040073 Approves request for withholding of info from public disclosure per 910424 
application requesting withholding (ref 10CFR2.790). 

HOFFMAN,S.T. Project Directorate 11-1. 91/05/24. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 4pp. 57895:320-57895:323. 

9106040140 Comments on util practice of allowing personnel performing safety related 
functions on operating unit to work overtime. NRC concerned w/cumulative effects of 
overtime on personnel. Documented evaluation re guidelines to overtime end. 

VARGA,S.A. Division of Reactor Projects - l/ll (Post 870411). 91/05/24. 
HAIRSTON.W.G. Alabama Power Co. 8pp. 57894:083-57894:090. 

-9106040148 “Documented Evaluation to Support Imposition of Compliance Backfit re 
Tech Spec Guidelines for Overtime at Joseph M Farley Nuclear Plant.Units 1 & 2.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/24. 4pp. 
57894:087-57894:090. 

9106040333 Forwards proposed schedules for submission & requested approval of vari¬ 
ous licensing items & prioritized listing of license amend & other requests. 

WOODARD,J.D. Alabama Power Co. 91/05/28. Document Control Branch (Document 
Control Desk). 8pp. 57918:207-57918:214. 

9106060068 Forwards Westinghouse 910412 application for withholding WCAP-11953, 
“Safety Evaluation Supporting More Negative EOL Moderator Temp Coefficient for JM 
Farley....” Rept provided as technical justification for 900713 Tech Spec change. 
WOODARD.J.D. Alabama Power Co. 91/05/28. Document Control Branch (Document 
Control Desk). Ip. 58001:350-58001:360. 

-9106060071 Forwards affidavit for withholding WCAP-11953, “Safety Evaluation Sup¬ 
porting More Negative EOL Moderator Temp Coefficient for JM Farley Nuclear Power 
Plant Units 1 & 2” (ref 10CFR2.790). 

DlPIAZZA,R.P. Westinghouse Electric Corp. 91/04/12. MURLEV.T. Document Control 
Branch (Document Control Desk). 10pp. 58001:351-58001:360. 

9106060128 Approves 900928 response to NRC issued generic Itr GL-90-03, “Relax¬ 
ation of Staff Position in Generic Ltr 83-28,Item 2.2 Part 2 ’Vendor Interface for Safety 
Related Components.’” 

HOFFMAN.S.T. Project Directorate 11-1. 91/05/31. HAIRSTON.W.G. Alabama Power 
Co. 3pp. 57934:291-57934:293. 


9106110011 Forwards supplemental response to NRC safety evaluation re station 
blackout rule.ltems cover proposed alternate ac power source,compressed air,effects 
of loss of ventilation & reactor coolant inventory. 

WOODARD.J.D. Alabama Power Co. 91/06/05. Document Control Branch (Document 
Control Desk). 11pp. 58095:318-58095:328. 

9106180187 Discusses DCRDR for Units 1 & 2,per 910131 Itr. 

WOODARD.J.D. Alabama Power Co. 91/06/11. Document Control Branch (Document 
Control Desk). Ip. 58175:264-58175:264. 

9106190211 Advises that WCAP-11953, “SE Supporting More Negative EOL Moderator 
Temp Coefficient TS for JM Farley Nuclear Plant Units 1 & 2” will be withheld from 
public disclosure,per 10CFR2.790. 

HOFFMAN.S.T. Project Directorate 11-1. 91/06/14. DIPIAZZA.R.P. Westinghouse Elec¬ 
tric Corp. 4pp. 58151:335-58151:338. 

9106210305 Forwards correction to calculation of peak clad temp.Error due to assuming 
upflow barrel baffle configuration bounded by downflow barrel baffle configuration in 
peak clad temp calculation. 

WOODARD.J.D. Alabama Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 14pp. 58208:012-58208:025. 

9106240105 Advises that on 910506 Alabama Power Co submitted application for 
amends to Licenses NPF-2 & NPF-8,adding Southern Nuclear Operating Co as 
licensee.Employees will retain unrestricted plant access per 10CFR73.56. 
WOODARD.J.D. Alabama Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). Ip. 58212:277-58212:277. 

9106270014 Submits info re organizational changes within Southern Nuclear Operating 
Co,per 910506 application for amends to Licenses NPF-2 & NPF-8.Upon issuance of 
amends,Southern Nuclear will become operator of facilities. 

WOODARD.J.D. Alabama Power Co. 91/06/20. Document Control Branch (Document 
Control Desk). 2pp. 58247:354-58247:355. 

9106280090 Informs that amend request involves issues & policy considerations whose 
review will delay issuance of safety evaluation.Review underway. 

HOFFMAN.S.T. Project Directorate 11-1. 91/06/21. MCDONALD,R.P. Alabama Power 
Co. 2pp. 58248:026-58248:027. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110089 Informs that NRC has reversed its position on 901212 Itr re written ack of 
receipt & review of responses to NOV w/ Severity Level IV & V.NRC will return to 
practice of responding to all NOV response Itrs. 

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. HAIRSTON.W.G. Alabama Power 
Co. 4pp. 57997:263-57997:266. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060129 Forwards Insp Repts 50-348/91-08 & 50-364/91-08 on 910412-05^.Viola¬ 
tion noted but not cited re failure to implement conservative type tag-out procedure. 
VERRELLI.D.M. Region 2 (Post 820201). 91/05/21. HAIRSTON.W.G. Alabama Power 
Co. 3pp. 58002:293-58002:306. 

-9106060132 Insp Repts 50-348/91-08 & 50-364/91-08 on 910412-0513. Violation 
noted but not cited.Major areas inspected: operational safety verification,monthly sur- 
veillance/maint observations & fire protection surveillance observations. 

MAXWELL,G.F., CANTRELL,F.S. Region 2 (Post 820201). 91/05/21. 11pp. 
58002:296-58002:306. 

9106110053 Forwards insp repts 50-348/91-10 & 50-364/91-10 on 910424-26 & 0508 
& notice of violation. 

GIBSON,A.F. Region 2 (Post 820201). 91/05/28. HAIRSTON.W.G. Alabama Power 
Co. 3pp. 57996:269-57996:288. 

-9106110061 Notice of violation from insp on 910424-26 & 0508.Violation 
noted:licensee failed to follow procedures,failed to have adequate procedures & failed 
to prevent deficient conditions. 

GIBSON,A.F. Region 2 (Post 820201). 91/05/28. 3pp. 57996:272-57996:274. 

“9106110066 Insp repts 50-348/91-10 & 50-364/91-10 on 910424-26 & 0508. Viola¬ 
tions noted.Major areas inspected:activities associated w/inadvertent dumping of 
water from RWST to reactor compartment containment sump. 

BRESLAU,B.A. Region 2 (Post 820201). 91/05/20. 14pp. 57996:275-57996:288. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Jnc. 84pp. 58146:088-58146:172. 

9106110167 Forwards insp rept 50-348/91-09 & 50-364/91-09 on 910429- 0503.No vio¬ 
lations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/06/04. HAIRSTON.W.G. Alabama Power 
Co. 3pp. 58096:138-58096:150. 

-9106110178 Insp repts 50-348/91-09 & 50-364/91-09 on 910429-0503.No violations 
noted.Major areas inspected:steam generator tubes at Wextex expansion transition 
within sludge region of tube sheet & general insp inside reactor bldg. 

ECONOMOS.N,, BLAKE,J.J. Region 2 (Post 820201). 91/06/04. 10pp. 58096:141- 
58096:150. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 
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9106270001 Forwards insp repts 50-348/91-11 & 50-364/91-11.No violations noted. 
COLLINS,D.M. Region 2 (Post 820201). 91/06/11. HAIRSTON,W.G. Alabama Power 
Co. 3pp. 58222:091-58222:101. 

-9106270002 Insp repts 50-348/91-11 & 50-364/91-11 on 910513-17. Violations 
noted.Major areas inspected:operational readiness of site emergency preparedness 
program,facilities.equipment, instrumentation & supplies. 

KREH.J.L., RANKIN,W.H. Region 2 (Post 820201). 91/06/07. 8pp. 58222:094- 
58222:101. 

9106240270 Responds to NRC telcon questions re util 891106 response to NRC Bulle¬ 
tin 88-010 on Heinemann Model AM-2-A3-A molded-case circuit breakers. Vendor doc¬ 
umentation & excerpts from Test Rept 49799-1 end. 

WOODARD,J.D. Alabama Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 6pp. 58212:321-58212:326. 


R. Periodic operating reports & related correspondence 

9106180448 Monthly operating rept for May 1991 for JM Farley Unit 2. W/910611 Itr. 
MOREY,D.N., WOODARD,J.D. Alabama Power Co. 91/05/31. 5pp. 58171:321- 
58171:325. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


P. Operating license stage documents & correspondence 

9106040114 Notification of 910606 meeting w/util in Rockville,MD to discuss util submit¬ 
tal dtd 910226 re allowable outage time for surveillance testing of electrical instrumen¬ 
tation at facility. 

JABBOUR.K.N. Project Directorate 11-3. 91/05/24. MATTHEWS.D.B. Project Director¬ 
ate 11-3. 4pp. 57894:043-57894:046. 

9106040151 Agrees w/conclusions that weld repair is conservative for case & structural 
integrity of safe-end to safe-end extension weld will be maintained. 

JABBOUR.K.N. Project Directorate 11-3. 91/05/24. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 57894:093-57894:095. 

9106050088 Forwards SER in support of requested relief from ASME & pressure vessel 
code requirement containment cooling leakage units leakage. 

MATTHEWS.D.B. Project Directorate 11-3. 91/05/24. HAIRSTON,W.G. Georgia Power 
Co. 4pp. 57931:077-57931:083. 

—9106050092 SER approving request for temporary relief for primary containment cool¬ 
ing units. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/24. 3pp. 
57931:081-57931:083. 

9106070254 Forwards Rev 0 to “El Hatch Nuclear Plant Unit 2 Core Operating Limits 
Rept for Operating Cycle 10." 

BECKHAM,J.T. Georgia Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 2pp. 58016:333-58016:352. 

-9106070256 Rev 0 to “El Hatch Nuclear Plant Unit 2 Core Operating Limits Rept for 
Operating Cycle 10.” 

* Georgia Power Co. 91/05/01. 17pp. 58016:335-58016:352. 

9106110240 Notification of 910620 meeting w/util in Baxley,GA to discuss status of cur¬ 
rent licensing activities & corporate initiatives for facilities. 

JABBOUR.K.N. Project Directorate 11-3. 91/06/04. MATTHEWS.D.B. Project Director¬ 
ate 11-3. 2pp. 58098:172-58098:181. 

-9106110244 Notification of 910620 meeting w/util in Baxley,GA to discuss status of 
current licensing activities & corporate initiatives for facilities.Agenda end. 
JABBOUR.K.N. Project Directorate 11-3. 91/06/05. MATTHEWS.D.B. Project Director¬ 
ate 11-3. 4pp. 58098:174-58098:181. 

9106180300 Application for amends to License DPR-57 & NPF-5,revising Tech Specs re 
spent fuel pool water depth above irradiated fuel & correcting administrative errors & 
post-LOCA radiation monitor calibr frequency. 

MCDONALD,R.P. Georgia Power Co. 91/06/13. Document Control Branch (Document 
Control Desk). 11pp. 58171:019-58171:047. 

—9106180301 Proposed Tech Specs re spent fuel pool water depth above irradiated 
fuel & post-LOCA radiation monitor calibr frequency. 

* Georgia Power Co. 91/06/13. 17pp. 58171:030-58171:047. 

9106200018 Ack receipt of 910515 Itr & check for $50,000 in payment for civil penalty 
proposed in NRC 910415 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/18. HAIRSTON,W.G. Geor¬ 
gia Power Co. 2pp. 58161:104-58161:105. 

9106270215 Reiterates comments expressed in 910530 meeting w/NRC re generic 
issues associated w/NRC procurement assessment rept for facility. 

MARION,A. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 91/06/20. GRIMES.B.K. Division of Reactor Inspection & Safeguards 
(Post 870411). 6pp. 58254:303-58254:308. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110085 Notifies of NRC reversal on position re written ack of receipt/review of re¬ 
sponses to notice of violations. 

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. HAIRSTON,W.G. Georgia Power 
Co. 4pp. 57997:108-57997:111. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060245 Forwards Insp Repts 50-321/91-10 & 50-366/91-10 on 910422-26.No vio¬ 
lations or deviations noted. _ 

JULIAN,C.A. Region 2 (Post 820201). 91/05/28. HAIRSTON,W.G. Georgia Power Co. 
3pp. 58003:042-58003:055. 


-9106060253 Insp Repts 50-321/91-10 & 50-366/91-10 on 9l0422-26.No violations or 
deviations noted.Major areas inspected: inservice insp exam procedure,review of in- 
service insp records & implementation of Generic Ltr 90-05. 

COLEY.J.L, BLAKE,J.J. Region 2 (Post 820201). 91/05/23. 11pp. 58003:045- 
58003:055. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110111 Forwards insp repts 50-321/91-14 & 50-366/91-14 on 910506-10.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/06/03. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 57998:042-57998:055. 

-9106110115 Insp repts 50-321/91-14 & 50-366/91-14 on 910506-10.No violations or 
deviations noted.Major areas inspected:audits, radiological effluent monitoring & con¬ 
trols & followup on info notices. 

JONES,D.W., DECKER,T.R. Region 2 (Post 820201). 91/05/30. 11pp. 57998:045- 
57998:055. 

9106100363 Ack receipt of 910523 Itr advising NRC of corrective actions in response to 
violations noted in Insp Repts 50-321/91-06 & 50-366/91-06. 

STOHR.J.P. Region 2 (Post 820201). 91/06/05. HAIRSTON,W.G. Georgia Power Co. 
3pp. 58017:299-58017:301. 

9106270356 Forwards insp repts 50-321/91-11 & 50-366/91-11 on 910429-0503 & 
29.No violation noted. 

PEEBLES,T.A. Region 2 (Post 820201). 91/06/07. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 58233:131-58233:143. 

-9106270376 Operational safety team insp repts 50-321/91-11 & 50-366/91-11 on 
910429-0503 & 29.No violations noted.Major areas inspected:recent reactor 
scrams,corrective actions, root cause analysis & control of setpoints. 

MELLEN.L., BRESLAU,B. Region 2 (Post 820201). 91/06/05. 10pp. 58233:134- 
58233:143. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106280121 Notification of contract execution,Task Order 36: “Electrical Distribution 
Functional Insp-Hatch 1 & 2.” Contractor:AECL Technologies. 

DUBOSE,B. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
031. 91/06/13. SCHWINK.W.S. Program Management, Policy Development & Analy¬ 
sis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
58248:057-58248:065. 

-9106280133 Ltr contract NRC-03-90-031,task order 36 to “Electrical Distribution Func¬ 
tional Insp-Hatch 1 & 2,” confirming 910606 verbal authorization to establish financial 
ceiling. 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 
91/06/11. SHIFLETT.D.R. AECL Technologies. 8pp. 58248:058-58248:065. 

9106200058 Forwards util response to SALP Repts 50-321/91-07 & 50-366/91-07. 
BECKHAM,J.T. Georgia Power Co. 91/06/14. Document Control Branch (Document 
Control Desk). 9pp. 58200:343-58200:351. 

9106270070 Forwards insp repts 50-321/91-13 & 50-366/91-13 on 910506-10 & notice 
of violation. 

STOHR.J.P. Region 2 (Post 820201). 91/06/17. HAIRSTON,W.G. Georgia Power Co. 
4pp. 58223:054-58223:068. 

-9106270075 Notice of violation from insp on 910506-10.VioIation noted: several times 
individuals entered posted high radiation area w/o TS required controls. 

STOHR.J.P. Region 2 (Post 820201). 91/06/17. 2pp. 58223:058-58223:059. 

-9106270080 Insp repts 50-321/91-13 & 50-366/91-13 on 910506-10.No violations 
noted.Major areas inspected:occupational radiation exposure during extended 
outages,audits, appraisals,training & qualifications. 

LOUDEN,P.L., SHORTRIDGE.R.B., POTTER,J.P. Region 2 (Post 820201). 91/06/12. 
9pp. 58223:060-58223:068. 

9106270159 Provides response to 910509 Itr re violations noted in Insp Repts 50-321/ 
91-04 & 50-366/91 -04.Corrective actions:HPCI sys left w/suppression pool as suction 
source until CST level switch setpoints changed. 

BECKHAM,J.T. Georgia Power Co. 91/06/21. Document Control Branch (Document 
Control Desk). 9pp. 58264:333-58264:341. 


R. Periodic operating reports & related correspondence 

9106190103 Monthly operating repts for May 1991 for Hatch Nuclear Plant Units 1 & 
2.W/910614 Itr. 

BEARD,R.M., BECKHAM,J.T. Georgia Power Co. 91/05/31. 11pp. 58195:325- 
58195:335. 


S. Reportable occurrences, LERs & related correspondence 

9106070102 LER 91-013-00:on 910506,unplanned actuation of ESF occurred. Caused 
by spurious electrical spiking of neutron monitoring instrument.Affected neutron moni¬ 
toring instrument bypassed, scram reset & instrument returned to svc.W/910603 Itr. 
TIPPS.S.B., BECKHAM,J.T. Georgia Power Co. 91/06/03. 5pp. 58009:209-58009:213. 

9106100335 LER 91-014-00:on 910508,discrepancy noted between TS 3.9.10 & design 
of high density fuel storage sys racks in spent fuel pool.Caused by less than adequate 
design change safety evaluation.Change to TS 3.10.D will be sent.W/910605 Itr. 
TIPPS.S.B., BECKHAM.J.T. Georgia Power Co. 91/06/05. 7pp. 58162:112-58162:118. 
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9106100342 Special Rept 1*91-004:on 910502 & 06,listed battery-powered emergency 
lighting units inoperable for more than 72 h. Affected battery-powered emergency 
lighting units verified operable by performing monthly insp. 

BECKHAM,J.T. Georgia Power Co. 91/06/06. Document Control Branch (Document 
Control Desk). 6pp. 58051:197-58051:202. 

9106120229 Special Rept 2-91-001 :on 910320 & 0401,fire-rated assemblies inoperable 
for more than 14 days due to reloading of reactor core & planned maint 
activity,respectively.Hourly fire watch initiated & set room walls reinstalled. 

BECKHAM,J.T. Georgia Power Co. 91/06/07. Document Control Branch (Document 
Control Desk). 4pp. 58106:239-58106:242. 

9106240011 LER 91-001-01:on 910129,determined that setpoints for condensate stor¬ 
age tank level switches 2E41-N002 & N003 not in compliance w/Tech Specs.Caused 
by less than adequate design documentation.Setpoints raised.W/910614 Itr. 
TIPPS.S.B., BECKHAM.J.T. Georgia Power Co. 91/06/14. 8pp. 58226:043-58226:050. 

9106260264 Special repton 910526,fixed water spray nozzles inoperable for longer than 
14 days identified during insp of fire sprinkler sys.Cause indeterminate.Conduits routed 
away from vicinity of spray nozzles. 

BECKHAM.J.T. Georgia Power Co. 91/06/21. Document Control Branch (Document 
Control Desk). 5pp. 58237:061-58237:065. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9103190195 Forwards “Arkansas Nuclear One Emergency Preparedness Exercise REX- 
91 Exercise Sc@n3rio tf 

VANBUSKIRK.F. Entergy Operations. Inc. 91/03/14. TERC.N. Region 4 (Post 
820201). 2pp. 58039:190-58040:294. 

-9103190204 “Arkansas Nuclear One Emergency Preparedness Exercise REX-91 Exer¬ 
cise Scenario.” 

* Entergy Operations, Inc. 91/03/01. 510pp. 58039:192-58040:294. 

9106030119 Notification of 910604 meeting w/util in Rockville,MD to discuss licensee 
proposed rev to industrial security plan. 

ALEXIONJ.W., PETERSON.S. Project Directorate IV-1. 91/05/21. QUAY.T.R. Project 
Directorate IV-1.4pp. 57892:029-57892:032. 

9106050023 Informs that rev 13 to emergency plan acceptable.Rev includes change 
from Millard-Henry Clinic to Occupational Medical Consultants as prime provider for 
medical svcs, reflecting upgraded dose assessment computer sys. 

COLLINS.S.J. Region 4 (Post 820201). 91/05/30. CARNS.N.S. Entergy Operations, 
Inc. 5pp. 57895:047-57895:051. 

9106100092 Notification of 910620 meeting w/util in Rockville,MD to allow licensee to 
present info re future request to delete fire protection tech specs for facility. 
ALEXIONJ.W. Project Directorate IV-1. 91/06/05. QUAY.T.R. Project Directorate IV- 
1. 4pp. 57994:310-57994:313. 

9106180454 Summary of 910604 meeting w/util re proposed rev to industrial security 
plan dtd 9l0522.List of attendees end. 

ALEXIONJ.W., PETERSON,S.R. Project Directorate IV-1. 91/06/06. Project Director¬ 
ate IV-1. 4pp. 58147:018-58147:021. 

9106110226 Responds to 910227 Itr requesting approval of spent fuel route from 
ANO.Russellville.AR to Portsmouth Marine Terminal,Portsmouth,VA. 

MACDONALD.C.E. Transportation Branch. 91/06/07. RAVENSCROFT.N. Edlow Inter¬ 
national Co. 4pp. 


P. Operating license stage documents & correspondence 

9106060021 Forwards safety evaluation supporting inservice insp program relief 
requests.Relief granted due to licensee justification of impracticality of conducting re¬ 
quired tests. 

QUAY.T.R. Project Directorate IV-1. 91/05/21. CARNS.N.S. Entergy Operations, Inc. 
4pp. 57931:203-57931:226. 

"9106060022 Safety evaluation supporting amend request for relief from regulatory re¬ 
quirements. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/21. 20pp. 
57931:207-57931:226. 

9106050081 Forwards notice of withdrawal of application for amend to license NPF- 
6.Amend would have modified TS re change out of station batteries & changes in bat¬ 
tery tests. 

PETERSON,S.R. Project Directorate IV-1. 91/05/22. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 57903:126-57903:130. 

"9106050082 Notice of withdrawal of application for amend to license NPF-6.Amend 
would have revised TS re change out of station batteries & changes in battery tests. 
PETERSON,S.R. Project Directorate IV-1. 91/05/22. 2pp. 57903:129-57903:130. 

9106100092 Notification of 910620 meeting w/util in Rockville.MD to allow licensee to 
present info re future request to delete fire protection tech specs for facility. 
ALEXIONJ.W., PETERSON.S. Project Directorate IV-1. 91/06/05. QUAY.T.R. Project 
Directorate IV-1. 4pp. 57994:310-57994:313. 

9106190121 Forwards meeting summary for 910531 radiological protection program as¬ 
sessment conference. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/14. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 58142:292-58142:338. 

"9106190128 Summary of 910531 meeting w/util re improvements & areas of emphasis 
in radiological protection program.List of attendees & meeting handouts encl. 
BAER.R.E. Region 4 (Post 820201). 91/06/14. Region 4 (Post 820201). 44pp. 
58142:295-58142:338. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060021 Forwards safety evaluation supporting inservice insp program relief 
requests.Relief granted due to licensee justification of impracticality of conducting re¬ 
quired tests. 

QUAY.T.R. Project Directorate IV-1. 91/05/21. CARNS.N.S. Entergy Operations, Inc. 
4pp. 57931:203-57931:226. 

“9106060022 Safety evaluation supporting amend request for relief from regulatory re¬ 
quirements. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/21. 20pp. 
57931:207-57931:226. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050028 Ack receipt of 910503 Itr informing NRC of steps taken to correct violation 
noted in Insp Repts 50-313/91-06 & 50-368/91-06. 

COLLINS.S.J. Region 4 (Post 820201). 91/05/31. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 57895:067-57895:076. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190138 Forwards insp repts 50-313/91-18 & 50-368/91-18 on 910520-24.No viola¬ 
tions or deviations noted. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/14. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 58142:349-58142:356. 

-9106190145 Insp repts 50-313/91-18 & 50-368/91-18 on 910520-24.No violations 
noted.Major areas inspected:programmatic improvements in maint & engineering pro¬ 
grams for units 1 & 2. 

GAGLIARDO.J.E. Region 4 (Post 820201). 91/06/12. 5pp. 58142:352-58142:356. 

9106200301 Forwards insp repts 50-313/91-17 & 50-368/91-17 on 910418-0529 & 
notice of violation. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/17. CARNS.N.S. Entergy Operations, 
Inc. 4pp. 58200:215-58200:248. 

~9106200306 Notice of violation from insp on 910418-0529.Violation noteddicensee 
failed to start spray wash pump & verify adequate wash flow prior to jogging traveling 
screens as required in step 3.6.2 of preventive maint procedure. 

* Region 4 (Post 820201). 91/06/17. Ip. 58200:219-58200:219. 

"9106200307 Insp repts 50-313/91-17 & 50-368/91-17 on 910418-0529.One violation 
noted.Major areas inspected:followup of previous insp findings,followup of previous 
violations & deviations & review of LERs. 

WESTER MAN ,T. F. Region 4 (Post 820201). 91/06/13. 29pp. 58200:220-58200:248. 


R. Periodic operating reports & related correspondence 


9106200256 Monthly operating rept for May 1991 for Arkansas Nuclear One Unit 2.W/ 
910617 Itr. 

WHITT,M.S., FISICARO.J.J. Entergy Operations, Inc. 91/05/31. 7pp. 58204:005- 
58204:011. 


S. Reportable occurrences, LERs & related correspondence 

9106120256 LER 91-013-00:on 910512,fire watches released from inoperable fire bar¬ 
riers prematurely.Caused by inadequate documentation re posting 
requirements.Approval by fire protection required prior to release in future.W/910607 
Itr. 

SCOTT.T.F., FISICARO.J.J. Entergy Operations, Inc. 91/06/07. 4pp. 58162:072- 
58162:075. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106110227 Advises that review of proposed changes to emergency action level 
scheme.transmitted by 900706 Itr.completed.Changes inconsistent w/App 1 criteria 
listed on encl. 

STOHR.J.P. Region 2 (Post 820201). 91/05/21. TUCKMAN.M.S. Duke Power Co. 
6pp. 58098:113-58098:118. 

9106060236 Forwards Insp Repts 50-369/91-11 & 50-370/91-11 on 910416-0515 & 
notice of violation.Concerns raised re ineffective corrective actions which led to prob¬ 
lem being repeated 6 times over 2-yr period. 

REYES.L.A. Region 2 (Post 820201). 91/05/24. TUCKMAN.M.S. Duke Power Co. 
4pp. 58002:217-58002:229. 

-9106060240 Notice of violation from insp on 910416-0515.Violation re failure to notify 
security prior to removing standby shutdown facility from operable status & failure to 
mark control room drawings in red until updates implemented. 

REYES,L.A. Region 2 (Post 820201). 91/05/24. 2pp. 58002:221-58002:222. 
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-9106060241 Insp Repts 50-369/91-11 & 50-370/91-11 on 910416-0515. Violations 
noted.Major areas inspectediplant operations, safety verification.surveillance 
testing,maint activities & review of mid-loop operations & licensee self-assessment. 
VANDOORN.P.K., COOPER,T.A., BELISLE.G.A. Region 2 (Post 820201). 91/05/23. 
7p. 58002:223-58002:229. 

9106040170 Forwards Rev 43,dtd 910529,to physical security plan, including conditions 
under which CAS/SAS operator may assume duties of security shift supervisor. Rev 
withheld (ref 10CFR73.21). 

TUCKER,H.B. Duke Power Co. 91/05/29. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 57999:296-57999:297. 

9106040173 Forwards Rev 6,dtd 910529,to safeguards contingency plan, including cor¬ 
porate mgt & station security organization changes.Rev withheld (ref 10CFR73.21). 
TUCKER.H.B. Duke Power Co. 91 /05/29. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 57999:298-57999:299. 

9106120138 Forwards public version of revised EPIPs,including rev4 to Compliance 
Manual Section 13.2 & Rev 22 to Station Directive 3.8.1. 

TUCKMAN.M.S. Duke Power Co. 91/05/30. Document Control Branch (Document 
Control Desk). 3pp. 58042:240-58042:279. 

-9106120147 Public version of revised EPIPs,including rev 4 to Compliance Manual 
Section 13.2 & rev 22 to Station Directive 3.8.1. 

* Duke Power Co. 91/05/30. 45pp. 58042:243-58042:279. 

9106070311 Forwards corrected insertion instructions & list of effective pages to Rev 43 
to physical security plan dtd 910529.Encls withheld. 

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 2pp. 58039:146-58039:147. 

9106240244 Forwards Rev 3 to Crisis Mgt Plant Implementing Procedure EDA-1, “Pro¬ 
cedure for Estimating Food Chain Doses Under Postulated Post-Accident Conditions” 
& Rev 8 to EDA-3, “Offsite Dose Projections for McGuire Nuclear Station.” 
TUCKMAN.M.S. Duke Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 3p. 58210:158-58210:200. 

-9106240334 Rev 3 to EDA-1, “Procedure for Estimating Food Chain Doses Under 
Post-Accident Conditions." 

HARRIS,R.E. Duke Power Co. 91/06/10. 12pp. 58210:161-58210:172. 

-9106240343 Rev 8 to EDA-3, “Offsite Dose Projections for McGuire Nuclear Station." 
HARRIS,R.E. Duke Power Co. 91/06/06. 30pp. 58210:173-58210:200. 


P. Operating license stage documents & correspondence 


9106030038 Forwards revised response to Condition 4 re boron dilution recriticality 
times of SER for Topical Rept BAW-10173. 

TUCKMAN.M.S. Duke Power Co. 91/05/15. Document Control Branch (Document 
Control Desk). 20pp. 57915:283-57915:302. 

9106110302 Forwards Amends 119 & 101 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends responds to Generic Ltr 89-01 by relocating radiological ef¬ 
fluent Tech Specs to respective sections of Chapter 16 of FSAR. 

REED.T.A. Project Directorate 11-3. 91/05/22. TUCKMAN.M.S. Duke Power Co. 4pp. 
58096:167-58096:213. 

—9106110336 Amends 119 & 101 to Licenses NPF-9 & NPF-17,respectively, responding 
to Generic Ltr 89-01 by relocating radiological effluent Tech Specs to respective sec¬ 
tions of Chapter 16 of FSAR. 

MATTHEWS,D.B. Project Directorate 11-3. 91/05/22. 40pp. 58096:171-58096:210. 

—9106110341 Safety evaluation supporting Amends 119 & 101 to Licenses NPF-9 & 
NPF-17,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/22. 3pp. 
58096:211-58096:213. 

9106050101 Notification of 910530 meeting w/util in Clover,SC to discuss status of vari¬ 
ous licensing activities & safety initiatives at plants. 

MARTIN,R. Project Directorate 11-3. 91/05/23. MATTHEWS,D.B. Project Directorate II- 
3. 4pp. 57931:073-57931:076. 

9106100062 Forwards safety evaluation re Topical Rept BAW-10174,Rev 1, mark-BW 
reload LOCA analysis for Catawba & McGuire Units & “Final Review of LOCA Analy¬ 
ses for Duke Power Co Catawba & McGuire Units W/B&W Fuel Co Reload Fuel 
BAW-10174,Rev 1." 

MARTIN,R.E. Project Directorate 11-3. 91/05/28. TUCKMAN.M.S. Duke Power Co. 
4pp. 58011:001-58011:054. 

-9106100072 Safety evaluation re Topical Rept BAW-10174,Rev 1 mark-BW reload 
LOCA analysis for Catawba & McGuire Units,Duke Power Co,Catawba Nuclear Station 
& McGuire Nuclear Station. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/28. 5pp. 
58011:006-58011:010. 

—9106100077 “Final Review of LOCA Analysis for Duke Power Co,Catawba & McGuire 
Units W/B&W Fuel Co Reload Fuel BAW-10174,Rev 1." 

FINEMAN.C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FINEMAN.C.P. Idaho National 
Engineering Laboratory. FIN D-6039. 91/05/31. NRC - No Detailed Affiliation Given. 
44pp. 58011:011-58011:054. 

9106110133 Forwards proprietary response to request for addl info re topical rept DPC- 
NE-3001.Response withheld. 

TUCKMAN.M.S. Duke Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 2pp. 58095:137-58095:138. 

9106110413 Discusses details re recent problems that plant experienced w/moveable 
incore detector sys for McGuire Unit 1 & plans for resolving these problems both in 
short & long-term. 

TUCKER.H.B. Duke Power Co. 91/06/03. Document Control Branch (Document Con¬ 
trol Desk). 12pp. 58096:228-58096:239. 

9106190427 Forwards SE accepting main steam break in containments for facilities. 
MARTIN,R.E. Project Directorate 11-3. 91/06/10. TUCKMAN.M.S. Duke Power Co. 
4pp. 58159:352-58159:359. 


-9106190432 SE accepting mam steam line break in containments for facilities. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/10. 4pp. 
58159:356-58159:359. 

9106210186 Forwards amends 120 & 102 to licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends revise Tech Specs 3/4.6.5.1 re ice condenser containment 
sys to reduce ice weight maintained in ice baskets. 

REED.T.A. Project Directorate 11-3. 91/06/12. TUCKMAN.M.S. Duke Power Co. 4pp. 
58195:021-58195:036. 

—9106210192 Amends 120 & 102 to licenses NPF-9 & NPF-17,respectively. Amends 
revise Tech Spec 3/4.6.5.1 re ice condenser containment sys to reduce ice weight 
required to be maintained in ice condenser ice baskets. 

MATTHEWS,D.B. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/ 
06/12. 9pp. 58195:023-58195:033. 

--9106210196 Safety evaluation supporting amends 120 & 102 to licenses NPF-9 & 
NPF-17,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/12. 3pp. 
58195:034-58195:036. 

9106270276 Requests NRR assistance in interpreting requirements for containment 
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C 
testing end. 

MILLER,H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Director 
for Region III Reactors (Post 901216). 5pp. 58268:253-58268:266. 

—8908100152 Discusses NRR 871029 denial of util 870901 assertion that NRC posi¬ 
tions on two 10CFR50,App J items constituted backfits as defined by 
10CFR50.109.Results of review of NRR denial & util 880620 appeal end. 
MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
27. TUCKER.H.B. Duke Power Co. 9pp. 58268:258-58268:266. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060238 Forwards Insp Repts 50-369/91-11 & 50-370/91-11 on 910416-0515 & 
notice of violation.Concerns raised re ineffective corrective actions which led to prob¬ 
lem being repeated 6 times over 2-yr period. 

REYES.L.A. Region 2 (Post 820201). 91/05/24. TUCKMAN.M.S. Duke Power Co. 
4pp. 58002:217-58002:229. 

—9106060240 Notice of violation from insp on 910416-0515.Violation re failure to notify 
security prior to removing standby shutdown facility from operable status & failure to 
mark control room drawings in red until updates implemented. 

REYES.L.A. Region 2 (Post 820201). 91/05/24. 2pp. 58002:221-58002:222. 

-9106060241 Insp Repts 50-369/91-11 & 50-370/91-11 on 910416-0515. Violations 
noted.Major areas inspected:plant operations, safety verification.surveillance 
testing,maint activities & review of mid-loop operations & licensee self-assessment. 
VANDOORN.P.K., COOPER,T.A., BELISLE.G.A. Region 2 (Post 820201). 91/05/23. 
7p. 58002:223-58002:229. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106100207 Discusses thermal stresses in piping connected to RCS during monitoring 
of safety injection line temp in response to NRC Bulletin 88-008. 

TUCKMAN.M.S. Duke Power Co. 91/05/31. Document Control Branch (Document 
Control Desk). 2pp. 58052:076-58052:077. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106270007 Ack receipt of 910521 response to violation noted in insp repts 50-369/91- 
07 & 50-370/91-07. 

HERDT.A.R., BELISLE.G.A. Region 2 (Post 820201). 91/06/04. TUCKMAN.M.S. Duke 
Power Co. 3pp. 58222:106-58222:108. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270015 Forwards insp repts 50-369/91-12 & 50-370/91-12 on 910506- 10.No vio¬ 
lations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/06/12. TUCKMAN.M.S. Duke Power Co. 
3pp. 58222:210-58222:218. 

—9106270019 Insp repts 50-369/91-12 & 50-370/91-12 on 910506-10.No violations or 
deviations noted.Major areas inspected:plant maint - main flange bolt replacement & 
retensioning of bolts & review of radiographic film for ASME code welds. 

COLEY,J.L., BLAKE,J.J. Region 2 (Post 820201). 91/05/28. 6pp. 58222:213- 
58222:218. 


R. Periodic operating reports & related correspondence 


9106210138 Monthly operating repts for May 1991 for McGuire Nuclear Station.W/ 
910614 ltr. 

WILLIAMS,R.A., MOSER,S.W., TUCKMAN.M.S. Duke Power Co. 91/05/31. 11pp. 
58203:317-58203:327. 



S. Reportable occurrences, LERs & related correspondence 

9106100270 NPDES noncompliance notificatiomon 910521 .soil around Tank B,outside 
fence.had gasoline odor.On 910522,soil around Tank A.inside fense.had gasoline 
odor.Soil samples will be obtained within next 3 wks. 

NIETERING.A. Duke Power Co. 91/06/03. SCHIFF.A. North Carolina, State of. 6pp. 
58052:055-58052:060. 

9106120018 Rev 1 to Special Rept 91-11 dtd 910411:on 910215,turbine driven auxiliary 
feedwater pumps automatically started. Caused by deficient communication & lack of 
attention to detail.Pump speed reduced & discharge valves closed. 

MCCONNELL.T.L. Duke Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 10pp. 58106:104-58106:113. 

9106180365 LER 91-005-00:on 910515,both trains of annulus ventilation sys declared 
inoperable due to inappropriate action.Caused by mgt deficiencies & deficient 
communication.Meeting held between MNT paint craft personnel.W/910614 Itr. 

SIPE.A., MCCONNELL,T.L. Duke Power Co. 91/06/14. 9pp. 58178:133-58178:141. 

9106240300 LER 91-007-00:on 910519,Train B of RHR sys inoperable for more than 72 
h w/o knowledge of operations control room personnel.Caused by inappropriate per¬ 
sonnel actions & installation deficiency .Work request written.W/910619 Itr. 

SIPE.A., MCCONNELLJ.L. Duke Power Co. 91/06/19. 11pp. 58226:065-58226:075. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106110227 Advises that review of proposed changes to emergency action level 
scheme,transmitted by 900706 Itr.completed.Changes inconsistent w/App 1 criteria 
listed on end. 

STOHR.J.P. Region 2 (Post 820201). 91/05/21. TUCKMAN.M.S. Duke Power Co. 
6pp. 58098:113-58098:118. 

9106060238 Forwards Insp Repts 50-369/91-11 & 50-370/91-11 on 910416-0515 & 
notice of violation.Concerns raised re ineffective corrective actions which led to prob¬ 
lem being repeated 6 times over 2-yr period. 

REYES,L.A. Region 2 (Post 820201). 91/05/24. TUCKMAN.M.S. Duke Power Co. 
4pp. 58002:217-58002:229. 

—9106060240 Notice of violation from insp on 910416-0515.Violation failure to notify se¬ 
curity prior to removing standby shutdown facility from operable status & failure to 
mark control room drawings in red until updates implemented. 

REYES,L.A. Region 2 (Post 820201). 91/05/24. 2pp. 58002:221-58002:222. 

-9106060241 Insp Repts 50-369/91-11 & 50-370/91-11 on 910416-0515. Violations 
noted.Major areas inspected:plant operations, safety verification.surveillance 
testing,maint activities & review of mid-loop operations & licensee self-assessment. 
VANDOORN.P.K. Region 2 (Post 820201). 91/05/23. 7p. 58002:223-58002:229. 

9106040170 Forwards Rev 43,dtd 910529,to physical security plan, including conditions 
under which CAS/SAS operator may assume duties of security shift supervisor.Rev 
withheld (ref 10CFR73.21). 

TUCKER.H.B. Duke Power Co. 91/05/29. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 57999:296-57999:297. 

9106040173 Forwards Rev 6,dtd 910529,to safeguards contingency plan, including cor¬ 
porate mgt & station security organization changes.Rev withheld (ref 10CFR73.21). 
TUCKER.H.B. Duke Power Co. 91/05/29. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 57999:298-57999:299. 

9106120138 Forwards public version of revised EPIPs,including rev4 to Compliance 
Manual Section 13.2 & Rev 22 to Station Directive 3.8.1. 

TUCKMAN.M.S. Duke Power Co. 91/05/30. Document Control Branch (Document 
Control Desk). 3pp. 58042:240-58042:279. 

—9106120147 Public version of revised EPIPs.including rev 4 to Compliance Manual 
Section 13.2 & rev 22 to Station Directive 3.8.1. 

* Duke Power Co. 91 /05/30. 45pp. 58042:243-58042:279. 

9106070311 Forwards corrected insertion instructions & list of effective pages to Rev 43 
to physical security plan dtd 910529.Encls withheld. 

TUCKMAN.M.S. Duke Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 2pp. 58039:146-58039:147. 

9106240244 Forwards Rev 3 to Crisis Mgt Plant Implementing Procedure EDA-1, “Pro¬ 
cedure for Estimating Food Chain Doses Under Postulated Post-Accident Conditions" 
& Rev 8 to EDA-3, “Offsite Dose Projections for McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 3p. 58210:158-58210:200. 

-9106240334 Rev 3 to EDA-1, “Procedure for Estimating Food Chain Doses Under 
Post-Accident Conditions." 

HARRIS,R.E. Duke Power Co. 91/06/10. 12pp. 58210:161-58210:172. 

-9106240343 Rev 8 to EDA-3, “Offsite Dose Projections for McGuire Nuclear Station.” 
HARRIS.R.E. Duke Power Co. 91/06/06. 30pp. 58210:173-58210:200. 


P. Operating license stage documents & correspondence 

9106030038 Forwards revised response to Condition 4 re boron dilution recriticality 
times of SER for Topical Rept BAW-10173. 

TUCKMAN.M.S. Duke Power Co. 91/05/15. Document Control Branch (Document 
Control Desk). 20pp. 57915:283-57915:302. 

9106110302 Forwards Amends 119 & 101 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends responds to Generic Ltr 89-01 by relocating radiological ef¬ 
fluent Tech Specs to respective sections of Chapter 16 of FSAR. 

REED.T.A. Project Directorate 11-3. 91/05/22. TUCKMAN.M.S. Duke Power Co. 4pp. 
58096:167-58096:213. 

—9106110336 Amends 119 & 101 to Licenses NPF-9 & NPF-17,respectively, responding 
to Generic Ltr 89-01 by relocating radiological effluent Tech Specs to respective sec¬ 
tions of Chapter 16 of FSAR. 

MATTHEWS,D.B. Project Directorate 11-3. 91/05/22. 40pp. 58096:171-58096:210. 


-9106110341 Safety evaluation supporting Amends 119 & 101 to Licenses NPF-9 & 
NPF-17,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/22. 3pp. 
58096:211-58096:213. 

9106050101 Notification of 910530 meeting w/util in Clover,SC to discuss status of vari¬ 
ous licensing activities & safety initiatives at plants. 

MARTIN,R. Project Directorate 11-3. 91/05/23. MATTHEWS,D.B. Project Directorate II- 
3. 4pp. 57931:073-57931:076. 

9106100062 Forwards safety evaluation re Topical Rept BAW-10174,Rev 1, mark-BW 
reload LOCA analysis for Catawba & McGuire Units & “Final Review of LOCA Analy¬ 
ses for Duke Power Co Catawba & McGuire Units W/B&W Fuel Co Reload Fuel 
BAW-10174,Rev 1.” 

MARTIN,R.E. Project Directorate 11-3. 91/05/28. TUCKMAN.M.S. Duke Power Co. 
4pp. 58011:001 -58011:054. 

—9106100072 Safety evaluation re Topical Rept BAW-10l74,Rev 1 mark-BW reload 
LOCA analysis for Catawba & McGuire Units,Duke Power Co,Catawba Nuclear Station 
& McGuire Nuclear Station. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/28. 5pp. 
58011:006-58011:010. 

9106110133 Forwards proprietary response to request for addl info re topical rept DPC- 
NE-3001. Response withheld. 

TUCKMAN.M.S. Duke Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 2pp. 58095:137-58095:138. 

9106110413 Discusses details re recent problems that plant experienced w/moveable 
incore detector sys for McGuire Unit 1 & plans for resolving these problems both in 
short & long-term. 

TUCKER.H.B. Duke Power Co. 91/06/03. Document Control Branch (Document Con¬ 
trol Desk). 12pp. 58096:228-58096:239. 

9106110229 Application for amend to license NPF-l7,increases surveillance interval for 
weighing ice from 9 months to next refueling outage (17 months) presently scheduled 
for 920116. 

PRIORY,R.B. Duke Power Co. 91/06/05. Document Control Branch (Document Con¬ 
trol Desk). 3pp. 58098:119-58098:146. 

—9106110234 Proposed tech specs changes 3/4.6.5.1,one time increase in surveillance 
interval for ice weighing. 

* Duke Power Co. 91/06/05. 25pp. 58098:122-58098:146. 

9106190427 Forwards SE accepting main steam break in containments for facilities. 
MARTIN,R.E. Project Directorate 11-3. 91/06/10. TUCKMAN.M.S. Duke Power Co. 
4pp. 58159:352-58159:359. 

-9106190432 SE accepting main steam line break in containments for facilities. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/10. 4pp. 
58159:356-58159:359. 

9106210186 Forwards amends 120 & 102 to licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends revise Tech Specs 3/4.6.5.1 re ice condenser containment 
sys to reduce ice weight maintained in ice baskets. 

REED.T.A. Project Directorate 11-3. 91/06/12. TUCKMAN.M.S. Duke Power Co. 4pp. 
58195:021-58195:036. 

-9106210192 Amends 120 & 102 to licenses NPF-9 & NPF-17,respectively. Amends 
revise Tech Spec 3/4.6.5.1 re ice condenser containment sys to reduce ice weight 
required to be maintained in ice condenser ice baskets. 

MATTHEWS,D.B. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/ 
06/12. 9pp. 58195:023-58195:033. 

-9106210196 Safety evaluation supporting amends 120 & 102 to licenses NPF-9 & 
NPF-17,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/12. 3pp. 
58195:034-58195:036. 

9106270276 Requests NRR assistance in interpreting requirements for containment 
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C 
testing end. 

MILLER,H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Director 
for Region III Reactors (Post 901216). 5pp. 58268:253-58268:266. 

-8908100152 Discusses NRR 871029 denial of util 870901 assertion that NRC posi¬ 
tions on two 10CFR50,App J items constituted backfits as defined by 
10CFR50.109.Resu!ts of review of NRR denial & util 880620 appeal end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
27. TUCKER.H.B. Duke Power Co. 9pp. 58268:258-58268:266. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060238 Forwards Insp Repts 50-369/91-11 & 50-370/91-11 on 910416-0515 & 
notice of violation.Concerns raised re ineffective corrective actions which led to prob¬ 
lem being repeated 6 times over 2-yr period. 

REYES,L.A. Region 2 (Post 820201). 91/05/24. TUCKMAN.M.S. Duke Power Co. 
4pp. 58002:217-58002:229. 

-9106060240 Notice of violation from insp on 910416-051 S.Violation re failure to notify 
security prior to removing standby shutdown facility from operable status & failure to 
mark control room drawings in red until updates implemented. 

REYES,LA. Region 2 (Post 820201). 91/05/24. 2pp. 58002:221-58002:222. 

-9106060241 Insp Repts 50-369/91-11 & 50-370/91-11 on 910416-0515. Violations 
noted.Major areas inspected:plant operations, safety verification.surveillance 
testing,maint activities & review of mid-loop operations & licensee self-assessment. 
VANDOORN.P.K., COOPER,T.A., BELISLE.G.A. Region 2 (Post 820201). 91/05/23. 
7p. 58002:223-58002:229. 
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9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106100207 Discusses thermal stresses in piping connected to RCS during monitoring 
of safety injection line temp in response to NRC Bulletin 88-008. 

TUCKMAN.M.S. Duke Power Co. 91/05/31. Document Control Branch (Document 
Control Desk). 2pp. 58052:076-58052:077. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106270007 Ack receipt of 910521 response to violation noted in insp repts 50-369/91- 
07 & 50-370/91-07. 

HERDT.A.R., BELISLE.G.A. Region 2 (Post 820201). 91/06/04. TUCKMAN.M.S. Duke 
Power Co. 3pp. 58222:106-58222:108. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270015 Forwards insp repts 50-369/91-12 & 50-370/91-12 on 910506- 10.No vio¬ 
lations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/06/12. TUCKMAN.M.S. Duke Power Co. 
3pp. 58222:210-58222:218. 

-9106270019 Insp repts 50-369/91-12 & 50-370/91-12 on 910506-10.No violations or 
deviations noted.Major areas inspectedrplant maint - main flange bolt replacement & 
retensioning of bolts & review of radiographic film for ASME code welds. 

COLEY,J.L., BLAKE.J.J. Region 2 (Post 820201). 91/05/28. 6pp. 58222:213- 
58222:218. 


R. Periodic operating reports & related correspondence 

9106210138 Monthly operating repts for May 1991 for McGuire Nuclear Station.W/ 
910614 Itr. 

WILLIAMS.R.A., MOSER.S.W., TUCKMAN.M.S. Duke Power Co. 91/05/31. 11pp. 
58203:317-58203:327. 


S. Reportable occurrences, LERs & related correspondence 

9106100270 NPDES noncompliance notification:on 910521,soil around Tank B,outside 
fence,had gasoline odor.On 910522,soil around Tank A,inside fense.had gasoline 
odor.Soil samples will be obtained within next 3 wks. 

NIETERING.A. Duke Power Co. 91 /06/03. SCHIFF.A. North Carolina, State of. 6pp. 
58052:055-58052:060. 

9106180383 LER 91-002-00:on 910515,unit 2 turbine driven auxiliary feedwater pump 
declared inoperable because of mispositioned sliding link.Caused by possible inappro¬ 
priate action.Event reviewed w/instrument & electrical personnel.W/910614 Itr. 

SIPE.A., MCCONNELL,T.L. Duke Power Co. 91/06/14. 10pp. 58178:148-58178:157. 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106180310 Rev 2 to Procedure LZP-1330-30, “Transfer of Wastes From HRSS Waste 
Tank & Waste Sump." 

* Commonwealth Edison Co. 91/05/03. 6pp. 58171:156-58171:161. 

9106100183 Rev 3 to LZP-1420-1, “Role & Staffing of On-Site Technical Support Ctr.” 

* Commonwealth Edison Co. 91/05/16. 8pp. 58091:320-58091:327. 

9106100458 Responds to NRC 910508 Itr re violations noted in Insp Repts 50-373/91- 
05 & 50-374/91-04.Corrective actions:station fire marshall or assistant will review fire 
protection designated work requests for urgency & scheduling input. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/07. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58017:254-58017:262. 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 
KOVACH.T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 58228:267-58228:268. 

9106050317 Notification of 910605 meeting w/util in Rockville,MD to discuss licensee 
approach to IPE process. 

ELLIOTT,R.B. Project Directorate 111-2. 91/05/29. BARRETT,R.J. Project Directorate 
111-2. 5pp. 57905:048-57905:052. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu- 
dear Powqf Station 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 

9106100507 Application for amends to Licenses NPF-11 & NPF-18,providing enhance¬ 
ments to Tech Specs which reflect improvements made to ATWS-RPT instrumenta¬ 
tion & logic sys. 

PIET.P.L. Commonwealth Edison Co. 91 /06/04. Document Control Branch (Document 
Control Desk). 9pp. 58051:356-57052:015. 

—9106100510 Proposed Tech Specs providing enhancements for ATWS-RPT instrumen¬ 
tation & logic sys. 

* Commonwealth Edison Co. 91/06/04. 12pp. 57052:004-57052:015. 


9106100437 Suppls 901114 response to Generic Ltr 89-13 re svc water sys problems 
affecting safety-related equipment.Program established to test safety-related HXs at 
least once per 18 months. 

TAYLOR,D.L. Commonwealth Edison Co. 91/06/07. Office of Nuclear Reactor Regu¬ 
lation. Director (Post 870411). 6pp. 58017:265-58017:270. 

9106180269 Application for amends to licenses NPF-11 & NPF-18,changes engineered 
safety feature Div II 125 volt DC battery specific gravity requirements & update Tech 
Spec reflecting manufacturer’s recommendations for nominal specific gravity. 

PIET.P.L. Commonwealth Edison Co. 91/06/12. Document Control Branch (Document 
Control Desk). 7pp. 58169:291-58169:302. 

-9106180273 Proposed tech specs,changing engineered safety feature Div II 125 volt 
DC battery specific gravity requirements & updating Tech Spec reflecting manufactur¬ 
er’s recommendations for nominal specific gravity values for batteries. 

* Commonwealth Edison Co. 91/06/12. 5pp. 58169:298-58169:302. 

9106260029 Accepts util 910607 response to generic Itr 89-13, “Svc Water Sys Prob¬ 
lems Affecting Safety-Related Equipment.” Response fulfills reporting requirements of 
generic Itr. 

SIEGEL,B.L. Project Directorate III-2. 91/06/19. KOVACH.T.J. Commonwealth Edison 
Co. 2pp. 58217:212-58217:213. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100458 Responds to NRC 910508 Itr re violations noted in Insp Repts 50-373/91- 
05 & 50-374/91 -04.Corrective actions:station fire marshall or assistant will review fire 
protection designated work requests for urgency & scheduling input. 

KOVACH.T.J. Commonwealth Edison Co. 91/06/07. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58017:254-58017:262. 


9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


9106190183 Ack receipt of 910607 Itr in response to NRC 910508 Itr re notice of viola¬ 
tion to insp repts 50-373/91-05 & 50-374/91-05. 

SHAFER,W.D. Region 3 (Post 820201). 91/06/13. REED.C. Commonwealth Edison 
Co. 2pp. 58143:278-58143:279. 

9106190418 Forwards response to NRC 910516 Itr re violations noted in Insp Repts 50- 
373/91-08 & 50-374/91-07.Corrective actions: workers involved in events counselled 
on necessity to provide required info to radiation protection. 

KOVACH.T.J. Commonwealth Edison Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58193:314-58193:317. 

9106200030 Forwards insp repts 50-373/91-09 & 50-374/91-08 on 910417-0528.Viola¬ 
tions noted.W/o notice of violation. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth 
Edison Co. 3pp. 58161:132-58161:151. 

-9106200034 Insp repts 50-373/91-09 & 50-374/91-08 on 910417-0528. Violations 
noted.Major areas inspected:licensee action on previously identified 
items,LERs,regional requests, operational safety,monthly maint & quality verification. 
BURGESS.B.L. Region 3 (Post 820201). 91/06/10. 17pp. 58161:135-58161:151. 

9106260083 Submits util test results in response to Insp Repts 50-373/90-22 & 50-374/ 
90-23. 

PIET.P.L. Commonwealth Edison Co. 91/06/21. Document Control Branch (Document 
Control Desk). 2pp. 58224:300-58224:301. 


R. Periodic operating reports & related correspondence 


9106190064 Monthly operating repts for May 1991 for LaSalle County Nuclear Power 
Station.W/910610 Itr. 

CIALKOWSKI.M.J., DIEDERICH.G.J. Commonwealth Edison Co. 91/05/31. 28pp. 
58185:245-58185:272. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106200189 LER 91-006-00:on 910519,turbine-driven auxiliary feed pump A discharge 
flow decreased,initiating decrease in reactor water level & causing reactor 
scram.Caused by control valve spontaneously closing.Valve cycled.W/910617 Itr. 
VINYARD.H.T., DIEDERICH.G.J. Commonwealth Edison Co. 91/06/17. 4pp. 
58209:093-58209:096. 
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V. Operator Examinations 

9106060091 Notification of contract execution.mod 1 to task order 87, “LaSalle Nuclear 
Power Plant Requalification Exams” to "Technical Assistance to Support Licensing 
Activities." Contractor.Sonalysts.Inc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 57931:145- 
57931:147. 

-9106060108 Ltr contract NRC-03-89-031,mod 1 to task order 87 to “LaSalle Nuclear 
Power Plant Requalification Exams” to “Technical Assistance to Support Licensing 
Activities." 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/05/21. PETERSEN,L.R. Sonalysts. Inc. 2pp. 57931:146-57931:147. 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106180310 Rev 2 to Procedure LZP-1330-30, “Transfer of Wastes From HRSS Waste 
Tank & Waste Sump.” 

* Commonwealth Edison Co. 91/05/03. 6pp. 58171:156-58171:161. 

9106100183 Rev 3 to LZP-1420-1, “Role & Staffing of On-Site Technical Support Ctr.” 

* Commonwealth Edison Co. 91/05/16. 8pp. 58091:320-58091:327. 

9106060258 Notification of 910709 meeting w/util & Sandia in Downers Grove,IL to dis¬ 
cuss concerns re NRC sponsored PRA performed by San dia. 

ELLIOTT,R.B. Project Directorate 111-2. 91/05/31. BARRETT,R.J. Project Directorate 
III-2. 4pp. 57935:001-57935:004. 

9106100458 Responds to NRC 910508 ltr re violations noted in Insp Repts 50-373/91- 
05 & 50-374/91-04.Corrective actions:station fire marshall or assistant will review fire 
protection designated work requests for urgency & scheduling input. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/07. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58017:254-58017:262. 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 58228:267-58228:268. 

9106050317 Notification of 910605 meeting w/util in Rockville,MD to discuss licensee 
approach to I PE process. 

ELLIOTT,R.B. Project Directorate 111-2. 91/05/29. BARRETT,R.J. Project Directorate 
111-2. 5pp. 57905:048-57905:052. 

9106060258 Notification of 910709 meeting w/util & Sandia in Downers Grove,IL to dis¬ 
cuss concerns re NRC sponsored PRA performed by San dia. 

ELLIOTT.R.B. Project Directorate 111-2. 91/05/31. BARRETT,R.J. Project Directorate 
111-2. 4pp. 57935:001-57935:004. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu¬ 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 

9106100507 Application for amends to Licenses NPF-11 & NPF-18,providing enhance¬ 
ments to Tech Specs which reflect improvements made to ATWS-RPT instrumenta¬ 
tion & logic sys. 

PIET.P.L. Commonwealth Edison Co. 91/06/04. Document Control Branch (Document 
Control Desk). 9pp. 58051:356-57052:015. 

-9106100510 Proposed Tech Specs providing enhancements for ATWS-RPT instrumen¬ 
tation & logic sys. 

* Commonwealth Edison Co. 91/06/04. 12pp. 57052:004-57052:015. 

9106100437 Suppls 901114 response to Generic Ltr 89-13 re svc water sys problems 
affecting safety-related equipment.Program established to test safety-related HXs at 
least once per 18 months. 

TAYLOR,D.L. Commonwealth Edison Co. 91/06/07. Office of Nuclear Reactor Regu¬ 
lation, Director (Post 870411). 6pp. 58017:265-58017:270. 

9106180269 Application for amends to licenses NPF-11 & NPF-18,changes engineered 
safety feature Div II 125 volt DC battery specific gravity requirements & update Tech 
Spec reflecting manufacturer’s recommendations for nominal specific gravity. 

PIET.P.L. Commonwealth Edison Co. 91/06/12. Document Control Branch (Document 
Control Desk). 7pp. 58169:291-58169:302. 

-9106180273 Proposed tech specs,changing engineered safety feature Div II 125 volt 
DC battery specific gravity requirements & updating Tech Spec reflecting manufactur¬ 
er’s recommendations for nominal specific gravity values for batteries. 

* Commonwealth Edison Co. 91/06/12. 5pp. 58169:298-58169:302. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 


9106100458 Responds to NRC 910508 ltr re violations noted in Insp Repts 50-373/91- 
05 & 50-374/91-04.Corrective actions.station fire marshall or assistant will review fire 
protection designated work requests for urgency & scheduling input. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/07. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 58017:254-58017:262. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190183 Ack receipt of 910607 ltr in response to NRC 910508 ltr re notice of viola¬ 
tion to insp repts 50-373/91-05 & 50-374/91-05. 

SHAFER,W.D. Region 3 (Post 820201). 91/06/13. REED.C. Commonwealth Edison 
Co. 2pp. 58143:278-58143:279. 

9106190418 Forwards response to NRC 910516 ltr re violations noted in Insp Repts 50- 
373/91-08 & 50-374/91-07.Corrective actions: workers involved in events counselled 
on necessity to provide required info to radiation protection. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58193:314-58193:317. 

9106200030 Forwards insp repts 50-373/91-09 & 50-374/91-08 on 910417-0528.Viola- 
tions noted.W/o notice of violation. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth 
Edison Co. 3pp. 58161:132-58161:151. 

-9106200034 Insp repts 50-373/91-09 & 50-374/91-08 on 910417-0528. Violations 
noted.Major areas inspected:licensee action on previously identified 
items,LERs,regional requests, operational safety,monthly maint & quality verification. 
BURGESS.B.L. Region 3 (Post 820201). 91/06/10. 17pp. 58161:135-58161:151. 

9106260083 Submits util test results in response to Insp Repts 50-373/90-22 & 50-374/ 
90-23. 

PIET.P.L. Commonwealth Edison Co. 91/06/21. Document Control Branch (Document 
Control Desk). 2pp. 58224:300-58224:301. 


R. Periodic operating reports & related correspondence 


9106190064 Monthly operating repts for May 1991 for LaSalle County Nuclear Power 
Station.W/910610 ltr. 

CIALKOWSKI.M.J., DIEDERICH.G.J. Commonwealth Edison Co. 91/05/31. 28pp. 
58185:245-58185:272. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup tc 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106110225 LER 91-001-01 :on 910110,high pressure core spray pump room & turbine 
bldg fire rated barrier discovered degraded during insp.Caused by failure to install fire 
barriers.Establish hourly/continuous fire watch.W/910604 ltr. 

BEHN.J., DIEDERICH.G.J. Commonwealth Edison Co. 91/06/04. 6pp. 58162:001- 
58162:006. 


V. Operator Examinations 

9106060091 Notification of contract execution.mod 1 to task order 87, “LaSalle Nuclear 
Power Plant Requaiification Exams” to "Technical Assistance to Support Licensing 
Activities.” Contractor:Sonalysts,Inc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 57931:145- 
57931:147. 

--9106060108 Ltr contract NRC-03-89-031,mod 1 to task order 87 to “LaSalle Nuclear 
Power Plant Requaiification Exams” to “Technical Assistance to Support Licensing 
Activities.” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/05/21. PETERSEN,L.R. Sonalysts, Inc. 2pp. 57931:146-57931:147. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9106190035 Change 1 to Rev 14 to emergency plan re organizational control of 
emergencies.W/910614 ltr. 

BARKHURST.R.P. Entergy Operations, Inc. 91/06/14. 13pp. 58189:131-58189:143. 

9106260055 Ack receipt of 900719 & 1214 Itrs transmitting changes to emergency plan 
& implementing procedures.Emergency action level scheme continues to meet re¬ 
quirements of 10CFR50,App E & guidance in NUREG-0654,App 1. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/19. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 3pp. 58226:205-58226:207. 


P. Operating license stage documents & correspondence 

9106060085 Informs that relief from requirement not necessary because of withdrawal 
of request for relief from volumetric exam requirement. 

QUAY.T.R. Project Directorate IV-1. 91/05/23. BARKHURST.R.P. Entergy Operations, 
Inc. 4pp. 57931:148-57931:151. 

9106240140 Discusses alignment of valves for shutdown cooling entry at plant. 
BURSKI.R.F. Entergy Operations, Inc. 91/06/18. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58212:164-58212:166. 
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9106240259 Advises that hardware-related mods,required by Generic Ltr 88-17,imple¬ 
mented & determined operational prior to end of Refuel 4 & hardware-related mods 
associated w/TS Change Request NPF-38-108 also completed during Refuel 4. 
BURSKI.R.F. Entergy Operations, Inc. 91/06/19. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58220.113-58220:113. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15 
Consolidated Edison Co. of New York, Inc. 85pp 57906:176-57906:262. 

9106040217 Notification of significant licensee meeting w/util on 910611 in Region IV 
ofc to discuss self-assessment of licensee performance conducted by util personnel. 
WESTERMAN.T.F. Region 4 (Post 820201). 91/05/29. Region 4 (Post 820201). 3pp 
57914:073-57914:075. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110003 Forwards insp rept 50-382/91-06 on 910318-0415.No violations noted. 
COLLINS,S.J. Region 4 (Post 820201). 91/06/04. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 3pp. 57995:010-57995:031. 

—9106110004 Insp rept 50-382/91-06 on 910318-0415.No violations noted. Major areas 
inspected:licensees self-assessment capability, corrective action,followup of previously 
identified insp findings & followup of 10CFR Part 21 rept. 

GAGLIARDO.J.E. Region 4 (Post 820201). 91/06/04. 19pp. 57995:013-57995:031. 

9106120313 Forwards Insp Rept 50-382/91-13 on 910326-0513 & notice of violation. 
COLLINS,S.J. Region 4 (Post 820201). 91/06/06. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 4pp. 58106:162-58106:186. 

—9106120314 Notice of violation from insp on 910326-0513.Violation noted:contract em¬ 
ployee performing motor operated valve testing proceeded past Step 8.3.3.5 of Maint 
Procedure ME-007-027,Rev 4. 

* Region 4 (Post 820201). 91/06/06. 2pp. 58106:166-58106:167. 

—9106120318 Insp Rept 50-382/91-13 on 910326-0513.Violations noted.Major areas 
inspected:plant status,onsite follow-up of events, monthly maint 
observation,operational safety verification & follow-up of previously identified items. 
WESTERMAN.T.F. Region 4 (Post 820201). 91/05/31. 20pp. 58106:168-58106:186. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106180184 Discusses response of 910510 ltr w/staff during meeting conducted in 
NRC Region IV ofcs on 910605 re Insp Rept 50-382/90-23.Attendees,handouts pro¬ 
vided by facility engineering & response of 910510 ltr encl. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/10. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 38pp. 58170:199-58170:265. 

9106260009 Discusses Insp Rept 50-382/91-17 on 910505-10 & forwards notice of vio¬ 
lation & summary of 910605 enforcement conference.lnsp included review of 910505 
loss of shutdown cooling. 

MARTIN,R.D. Region 4 (Post 620201). 91/06/17. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 4pp. 58227:326-58227:344. 

—9106260011 Notice of violation from insp on 910505-10.Violation noted: on 
9l0505,proper isolation boundaries not established for maint on HPSI valve SI- 
512A,resulting in interruption of shutdown cooling for approx 19 minutes. 

* Region 4 (Post 820201). 91/06/17. 14pp. 58227:330-58227:344. 


R. Periodic operating reports & related correspondence 

9106180445 Monthly operating rept for May 1991 for Waterford Steam Electric Station 
Unit 3.W/910613 ltr. 

CENTOLANZI.P., BURSKI.R.F. Entergy Operations, Inc. 91/05/31. 7pp. 58171:293- 
58171:299. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.All 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106030021 Summary of operating reactors events meeting 91-09 w/utils on 910508 to 
discuss events which occurred since last briefing.List of attendees.significant elements 
of events discussed & reactor scram statistics also encl. 

CHAFFEE.A.E. Division of Operational Assessment (Post 870413). 91/05/15. 
ROSSI.C.E. Division of Operational Assessment (Post 870413). 12pp. 57894:230- 
57894:241. 

9106030301 Special rept SR-91-04-00:on 910429.EDG A failed invalidly due to spurious 
turbocharger lube oil pressure trip.EDG restarted.Oil pressure remained within normal 
operating limits & OP-903-068 completed. 

PACKER,D.F. Entergy Operations, Inc. 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 57914:020-57914:023. 

9106070238 LER 91-005-00:on 910505,shutdown cooling sys malfunction occurred on 
operating Train B & shutdown cooling Train B discovered air bound.Caused by ineffec¬ 
tive work controls. Administrative controls will be expanded.W/910604 ltr. 
HOFFPAUJR.J.G., PACKER,D.F. Entergy Operations, Inc. 91/06/04. 11pp. 58009:219- 
58009:229. 


9106120214 LER 91-007-00:on 91051O,review of Calculation EC-E89-007 revealed that 
electronic sensor current transformer rating on 480-volt safety-related bus 
incorrect.Caused by failure to verify amperage rating.New bus installed.W/910610 ltr. 
BRENNAN,T.P., PACKER.D.F. Entergy Operations, Inc. 91/06/10. 5pp. 58162:067- 
58162:071. 

9106200196 LER 91-008-00:on 910517,reactor coolant sys leakage occurred in excess 
of Tech Spec requirements.Caused by undeveloped training on pressure seal valve 
installation.Submit training request to tram all mechanical personnel.W/910617 ltr. 
HOFFPAUIR.J.G., PACKER,D.F. Entergy Operations, Inc. 91/06/17. 5pp. 58209:097- 
58209:101. 

9106240337 LER 91-009-00:on 910521,safety injection tank 1A & IB declared 
inoperable.Caused by equipment malfunction.Relief valves for SIT 1A & IB later 
removed,tested & returned to svc.W/910620 ltr. 

HOFFPAUIR.J.G., PACKER,D.F. Entergy Operations, Inc. 91/06/20. 5pp. 58226.107- 
58226:111. 

9106270331 LER 90-004-01:on 900408,partial actuation of emergency feedwater sys 
occurred during scheduled functional test of PPS.Caused by test circuit 
malfunction.Matnx test module relay hold pushbutton assembly replaced.W/910625 
ltr. 

BRIAN,W.R., PACKER,D.F. Entergy Operations, Inc. 91/06/25. 5pp. 58256:097- 
58256:101. 

9106270365 LER 91-010-00:on 9 1 0526,automatic reactor trip occurred due to plant pro¬ 
tection sys actuation during annunciator ground isolation.Annunciator cabinets caution 
tagged.W/910625 Jtr. 

STARKEY.R.S., PACKER,D.F. Entergy Operations, Inc. 91/06/25. 4pp. 58282:317- 
58282:320. 


V. Operator Examinations 

9106190105 Discusses arrangements for upcoming 910909-16 evaluation of requalifica¬ 
tion program & licensed personnel at site.Ref mail requirements.admmistration of re¬ 
qualification exam directions & NRC rules & guidance for examinees encl. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/14. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 11pp. 58142:230-58142:240. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106140172 Rev 17 to EPIP Manual EP-1 .reflecting Rev 253 to table of contents & Rev 
80 to Form index. 

* Pennsylvania Power & Light Co. 91/06/03. 4pp. 58143:325-58143:328. 

9106200035 Forwards insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No 
violations noted.Purpose of insp to determine whether NRC licensed activities were 
being conducted safely & in accordance w/regulatory requirements. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/06. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 58161:153-58161:202. 

-9106200037 Insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No violations 
noted.Major areas inspected:operations,emergency preparedness.security,maint & sur¬ 
veillance testing.LERs, radiological controls,engineering & technical support. 

WHITE. J. Region 1 (Post 820201). 91 /06/06. 47pp. 58161:156-58161:202. 

9106190226 Forwards latest approved changes to emergency plan procedures.W/o 
encl. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/13. Region 1 (Post 820201). Ip. 
58189:342-58189:342. 

9106210176 Forwards NRC turbine fire hazard assessment plan in preparation for 
910730-31 site visit to tour turbine bldg & review fire protection features.Assessment 
in response to Oct 1989 fire at foreign reactor site. 

RALEIGH,J.J. Project Directorate 1-2. 91/06/13. KEISER.H.W. Pennsylvania Power & 
Light Co. 6pp. 58202:222-58202:227. 

9106280099 Forwards supplemental response to 900125 response to NRR regulatory 
effectiveness review rept,containing rev to security upgrade program.EncI withheld (ref 
10CFR73.21). 

KEISER.H.W. Pennsylvania Power & Light Co. 91 /06/25. BUTLER,W.R. Project Direc¬ 
torate 1-2. Ip. 58273:075-58273:075. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91 /05/28. NRC - No Detailed Af¬ 
filiation Given. Ip. 58039:092-58039:092. 


I. Financial information 


9106240001 "Allegheny Electric Cooperative,Inc 1990 Annual Rept.” W/ 910617 ltr. 
KEISER.H.W. Allegheny Electric Cooperative, Inc. 90/12/31. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 47pp. 58243:015-58243:060. 


P„ Operating license stage documents & correspondence 

9106030100 Forwards amends 108 & 77 to licenses NPF-14 & NPF-22, respectively & 
safety evaluation.Amends revise tech specs re composition of plant operations review 
committee. 

CLARK,R.J. Project Directorate 1-2. 91/05/16. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 57892:244-57892:260. 

-9106030111 Amends 77 & 108 to licenses NPF-22 & NPF-14 respectively. Amends 
change tech specs to revise composition of plant operations review committee. 
BUTLER,W.R. Project Directorate 1-2. 91/05/16. Project Directorate 1-2. 12pp. 
57892:247-57892:258. 


108 
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-9106030117 Safety evaluation supporting amends 108 & 77 to licenses NPF-14 & 
NPF-22,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/16. 2pp. 
57892:259-57892:260. 

9106060087 Responds to 900725 Itr re BWR generic fundamentals exam bank & for¬ 
wards two diskettes.W/o end. 

GALLO,R.M. Operator Licensing Branch. 91 /05/20. FITCH,A.S. Pennsylvania Power & 
Light Co. 4pp. 58011:055-58011:058. 

9106050162 Provides schedule for action plan PP&L transmitted in 900817 Itr & status 
& scheduled completion forecast for each action provided. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/05/30. BUTLER,W.R. Project Direc¬ 
torate 1-2. 4pp. 58003:279-58003:282. 

9106100219 Confirms activity completed re Generic Ltr 89-13, “Svc Water Sys Prob¬ 
lems Affecting Safety-Related Equipment" & "Insp Program for Piping & Corrosion & 
Degradation.” 

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/04. MARTIN,T.T. Region 1 (Post 
820201). 2pp. 58052:074-58052:075. 

9106110153 Forwards facility final response to request for add! info on PL-NF-90-001. 
KEISER.H.W. Pennsylvania Power & Light Co. 91/06/04. BUTLER,W.R. Project Direc¬ 
torate 1-2. 68pp. 58096:071-58096:137. 

9106130206 Notification of 910627 quarterly meeting w/utii in Rockville,MD. 

RALEIGH,J.J. Project Directorate 1-2. 91/06/06. BUTLER.W.R. Project Directorate 1-2. 
4pp. 58110:348-58110:351. 

9106210128 Forwards Amends 109 & 78 to Licenses NPF-14 & NPF-22, respectively & 
safety evaluation.Amends revise TS 4.1.4.1 to require,that while in Operational Condi¬ 
tion 1 .selection error for out of sequence control rod demonstrated in 1 h. 

RALEIGH,J.J. Project Directorate 1-2. 91/06/06. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 58208:199-58208:218. 

-9106210129 Amends 109 & 78 to Licenses NPF-14 & NPF-22,respectively, revising TS 
4.1.4.1 to require,that while in Operational Condition l.when reducing thermal 
power.selection error for out of sequence control rod be demonstrated within 1 h. 
BUTLER.W.R. Project Directorate 1-2. 91/06/06. 14pp. 58208:202-58208:215. 

-9106210132 Safety evaluation supporting Amends 109 & 78 to Licenses NPF-14 & 
NPF-22,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 3pp. 
58208:216-58208:218. 

9106140223 Forwards matl safety data sheets for each product to be tested in circulat¬ 
ing water chemical treatment programs not listed in NPDES Permit PA 0047325.Test- 
ing will begin in June & scheduled to continue for 6 months. 

FIELDS, J.S. Pennsylvania Power & Light Co. 91/06/07. LEHMAN,S.J. Pennsylvania, 
Commonwealth of. 52pp. 58128:103-58128:154. 

9106270050 Notification of significant licensee meeting 91-78 w/util on 910620 in King 
of Prussia,PA to discuss status of environ qualification upgrade program. 

WHITE,J.W. Region 1 (Post 820201). 91/06/11. Region 1 (Post 820201). 3pp. 
58222:342-58222:344. 

9106210179 Advises that facilities selected for BNWL study for RES to develop info on 
extent to which empirical trends contribute to relationship between nuclear plant staff¬ 
ing & safe maint & operations.Questions for face-to-face interviews end. 

RALEIGH,J.J. Project Directorate i-2. 91/06/12. KEISER.H.W. Pennsylvania Power & 
Light Co. 10pp. 58202:228-58202:237. 

9106210229 Forwards request for add! info re util 910109 request for proposed Tech 
Spec changes on requirements for RWCU/RCIC temp setpoints for leak detection. 
RALEIGH,J.J. Project Directorate 1-2. 91/06/13. KEISER.H.W. Pennsylvania Power & 
Light Co. 5pp. 58207:354-58207:358. 

9106260280 Forwards matl safety data sheets for three laundry detergent chemicals,for 
concurrence.Would like to evaluate detergents to determine if they are more effective 
cleaners than RC-8. 

FIELDS,J.S. Pennsylvania Power & Light Co. 91/06/17. LEHMAN,S. Pennsylvania, 
Commonwealth of. 10pp. 58234:314-58234:323. 

9106260066 Forwards revised response to Question 4 of 910604 request for add! info 
re MCPR operating limits. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/21. BUTLER.W.R. Project Direc¬ 
torate 1-2. 4pp. 58224:327-58224:330. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060055 Advises that util identified five addl transmitters of type described in NRC 
Bulletin 90-001, “Loss of Fill-Oil in Transmitters Mfg by Rosemount." Transmitters lo¬ 
cated in warehouse & returned to Rosemount. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/05/30. BUTLER.W.R. Project Direc¬ 
torate 1-2. 2pp. 58010:329-58010:330. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100219 Confirms activity completed re Generic Ltr 89-13, "Svc Water Sys Prob¬ 
lems Affecting Safety-Related Equipment” & “Insp Program for Piping & Corrosion & 
Degradation." 

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/04. MARTIN,T.T. Region 1 (Post 
820201). 2pp. 58052:074-58052:075. 


9106180199 Forwards combined insp repts 50-387/91-03 & 50-388/91-03 on 91041s. 
19.Violations noted.Notable attributes of ALARA program discussed. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/05. KEISER.H.W. Pennsylvania Pow 6r 
& Light Co. 4pp. 58121:063-58121:093. 

-9106180210 Radiological controls & ALARA initiative insp repts 50-387/91-03 & 5o. 
388/91-03 on 910415-19.No violations noted.Major areas inspected:review of previ¬ 
ously identified items,instrumentation.housekeeping & radiological postings. 
NOGGLE.J., MANN.D. Region 1 (Post 820201). MARKLEY.A. Region 3 (Post 820201) 
91/06/03. 27pp. 58121:068-58121:093. 

9106200035 Forwards insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No 
violations noted.Purpose of insp to determine whether NRC licensed activities were 
being conducted safely & in accordance w/regulatory requirements. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/06. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 58161:153-58161:202. 

-9106200037 Insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No violations 
noted.Major areas inspected operations,emergency preparedness,security,maint & sur¬ 
veillance testing,LERs, radiological controls,engineering & technical support. 

WHITE.J. Region 1 (Post 820201). 91/06/06. 47pp. 58161:156-58161:202. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140220 Notification of Significant Licensee Meeting 91-78 w/util on 910620 in King 
of Prussia.PA for licensee to present status of environ qualification upgrade program. 
WHITE,J.R. Region 1 (Post 820201). 91/06/11. Region 1 (Post 820201). 2pp. 
58126:340-58126:341. 


R. Periodic operating reports & related correspondence 


9106210134 Monthly operating repts for May 1991 for Susquehanna Steam Electric 
Station.W/910617 Itr. 

YOUNG.K.A., KEISER.H.W. Pennsylvania Power & Light Co. 91/05/31. 11pp 
58203:306-58203:316. 

9106270150 “NPDES Discharge Monitoring Rept for May 1991.” W/910617 Itr. 
KEISER.H.W., FIELDS,J.S. Pennsylvania Power & Light Co. 91/05/31. WILKES,J.J. 
Pennsylvania, Commonwealth of. 12pp. 58266:294-58266:305. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106140172 Rev 17 to EPIP Manual EP-1 .reflecting Rev 253 to table of contents & Rev 
80 to Form index. 

* Pennsylvania Power & Light Co. 91/06/03. 4pp. 58143:325-58143:328. 

9106200035 Forwards insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No 
violations noted.Purpose of insp to determine whether NRC licensed activities were 
being conducted safely & in accordance w/regulatory requirements. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/06. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 58161:153-58161:202. 

-9106200037 Insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No violations 
noted.Major areas inspected:operations,emergency preparedness,security .maint & sur¬ 
veillance testing,LERs, radiological controls,engineering & technical support. 

WHITE.J. Region 1 (Post 820201). 91/06/06. 47pp. 58161:156-58161:202. 

9106190226 Forwards latest approved changes to emergency plan procedures.W/o 
end. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/13. Region 1 (Post 820201). Ip. 
58189:342-58189:342. 

9106210176 Forwards NRC turbine fire hazard assessment plan in preparation for 
910730-31 site visit to tour turbine bldg & review fire protection features.Assessment 
in response to Oct 1989 fire at foreign reactor site. 

RALEIGH,J.J. Project Directorate 1-2. 91/06/13. KEISER.H.W. Pennsylvania Power & 
Light Co. 6pp. 58202:222-58202:227. 

9106280099 Forwards supplemental response to 900125 response to NRR regulatory 
effectiveness review rept.containing rev to security upgrade program.EncI withheld (ref 
10CFR73.21). 

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/25. BUTLER.W.R. Project Direc¬ 
torate 1-2. 1 p. 58273:075-58273:075. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. 1 p. 58039:092-58039:092. 


I. Financial information 


9106240001 “Allegheny Electric Cooperative,Inc 1990 Annual Rept." W/ 910617 Itr. 
KEISER.H.W. Allegheny Electric Cooperative, Inc. 90/12/31. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 47pp. 58243:015-58243:060. 


P. Operating license stage documents & correspondence 

9106030100 Forwards amends 108 & 77 to licenses NPF-14 & NPF-22, respectively & 
safety evaluation.Amends revise tech specs re composition of plant operations review 
committee. 

CLARK,R.J. Project Directorate 1-2. 91/05/16. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 57892:244-57892:260. 
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-9106030111 Amends 77 & 108 to licenses NPF-22 & NPF-14 respectively. Amends 
change tech specs to revise composition of plant operations review committee. 
BUTLER,W.R. Project Directorate 1-2. 91/05/16. Project Directorate 1-2. 12pp. 
57892:247-57892:258. 

-9106030117 Safety evaluation supporting amends 108 & 77 to licenses NPF-14 & 
NPF-22,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/16. 2pp. 
57892:259-57892:260. 

9106060087 Responds to 900725 Itr re BWR generic fundamentals exam bank & for¬ 
wards two diskettes.W/o end. 

GALLO,R.M. Operator Licensing Branch. 91/05/20. FITCH,A.S. Pennsylvania Power & 
Light Co. 4pp. 58011:055-58011:058. 

9106050162 Provides schedule for action plan PP&L transmitted in 900817 Itr & status 
& scheduled completion forecast for each action provided. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/05/30. BUTLER,W.R. Project Direc¬ 
torate 1-2. 4pp. 58003:279-58003:282. 

9106100219 Confirms activity completed re Generic Ltr 89-13, “Svc Water Sys Prob¬ 
lems Affecting Safety-Related Equipment" & ‘‘Insp Program for Piping & Corrosion & 
Degradation." 

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/04. MARTIN.T.T. Region 1 (Post 
820201). 2pp. 58052:074-58052:075. 

9106110153 Forwards facility final response to request for addl info on PL-NF-90-001. 
KEISER.H.W. Pennsylvania Power & Light Co. 91/06/04. BUTLER.W.R. Project Direc¬ 
torate 1-2. 68pp. 58096:071-58096:137. 

9106130206 Notification of 910627 quarterly meeting w/util in Rockville.MD. 

RALEIGH,J.J. Project Directorate 1-2. 91/06/06. BUTLER.W.R. Project Directorate 1-2. 
4pp. 58110:348-58110:351. 

9106210128 Forwards Amends 109 & 78 to Licenses NPF-14 & NPF-22, respectively & 
safety evaluation.Amends revise TS 4.1.4.1 to require,that while in Operational Condi¬ 
tion 1,selection error for out of sequence control rod demonstrated in 1 h. 

RALEIGH,J.J. Project Directorate 1-2. 91/06/06. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 58208:199-58208:218. 

-9106210129 Amends 109 & 78 to Licenses NPF-14 & NPF-22,respectively, revising TS 
4.1.4.1 to require,that while in Operational Condition l.when reducing thermal 
power,selection error for out of sequence control rod be demonstrated within 1 h. 
BUTLER.W.R. Project Directorate 1-2. 91/06/06. 14pp. 58208:202-58208:215. 

-9106210132 Safety evaluation supporting Amends 109 & 78 to Licenses NPF-14 & 
NPF-22,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 3pp. 
58208:216-58208:218. 

9106140223 Forwards matl safety data sheets for each product to be tested in circulat¬ 
ing water chemical treatment programs not listed in NPDES Permit PA 0047325.Test- 
ing will begin in June & scheduled to continue for 6 months. 

FIELDS,J.S. Pennsylvania Power & Light Co. 91/06/07. LEHMAN.S.J. Pennsylvania, 
Commonwealth of. 52pp. 58128:103-58128:154. 

9106270050 Notification of significant licensee meeting 91-78 w/util on 910620 in King 
of Prussia,PA to discuss status of environ qualification upgrade program. 

WHITE,J.W. Region 1 (Post 820201). 91/06/11. Region 1 (Post 820201). 3pp. 
58222:342-58222:344. 

9106210179 Advises that facilities selected for BNWL study for RES to develop info on 
extent to which empirical trends contribute to relationship between nuclear plant staff¬ 
ing & safe maint & operations.Questions for face-to-face interviews end. 

RALEIGH,J.J. Project Directorate 1-2. 91/06/12. KEISER.H.W. Pennsylvania Power & 
Light Co. 10pp. 58202:228-58202:237. 

9106210229 Forwards request for addl info re util 910109 request for proposed Tech 
Spec changes on requirements for RWCU/RCIC temp setpoints for leak detection. 
RALEIGH,J.J. Project Directorate 1-2. 91/06/13. KEISER.H.W. Pennsylvania Power & 
Light Co. 5pp. 58207:354-58207:358. 

9106260280 Forwards matl safety data sheets for three laundry detergent chemicals,for 
concurrence.Would like to evaluate detergents to determine if they are more effective 
cleaners than RC-8. 

FIELDS,J.S. Pennsylvania Power & Light Co. 91/06/17. LEHMAN,S. Pennsylvania, 
Commonwealth of. 10pp. 58234:314-58234:323. 

9106260066 Forwards revised response to Question 4 of 910604 request for addl info 
re MCPR operating limits. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/21. BUTLER.W.R. Project Direc¬ 
torate 1-2. 4pp. 58224:327-58224:330. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060055 Advises that util identified five addl transmitters of type described in NRC 
Bulletin 90-001, “Loss of Fill-Oil in Transmitters Mfg by Rosemount." Transmitters lo¬ 
cated in warehouse & returned to Rosemount. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/05/30. BUTLER.W.R. Project Direc¬ 
torate 1-2. 2pp. 58010:329-58010:330. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 


9106100219 Confirms activity completed re Generic Ltr 89-13, "Svc Water Sys Prob¬ 
lems Affecting Safety-Related Equipment" & "Insp Program for Piping & Corrosion & 
Degradation." 

KEISER.H.W. Pennsylvania Power & Light Co. 91/06/04. MARTIN.T.T. Region 1 (Post 
820201). 2pp. 58052:074-58052:075. 

9106180199 Forwards combined insp repts 50-387/91-03 & 50-388/91-03 on 910415- 
19.Violations noted.Notable attributes of ALARA program discussed. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/05. KEISER.H.W. Pennsylvania Power 
& Light Co. 4pp. 58121:063-58121:093. 

-9106180210 Radiological controls & ALARA initiative insp repts 50-387/91-03 & 50- 
388/91-03 on 910415-19.No violations noted.Major areas inspected:review of previ¬ 
ously identified items,instrumentation,housekeeping & radiological postings. 
NOGGLE.J., MANN.D. Region 1 (Post 820201). MARKLEY.A. Region 3 (Post 820201). 
91/06/03. 27pp. 58121:068-58121:093. 

9106200035 Forwards insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No 
violations noted.Purpose of insp to determine whether NRC licensed activities were 
being conducted safely & in accordance w/regulatory requirements. 

BLOUGH.A.R. Region 1 (Post 820201). 91/06/06. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 58161:153-58161:202. 

-9106200037 Insp repts 50-387/91-04 & 50-388/91-04 on 910326-0513.No violations 
noted.Major areas inspected:operations,emergency preparedness,security,maint & sur¬ 
veillance testing,LERs, radiological controls,engineering & technical support. 

WHITE,J. Region 1 (Post 820201). 91/06/06. 47pp. 58161:156-58161:202. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140220 Notification of Significant Licensee Meeting 91-78 w/util on 910620 in King 
of Prussia,PA for licensee to present status of environ qualification upgrade program. 
WHITE,J.R. Region 1 (Post 820201). 91/06/11. Region 1 (Post 820201). 2pp. 
58126:340-58126:341. 


R. Periodic operating reports & related correspondence 


9106210134 Monthly operating repts for May 1991 for Susquehanna Steam Electric 
Station.W/910617 Itr. 

YOUNG,K.A., KEISER.H.W. Pennsylvania Power & Light Co. 91/05/31. 11pp. 
58203:306-58203:316. 

9106270150 "NPDES Discharge Monitoring Rept for May 1991." W/910617 Itr. 
KEISER.H.W., FIELDS,J.S. Pennsylvania Power & Light Co. 91/05/31. WILKES,J.J. 
Pennsylvania, Commonwealth of. 12pp. 58266:294-58266:305. 


S. Reportable occurrences, LERs & related correspondence 

9106100414 LER 91-007-00:on 910515,unplanned actuations of ESF occurred.Caused 
by spurious trip.Panel A placed on alternate power supply,all isolations reset & investi¬ 
gation commenced to determine cause of trip.W/910607 Itr. 

METER,J.J., STANLEY,H.G. Pennsylvania Power & Light Co. 91/06/07. 5pp. 
58162:133-58162:137. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106110059 Expresses thanks for efforts expended by plant personnel in preparation & 
conduct of recent emergency preparedness exercise at facility. 

EBNETER.S.D. Region 2 (Post 820201). 91/04/05. GOLDBERG,J.H. Florida Power & 
Light Co. 4pp. 57997:184-57997:187. 

9106050286 Rev 48 to EPIP 3100023E, “Onsite Emergency Organization & Call Direc¬ 
tory." W/910529 Itr. 

SAGER,D.A. Florida Power & Light Co. 91/05/29. 25pp. 58008:007-58008:031. 

9106110346 Forwards Rev 11 to guard training & qualification plan, consisting of sum¬ 
mary of changes & marked-up copy of revised pages.Enel withheld (ref 10CFR73.21). 
SAGER,D.A. Florida Power & Light Co. 91/06/04. Document Control Branch (Docu¬ 
ment Control Desk). 1 p. 58096:050-58096:050. 

9106140226 EPIPs including,Rev 7 to C-IIO.Rev 8 to HP-200,Rev 5 to HP-207,Rev 14 
to HP-202 & Rev 14 to 3100026E.W/910606 Itr. 

SAGER,D.A. Florida Power & Light Co. 91/06/06. 77pp. 58127:013-58127:089. 

9106270290 Forwards Rev 31 to physical security plan.Rev withheld (ref 
10CFR2.790(a)(3)). 

SAGER,D.A. Florida Power & Light Co. 91/06/21. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58244:244-58244:244. 


G. Adjudicatory correspondence 

9106280026 Order.* Commission has not taken final action on petition to review ALAB- 
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certificate of Svc.Served on 910617. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11845. 91/06/11. 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 


P. Operating license stage documents & correspondence 

9106040115 Forwards amend 50 to license NPF-16 & safety evaluation. Amend 
changes max allowable primary loop resistance temp delay time from 8 s to 14 s. . 
NORRIS,J.A. Project Directorate 11-2. 91/05/23. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 57894:047-57894:058. 
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-9106040124 Amend 50 to license NPF-16.changing max allowable primary loop resist¬ 
ance temp detection delay time from 8 s to 14 s. 

BERKOW.H.N. Project Directorate 11-2. 91 /05/23. 6pp. 57894:050-57894:055. 

-9106040128 Safety evaluation supporting amend 50 to license NPF-16. 

Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/23. 3pp. 
57894:056-57894:058. 

9106060175 Summary of 910521 meeting w/Florida Power & Light Co re implementa¬ 
tion of station blackout rule at facility. 

NORRIS,J.A. Project Directorate 11-2. 91/05/28. Project Directorate 11-2. 31pp. 
57934:308-57934:338. 

9106070197 Informs of intent to use ASME Code Case N-426. 

BOHLKE.W.H. Florida Power & Light Co. 91/06/03. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58015:001-58015:001. 

9106110013 Forwards response to request for addl info during 910530 enforcement 
conference re results of interviews conducted in area of operations.Interview topics 
include,procedural compliance,independent verification & clearances. 

SAGER,D.A. Florida Power & Light Co. 91/06/05. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 58095:329-58095:334. 

9106140138 Notification of 910611 meeting w/util in Rockville,MD to discuss status of 
active licensing actions. 

NORRIS,J.A. Project Directorate 11-2. 91/06/11. BERKOW.H.N. Project Directorate II- 
2. 3pp. 58113:331-58113:333. 

9106280190 Forwards “Unusual or Important Environ Event” to correct typo detected in 
paragraph A of attachment in util Itr L-91-158. 

SAGER,D.A. Florida Power & Light Co. 91/06/24. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58272:257-58272:258. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110096 Informs that NRC has reversed position on 901212 Itr re not providing writ¬ 
ten ack of receipt & review of responses to severity level IV & V NOVs. 

EBNETER.S.D. Region 2 (Post 820201). 91/03/21. GOLDBERG,J.H. Florida Power & 
Light Co. 4pp. 57997:295-57997:298. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106110021 Forwards exam rept 50-335/91-300 for exams administered on 910429- 
0502. 

PEEBLES,T.A. Region 2 (Post 820201). 91/05/28. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 57995:156-57995:324. 

-9106110026 Exam rept 50-335/91-300on 910430-0502.Exam results:six SROs passed 
written exams & operating tests. 

MOORMAN,J.H. Region 2 (Post 820201). 91/05/24. 167pp. 57995:158-57995:324. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270355 Summary of 910530 enforcement conference w/util in Atlanta. GA re cir¬ 
cumstances surrounding apparent violations identified in insp repts 50-335/91-11 & 
50-389/91-11. 

REYES,LA. Region 2 (Post 820201). 91/06/12. GOLDBERG,J.H. Florida Power & 
Light Co. 28pp. 58233:188-58233:215. 

9106240003 Forwards closeout summary rept for NRC Bulletin 79-02,per NRC request 
during Insps 50-335/91-02 & 50-389/91-02 including schedule for completion of re¬ 
maining as-built activities. 

SAGER,D.A. Florida Power & Light Co. 91/06/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58212:313-58212:315. 


R. Periodic operating reports & related correspondence 

9106210130 Monthly operating repts for May 1991 for St Lucie.W/910613 Itr. 
BREEN.J.J., SAGER,D.A. Florida Power & Light Co. 91/05/31. 10pp. 58207:222- 
58207:231. 


S. Reportable occurrences, LERs & related correspondence 

9106040063 LER 91-003-01 :on 910426,shutdown cooling HX 2A discovered out of svc 
while searching for dc ground.On 910417,outlet valve V-3457 out of svc.Caused by 
mispositioned cooling water valve.Valve realigned.W/910528 Itr. 

LAUVER.C., SAGER,D.A. Florida Power & Light Co. 91/05/28. 7pp. 57994:007- 
57994:013. 

9106170257 Special rept:on 910513,determined that plant criteria for fishkill had been 
met.Cause of mortality is insufficient food supply.Fish removed & disposed of on site 
& velocity caps rebuilt. 

SAGER.D.E. Florida Power & Light Co. 91/06/06. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58161:294-58161:295. 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
encl.Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 


V. Operator Examinations 


9106110021 Forwards exam rept 50-335/91-300 for exams administered on 910429- 
0502. 

PEEBLES,T.A. Region 2 (Post 820201). 91/05/28. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 57995:156-57995:324. 

“9106110026 Exam rept 50-335/91-300 on 910429-0502.Exam results:six SROs 
passed written exams & operating tests. 

MOORMAN.J.H.. CASTO,C.A. Region 2 (Post 820201). 91/05/24. 167pp. 57995:158- 
57995:324. 
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A. Application/construction stage documents & correspondence 


9106030090 Forwards supplemental SE accepting containment cooling sys & hot stand¬ 
by as acceptable safe shutdown mode following MSLB. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/05/21. NAUMAN.D.A. Tennessee Valley Authority. 2pp. 57887:238-57887:241. 

“9106030092 Supplemental SE accepting proposed containment cooling sys & hot 
standby as acceptable safe shutdown mode following MSLB. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/21. 2pp. 
57887:240-57887:241. 

9106040311 Notification of 910626 meeting w/util in Spring City.TN to discuss 
status.needed actions & schedules of various issues including,outstanding 
issues,confirmatory issues.proposed license conditions & corrective action programs. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/05/30. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 57999:212-57999:214. 

9106070275 Forwards response to NRC interim supplemental SER re performance plan 
on master fuse list program. 

WALLACE.E.G. Tennessee Valley Authority. 91/05/31. Document Control Branch 
(Document Control Desk). 5pp. 58039:104-58039:108. 

9106060283 Requests that end 910603 memo from HC Garg to S Newberry be reclas¬ 
sified as PDR-available. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/03. Document Control Branch (Document Control Desk). Ip. 57935:036- 
57935:076. 

”9106060292 Trip rept of 901210-14 & 910107-11 visit to facility to assess cable instal¬ 
lation integrity. 

GARG.H.C. Instrumentation & Control Systems Branch. 91/06/03. NEWBERRY.S. In¬ 
strumentation & Control Systems Branch. 40pp. 57935:037-57935:076. 

9106100157 Rev to 910515 summary of 910522 meeting w/TVA re status of various 
licensing issues. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/04. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
18pp. 57994:317-57994:334. 

9106100119 Forwards interim safety evaluation of FSAR section 14.2, amends 56-63. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/06. NAUMAN.D.A. Tennessee Valley Authority. 2pp. 57994:339-57994:344. 

“9106100125 Interim safety evaluation accepting amends 56-63 to FSAR section 14.2. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 4pp. 
57994:341-57994:344. 

9106100406 Forwards responses to supplemental NRC questions on FSAR, Section 
3.8,proposed revs to FSAR.App 3.8E,Rev 1 to Design Guide Cl .6.12,in response to 
plant evaluation criteria for steel structures w/thermal restraint. 

WALLACE,E.J. Tennessee Valley Authority. 91/06/06. Document Control Branch 
(Document Control Desk). 2pp. 58123:001-58123:170. 

~9106100411 Rev 1 to Civil Design Guide DG-C1.12, “Structural Steel Evaluation of 
Steel Structures w/Thermal Restraint." 

HUGHES,J.J. Tennessee Valley Authority. 91/05/06. 68pp. 58123:010-58123:077. 

”9106100418 Rev 6 to Design Criteria WB-DC-20-21, “Miscellaneous Steel Compo¬ 
nents for Category I Structures.” 

* Tennessee Valley Authority. 89/12/07. 37pp. 58123:078-58123:114. 

”9106100427 Rev 0 to WCG-1-811, “Test Correlation Study for Thermal Use of Ductility 
Ratio." 

WU,C, CHEN.Y., LANHAM.K. Tennessee Valley Authority. WCG-1-811 R00. 91/04/12. 
56pp. 58123:115-58123:170. 

9106270121 Confirms 910606 mgt meeting to be conducted onsite to discuss current 
status & future plans for plant work activities.Proposed agenda end. 

WILSON,B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 58223:333-58223:336. 

9106190280 Forwards attachment to 910607 Itr re seismic analysis corrective action 
program implementation audit. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. Document Control Branch 
(Document Control Desk). 3pp. 58187:310-58187:312. 

9106190374 Forwards Calculation WCG-1-397,Rev 1, “Two Degree of Freedom Com¬ 
parison to Coupled Sys Response," in response to 910104 request for addl info on 
justification for 1.2 multi-mode factor. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. Document Control Branch 
(Document Control Desk). 2pp. 58188:026-58189:130. 

-9106190380 Rev 1 to WCG-1-397, “Two Degree of Freedom Comparison to Coupled 
Sys Response.” 

* Tennessee Valley Authority. WCG-1-397 R01. 91/01/25. 400pp. 58188:028- 
58189:130. 
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9106190389 Revised notification of 910626 meeting w/TVA in Spring City, TN to dis¬ 
cuss status.needed actions & schedules of various licensinq issues.Meetina date 
changed to 910627. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603) 
91/06/13. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 58163:072-58163:074. * 

9106210140 Forwards environ assessment & finding of no significant impact re 910516 
request for extension of latest const completion date for CPPR-91 to 931231 & until 
970630 for CPPR-92. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/06/18. NAUMAN.D.A. Tennessee Valley Authority. 2pp 58202 174- 
58202:181. 

-9106210143 Environ assessment & finding of no significant impact re util 910516 re¬ 
quest to extend latest const completion date for CPPR-91 until 931231 & until 970630 
for CPPR-92. 

BLACK.S.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/18. 6pp. 58202:176-58202:181. 

9106260413 Forwards response to NRC request for add) info re dynamic & static loads 
on main steam safety valves. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/21. Document Control Branch 
(Document Control Desk). 4pp. 58241:276-58241:279. 


F. Security, medical, emergency & fire protection plans 

9106110043 Forwards insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No 
violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/23. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57997:177-57997:183. 

-9106110050 Insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No violations 
or deviations noted.Major areas inspected: concerns re random drug test positive re¬ 
sults & site security manager not being cleared for facility access. 

TOBIN.W.J., MCGUIRE,D.R. Region 2 (Post 820201). 91/05/21. 3pp. 57997:181- 
57997:183. 

9106040163 Informs of site visit on 910612-14 re review of physical security plan. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/05/24. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 57894:107-57894:110. 

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs,including Rev 9 to 
CECC-EPIP-2 & CECC-EPIP-3,Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 8 
to CECC-EPIP-1,Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC- 
EPlP-8 

WALLACE,E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9106070031 Forwards affidavit certifying that Amend 66 to plant FSAR served upon in¬ 
dividuals identified by depositing into US mail charges prepaid. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/03. Document Control Branch 
(Document Control Desk). 7pp. 58014:001-58014:007. 


-9106110064 Insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No violations 
noted.Major areas inspected:corrective violations for open violations & unresolved 
items in areas of welding & NDE. 

CROWLEY,B.R., BLAKE,J.J. Region 2 (Post 820201). 91/05/16. 8pp. 57996:303- 
57996310 

9106110129 Ack receipt of 910509 response to violations noted in insp repts 50-390/ 
90-33 & 50-391/90-33. 

WILSON,B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:155-57998.157. 

9106110156 Ack receipt of 910128 response to violations noted in insp repts 50-390/ 

90- 22 & 50-391/90-22. 

WILSON,B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:174-57998:176. 

9106110109 Forwards insp repts 50-390/91-08 & 50-391/91-08 on 910420-0517.No 
violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/30. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:026-57998:041. 

-9106110113 Insp repts 50-390/91-08 & 50-391/91-08 on 910420-0517.No violations 
noted.Major areas mspected:review of stop work activities,corrective action 
program,vertical slice finding resolution in preparation for const. 

WALTON,G.A. Region 2 (Post 820201). 91/05/30. 13pp. 57998:029-57998:041. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106070226 Informs NRC that insp rept & notice of violation 50-390/91-04 & 50-391/ 

91- 04 was reviewed & scheduled to be submitted by 910607. 

WALLACE,M.O. Tennessee Valley Authority. 91/05/31. Document Control Branch 
(Document Control Desk). 2pp. 58016:359-58016:360. 

9106110025 Ack receipt of 910513 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-390/91-02 & 50-391/91-02 on 910306. 

WILSON,B.A. Region 2 (Post 820201). 91/05/31. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57995:335-57995:337. 

9106110184 Forwards insp repts 50-390/91-07 & 50-391/91-07 on 910401-05,15- 
19,0429-0503 & 07-10.No violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/31. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:193-57998:200. 

-9106110190 Insp repts 50-390/91-07 & 50-391/91-07 on 910401-05,15-19, 0429-0503 
& 07-10.No violations or deviations noted.Major areas inspected:high-potential testing 
of spare/abandoned cables. 

SMITH,C., SHYMLOCK.M. Region 2 (Post 820201). 91/05/30. 4pp. 57998:197- 
57998:200. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110036 Confirms 910315 conversation re 910412 enforcement conference in 
Atlanta.GA to discuss regulatory concerns on work control & conditions adverse to 
quality program at plant. 

WILSON,B.A. Region 2 (Post 820201). 91/04/03. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57995:355-57995:358. 

9106110122 Informs of reversal of NRC decision not to respond to severity level IV & V 
notices of violations when responses completely acceptable. 

WILSON.B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:107-57998:110. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 


9106060209 Ack receipt of 910103 & 0305 Itrs informing NRC of corrective actions re 
violations noted in Insp Repts 50-390/90-15 & 50-391/90-15. 

WILSON.B.A. Region 2 (Post 820201). 91/05/21. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58002:235-58002:237. 


9106110165 Ack receipt of 910327 response to violations noted in insp repts 50-390/ 
90-30 & 50-391/90-30. 

WILSON.B.A. Region 2 (Post 820201). 91/05/21. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:177-57998:179. 

9106110171 Ack receipt of 901120 response to violations noted in insp repts 50-390/ 
90-19 & 50-391/90-19 

WILSON.B.A. Region 2 (Post 820201). 91/05/21. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:180-57998:182. 

9106110043 Forwards insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No 
violations or deviations noted. ., 

WILSON.B.A. Region 2 (Post 820201). 91/05/23. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57997:177-57997:183. 


-9106110050 Insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No violations 
or deviations noted.Major areas inspected: concerns re random drug test positive re¬ 
sults & site security manager not being cleared for facility access. . 

TOBIN.W.J.. MCGUIRE,D.R. Region 2 (Post 820201). 91/05/21. 3pp. 57997:181- 
57997:183. 


9106110062 Forwards insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No viola¬ 
tions or deviations noted. _ ,. „ 

WILSON.B.A. Region 2 (Post 820201). 91/05/28. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:300-57996:310. 


9106100470 Responds to NRC Itr re violations noted in insp repts 50-390/91-04 & 50- 
391/91-04.Corrective actions: administrative documents & procedures revised. 
MEDFORD.M.O. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 7pp. 58051:228-58051:234. 

9106130220 Provides response to audit items re seismic analysis corrective action pro¬ 
gram implementation audit conducted on 910415-19. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 61 pp. 58112:029-58112:091. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260404 Notification of contract execution,mod 1,awarding Task Order 14,to “Nucle¬ 
ar Power Reactor Design Insp Svcs.” Contractor: AECL Technologies. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1750-1. 91/06/ 
12. SCHWINK.W.S. Program Management, Policy Development & Analysis Staff (Post 
870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 58225:289- 
58225:291. 

-9106260407 Ltr contract NRC-03-90-031,mod 1,awarding Task Order 14, “Design 
Baseline & Verification Program/Integrated Design Insp - Watts Bar," to "Nuclear 
Power Reactor Design Insp Svcs." 

MEEHAN,B.D. Contract Administration Branch 1 (Post 900603). FIN L-1750-1. 91/06/ 
05. SHIFLETT.D.R. AECL, Inc. 2pp. 58225:290-58225:291. 


R. Periodic operating reports & related correspondence 


1106190267 “Annual Radiological Environ Monitoring Rept for 1990.” W/910614 Itr. 

\a/ai I ADF F d Tennessee Valiev Authority. 90/12/31. 118pp. 58204:046-58204:163. 


S. Reportable occurrences, LERs & related correspondence 


106100057 Final deficiency rept re unqualified cable penetration seals.Initially reported 
on 901207,Fire test for remaining four penetration seals will be performed by 910930 
& mods to remaining four seals will be completed by 920928. 

WALLACE,E.G. Tennessee Valley Authority. WBRD-50-390/90-10. 91/05/31. Docu- 
_Prom'll rrvir'iimont nnntrnl DefikL 6nn. 58092:054-58092:059. 


106070051 Final deficiency rept re discrepancies involving HVAC duct supports.lnitially 
reDorted on 910503.Engineering specs for const upgraded to provide improved clarity. 
WALLACE E.G. Tennessee Valley Authority. WBRD-50-390/91-22. 91/06/04. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 58014:008-58014:011. 
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9106120284 Interim deficiency rept re failure to establish & implement corrective action 
program for documents from 1987 to 1991.Initially reported on 910508.Final rept will 
be sent after response to Insp Rept 50-391/90-31 submitted. 

WALLACE,E.G. Tennessee Valley Authority. WBRD-50-390/91-23. 91/06/07. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 58109:001-58109:004. 

9106190004 Final deficiency rept re Limitorque SMB 00 torque switches w/potentially 
defective roll pins installed on valve actuators.lnitially reported on 910312.Defective 
switches at Unit 2 will be replaced prior to fuel load. 

WALLACE.E.G. Tennessee Valley Authority. WBRD-50-390/91-09. 91/06/11. Docu¬ 
ment Control Branch (Document Control Desk). 5pp. 58195:336-58195:340. 

9106240312 Interim deficiency rept re installation of 480-volt shutdown transformer 
bushing conductors supplied by Westinghouse. Initially reported on 910521.Final rept 
will be provided by 911216 following receipt of vendor evaluation. 

WALLACE.E.G. Tennessee Valley Authority. WBRD-50-390/91-26. 91/06/20. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 58212:350-58212:353. 


V. Operator Examinations 

9106110062 Forwards insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No viola¬ 
tions or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/28. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:300-57996:310. 

-9106110064 Insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No violations 
noted.Major areas inspected:corrective violations for open violations & unresolved 
items in areas of welding & NDE. 

CROWLEY,B.R., BLAKE.J.J. Region 2 (Post 820201). 91/05/16. 8pp. 57996:303- 
57996:310. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Appiication/construction stage documents & correspondence 

9106040311 Notification of 910626 meeting w/util in Spring City.TN to discuss 
status.needed actions & schedules of various issues including,outstanding 
issues,confirmatory issues,proposed license conditions & corrective action programs. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/05/30. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 57999:212-57999:214. 

9106100157 Rev to 910515 summary of 910522 meeting w/TVA re status of various 
licensina issuss 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/04. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
18pp. 57994:317-57994:334. 

9106100119 Forwards interim safety evaluation of FSAR section 14.2, amends 56-63. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/06. NAUMAN.D.A. Tennessee Valley Authority. 2pp. 57994:339-57994:344. 

—9106100125 Interim safety evaluation accepting amends 56-63 to FSAR section 14.2. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 4pp. 
57994:341-57994:344. 

9106100406 Forwards responses to supplemental NRC questions on FSAR, Section 
3.8,proposed revs to FSAR.App 3.8E,Rev 1 to Design Guide Cl .6.12,in response to 
plant evaluation criteria for steel structures w/thermal restraint. 

WALLACE.E.J. Tennessee Valley Authority. 91/06/06. Document Control Branch 
(Document Control Desk). 2pp. 58123:001-58123:170. 

-9106100411 Rev 1 to Civil Design Guide DG-C1.12, “Structural Steel Evaluation of 
Steel Structures w/Thermal Restraint." 

HUGHES,J.J. Tennessee Valley Authority. 91/05/06. 68pp. 58123:010-58123:077. 

—9106100418 Rev 6 to Design Criteria WB-DC-20-21, “Miscellaneous Steel Compo¬ 
nents for Category I Structures." 

* Tennessee Valley Authority. 89/12/07. 37pp. 58123:078-58123:114. 

9106270121 Confirms 910606 mgt meeting to be conducted onsite to discuss current 
status & future plans for plant work activities.Proposed agenda end. 

WILSON,B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 58223:333-58223:336. 

9106190280 Forwards attachment to 910607 Itr re seismic analysis corrective action 
program implementation audit. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. Document Control Branch 
(Document Control Desk). 3pp. 58187:310-58187:312. 

9106190374 Forwards Calculation WCG-1-397,Rev 1, "Two Degree of Freedom Com¬ 
parison to Coupled Sys Response.” in response to 910104 request for addl info on 
justification for 1.2 multi-mode factor. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. Document Control Branch 
(Document Control Desk). 2pp. 58188:026-58189:130. 

—9106190380 Rev 1 to WCG-1-397, “Two Degree of Freedom Comparison to Coupled 
Sys Response." 

* Tennessee Valley Authority. WCG-1-397 R01. 91/01/25. 400pp. 58188:028- 
58189:130. 

9106190389 Revised notification of 910626 meeting w/TVA in Spring City, TN to dis¬ 
cuss status.needed actions & schedules of various licensing issues.Meeting date 
changed to 910627. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/13. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 58163:072-58163:074. 

9106210140 Forwards environ assessment & finding of no significant impact re 910516 
request for extension of latest const completion date for CPPR-91 to 931231 & until 
970630 for CPPR-92. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/06/18. NAUMAN.D.A. Tennessee Valley Authority. 2pp. 58202:174- 
58202:181. 


-9106210143 Environ assessment & finding of no significant impact re util 910516 re¬ 
quest to extend latest const completion date for CPPR-91 until 931231 & until 970630 
for CPPR-92. 

BLACK,S.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/06/18. 6pp. 58202:176-58202:181. 


F. Security, medical, emergency & fire protection plans 


9106110043 Forwards insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No 
violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/23. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57997:177-57997:183. 

-9106110050 Insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No violations 
or deviations noted.Major areas inspected: concerns re random drug test positive re¬ 
sults & site security manager not being cleared for facility access. 

TOBIN,W.J. Region 2 (Post 820201). 91/05/21. 3pp. 57997:181-57997:183. 

9106040163 Informs of site visit on 910612-14 re review of physical security plan. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
91/05/24. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 57894:107-57894:110. 

9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs,including Rev 9 to 
CECC-EPIP-2 & CECC-EP!P-3,Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 8 
to CECC-EPIP-1,Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECQ- 
EPIP-8. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9106070031 Forwards affidavit certifying that Amend 66 to plant FSAR served upon in¬ 
dividuals identified by depositing into US mail charges prepaid. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/03. Document Control Branch 
(Document Control Desk). 7pp. 58014:001-58014:007. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110036 Confirms 910315 conversation re 910412 enforcement conference in 
Atlanta,GA to discuss regulatory concerns on work control & conditions adverse to 
quality program at plant. 

WILSON,B.A. Region 2 (Post 820201). 91/04/03. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57995:355-57995:358. 

9106110122 Informs of reversal of NRC decision not to respond to severity level IV & V 
notices of violations when responses completely acceptable. 

WILSON,B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:107-57998:110. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060209 Ack receipt of 910103 & 0305 Itrs informing NRC of corrective actions re 
violations noted in Insp Repts 50-390/90-15 & 50-391/90-15. 

WILSON.B.A. Region 2 (Post 820201). 91/05/21. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 58002:235-58002:237. 

9106110165 Ack receipt of 910327 response-to violations noted in insp repts 50-390/ 
90-30 & 50-391/90-30. 

WILSON.B.A. Region 2 (Post 820201). 91/05/21. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:177-57998:179. 

9106110171 Ack receipt of 901120 response to violations noted in insp repts 50-390/ 
90-19 & 50-391/90*19 

WILSON.B.A. Region 2 (Post 820201). 91/05/21. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:180-57998:182. 

9106110043 Forwards insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No 
violations or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/05/23. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57997:177-57997:183. 

-9106110050 insp repts 50-390/91-06 & 50-391/91-06 on 910430-0501.No violations 
or deviations noted.Major areas inspected: concerns re random drug test positive re¬ 
sults & site security manager not being cleared for facility access. 

TOBIN,W.J., MCGUIRE.D.R. Region 2 (Post 820201). 91/05/21. 3pp. 57997:181- 
57997:183. 

9106110062 Forwards insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No viola¬ 
tions or deviations noted. 

WILSON.B.A. Region 2 (Post 820201). 91/05/28. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:300-57996:310. 

-9106110064 Insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No violations 
noted.Major areas inspected corrective violations for open violations & unresolved 
items in areas of welding & NDE. 

CROWLEY,B.R., BLAKE.J.J. Region 2 (Post 820201). 91/05/16. 8pp. 57996:303- 
57996:310. 


9106110129 Ack receipt of 910509 response to violations noted in insp repts 50-390/ 
90-33 & 50-391/90-33 

WILSON.B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:155-57998:157. 

9106110156 Ack receipt of 910128 response to violations noted in insp repts 50-390/ 
90-22 & 50-391/90-22. 

WILSON.B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:174-57998:176. 
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9106110109 Forwards insp repts 50-390/91-08 & 50-391/91-08 on 910420-0517.No 
violations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/30. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57998:026-57998:041. 

-9106110113 Insp repts 50-390/91-08 & 50-391/91-08 on 910420-0517.No violations 
noted.Major areas inspected:review of stop work activities,corrective action 
program,vertical slice finding resolution in preparation for const. 

WALTON,G.A. Region 2 (Post 820201). 91/05/30. 13pp. 57998:029-57998:041. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106070226 Informs NRC that insp rept & notice of violation 50-390/91-04 & 50-391/ 
91-04 was reviewed & scheduled to be submitted by 910607. 

WALLACE,M.O. Tennessee Valley Authority. 91/05/31. Document Control Branch 
(Document Control Desk). 2pp. 58016:359-58016:360 

9106110025 Ack receipt of 910513 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-390/91-02 & 50-391/91-02 on 910306. 

WILSON,B.A. Region 2 (Post 820201). 91/05/31. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57995:335-57995:337. 

9106110184 Forwards insp repts 50-390/91-07 & 50-391/91-07 on 910401-05,15- 
19,0429-0503 & 07-10.No violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/31. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:193-57998:200. 

-9106110190 Insp repts 50-390/91-07 & 50-391/91-07 on 910401-05,15-19, 0429-0503 
& 07-10.No violations or deviations noted.Major areas inspected:high-potential testing 
of spare/abandoned cables. 

SMITH,C„ SHYMLOCK.M. Region 2 (Post 820201). 91/05/30. 4pp. 57998:197- 
57998:200. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100470 Responds to NRC Itr re violations noted in insp repts 50-390/91-04 & 50- 
391/91-04.Corrective actions: administrative documents & procedures revised. 
MEDFORD,M.O. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 7pp. 58051:228-58051:234. 

9106130220 Provides response to audit items re seismic analysis corrective action pro¬ 
gram implementation audit conducted on 910415-19. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/07. Document Control Branch 
(Document Control Desk). 61pp. 58112:029-58112:091. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260404 Notification of contract execution,mod 1,awarding Task Order 14,to “Nucle¬ 
ar Power Reactor Design Insp Svcs.” Contractor: AECL Technologies. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1750-1. 91/06/ 
12. SCHWINK.W.S. Program Management, Policy Development & Analysis Staff (Post 
870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 58225:289- 
58225:291. 

-9106260407 Ltr contract NRC-03-90-031,mod 1 .awarding Task Order 14, “Design 
Baseline & Verification Program/Integrated Design Insp - Watts Bar," to “Nuclear 
Power Reactor Design Insp Svcs.” 

MEEHAN,B.D. Contract Administration Branch 1 (Post 900603). FIN L-1750-1. 91/06/ 
05. SHIFLETT.D.R. AECL, Inc. 2pp. 58225:290-58225:291. 


S. Reportable occurrences, LERs & related correspondence 

9106100057 Final deficiency rept re unqualified cable penetration seals.lnitially reported 
on 901207.Fire test for remaining four penetration seals will be performed by 910930 
& mods to remaining four seals will be completed by 920928. 

WALLACE,E.G. Tennessee Valley Authority. WBRD-50-390/90-10. 91/05/31. Docu¬ 
ment Control Branch (Document Control Desk). 6pp. 58092:054-58092:059. 

9106120284 Interim deficiency rept re failure to establish & implement corrective action 
program for documents from 1987 to 1991 .Initially reported on 910508.Final rept will 
be sent after response to Insp Rept 50-391/90-31 submitted. 

WALLACE,E.G. Tennessee Valley Authority. WBRD-50-390/91-23. 91/06/07. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 58109:001-58109:004. 

9106190004 Final deficiency rept re Limitorque SMB 00 torque switches w/potentially 
defective roll pins installed on valve actuators.Initially reported on 9l03l2.Defective 
switches at Unit 2 will be replaced prior to fuel load. 

WALLACE,E.G. Tennessee Valley Authority. WBRD-50-390/91-09. 91/06/11. Docu¬ 
ment Control Branch (Document Control Desk). 5pp. 58195:336-58195:340. 

9106240312 Interim deficiency rept re installation of 480-volt shutdown transformer 
bushing conductors supplied by Westinghouse. Initially reported on 910521.Final rept 
will be provided by 911216 following receipt of vendor evaluation. 

WALLACE,E.G. Tennessee Valley Authority. WBRD-50-390/91-26. 91/06/20. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 58212:350-58212:353. 


V. Operator Examinations 

9106110062 Forwards insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No viola¬ 
tions or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 91/05/28. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57996:300-57996:310. 

-9106110064 Insp repts 50-390/91-05 & 50-391/91-05 on 910422-26.No violations 
noted.Major areas inspected:corrective violations for open violations & unresolved 
items in areas of welding & NDE. 

CROWLEY,B.R. Region 2 (Post 820201). 91/05/16. 8pp. 57996:303-57996:310. 
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F. Security, medical, emergency & fire protection plans 


9106240133 EPIPs mcluding.Rev 25 to EPP-002,Rev 8 to EPP-007,Rev 22 to EPP- 
019,Rev 16 to EPP-022 & Rev 3 to EPP-023.W/910617 Itr. 

MOORE,D.R. South Carolina Electric & Gas Co. 91/06/17. 165pp. 58212:003- 
58212:163. 


P. Operating license stage documents & correspondence 


9106110100 Forwards summary of meeting conducted on 910528 re licensee self-as¬ 
sessment. 

REYES.L.A. Region 2 (Post 820201). 91/05/31. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 55pp. 57997:118-57997:172. 

9106070237 Application for amend to license NPF-12,consisting of Tech Spec Change 
TSP 890004,relocating procedural details of radiological effluent Tech Specs & solid 
radwastes to ODCM & process control program,respectively,per Generic Ltr 89-01. 
SKOLDS.J.L. South Carolina Electric & Gas Co. 91 /06/03. Document Control Branch 
(Document Control Desk). 7pp. 58036:165-58037:080. 

—9106070241 Proposed Tech Specs Change TSP 890004,relocating procedural details 
of radiological effluent Tech Specs & solid radwastes to ODCM & process control 
pregram,respectively, per Generic Ltr 89-01. 

* South Carolina Electric & Gas Co. 91/06/03. 200pp. 58036:172-58037:080. 

9106110268 Forwards Amend 99 to License NPF-12 & safety evaluation. Amend 
changes Tech Specs to separate loss of offsite power test from 24-h load test in 
order to obtain more flexible outage scheduling & to avoid unnecessary cycling of 
EDG. 

WUNDER.G.F. Project Directorate 11-1. 91/06/05. SKOLDS.J.L. South Carolina Elec¬ 
tric & Gas Co. 3pp. 58098:264-58098:274. 

—9106110272 Amend 99 to License NPF-12,changing Tech Specs to separate loss of 
offsite power test from 24-h load test in order to obtain more flexible outage schedul¬ 
ing & to avoid unnecessary cycling of EDG. 

MENDIOLA.A.J. Project Directorate 11-1. 91/06/05. 6pp. 58098:267-58098:272. 

—9106110278 Safety evaluation supporting Amend 99 to License NPF-12. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/05. 2pp. 
58098:273-58098:274. 

9106180249 Rev to 901207 application for amend to License NPF-12, consisting of TS 
Change TSP 900004-1 to include requirements of Reg Guide 1.8,Rev 2 to differentiate 
between training requirements for licensed & nonlicensed staff. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 91/06/11. Document Control Branch 
(Document Control Desk). 2pp. 58170:001-58170:007. 

—9106180250 Proposed Tech Specs re unit staff qualifications & training. 

* South Carolina Electric & Gas Co. 91/06/11. 5pp. 58170:003-58170:007. 

9106180317 Suppls 910204 application for amend to License NPF-12, revising Tech 
Spec to amend visual insp criteria of Surveillance Requirement 4.7.7 to include fasten¬ 
ers for attachment of snubbers to components & anchorages. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 91/06/11. Document Control Branch 
(Document Control Desk). 4pp. 58178:328-58178:342. 

—9106180320 Rev to Tech Spec 4.7.7, “Snubbers Surveillance Requirements" re 
fastners for attachment of snubbers to components & anchorages. 

* South Carolina Electric & Gas Co. 91/06/11. 11pp. 58178:332-58178:342. 

9106200010 Application for amend to License NPF-12,consisting of Tech Spec Change 
TSP 900002-0,revising TS 4.8.2.1 & bases to reflect improvements to dc electrical 
power sources in compliance w/Reg Guide 1.155. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 91/06/12. Document Control Branch 
(Document Control Desk). Ip. 58200:319-58200:329. 

—9106200012 Proposed Tech Spec 3/4 8-10,Page 3/4 8-2 re surveillance requirements 
for electrical power sys & ac & dc sources & onsite power distribution sys. 

* South Carolina Electric & Gas Co. 91/06/12. 10pp. 58200:320-58200:329. 

9106180027 Discusses assessment of turbine generator bearing lube oil fire hazard & 
potential impact on safety related/safe shutdown sys for facility. 

WUNDER.G.F. Project Directorate 11-1. 91/06/13. SKOLDS.J.L. South Carolina Elec¬ 
tric & Gas Co. 5pp. 58173:349-58173:353. 

9106200145 Requests that end presentation matl from 910604 NRC/SCEG/ Westing- 
house meeting on plant Tech Spec change request for VANTAGE + fuel be withheld 
from public disclosure (ref 10CFR9.5(4)). 

DIPIAZZA,R.P., TRITCH.S.R. Westinghouse Electric Corp. 91/06/13. JONES,R.C. Re¬ 
actor Systems Branch. 2pp. 58198:352-58198:354. 

—9106200153 Forwards presentation matl from 910604 NRC/SCEG/Westinghouse 
meeting on plant Tech Spec change request for VANTAGE+ fuel. Matl withheld (ref 
10CFR9.5(4)). 

* Westinghouse Electric Corp. 91/06/13. JONES,R.C. Reactor Systems Branch. Ip. 
58198:353-58198:354. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110028 Advises that NRC has reversed position re response to NOV response Itrs 
& therefore,will return to prior practice of responding to all NOV response Itrs. 
EBNETER.S.D. Region 2 (Post 820201). 91/03/19. SKOLDS.J.L. South Carolina Elec¬ 
tric & Gas Co. 3pp. 57995:338-57995:340. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 
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9106050177 Forwards Technical Review Rept AEOD/T91-05, “Setpoint Testing of Pres- 
surizer Safety Valves w/Water-Filled Loop Seals” to be used to draft final suppl to 
Info Notice 89-090 which will close out issue. 

NOVAK,T.M. Division of Safety Programs (Post 870413). 91/05/29. ROSSI.C.E. Divi¬ 
sion of Operational Events Assessment (Post 870411). Ip. 58008:148-58008:160. 

-9106050186 AEOD Technical Review Rept AEOD/T91-05, “Setpoint Testing of Pres- 
surizer Safety Valves w/Water-Fifled Loop Seals.” 

WEGNER.M. Office for Analysis & Evaluation of Operational Data, Director. 91/05/30. 
lOpp 58008:151-58008:160. 

9106060101 Forwards Insp Rept 50-395/91-06 on 9l0401-0520.No violations or devi¬ 
ations noted. 

VERRELLI.D.M. Region 2 (Post 820201). 91/05/30. SKOLDS.J.L. South Carolina 
Electric & Gas Co. 2pp. 58008:329-58008:344. 

“9106060105 Insp Rept 50-395/91-06 on 910401-0520.No violations or deviations 
noted.Major areas inspected:monthly surveillance observations.monthly maint 
observation,operational safety verification & onsite follow-up of written repts. 
HAAG.R.C., CANTRELL,F.S. Region 2 (Post 820201). 91/05/30. 14pp. 58008:331- 
58008:344. 

9105230062 NRC Info Notice 91-033. “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110073 Ack receipt of 910508 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-395/91-05 on 910412. 

REYES,L.A. Region 2 (Post 820201). 91/05/31. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 3pp. 57997:069-57997:071. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106180317 Suppls 910204 application for amend to License NPF-12, revising Tech 
Spec to amend visual insp criteria of Surveillance Requirement 4.7.7 to include fasten¬ 
ers for attachment of snubbers to components & anchorages. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 91/06/11. Document Control Branch 
(Document Control Desk). 4pp. 58178:328-58178:342. 

“9106180320 Rev to Tech Spec 4.7.7, “Snubbers Surveillance Requirements" re 
fastners for attachment of snubbers to components & anchorages. 

* South Carolina Electric & Gas Co. 91/06/11. 11pp. 58178:332-58178:342. 


R. Periodic operating reports & related correspondence 

9106180414 Monthly operating rept for May 1991 for Summer Nuclear Station Unit 1.W/ 
910612 Itr. 

HALTIWANGER.J., SKOLDS.J.L. South Carolina Electric & Gas Co. 91/05/31. 5pp. 
58171:183-58171:187. 

9106260382 Forwards Technical Rept 91-1, “Seismic Activity Near VC Summer Nuclear 
Station,Jan-Mar 1991.” 

QUINTON,M.D. South Carolina Electric & Gas Co. 91/06/21. Document Control 
Branch (Document Control Desk). Ip. 58236:316-58236:334. 

-9106260383 “Seismic Activity Near VC Summer Nuclear Station,Jan-Mar 1991.” 
TALWANI.P. South Carolina, Univ. of, Columbia, SC. 91-1. 91/06/21. 18pp. 
58236:317-58236:334. 


S. Reportable occurrences, LERs & related correspondence 

9106100314 Special Rept SPR 910003:on 910429,electric-driven fire pump removed 
from svc for 10.5 days as result of surveillance testing which indicated pump wear or 
fouling.New pump installed,tested & declared operable on 910509. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 91/05/24. EBNETER.S.D. Region 2 
(Post 820201). Ip. 58017:306-58017:306. 
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F. Security, medical, emergency & fire protection plans 

9105230105 Informs Commission of FEMA views re offsite EP for WNP-2 & Trojan Nu- 
c(6cir Power Plsnt 

TAYLOR.J.M. Ofc of the Executive Director for Operations. SECY-91-145. 91/05/16. 
232pp. 57933:158-57934:029. 

9106100477 Ack receipt of 890615,900404 & 910410 Itrs forwarding Revs 14,17 & 18 
to physical security plan,respectively. Changes consistent w/provisions of 
10CFR50.54(P) & acceptable for inclusion into plan. 

REESE.J.H. Region 5 (Post 820201). 91/05/30. SORENSEN,G.C. Washington Public 
Power Supply System. 2pp. 58092:313-58092:314. 

9106260195 Forwards FEMA 910524 memo transmitting results of FEMA observations 
of offsite activities during State of WA emergency operations ctr offhours/unan- 
nounced drill held on 910403.No deficiencies noted. 

REESE.J.H. Region 5 (Post 820201). 91/06/14. SORENSEN,G.C. Washington Public 
Power Supply System. 2pp. 58238:195-58238:201. 

“9106260197 Forwards final drill rept for 910403 State of WA emergency operations ctr 
offhours/unannounced drill.No deficiencies or areas requiring corrective actions noted. 
KWIATKOWSKI.D. Federal Emergency Management Agency. 91/05/24. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
58238:197-58238:197. 


-9106260201 “Off-Hours/Unannounced Emergency Operations Ctr Drill Held on 
910403." 

* Federal Emergency Management Agency. 91/05/31. 4pp. 58238:198-58238:201. 


P. Operating license stage documents & correspondence 

9106040093 Informs of reasonable assurance that structural integrity of piping will be 
maintained & util may restart unit w/ identified crack & operate through cycle 7 until 
next refueling outage. 

ENG.P.L. Project Directorate V. 91/05/23. SORENSEN,G.C. Washington Public Power 
Supply System. 3pp. 57902:058-57902:060. 

9106100517 Forwards special rept per requirements of facility Tech Spec 3.3.7.2, “Seis¬ 
mic Monitoring Instrumentation" which requires instruments to be operable at all 
times. 

BAKER,J.W. Washington Public Power Supply System. 91/05/24. MARTIN,J.B. 
Region 5 (Post 820201). 3pp. 58051:220-58051:222. 

9106070181 Forwards amend 92 to license NPF-21 & safety evaluation. Amend modi¬ 
fies facility min critical power ratio safety limit & associated bases to reflect cycle spe¬ 
cific safety analyses resulting from use of new reload methodology. 

ENG.P.L. Project Directorate V. 91/06/03. SORENSEN,G.C. Washington Public Power 
Supply System. 2pp. 57993:067-57993:080. 

-9106070184 Amend 92 to license NPF-21 .modifying facility min critical power ratio 
safety limit & associated bases to reflect cycle specific safety analyses resulting from 
use of new reload methodology. 

DYER.J.E. Project Directorate V. 91/06/03. 9pp. 57993:069-57993:076. 

“9106070185 Safety evaluation supporting amend 92 to license NPF-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/03. 4pp. 
57993:077-57993:080. 

9106070175 Forwards amend 94 to license NPF-21 & safety evaluation. Amend re¬ 
moves values for cycle specific parameter limits which change w/each core reload 
from tech specs discussed in generic Itr 88-16. 

ENG.P.L. Project Directorate V. 91/06/04. SORENSEN.G.C. Washington Public Power 
Supply System. 2pp. 57935:287-57935:332. 

“9106070180 Amend 94 to license NPF-21 .removing values for cycle specific parame¬ 
ter limits which change w/each core reload from tech specs in generic Itr 88-16. 
DYER.J.E. Project Directorate V. 91/06/04. 37pp. 57935:289-57935:325. 

-9106070186 Safety evaluation supporting amend 94 to license NPF-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 6pp. 
57935:326-57935:332. 

9106260013 Submits schedule for hardware changes to svc water sys to allow addition 
of biological control agents,per Generic Ltr 89-13. 

SORENSEN.G.C. Washington Public Power Supply System. 91/06/04. MARTIN,J.B. 
Region 5 (Post 820201). 2pp. 58227:352-58227:353. 

9106240263 Forwards Rev 0 to COLR 91-7, “WNP-2 Cycle 7 Core Operating Limits 
Rept.” 

SORENSEN.G.C. Washington Public Power Supply System. 91/06/17. Documenl 
Control Branch (Document Control Desk). Ip. 58220:114-58220:158. 

-9106240264 Rev 0 to "WNP-2 Cycle 7 Core Operating Limits Rept." 

* Washington Public Power Supply System. COLR 91-7 R00. 91/06/30. 44pp. 
58220:115-58220:158. 


Q. Inspection reports, IE Bulletins & correspondence 

9106040325 Forwards Requalification Exam Rept 50-397/OL-91-01 administered during 
wks of 910225 through 910308. Insufficient training provided to operators in use ol 
EOPs. 

MARTIN,J.B. Region 5 (Post 820201). 91/05/14. MAZUR,D.W. Washington Public 
Power Supply System. 5pp. 57999:173-57999:210. 

“9106040326 Requalification Exam Rept 50-397/OL-91-01 administered during wks ol 
910225 through 910308.Exam results:three of four crews failed dynamic simulator por¬ 
tion of exam.Five of 17 operators failed individually. 

SUNDSMO.T.B., MILLER,L.F. Region 5 (Post 820201). 91/05/13. 39pp. 57999:178- 
57999:210. 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricatec 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040329 Forwards Insp Rept 50-397/91-10 on 910408-20 & notice of violation. 
YUHAS.G.P. Region 5 (Post 820201). 91/05/15. SORENSEN.G.C. Washington Public 
Power Supply System. 3pp. 57918:189-57918:206. 

“9106040330 Notice of violation from insp on 910408-20.Violations noted: equipmen 
hatch not posted as high radiation area & shelf life of 10 GMR-1 canisters issued tc 
workers expired on 910331. 

* Region 5 (Post 820201). 91/05/15. 2pp. 57918:192-57918:193. 

-9106040332 Insp Rept 50-397/91-01 on 910408-20.Violations noted.Major area; 
inspected:radiation control program including, occupational radiation exposure controls 
& activities associated w/Outage R-6. 

CHANEY,H.D., YUHAS.G.P. Region 5 (Post 820201). 91/05/15. 13pp. 57918:194 
57918:206. 

9106110205 Forwards Exam Rept 50-397/OL-91-02 administered on 910402- 05. 
ZIMMERMAN,R.P. Region 5 (Post 820201). 91/05/16. OXSEN.A.L. Washington Public 
Power Supply System. 4pp. 58124:001-58124:096. 

“9106110211 Exam rept 50-397/OL-91-02 on 910402-05.Exam results:all eight candi 
dates passed. 

MEADOWS,T.R., MILLER,L.F. Region 5 (Post 820201). 91/05/16. 190pp. 58124:004 
58124:096. 
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9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190176 Responds to NRC 910515 Itr re violations noted in Insp Rept 50-397/91-10 
on 910408-20.Corrective actions:equipment hatch entrance to drywell immediately 
posted as hi-hi radiation area & individual counseled re performance expectations. 
BOUCHEY.G.D. Washington Public Power Supply System. 91/06/12. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 58185:300-58185:303. 

9106190300 Provides info re missed VT-1 insp of jet pump hold down beams at facility 
during sixth refueling outage,caused by oversight by individuals who 

prepared,reviewed & approved exam plan for inservice visual exams. 

SORENSEN,G.C. Washington Public Power Supply System. 91/06/12. Document 
Control Branch (Document Control Desk). 2pp. 58193:312-58193:313. 


R. Periodic operating reports & related correspondence 

9106050251 "Operational Ecological Monitoring Program for Nuclear Plant 2 - 1990 
Annual Rept.” W/910531 Itr. 

BELL.J.C. Washington Public Power Supply System. 90/12/31. ZELLER,J.J. Washing¬ 
ton, State of. 150pp. 58000:127-58000:328. 

9106180429 Monthly operating rept for May 1991 for WNP-2.W/910610 Itr. 

HUTCHISON,L.B., BAKER,J.W. Washington Public Power Supply System. 91/05/31. 
4pp. 58171:239-58171:242. 


S. Reportable occurrences, LERs & related correspondence 

9106070134 LER 91-011-00:on 910429,ESF actuation occurred as wire in control room 
panel inadvertently cut.Caused by equipment/ design deficiency.Operators replaced 
blown fuse & reset isolation logic signal.W/910529 Itr. 

SORENSEN,G.C., BAKER,J.W. Washington Public Power Supply System. 91/05/29. 
5pp. 58146:173-58146:177. 

9106120078 LER 91-012-00:on 910506,manual initiation of reactor protection sys oc¬ 
curred due to low scram air header pressure.Caused by hose failure.Hose 
replaced.W/910604 Itr. 

SWANK,D.A., BAKER,J.W. Washington Public Power Supply System. 91/06/04. 6pp. 
58146:250-58146:255. 

9106120176 LER 91-013-00:on 910507,nonconforming conditions identified in surveil¬ 
lance procedure verification program.Caused by less than adequate controls & 
barriers.Corrective actions not identified to date.W/910606 Itr. 

FILES.C.L., BAKER,J.W. Washington Public Power Supply System. 91/06/06. 18pp. 
58150:091-58150:109. 

9106180024 Interim Deviation/Noncompliance Rept 067 re dry-type insulator cracking in 
transformer supplied by Westinghouse.Initially reported on 910513.Util notified vendor 
on 910430 that problem affects Class IE transformer. 

SORENSEN,G.C. Washington Public Power Supply System. 91/06/10. Document 
Control Branch (Document Control Desk). 7pp. 58176:036-58176:042. 

9106180294 LER 91-014-00:on 910510.RHR shutdown cooling isolation occurred due to 
less than adequate design drawing info. Affected drawings revised & tagging sys to 
indicate sys interrelationship updated.W/910610 Itr. 

LATORRE.R., BAKER,J.W. Washington Public Power Supply System. 91/06/10. 5pp. 
58178:093-58178:097. 


V. Operator Examinations 

9106040325 Forwards Requalification Exam Rept 50-397/OL-91-01 administered during 
wks of 910225 through 910308. Insufficient training provided to operators in use of 
EOPs. 

MARTIN,J.B. Region 5 (Post 820201). 91/05/14. MAZUR,D.W. Washington Public 
Power Supply System. 5pp. 57999:173-57999:210. 

-9106040326 Requalification Exam Rept 50-397/OL-91-01 administered during wks of 
910225 through 910308.Exam results:three of four crews failed dynamic simulator por¬ 
tion of exam.Five of 17 operators failed individually. 

SUNDSMO.T.B., MILLER,L.F. Region 5 (Post 820201). 91/05/13. 39pp. 57999:178- 
57999:210. 

9106110205 Forwards Exam Rept 50-397/OL-91-02 administered on 910402- 05. 
ZIMMERMAN,R.P. Region 5 (Post 820201). 91/05/16. OXSEN.A.L. Washington Public 
Power Supply System. 4pp. 58124:001-58124:096. 

-9106110211 Exam rept 50-397/OL-91-02 on 910402-05.Exam results:all eight candi¬ 
dates passed. 

MEADOWS,T.R., MILLER,L.F. Region 5 (Post 820201). 91/05/16. 190pp. 58124:004- 
58124:096. 

9106190394 Provides response to exam rept concerns re three deficiencies of NRC ad¬ 
ministered initial licensing exams to eight reactor operators. 

SORENSEN,G.C. Washington Public Power Supply System. 91/06/12. Document 
Control Branch (Document Control Desk). 5pp. 58193:264-58193:268. 

9106240035 Rev 3 to confirmatory action Itr CAL-91-01 re understanding of actions 
taken or to be taken to ensure that deficiencies in licensed operator requalification 
program promptly corrected. 

MARTIN,J.B. Region 5 (Post 820201). 91/06/14. OXSEN.A.L. Washington Public 
Power Supply System. 5pp. 58185:156-58185:160. 
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F. Security, medical, emergency & fire protection plans 

9106110037 Forwards insp rept 50-400/91-09 on 910420-0517 & notice of violation. 
VERRELLI.D.M Region 2 (Post 820201) 91/05/24. EURY.L.W. Carolina Power & 
Light Co 3pp. 57996-210-57996 231. 

—9106110044 Insp rept 50-400/91-09 on 910420-0517.Violations noted. Major areas 
inspectedplant operations,radiological controls,security,fire 

protection,surveillance,maint,design changes & mods,safety sys,LERs & safety evalua¬ 
tions. 

TEDROW.J , SHANNON,M„ CHRISTENSEN,H. Region 2 (Post 820201). 91/05/24 
17pp. 57996 215-57996:231 

9106110173 Forwards Insp Rept 50-400/91-11 on 910506-10. No violations or devi¬ 
ations noted.Details withheld (ref 10CFR73 21). 

CLINE,W.E. Region 2 (Post 820201) 91/06/05. EURY.L.W. Carolina Power & Light 
Co. 2pp. 58095:307-58095:309. 

-9106110176 Partially withheld Insp Rept 50-400/91-11 on 910506-10 (ref 
10CFR73.21).No violations or deviations noted Major areas inspected:mgt 
support,testing & maint,protection area barriers,assessment aids & access control - 
vehicle. 

THOMPSON,D., MCGUIRE,D.R. Region 2 (Post 820201). 91/06/05. Ip. 58095:309- 
58095:309. 

9106180293 Rev 3 to EPIP PEP-104, “Protective Action Recommendations." W/910610 
Itr. 

RICHEY,R.B. Carolina Power & Light Co. 91/06/10. 14pp. 58171:048-58171:062. 

9106270289 Informs that emergency preparedness exercise for facility scheduled for 
9109l0.Encl provides objectives to be fulfilled. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58254:347-58254:349. 


G. Adjudicatory correspondence 

9106280026 Order.* Commission has not taken final action on petition to review ALAB- 
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certificate of Svc.Served on 910617. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11845. 91/06/11. 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 


P. Operating license stage documents & correspondence 

9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on motor- 
operated valve programmer NRC Bulletin 85-003.Util participating in EPRI motor-oper¬ 
ated valve performance program & will monitor results. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/06. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 58095:243-58095:249. 

9106190007 Forwards 910513 application for amend to NPDES Permit 
NC0039586,reflecting addl source of hydrazine discharge. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 58187:338-58187:341. 

9106260060 Submits supplemental response to Generic Ltr 89-13, “Svc Water Sys 
Problems Affecting Safety-Related Equipment." Initial activities,testing & establish¬ 
ment of continuing program completed. 

VAUGHN,G.E. Carolina Power & Light Co. 91/06/17. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 58226:269-58226:269. 

9106270274 Forwards fitness for duty rept on chemical testing lab performance 
testing,per 10CFR26,App A. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/24. Document Control Branch (Docu¬ 
ment Control Desk). 17pp. 58245:313-58245:329. 


Q. inspection reports, IE Bulletins & correspondence 


9106110147 Notifies of NRC reversed position re providing written ack of receipt/review 
of responses to notice of violations. 

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. EURY.L.W. Carolina Power & 
Light Co. 4pp. 57998:162-57998:165. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106110037 Forwards insp rept 50-400/91-09 on 910420-0517 & notice of violation. 
VERRELLI.D.M. Region 2 (Post 820201). 91/05/24. EURY.L.W. Carolina Power & 
Light Co. 3pp. 57996:210-57996:231. 

--9106110040 Notice of violation from insp on 910420-0517.Violation noted:procedure 
MST-l-0494 not properly implemented & procedure CM-E0014 not adequate to estab¬ 
lish correct direction for motor rotation. 

VERRELLI.D.M. Region 2 (Post 820201). 91/05/24. 2pp. 57996:213-57996:214. 

--9106110044 Insp rept 50-400/91-09 on 910420-0517.Violations noted. Major areas 
inspected:plant operations,radiological controls,security,fire 

protection,surveillance,maint,design changes & mods,safety sys,LERs & safety evalua¬ 
tions. 

TEDROW.J., SHANNON,M., CHRISTENSEN,H. Region 2 (Post 820201). 91/05/24. 
17pp. 57996:215-57996:231. 

9106060139 Ack receipt of 910426 response to violations & deviations noted in Insp 
Rept 50-400/91-03.Violation re removal of sample from pig valid.Corrective actions for 
violations & deviations adequate. 

STOHR.J.P. Region 2 (Post 820201). 91/05/28. EURY.L.W. Carolina Power & Light 
Co. 3pp. 58002:357-58002:359. 
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9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106070217 Responds to NRC 910502 Itr re violations noted in insp rept 50-400/91- 
06.Corrective actions:LLRT‘s stopped & corrective actions taken to avoid further non- 
compliance & no further testing performed until procedures revised. 

RICHEY.R.B. Carolina Power & Light Co. 91/06/01. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58039:117-58039:119. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ’’ Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110173 Forwards Insp Rept 50-400/91-11 on 910506-10.No violations or devi¬ 
ations noted.Details withheld (ref 10CFR73.21). 

CLINE,W.E. Region 2 (Post 820201). 91/06/05. EURY.L.W. Carolina Power & Light 
Co. 2pp. 58095:307-58095:309. 

-9106110176 Partially withheld Insp Rept 50-400/91-11 on 910506-10 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:mgt 
support,testing & maint,protection area barriers.assessment aids & access control - 
vehicle. 

THOMPSON,D., MCGUIRE,D.R. Region 2 (Post 820201). 91/06/05. Ip. 58095:309- 
58095:309. 

9106110015 Suppls 891227 response to Generic Ltr 89-10 re clarifications on motor- 
operated valve program,per NRC Bulletin 85-003.Util participating in EPRI motor-oper¬ 
ated valve performance program & will monitor results. 

VAUGHN,G.E. Carolina Power & Light Co. 91 /06/06. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 58095:243-58095:249. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270063 Forwards insp rept 50-400/91-15 on 910603-07.Violations identified to be 
discussed at enforcement conference scheduled for 910703. 

REYES,L.A. Region 2 (Post 820201). 91/06/12. EURY.L.W. Carolina Power & Light 
Co. 3pp. 58223:001-58223:009. 

-9106270068 Insp rept 50-400/91-15 on 910603-07.Violations noted.Major areas 
inspected:plant operation,technical support & maint to review licensee activities follow¬ 
ing reactor tnp. 

TEDROW.J., CHRISTENSEN,H. Region 2 (Post 820201). 91/06/11. 6pp. 58223:004- 
58223:009. 

9106270220 Forwards insp rept 50-400/91-07 on 910429-0503.No violations noted. 
JULIAN,C.A. Region 2 (Post 820201). 91/06/12. EURY.L.W. Carolina Power & Light 
Co. 2pp. 58224:191-58224:203. 

-9106270223 Insp rept 50-400/91-07 on 910429-0503.No violations noted. Major areas 
inspected:design changes,engineering & technical support activities. 

THOMAS,M„ GLASMAN.M., JAPE.F. Region 2 (Post 820201). 91/06/06. 11pp. 
58224:193-58224:203. 

9106200180 Confirms payment of NRC Insp Fees on 910614 for period of 900923- 
1229. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58200:044-58200:045. 

9106270084 Ack receipt of 910601 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-400/91-06 on 910502. 

VERRELLI.D.M. Region 2 (Post 820201). 91/06/14. EURY.LW. Carolina Power & 
Light Co. 2pp. 58223:161-58223:162. 

9106270079 Forwards summary of 910612 meeting in Atlanta,GA re licensee assess¬ 
ments of performance over previous SALP period.List of attendees & presentation 
end. 

REYES,LA. Region 2 (Post 820201). 91/06/17. EURY.LW. Carolina Power & Light 
Co. 64pp. 58223:097-58223:160. 

9106270328 Forwards insp rept 50-400/91-10 on 910506-10.No violations or deviations 
noted. 

COLLINS,D.M. Region 2 (Post 820201). 91/06/20. EURY.LW. Carolina Power & Light 
Co. 2pp. 58233:177-58233:187. 

-9106270341 Insp rept 50-400/91-10 on 910506-10.No violations noted. Major areas 
inspected.review of licensee spent fuel program & radiation protection program. 
HUFHAM.J.W., POTTER.J.P. Region 2 (Post 820201). 91/06/18. 9pp. 58233:179- 
58233:187. 

9106270254 Responds to NRC 910524 Itr re violations noted in Insp Rept 50-400/91- 
09.Corrective actionsisensing line reconnected, tubing verified to be connected as re¬ 
quired & auxiliary feedwater pump removed & blowers replaced. 

RICHEY.R.B. Carolina Power & Light Co. 91/06/24. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 58250:094-58250:098. 


R. Periodic operating reports & related correspondence 

9106200265 Monthly operating rept for May 1991 for Harris Unit 1. W/910617 Itr. 
HALE.M., RICHEY.R.B. Carolina Power & Light Co. 91/05/31. 8pp. 58200:199- 
58200:206. 


9106130264 LER 91-011-00:on 910512,identified required boration flowpath functional 
but not operable for six days.Caused by human error.Procedure RST-201 being re¬ 
vised to specify acceptable range for boron concentration.W/910610 Itr. 

HAMBY,M.R., RICHEY.R.B. Carolina Power & Light Co. 91/06/10. 4pp. 58150:153- 
58150:156. 


9106190146 LER 91-013-00:on 910515,reactor trip occurred during performance of 
calibrs.Caused by personnel error.Need for effective communications stressed to ap¬ 
plicable operations personnel.W/910614 Itr. 

BARKER,D.W., RICHEY.R.B. Carolina Power & Light Co. 91/06/14. 4pp. 58191:024- 
58191:027. 


9106190155 LER 91-012-00:on 910515,unplanned actuation of auxiliary feedwater sys 
occurred.Caused by failure of main feed pump A to start.Investigation & testing per¬ 
formed on pump & associated circuitry.W/910614 Itr. 

VERRILLI.M., RICHEY.R.B. Carolina Power & Light Co. 91/06/14. 3pp. 58191:028- 
58191:030. 


9106190174 Special rept:on 910516,plant experienced LTOP event while RCS operated 
under solid water conditions.Actuation of LTOP sys resulted from pressure induced by 
start of reactor coolant pump. 

RICHEY.R.B. Carolina Power & Light Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58189:190-58189:191. 

9106200177 Special rept:on 910528,stack 5 exhaust sys radiation monitor declared in¬ 
operable when monitor removed from svc to perform test procedure.Caused by failed 
capacitor.Capacitor replaced. 

RICHEY.R.B. Carolina Power & Light Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58200:137-58200:138. 

9106250241 LER 91-015-00:on 910519.AFW actuation occurred.Caused by improperly 
set feed flow transmitter.lnvestigation, adjustment & successful testing performed to 
restore feed flow transmitter to svc.W/910618 Itr. 

VERRILLI.M., RICHEY.R.B. Carolina Power & Light Co. 91/06/18. 4pp. 58255:097- 
58255:100. 


9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 

9106250064 LER 91-009-00:on 910521.AFW actuation occurred due to steam generator 
Hi-Hi Level alarm inadvertently generated during troubleshooting.Caused by personnel 
error.Technicians counseled & addl procedural guidance developed.W/910620 Itr. 
VERRILLI.M., RICHEY.R.B. Carolina Power & Light Co. 91/06/20. 4pp. 58226:130- 
58226:133. 


V. Operator Examinations 

9106100087 Notification of contract execution:awarding Task Order 102 “Shearon 
Harris Nuclear Power Plant Reactor Operator Requalification Exam" to, "Technical 
Assistance to Support Licensing Activities," awarded to Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/28. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PETERSEN,L. NRC - No Detailed Affiliation Given, ip. 58092:105- 
58092:109. 

-9106100101 Ltr contract awarding Task Order 102, “Shearon Harris Nuclear Power 
Plant Reactor Operator Requalification Exam.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). 91/05/21. 
PETERSEN,L.R. Sonalysts, Inc. 4pp. 58092:106-58092:109. 

9106130296 Confirms that funds were electronically transferred to US Dept of 
Treasury,NRC on 910607 for payment of Part 55 svcs pursuant to 10CFR170. 

FLOYD,S.D. Carolina Power & Light Co. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58111:115-58111:116. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


G. Adjudicatory correspondence 

9106280026 Order.* Commission has not taken final action on petition to review ALAB- 
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certificate of Svc.Served on 910617. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11846. 91/06/11. 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 


DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4 


G. Adjudicatory correspondence 

9106280026 Order.* Commission has not taken final action on petition to review A LAB- 
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certificate of Svc.Served on 910617. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11847. 91/06/11. 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 


V. Operator Examinations 


9106110017 Forwards revised “Reactor Operator Requalification Plan for Univ of Utah 
TRIGA Nuclear Reactor," in response to NRC 910513 request. 

SANDQUIST.G.M. Utah, Univ. of, Salt Lake City, UT. 91 /06/05. ADAMS,A. Non-Power 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). Ip. 58095:341- 
58095:345. 
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-9106110019 Revised “Reactor Operator Requalification Plan for Umv of Utah TRIGA 
Nuclear Reactor." 

SANDQUIST.G.M., CRAWFORD,K.C. Utah, Univ. of, Salt Lake City, UT. 91/06/05. 
4pp. 58095:342-58095:345. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & fire protection plans 

9106260095 Ack receipt of 910523 10CFR50.54(a) submittal which incorporates 
changes in facility QA program description. 

WRIGHT,G.C. Region 3 (Post 820201). 91/06/20. BERG.W.L. Dairyland Power Coop¬ 
erative. Ip. 58205:059-58205:059. 


P. Operating license stage documents & correspondence 

9106050217 Forwards “LACBWR Decommissioning Plan" & “Proposed Tech Specs for 
LACBWR" re possession-only license. 

CHRISTIANS,R.E. Dairyland Power Cooperative. 91/05/10. ERICKSON,P. NRC - No 
Detailed Affiliation Given. Ip. 58005:011-58005:251. 

-9106050219 “LACBWR Decommissioning Plan." 

* Dairyland Power Cooperative. 91/05/31.250pp. 58005:012-58005:163. 

-9106050221 "Proposed Tech Specs for LACBWR." 

* Dairyland Power Cooperative. 91/05/31. 175pp. 58005:164-58005:251. 

9106050366 Forwards Rev 7 to “QA Program Description." 

BERG.W.L. Dairyland Power Cooperative. 91/05/23. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58008:280-58008:328. 

-9106050370 Rev 7 to "QA Program Description.” 

* Dairyland Power Cooperative. 91/05/23. 47pp. 58008:282-58008:328. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 

9106250115 Monthly operating rept for May 1991 for LACBWR.W/910607 Itr. 
CHRISTIANS,R.. BERG.W.L. Dairyland Power Cooperative. 91/05/31. 5pp. 
58221:128-58221:132. 


S. Reportable occurrences, LERs & related correspondence 

9106140036 RO:on 910516,time period of 36.75 s elapsed between initiation of diesel 
cranking,diesel starting & reaching rated voltage,exceeding TS limits of 10 s.Caused 
by air in fuel filter housing. Extra step in fuel sys priming added. 

BERG.W.L. Dairyland Power Cooperative. 91/05/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 58147:299-58147:300. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106120368 Forwards Amends 124 & 32 to Licenses DPR-63 & NPF-69, respectively & 
safety evaluation.Amends revise TS 6.0 re administrative controls to reflect replace¬ 
ment of current manager,health physics w/manager radiation protection. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/06. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 58110:020-58110:034. 

-9106120370 Amends 124 & 32 to Licenses DPR-63 & NPF-69,respectively, revising 
TS Section 6.0 re administrative controls to reflect changes which replace current 
health physics manager w/manager,radiation protection for each unit. 

CAPRA,R.A. Project Directorate 1-1. 91/06/06. 10pp. 58110:023-58110:032. 

-9106120375 Safety evaluation supporting Amends 124 & 32 to Licenses DPR-63 & 
NPF-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 2pp. 
58110:033-58110:034. 

9106140202 Forwards Safety Insp Repts 50-220/91-09 & 50-410/91-09 on 910331- 
0511.Util professionally executed repair of unisolable sample line leak on Unit 2 recir¬ 
culation loop. 

COWGlLL.C.J. Region 1 (Post 820201). 91/06/06. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 58128:023-58128:042. 

”9106140204 Insp Repts 50-220/91-09 & 50-410/91-09 on 910331-0511. Major areas 
inspected:plant operations,radiological controls, surveillance, maint, emergency 

preparedness,security, engineering & technical support & safety assessment. 
HAVERKAMP.D.R. Region 1 (Post 820201). 91/06/05. 17pp. 58128:026-58128:042. 


9106200216 Forwards intial SALP repts 50-220/90-99 & 50-410/90-99 for Mar 1990 - 
Mar 1991.Plant operations,maint/surveillance & safety assessment/quality verification 
demonstrated significant improvement since previous assessment. 

MARTIN,TT. Region 1 (Post 820201). 91/06/14. SYLVIA,B.R. Niagara Mohawk 
Power Corp 3pp. 58201:313-58201:344. 

--9106200220 SALP repts 50-220/90-99 & 50-410/90-99 for March 1990 - March 1991. 
• Region 1 (Post 820201). 91/06/14. 29pp. 58201:316-58201:344. 


P. Operating license stage documents & correspondence 


9106030023 Informs of approval of request for time extension to submit subj summary 
rept. 

BRINKMAN,D.S. Project Directorate 1-1. 91/05/16. SYLVIA.B.R. Niagara Mohawk 
Power Corp 3pp. 57894:250-57894:252. 

9106040101 Informs that NRC finds 900925 & 910515 responses to generic Itr 90-03 
acceptable.NRC should be notified by Itr when vendor interface programs are fully im¬ 
plemented. 

BRINKMAN,D.S. Project Directorate 1-1. 91/05/22. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 57893:357-57893:359. 

9106070152 Forwards safety evaluation accepting reevaluation of normally lit & nui¬ 
sance alarms referenced in License Condition 2.C(9)(b) of License NPF-69. 
BRINKMAN,D.S. Project Directorate 1-1. 91/05/22. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 2pp. 58017:133-58017:138. 

-9106070156 Safety evaluation accepting reevaluation of normally lit & nuisance alarms 
referenced in License Condition 2.C(9)(b) of License NPF-69. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/22. 3pp. 
58017:136-58017:138. 


9106060001 Forwards safety evaluation granting 910219 inservice relief request for fa¬ 
cility primary containment vacuum relief valves. 

CAPRA,R.A. Project Directorate 1-1. 91/05/28. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 4pp. 57931:319-57931:324. 

-9106060002 Safety evaluation re containment vacuum relief valves first relief request. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/28. 2pp. 
57931:323-57931:324. 

9106060173 Concludes that use of ultrasonic flowmeters in application will be suitably 
accurate for full-flow exercising of RHR min flow line check valves. 

BRINKMAN,D.S. Project Directorate 1-1. 91/05/28. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 57931:125-57931:128. 

9106050275 Forwards station blackout rule safety evaluation for facility. 

BRINKMAN,D.S. Project Directorate 1-1. 91/05/29. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 58007:090-58007:121. 

—9106050279 Safety evaluation re station blackout evaluation of license NPF-69. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/29. 7pp. 
58007:093-58007:121. 

9106120368 Forwards Amends 124 & 32 to Licenses DPR-63 & NPF-69, respectively & 
safety evaluation.Amends revise TS 6.0 re administrative controls to reflect replace¬ 
ment of current manager,health physics w/manager radiation protection. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/06. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 58110:020-58110:034. 

-9106120370 Amends 124 & 32 to Licenses DPR-63 & NPF-69,respectively, revising 
TS Section 6.0 re administrative controls to reflect changes which replace current 
health physics manager w/manager,radiation protection for each unit. 

CAPRA,R.A. Project Directorate 1-1. 91/06/06. 10pp. 58110:023-58110:032. 

—9106120375 Safety evaluation supporting Amends 124 & 32 to Licenses DPR-63 & 
NPF-69,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/06. 2pp. 
58110:033-58110:034. 

9106180196 Responds to request for addl info re discharge of RHR sys water during 
warmup & while controlling vessel level from remote shutdown panel. 

TERRY.C.D. Niagara Mohawk Power Corp. 91/06/10. Document Control Branch 
(Document Control Desk). Ip. 58154:352-58154:352. 

9106180201 Submits for review & approval ASME Section XI Repair Plan for Nine Mile 
Point Unit 2. 

TERRY.C.D. Niagara Mohawk Power Corp. 91/06/10. Document Control Branch 
(Document Control Desk). 6pp. 58154:346-58154:351. 

9106200298 Forwards SE accepting changes made to commitments contained in power 
ascension test program final startup rept for facility,per 910111 Itr. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/17. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 2pp. 58172:072-58172:076. 

-9106200303 SE accepting changes made to commitments contained in power ascen¬ 
sion test program final startup rept for facility,per 910111 Itr. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/17. 2pp. 
58172:074-58172:076. 

9106210136 Advises that modified schedules to address Generic Ltr 88-14 requesting 
applicants to review NUREG-1275,Vol 2, "Operating Experience Feedback Rept - Air 
Sys Problems" acceptable.Generic Itr requirements fulfilled. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/18. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 4pp. 58202:167-58202:170. 

9106240296 Provides summary of discussions held 910504-05 re plant. Plants have 
demonstrated sustained improvement sufficient to warrant removal from category of 
plants that require increased attention. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/18. ENDRIES.J.M. 
Niagara Mohawk Power Corp. 3pp. 58205:225-58205:227. 
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Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040296 Ack receipt of 910503 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-410/91-80. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/22. SYLVIA,B.R Niagara 
Mohawk Power Corp. 2pp. 57999:288-57999:293. 

9106060127 Forwards “Niagara Mohawk Power Corp Nine Mile Point,Unit 2 First Inter¬ 
val First Refueling Outage Summary Rept," consisting of inservice insps conducted 
during 1988 mid- cycle outage & 1990 fall refueling outage. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/05/30. Document Control Branch 
(Document Control Desk). Ip. 58045:303-58048:217. 

-9106060130 “Niagara Mohawk Power Corp Nine Mile Point,Unit 2 First Interval First 
Refueling Outage Summary Rept." 

* Niagara Mohawk Power Corp. 91/05/31. 500pp. 58045:304-58048:217. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106070063 Notification of 910619 meeting w/util in rockville.MD to discuss upcoming 
mid-cycle insp of HPCS nozzle at facility. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/04. CAPRA,R.A. Project Directorate I- 
1. 4pp. 57993:001-57993:004. 

9106140202 Forwards Safety Insp Repts 50-220/91-09 & 50-410/91-09 on 910331- 
0511.Util professionally executed repair of unisolable sample line leak on Unit 2 recir¬ 
culation loop. 

COWGILL.C.J. Region 1 (Post 820201). 91/06/06. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 58128:023-58128:042. 

-9106140204 Insp Repts 50-220/91-09 & 50-410/91-09 on 910331-0511. Major areas 
inspected:plant operations.radiological controls,surveillance, maint.emergency 

preparedness,security, engineering & technical support & safety assessment. 
HAVERKAMP.D.R. Region 1 (Post 820201). 91/06/05. 17pp. 58128:026-58128:042. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200216 Forwards intiaJ SALP repts 50-220/90-99 & 50-410/90-99 for Mar 1990 - 
Mar 1991.Plant operations.maint/surveillance & safety assessment/quality verification 
demonstrated significant improvement since previous assessment. 

MARTIN,T.T. Region 1 (Post 820201). 91/06/14. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 58201:313-58201:344. 

-9106200220 SALP repts 50-220/90-99 & 50-410/90-99 for March 1990 - March 1991. 

* Region 1 (Post 820201). 91/06/14. 29pp. 58201:316-58201:344. 

9106270055 Notification of significant licensee meeting 91-80 w/util on 910628 in 
Oswego,NY to discuss SALP mgt meeting. 

HAVERKAMP.D.R. Region 1 (Post 820201). 91/06/20. Region 1 (Post 820201). 3pp. 
58222:351-58222:353. 


R. Periodic operating reports & related correspondence 

9106180404 Monthly operating rept for May 1991 for Nine Mile Point Unit 2.W/910612 
Itr. 

SAUNDERSON.R., MCCORMICK,M.J. Niagara Mohawk Power Corp. 91/05/31. 5pp. 
58171:219-58171:223. 


S. Reportable occurrences, LERs & related correspondence 

9106120064 Part 21 rept re unavailable of qualification repts on designated replace¬ 
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of 
power supply rendering single channel area monitor inoperable. 

PARKER,J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp. 
58109:025-58109:026. 

9106060088 LER 91-008-00:on 910430.RWCU sys isolation occurred due to high differ¬ 
ential flow signal.Caused by inadequate managerial methods.Plant change request 
processed to install more reliable level instrumentation.W/910530 Itr. 

COLOMB.M.J., MCCORMICK,M.J. Niagara Mohawk Power Corp. 91/05/30. 6pp. 
58009:171-58009:176. 

9106070075 LER 90-005-02:on 900206,reactor water cleanup sys isolation occurred due 
to high differential flow signal.Caused by equipment failure.Licensed operators verify 
automatic response of WCS & verify plant status.W/910530 Itr. 

KINSLEY,J.R., FIRLIT.J.F. Niagara Mohawk Power Corp. 91/05/30, 6pp. 58009:199- 
58009:204. 

9106130015 LER 91-009-00:on 910503.ESF actuation & secondary containment isola¬ 
tion occurred,causing reactor bldg recirculation unit cooler to start.Caused by spurious 
high radiation signal.Work request initiated.W/910603 Itr. 

CONWAY.J.T., FIRLIT.J.F. Niagara Mohawk Power Corp. 91/06/03. 6pp. 58150:141- 
58150:146. 

9106120350 LER 91-011-00:on 910507,discovered that reactor water gross beta & 
gamma activity measurements not been performed within required h.Caused by per¬ 
sonnel error.Gross beta & gamma activity performed daily.W/910605 Itr. 

BLASIAK.J., FIRLIT.J.F. Niagara Mohawk Power Corp. 51/06/05. 6pp. 58150:ISO- 
SSI 50:135. 


9106180275 LER 91-010:on 910508,primary containment inboard isolation valves for 
RCIC sys isolated on spurious Div II reactor bldg general area high temp signal.Cause 
undetermined.Mod PN2Y90MX021 approved for implementation.W/910607 Itr. 
KINSLEY,J., FIRLIT.J.F. Niagara Mohawk Power Corp. 91/06/07. 6pp. 58178:081- 
58178:086. 

9106190416 Special rept:on 910530,main stack & reactor bldg vent gas effluent moni¬ 
toring sys delared inoperable.Caused by equipment malfunction & time required to 
procure replacement parts.Upon receipt of parts,equipment replaced. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 91/06/12. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58195:349-58195:360. 

9106210277 Forwards 910524 memo transmitting EGG-HFRU-9446, “Onsite Analysis of 
Human Factors of Operating Events,’’ interim rept.Rept describes 900514 partial loss 
of instrument air at facility. 

BRINKMAN,D.S. Project Directorate 1-1. 91/06/12. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 2pp. 58207:134-58207:221. 

9106260217 Special rept:on 910530 & 910602.RHS HX svc water radiation monitors de¬ 
clared out of svc following discovery of flow switch calibr problems. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 91 /06/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58228:271-58228:272. 

9106260392 LER 91-012-00:on 910521 .actuation of several ESF occurred. Caused by 
loss of one offsite power feed due to excavation of scriba station.Corrective actions 
include stabilization of plant & alignment of switch gear.W/910620 Itr. 

COLOMB.M.J., FIRLIT.J.F. Niagara Mohawk Power Corp. 91/06/20. 6pp. 58256:056- 
58256:061. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9106030237 Forwards Safety Jnsp Repts 50-334/91-06 & 50-412/91-06 on 910317- 
0427. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/17. SIEBER.J.D. Duquesne Light 
Co. 2pp. 57909:091-57909:105. 

-9106030239 Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-0427. Major areas 
mspected:pfant operations.radiological protection,surveillance/maint,emergency pre¬ 
paredness, security & engineering & technical support. 

RULAND.W.H. Region 1 (Post 820201). 91/05/17. 13pp. 57909:093-57909:105. 

9106040039 Forwards Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423- 
26.Concern raised re potential weakness in vital area access revalidation program 
noted in Jul 1990 security insp but not yet corrected. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/21. SIEBER.J.D. Duquesne Light Co. 
2pp. 57914:336-57914:342. 

-9106040042 Physical Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423- 
26. Major areas inspected:mgt support & audits, protected area physical 
barriers,detection & assessment aids & alarm stations & communications. 

SMITH,G.C. Region 1 (Post 820201). 91/05/21. 5pp. 57914:338-57914:342. 

9106110056 Ack receipt of 910501 Itr informing of schedule rev re EOP & corrective & 
preventive actions taken to date in insp rept 50-334/90-80 & 50-412/90-80. 
BETTENHAUSEN.L Region 1 (Post 820201). 91/05/28. SIEBER.J.D. Duquesne Light 
Co. 2pp. 57996:290-57996:291. 


H. General correspondence 


9106070309 Requests to be removed from mailing list for listed plants. 

DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af¬ 
filiation Given. Ip. 58039:092-58039:092. 


I. Financial information 


9106060318 Forwards "Penn Power Annual Rept 1990," “Toledo Edison Co 1990 
Annual Rept," “Centerior Energy Annual Rept 1990,” “Ohio Edison Annual Rept 
1990" & DQE “1990 Annual Rept to Shareholders.” 

SIEBER.J.D. Duquesne Light Co. 91/05/24. Document Control Branch (Document 
Control Desk). Ip. 58048:218-58049:044. 

-9106060324 “Penn Power Annual Rept 1990." 

ROGERS,J.T. Pennsylvania Power Co. 90/12/31. 23pp. 58048:219-58048:244. 

-9106070074 “Toledo Edison Co 1990 Annual Rept." 

* Toledo Edison Co. 90/12/31. 27pp. 58048:245-58048:271. 

-9106070080 “Centerior Energy Annual Rept 1990." 

MILLER,R.A., FARLING.R.J. Centerior Energy. 90/12/31. 40pp. 58048:272- 

58048:311. 


-9106070088 “Ohio Edison Annual Rept 1990.” 

ROGERS,J.T. Ohio Edison Co. 90/12/31. 40pp. 58048:312-58048:353. 

-9106070097 “1990 Annual Rept of Shareholders.” 

VON SCHACK.W.W. DQE. 90/12/31. 52pp. 58048:354-58049:044. 


P. Operating license stage documents & correspondence 

9106060165 Informs that NRC has no position on merits of Westinghouse generator 
complaint & reminds of responsibilities for review,evaluation & reporting to NRC of de¬ 
fects in safety related equipment,matls & svcs under stated CFRs. 

DE AGAZIO.A.W. Project Directorate 1-4. 91/05/31. SIEBER.J.D. Duquesne Light Co. 
2pp. 57934:306-57934:307. 
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9106260252 Responds to NRC 910605 Itr & agrees to participate in study re staffing 
procedures at facility. 

SIEBER.J.D. Duquesne Light Co. 91/06/17. Document Control Branch (Document 
Control Desk). Ip. 58230:187-58230:187. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106030237 Forwards Safety Insp Repts 50-334/91-06 & 50-412/91-06 on 910317- 
0427. 

WENZINGER.E.C. Region 1 (Post 820201). 91/05/17. SIEBER.J.D. Duquesne Light 
Co. 2pp. 57909:091-57909:105. 

-9106030239 Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-0427. Major areas 
inspected:plant operations,radiological protection,surveillance/maint.emergency pre¬ 
paredness, security & engineering & technical support. 

RULAND.W.H. Region 1 (Post 820201). 91/05/17. 13pp. 57909:093-57909:105. 

9106040039 Forwards Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423- 
26.Concern raised re potential weakness in vital area access revalidation program 
noted in Jul 1990 security insp but not yet corrected. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/21. SIEBER.J.D. Duquesne Light Co. 
2pp. 57914:336-57914:342. 

-9106040042 Physical Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423- 
26.Major areas inspected:mgt support & audits, protected area physical 
barriers,detection & assessment aids & alarm stations & communications. 

SMITH,G.C., KEIMIG.R.R. Region 1 (Post 820201). 91/05/21. 5pp. 57914:338- 
57914:342. 

9106040252 Forwards insp repts 50-334/91-07 & 50-412/91-07 on 910429- 0503.No 
violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/23. SIEBER.J.D. Duquesne Light Co. 
3pp. 57914:041 -57914:054. 

-9106040259 Insp repts 50-334/91-07 & 50-412/91-07 on 910429-0503.No violations 
noted.Major areas inspected.radiological controls program during refueling,status of 
previously identified items,staffing,organization,training & qualifications. 

O'CONNELL,P., MANN.D., PASCIAK.W. Region 1 (Post 820201). 91/05/23. 11pp. 
57914:044-57914:054. 

9106110056 Ack receipt of 910501 Itr informing of schedule rev re EOP & corrective & 
preventive actions taken to date in insp rept 50-334/90-80 & 50-412/90-80. 
BETTENHAUSEN.L Region 1 (Post 820201). 91/05/28. SIEBER.J.D. Duquesne Light 
Co. 2pp. 57996:290-57996:291. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
encL 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106260048 Forwards insp repts 50-334/91-201 & 50-412/91-201 on 910304- 08.As- 
sessment performed to review util program for procurement & dedication of commer¬ 
cial-grade items used in safety-related applications at plant. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/20. SIEBER.J.D. 
Duquesne Light Co. 3pp. 58217:218-58217:255. 

—9106260054 Insp repts 50-334/91-201 & 50-412/91-201 on 910304-08.Major areas 
inspected:assessment of util activities re procurement & dedication of commercial- 
grade items used in safety- related applications at plant. 

MCINTYRE,R.P., NORRHOLM.LJ. Vendor Inspection Branch. 91/06/20. 35pp. 
58217:221-58217:255. 


9106240244 Forwards Rev 3 to Crisis Mgt Plant Implementing Procedure EDA-1, "Pro¬ 
cedure for Estimating Food Chain Doses Under Postulated Post-Accident Conditions" 
& Rev 8 to EDA-3, “Offsite Dose Projections for McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 3p. 58210:158-58210:200. 

—9106240334 Rev 3 to EDA-1, “Procedure for Estimating Food Chain Doses Under 
Post-Accident Conditions." 

HARR1S.R.E. Duke Power Co. 91/06/10.12pp. 58210:161-58210:172. 

0106240305 Responds to Maint Team Insp Repts 50-413/90-201 & 50-414/90-201 on 
901112-16 & 26-30.Emergency dc lighting program revised to implement engineering 
recommendations & to require monthly operability testing of lighting units. 
TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 5pp. 58212:354-58212:358. 

9106250136 Forwards Rev 11 to safeguards contingency plan including, corporate mgt 
& station secunty organizational changes & update to Figure CPCN 3.2-3 deoictina 
site layout.Rev withheld (ref 10CFR73.21). H y 

TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 2pp. 58234:312-58264:313. 


9106250142 Forwards Rev 28,dtd 910620,to security plan,addressing NRC comments 
on Rev 27,dtd 910130,to include subterranean yard drain physical barriers & replace¬ 
ment of security shift supervisor functions.Rev withheld (ref 10CFR73.21). 
TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 2pp. 58234:307-58234:308. v 


9106270045 Forwards summary of 910606 meeting in Atlanta,GA re security mods. 
REYES,L.A. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/19 
TUCKMAN.M.S. Duke Power Co. 6pp. 58222:326-58222:330. 


9106270303 Ack receipt of 910130 Itr,transmitting Rev 27 to physical security plan.One 
change noted requires administrative clarification & two changes not consistent w/ 
10CFR5O.54(p). Remaining changes acceptable for inclusion into plan. 

CLINE,W.E. Region 2 (Post 820201). 91/06/21. TUCKMAN.M.S. Duke Power Co. 5pp 
58268:006-58268:010. 


P. Operating license stage documents & correspondence 


9106040404 Forwards safety evaluation re steam generator tube rupture analysis 
MARTIN.R.E. Project Directorate 11-3. 91/05/14. TUCKMAN.M.S. Duke Power Co 
3pp. 57902:065-57902:079. 

—9106040411 Safety evaluation accepting licensee steam generator tube rupture acci¬ 
dent analysis. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/14 11 dp 
57902:068-57902:079. 


9106030038 Forwards revised response to Condition 4 re boron dilution recriticality 
times of SER for Topical Rept BAW-10173. 

TUCKMAN.M.S. Duke Power Co. 91/05/15. Document Control Branch (Document 
Control Desk). 20pp. 57915:283-57915:302. 

9106030160 Forwards SSER granting licensee 901023 request for deviation from rec¬ 
ommendations of reg guide 1.97 re RCS soluble boron concentration instrumentation. 
MARTIN,R. Project Directorate 11-3. 91/05/16. TUCKMAN.M.S. Duke Power Co. 2 dd 
57892:301-57892:304. 

—9106030169 SSER granting licensee request for deviation from recommendations of 
reg guide 1.97 re RCS soluble boron concentration instrumentation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/16 2po 
57892:303-57892:304. K 


9106050101 Notification of 910530 meeting w/util in Clover.SC to discuss status of vari¬ 
ous licensing activities & safety initiatives at plants. 

MARTIN.R. Project Directorate 11-3. 91/05/23. MATTHEWS.D.B. Project Directorate II- 
3. 4pp. 57931:073-57931:076. 

9106050188 Forwards Rev 0 to “Catawba Nuclear Station Unit 1 Cycle 6 Core Operat¬ 
ing Limits Rept.” 

TUCKER,H.B. Duke Power Co. 91/05/28. Document Control Branch (Document Con¬ 
trol Desk). Ip. 58007:173-58007:290. 


R. Periodic operating reports & related correspondence 

9106130006 Monthly operating repts for May 1991 for Beaver Valley Power Station.W/ 
910608 Itr. 

WINGER,M.A., SIEBER.J.D. Duquesne Light Co. 91/05/31. 9pp. 58110:246- 
58110:254. 


S. Reportable occurrences, LERs & related correspondence 

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace¬ 
ment power supply mfg by Natl Power Technology .Safety hazard possible by failure of 
power supply rendering single channel area monitor inoperable. 

PARKER,J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp. 
58109:025-58109:026. 
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F. Security, medical, emergency & fire protection plans 

9106040232 Ack receipt of 910417 Itr transmitting Rev 14 to guard training & qualifica¬ 
tion plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclu¬ 
sion into plan. 

CLINE,W.E. Region 2 (Post 820201). 91 /05/24. TUCKMAN.M.S. Duke Power Co. 3pp. 
57914:065-57914:067. 


—9106050202 Rev 0 to "Catawba Nuclear Station Unit 1 Cycle 6 Core Operatinq Limits 
Rept.” 

ST.CLAIR,R.R, CLARK,R.H. Duke Power Co. CNNE-1553.05-00-0011. 91/05/31 
195pp. 58007:174-58007:290. 

9106100062 Forwards safety evaluation re Topical Rept BAW-10174,Rev 1, mark-BW 
reload LOCA analysis for Catawba & McGuire Units & “Final Review of LOCA Analy¬ 
ses for Duke Power Co Catawba & McGuire Units W/B&W Fuel Co Reload Fuel 
BAW-10174,Rev 1." 

MARTIN.R.E. Project Directorate 11-3. 91/05/28. TUCKMAN.M.S. Duke Power Co 
4pp. 58011:001-58011:054. 

—9106100072 Safety evaluation re Topical Rept BAW-10174,Rev 1 mark-BW reload 
LOCA analysis for Catawba & McGuire Units,Duke Power Co,Catawba Nuclear Station 
& McGuire Nuclear Station. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/28 5dd 
58011:006-58011:010. ' ^ 

9106070198 Forwards amends 86 & 80 to licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends revise Tech Specs to reflect fuel reloading for cycle 6 oper¬ 
ation w/fuel mfg by B&W Fuel Co. 

MARTIN.R.E. Project Directorate 11-3. 91/05/31. TUCKMAN.M.S. Duke Power Co 
5pp. 57993:118-57993:202. 

-9106070203 Amends 86 & 80 to licenses NPF-35 & NPF-52,respectively, revising 
Tech Specs to reflect fuel reloading for cycle 6 operation w/fuel mfg by B&W Fuel Co. 
MATTHEWS.D.B. Project Directorate 11-3. 91/05/31. 78pp. 57993:122-57993:194. 



120 DOCKETED ITEMS 


-9106070204 Safety evaluation supporting amends 86 & 80 to licenses NPF-35 & NPF- 
52,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/31. 7pp. 
57993:195-57993:202. 

9106100397 Forwards Apr 1991 EOC 5, “Steam Generator Tube Rept." 

Control Desk). 13pp. 58097:006-58097:018. 

9106110133 Forwards proprietary response to request for addl info re topical rept DPC- 
NE-3001.Response withheld. 

TUCKMAN.M.S. Duke Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 2pp. 58095:137-58095:138. 

9106100046 Forwards amends 87 & 81 to licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends modify OLs to allow extension of time for resolution of ac¬ 
cumulator tank instrumentation issue. 

MARTIN,R.E. Project Directorate 11-3. 91/06/04. TUCKMAN.M.S. Duke Power Co. 
4pp. 57994:300-57994:309. 

“9106100048 Amends 87 & 81 to licenses NPF-35 & NPF-52,respectively, modifing OLs 
to allow extension of time for resolution of accumulator tank instrumentation issue. 
MATTHEWS,D.B. Project Directorate 11-3. 91/06/04. 4pp. 57994:304-57994:307. 

-9106100052 Safety evaluation supporting amends 81 & 87 to licenses NPF-35 & NPF- 
52, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 2pp. 
57994:308-57994:309. 

9106190427 Forwards SE accepting main steam break in containments for facilities. 
MARTIN,R.E. Project Directorate 11-3. 91/06/10. TUCKMAN.M.S. Duke Power Co. 
4pp. 58159:352-58159:359. 

“9106190432 SE accepting main steam line break in containments for facilities. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/10. 4pp. 
58159:356-58159:359. 

9106260228 Notifies NRC of change in status of actions in progress for Catawba’s NV 
boric acid transfer pumps & correct error in 910110 Itr re status of actions for Cataw¬ 
ba’s component cooling pumps. 

TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 2pp. 58238:203-58238:204. 

9106280096 Forwards amends 88 & 82 to licenses NPF-35 & NPF-52 & safety 
evaluation.Amends revise visual insp requirements for snubbers in Tech Spec 4.7.8. 
MARTIN,R.E. Project Directorate 11-3. 91/06/18. TUCKMAN.M.S. Duke Power Co. 
3pp. 58248:042-58248:056. 

“9106280098 Amends 88 & 82 to licenses NPF-35 & NPF-52,respectively, revising 
visual insp requirements for snubbers in tech spec 4.7.8 in response to quidance pro¬ 
vided in Generic Ltr 90-09. 

MATTHEWS,D.B. Project Directorate 11-3. 91/06/18. 9pp. 58248:045-58248:053. 

“9106280102 Safety evaluation supporting amends 88 & 82 to licenses NPF-35 & NPF- 
52,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/18. 3pp. 
58248:054-58248:056. 

9106280178 Advises of tech spec amend request withdrawal for tech spec 
6.2.2.f.2,which requests that requirement to work no more than 24 h in 48 h period be 
changed to allow individual to work 28 h in 48 h period. 

TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 2pp. 58273:120-58273:121. 

9106270276 Requests NRR assistance in interpreting requirements for containment 
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C 
testing end. 

MILLER,H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Director 
for Region III Reactors (Post 901216). 5pp. 58268:253-58268:266. 

~8908100152 Discusses NRR 871029 denial of util 870901 assertion that NRC posi¬ 
tions on two 10CFR50,App J items constituted backfits as defined by 
10CFR50.109.Results of review of NRR denial & util 880620 appeal end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
27. TUCKER.H.B. Duke Power Co. 9pp. 58268:258-58268:266. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Go. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040029 Discusses closeout of bulletin 88-09, "Thimble Tube Thinning in Westing- 
house Reactors 11 

MARTIN,R.E. Project Directorate 11-3. 91/05/16. TUCKMAN.M.S. Duke Power Co. 
4pp. 57900:348-57900:351. 

9106060211 Forwards Requalification Exam Rept 50-413/91-300 administered during 
wks of 910415 & 22.Performance deficiencies re failure to implement EOP actions in 
timely manner similar to deficiencies found during last evaluation. 

GIBSON,A.F. Region 2 (Post 820201). 91/05/30. TUCKMAN.M.S. Duke Power Co. 
4pp. 58009:257-58010:148. 

“9106060213 Requalification Exam Rept 50-413/91-300 administered during wks of 
910415 & 22.Exam resultsrtwo senior reactor operators & one reactor operator failed 
active simulator portion of exams 

RAPP.C., BALDWIN.R.S., CASTO.C.A. Region 2 (Post 820201). 91/05/21. 200pp. 
58009:261-58010:148. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9106100199 Advises that rev to dept directives will be completed by 910801,per com¬ 
mitments to revise violations noted in Insp Rept 50-413/90-19. 

TUCKER.H.B. Duke Power Co. 91/05/31. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 58091:315-58091:316. 

9106100207 Discusses thermal stresses in piping connected to RCS during monitoring 
of safety injection line tempTWCH6bfWsWd^-fe 8@Q30l.1 /06/03. Document Control 

TUCKMAN.M.S. Duke Power Co. 91/05/31. Document Control Branch (Document 
Control Desk). 2pp. 58052:076-58052:077. 

9106270302 Forwards final SALP insp rept 50-413/91-05 & 50-414/91-05 for 901 Id- 
910202. 

REYES,L.A. Region 2 (Post 820201). 91/05/31. TUCKMAN.M.S. Duke Power Co. 

29pp. 58233:058-58233:088. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100424 Responds to violations noted in Insp Repts 50-413/91-09, 50-414/91- 
09,50-413/91-11 & 50-414/91-11.Corrective actions: operators will be trained on new 
procedures re operations involving shared essential switchgear by 911031. 

TUCKER.H.B. Duke Power Co. 91/06/05. Document Control Branch (Document Con¬ 
trol Desk). 6pp. 58017:274-58017:279. 

9106110373 Advises that util responses to NRC Bulletin 88-010 re nonconforming 
molded-case circuit breakers confirmed that all actions completed w/completion of 
1990 Catawba Unit 1 refueling outage.Actions on bulletin closed-out. 

MARTIN,R.E. Project Directorate 11-3. 91/06/07. TUCKMAN.M.S. Duke Power Co. 

2pp. 58099:092-58099:093. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270089 Ack receipt of 910524 Itr in response to 910426 notice of violation re acti- 
vites conducted at facility.Evaluation of response finds response to meet requirements 
of 10CFR2.201. 

REYES,L.A., MERSCHOFF.E.W. Region 2 (Post 820201). 91/06/10. TUCKMAN.M.S. 

Duke Power Co. 3pp. 58223:252-58223:254. 

9106200019 Corrects NRC 910605 Itr forwarding Insp Repts 50-413/91-09 & 50-414/ 
91-09 re failure to realign essential power supplies while removing DG IB from 
svc.Response to violation 50-413/91-11-01 will be provided by 910620. 

TUCKER.H.B. Duke Power Co. 91/06/12. Document Control Branch (Document Con¬ 
trol Desk), ip. 58200:136-58200:136. 

9106240305 Responds to Maint Team Insp Repts 50-413/90-201 & 50-414/90-201 on 
901112-16 & 26-30.Emergency dc lighting program revised to implement engineering 
recommendations & to require monthly operability testing of lighting units. 

TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 5pp. 58212:354-58212:358. 

9106260239 Responds to NRC 910521 Itr re violations noted in Insp Rept 50-413/91- 
11 .Corrective actionsmonlicensed operator closed valve 1FD-047,terminating 910412 
fuel oil spill & spilled fuel oil pumped to used lube oil storage tank. 

TUCKMAN.M.S. Duke Power Co. 91/06/19. Document Control Branch (Document 
Control Desk). 3pp. 58225:331-58225:333. 


R. Periodic operating reports & related correspondence 


9106110132 "1990 Annual Radiological Environ Operating Rept for Catawba Nuclear 
Station,Units 1 & 2.” W/910603 Itr. 

TUCKER.H.B. Duke Power Co. 90/12/31. 1,500pp. 58052:115-58054:321. 

9106210184 Forwards monthly operating repts for May 1991 for Catawba Nuclear Sta¬ 
tion & corrected units shutdowns & power reductions rept for Apr 1991. 
TUCKMAN.M.S. Duke Power Co. 91/06/14. Document Control Branch (Document 
Control Desk). Ip. 58207:292-58207:303. 

-9106210188 Monthly operating repts for May 1991 for Catawba Nuclear Station Units 

1 & 2 . 

WILLIAMS.R.A., MOSER,S.W. Duke Power Co. 91/05/31. 10pp. 58207:293- 

58207:302. 


■9106210193 Corrected unit shutdowns & power reductions page for month of Apr 
1991 for Unit 1. 

MOSER.S.W. Duke Power Co. 91/04/30. Ip. 58207:303-58207:303. 


S. Reportable occurrences, LERs & related correspondence 

9106060063 Advises that on 910415,small amount of diesel fuel contamination found 
while drilling cathodic protection well. Groundwater monitoring well will be installed 
where well drilled for cathodic protection well. 

NIETERING.A. Duke Power Co. 91/04/18. BERENBROK.M. South Carolina, State of. 
3pp. 58010:284-58010:287. 

9106040460 Special rept:on 910425,invalid failure of Diesel Generator 1A 
occurred.Caused by stem missing in thermostatic control valve.New element from 
spares was drawn,inspected,tested & installed. 

TUCKMAN.M.S. Duke Power Co. 91/05/28. Document Control Branch (Document 
Control Desk). 4pp. 57999:245-57999:248. 

9106110294 LER 91-012-00:on 910505,air sucked from ice condenser during core alter¬ 
ations due to deficient communication between CRO & ice machine operator.lce 
Making & Charging Sys Procedure OP/O/B/6200/16 will be revised.W/910603 Itr. 
HARTZELL.C.L., HAMPTON,J.W. Duke Power Co. 91/06/03. 7pp. 58162:047- 
58162:053. 
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9106200039 Special rept:on 910516 & 18,diesel generator IB invalid failures occurred 
during maint testing of engine.Caused by control air pressure dropping below shut¬ 
down setpoint & control devices not charging.Reversed tubing reinstalled. 
TUCKMAN.M.S. Duke Power Co. 91/06/12. Document Control Branch (Document 
Control Desk). 3pp. 58200:064-58200:066. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 

9106260249 LER 91-011-00:on 910526,feedwater sys isolation occurred during racking 
out activities of ’‘A" reactor trip bypass breaker.Cause unknown.Design study in 
progress.W/910620 Itr. 

HARTZELL.C.L., HAMPTON,J.W. Duke Power Co. 91/06/20. 6pp. 58256:012- 
58256:017. 

9106270311 Special rept:on 910612,temporary control rod insertion limits instituted as 
result of zero power physics testing done on 910612. 

TUCKMAN.M.S. Duke Power Co. 91/06/20. Document Control Branch (Document 
Control Desk). 2pp. 58268:224-58268:225. 

9106280128 Advises that on 910521,reading for test station TS-12 below acceptance 
criteria indicating inadequate cathodic protection of D/G fuel storage tank piping.Sys 
declared inoperable. 

TUCKMAN.M.S. Duke Power Co. 91/06/20. Document Control Branch (Document 
Control Desk). 2pp. 58272:107-58272:108. 


V. Operator Examinations 

9106060211 Forwards Requalification Exam Rept 50-413/91-300 administered during 
wks of 910415 & 22.Performance deficiencies re failure to implement EOP actions in 
timely manner similar to deficiencies found during last evaluation. 

GIBSON,A.F. Region 2 (Post 820201). 91/05/30. TUCKMAN.M.S. Duke Power Co. 
4pp. 58009:257-58010:148. 

-9106060213 Requalification Exam Rept 50-413/91-300 administered during wks of 
910415 & 22.Exam results:two senior reactor operators & one reactor operator failed 
active simulator portion of exams 

RAPP.C., BALDWIN,R.S., CASTO.C.A. Region 2 (Post 820201). 91/05/21. 200pp. 
58009:261-58010:148. 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106040232 Ack receipt of 910417 Itr transmitting Rev 14 to guard training & qualifica¬ 
tion plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclu¬ 
sion into plan. 

CLINE,W.E. Region 2 (Post 820201). 91/05/24. TUCKMAN.M.S. Duke Power Co. 3pp. 
57914:065-57914:067. 

9106240244 Forwards Rev 3 to Crisis Mgt Plant Implementing Procedure EDA-1, “Pro¬ 
cedure for Estimating Food Chain Doses Under Postulated Post-Accident Conditions" 
& Rev 8 to EDA-3, "Offsite Dose Projections for McGuire Nuclear Station." 
TUCKMAN.M.S. Duke Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 3p. 58210:158-58210:200. 

-9106240334 Rev 3 to EDA-1, “Procedure for Estimating Food Chain Doses Under 
Post-Accident Conditions." 

HARRIS,R.E. Duke Power Co. 91/06/10. 12pp. 58210:161-58210:172. 

9106240305 Responds to Maint Team Insp Repts 50-413/90-201 & 50-414/90-201 on 
901112-16 & 26-30.Emergency dc lighting program revised to implement engineering 
recommendations & to require monthly operability testing of lighting units. 
TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 5pp. 58212:354-58212:358. 

9106250136 Forwards Rev 11 to safeguards contingency plan including, corporate mgt 
& station security organizational changes & update to Figure CPCN 3.2-3 depicting 
site layout.Rev withheld (ref 10CFR73.21). 

TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 2pp. 58234:312-58264:313. 

9106250142 Forwards Rev 28,dtd 910620,to security plan,addressing NRC comments 
on Rev 27,dtd 910130,to include subterranean yard drain physical barriers & replace¬ 
ment of security shift supervisor functions.Rev withheld (ref 10CFR73.21). 
TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 2pp. 58234:307-58234:308. 

9106270045 Forwards summary of 910606 meeting in Atlanta,GA re security mods. 
REYES.L.A. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/19. 
TUCKMAN.M.S. Duke Power Co. 6pp. 58222:326-58222:330. 

9106270303 Ack receipt of 910130 Itr,transmitting Rev 27 to physical security plan.One 
change noted requires administrative clarification & two changes not consistent w/ 
10CFR50.54(p). Remaining changes acceptable for inclusion into plan. 

CLINE,W.E. Region 2 (Post 820201). 91/06/21. TUCKMAN.M.S. Duke Power Co. 5pp. 
58268:006-58268:010. 


P. Operating license stage documents & correspondence 

9106040404 Forwards safety evaluation re steam generator tube rupture analysis. 
MARTIN,R.E. Project Directorate 11-3. 91/05/14. TUCKMAN.M.S. Duke Power Co. 
3pp. 57902:065-57902:079. 

-9106040411 Safety evaluation accepting licensee steam generator tube rupture acci¬ 
dent analysis. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/14. 11pp. 
57902:068-57902:079. 


9106030038 Forwards revised response to Condition 4 re boron dilution recriticality 
times of SER for Topical Rept BAW-10173. 

TUCKMAN.M.S. Duke Power Co. 91/05/15. Document Control Branch (Document 
Control Desk). 20pp. 57915:283-57915:302. 

9106030160 Forwards SSER granting licensee 901023 request for deviation from rec¬ 
ommendations of reg guide 1.97 re RCS soluble boron concentration instrumentation. 
MARTIN,R. Project Directorate 11-3. 91/05/16. TUCKMAN.M.S. Duke Power Co. 2pp. 
57892:301-57892:304. 

—9106030169 SSER granting licensee request for deviation from recommendations of 
reg guide 1.97 re RCS soluble boron concentration instrumentation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/16. 2pp. 
57892:303-57892:304. 


9106050101 Notification of 910530 meeting w/util in Clover,SC to discuss status of vari¬ 
ous licensing activities & safety initiatives at plants. 

MARTIN,R. Project Directorate 11-3. 91/05/23. MATTHEWS,D.B. Project Directorate II- 
3. 4pp. 57931:073-57931:076. 

9106100062 Forwards safety evaluation re Topical Rept BAW-10174,Rev 1, mark-BW 
reload LOCA analysis for Catawba & McGuire Units & "Final Review of LOCA Analy¬ 
ses for Duke Power Co Catawba & McGuire Units W/B&W Fuel Co Reload Fuel 
BAW-10174,Rev 1.” 

MARTIN,R.E. Project Directorate 11-3. 91/05/28. TUCKMAN.M.S. Duke Power Co. 
4pp. 58011:001-58011:054. 

—9106100072 Safety evaluation re Topical Rept BAW-10174,Rev 1 mark-BW reload 
LOCA analysis for Catawba & McGuire Units,Duke Power Co.Catawba Nuclear Station 
& McGuire Nuclear Station. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/28. 5pp. 
58011:006-58011:010. 

9106070198 Forwards amends 86 & 80 to licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends revise Tech Specs to reflect fuel reloading for cycle 6 oper¬ 
ation w/fuel mfg by B&W Fuel Co. 

MARTIN,R.E. Project Directorate 11-3. 91/05/31. TUCKMAN.M.S. Duke Power Co. 
5pp. 57993:118-57993:202. 

—9106070203 Amends 86 & 80 to licenses NPF-35 & NPF-52,respectively, revising 
Tech Specs to reflect fuel reloading for cycle 6 operation w/fuel mfg by B&W Fuel Co. 
MATTHEWS,D.B. Project Directorate 11-3. 91/05/31. 78pp. 57993:122-57993:194. 

—9106070204 Safety evaluation supporting amends 86 & 80 to licenses NPF-35 & NPF- 
52,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/31. 7pp. 
57993:195-57993:202. 


9106110133 Forwards proprietary response to request for addl info re topical rept DPC- 
NE-3001.Response withheld. 

TUCKMAN.M.S. Duke Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 2pp. 58095:137-58095:138. 

9106100046 Forwards amends 87 & 81 to licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends modify OLs to allow extension of time for resolution of ac¬ 
cumulator tank instrumentation issue. 

MARTIN,R.E. Project Directorate 11-3. 91/06/04. TUCKMAN.M.S. Duke Power Co. 
4pp. 57994:300-57994:309. 

—9106100048 Amends 87 & 81 to licenses NPF-35 & NPF-52,respectively, modifing OLs 
to allow extension of time for resolution of accumulator tank instrumentation issue. 
MATTHEWS,D.B. Project Directorate 11-3. 91/06/04. 4pp. 57994:304-57994:307. 

—9106100052 Safety evaluation supporting amends 81 & 87 to licenses NPF-35 & NPF- 
52,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/04. 2pp. 
57994:308-57994:309. 


9106190427 Forwards SE accepting main steam break in containments for facilities. 
MARTIN,R.E. Project Directorate 11-3. 91/06/10. TUCKMAN.M.S. Duke Power Co. 
4pp. 58159:352-58159:359. 

—9106190432 SE accepting main steam line break in containments for facilities. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/10. 4pp. 
58159:356-58159:359. 

9106260228 Notifies NRC of change in status of actions in progress for Catawba's NV 
boric acid transfer pumps & correct error in 910110 Itr re status of actions for Cataw¬ 
ba’s component cooling pumps. 

TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 2pp. 58238:203-58238:204. 

9106280096 Forwards amends 88 & 82 to licenses NPF-35 & NPF-52 & safety 
evaluation.Amends revise visual insp requirements for snubbers in Tech Spec 4.7.8. 
MARTIN,R.E. Project Directorate 11-3. 91/06/18. TUCKMAN.M.S. Duke Power Co. 
3pp. 58248:042-58248:056. 

—9106280098 Amends 88 & 82 to licenses NPF-35 & NPF-52,respectively, revising 
visual insp requirements for snubbers in tech spec 4.7.8 in response to quidance pro¬ 
vided in Generic Ltr 90-09. 

MATTHEWS,D.B. Project Directorate 11-3. 91/06/18. 9pp. 58248:045-58248:053. 

—9106280102 Safety evaluation supporting amends 88 & 82 to licenses NPF-35 & NPF- 
52,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/18. 3pp. 
58248:054-58248:056. 

9106280178 Advises of tech spec amend request withdrawal for tech spec 
6.2.2.f.2,which requests that requirement to work no more than 24 h in 48 h period be 
changed to allow individual to work 28 h in 48 h period. 

TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 2pp. 58273:120-58273:121. 
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9106270276 Requests NRR assistance in interpreting requirements for containment 
penetration local leak rate as-found testing. Regulatory basis for as-found Type B & C 
testing end. 

MILLER,H.J. Region 3 (Post 820201). 91/06/20. ZWOLINSKI.J.A. Assistant Director 
for Region III Reactors (Post 901216). 5pp. 58268:253-58268:266. 

—8908100152 Discusses NRR 871029 denial of util 870901 assertion [hat NRC posi¬ 
tions on two 10CFR50,App J items constituted backfits as defined by 
10CFR50.109.Results of review of NRR denial & util 880620 appeal end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
27. TUCKER,H.B. Duke Power Co. 9pp. 58268:258-58268:266. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040029 Discusses closeout of bulletin 88-09, “Thimble Tube Thinning in Westing- 
hous6 Reactors 11 

MARTIN,R.E. Project Directorate 11-3. 91/05/16. TUCKMAN.M.S. Duke Power Co. 
4pp. 57900:348-57900:351. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106100207 Discusses thermal stresses in piping connected to RCS during monitoring 
of safety injection line temp in response to NRC Bulletin 88-008. 

TUCKMAN.M.S. Duke Power Co. 91/05/31. Document Control Branch (Document 
Control Desk). 2pp. 58052:076-58052:077. 

9106270302 Forwards final SALP insp rept 50-413/91-05 & 50-414/91-05 for 901101- 
910202. 

REYES.L.A. Region 2 (Post 820201). 91/05/31. TUCKMAN.M.S. Duke Power Co. 
29pp. 58233:058-58233:088. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100424 Responds to violations noted in Insp Repts 50-413/91-09, 50-414/91- 
09,50-413/91-11 & 50-414/91-11.Corrective actions: operators will be trained on new 
procedures re operations involving shared essential switchgear by 911031. 

TUCKER,H.B. Duke Power Co. 91/06/05. Document Control Branch (Document Con¬ 
trol Desk). 6pp. 58017:274-58017:279. 

9106110373 Advises that util responses to NRC Bulletin 88-010 re nonconforming 
molded-case circuit breakers confirmed that all actions completed w/completion of 
1990 Catawba Unit 1 refueling outage.Actions on bulletin closed-out. 

MARTIN,R.E. Project Directorate 11-3. 91/06/07. TUCKMAN.M.S. Duke Power Co. 
2pp. 58099:092-58099:093. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270089 Ack receipt of 910524 Itr in response to 910426 notice of violation re acti- 
vites conducted at facility.Evaluation of response finds response to meet requirements 
of 10CFR2.201. 

REYES.L.A., MERSCHOFF.E.W. Region 2 (Post 820201). 91/06/10. TUCKMAN.M.S. 
Duke Power Co. 3pp. 58223:252-58223:254. 

9106200019 Corrects NRC 910605 Itr forwarding Insp Repts 50-413/91-09 & 50-414/ 
91-09 re failure to realign essential power supplies while removing DG IB from 
svc.Response to violation 50-413/91-11-01 will be provided by 910620. 

TUCKER,H.B. Duke Power Co. 91/06/12. Document Control Branch (Document Con¬ 
trol Desk), ip. 58200:136-58200:136. 

9106240305 Responds to Maint Team Insp Repts 50-413/90-201 & 50-414/90-201 on 
901112-16 & 26-30.Emergency dc lighting program revised to implement engineering 
recommendations & to require monthly operability testing of lighting units. 
TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document 
Control Desk). 5pp. 58212:354-58212:358. 


R. Periodic operating reports & related correspondence 


9106110132 “1990 Annual Radiological Environ Operating Rept for Catawba Nuclear 
Station,Units 1 & 2.” W/910603 Itr. 

TUCKER,H.B. Duke Power Co. 90/12/31. 1,500pp. 58052:115-58054:321. 

9106210184 Forwards monthly operating repts for May 1991 for Catawba Nuclear Sta¬ 
tion & corrected units shutdowns & power reductions rept for Apr 1991. 
TUCKMAN.M.S. Duke Power Co. 91/06/14. Document Control Branch (Document 
Control Desk). Ip. 58207:292-58207:303. 

—9106210188 Monthly operating repts for May 1991 for Catawba Nuclear Station Units 
1 & 2. 

WILLIAMS,R.A., MOSER,S.W. Duke Power Co. 91/05/31. 10pp. 58207:293- 
58207:302. 


S. Reportable occurrences, LERs & related correspondence 

9106110289 LER 91-007-00:on 910510,tech spec 3.0.3 entered as result of both trains 
of auxiliary building ventilation filtered sys being inoperable.Caused by inappropriate 
action due to lack of attention to detail.W/910605 Itr. 

HARTZELL,C.L., HAMPTON.J.W. Duke Power Co. 91/06/04. 6pp. 58162:041- 
58162:046. 


9106210028 Rev 1 to Problem Investigation Rept 2-C90-0294:on 900914, vendor per¬ 
sonnel drilled through modified blind hub into RCS pressure boundary,resulting in 
cooldown to cold shutdown. On-line leak repair procedure revised. 

HAMPTON.J.W. Duke Power Co. 91/06/12. Document Control Branch (Document 
Control Desk). 8pp. 58210:001-58210:008. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 

9106280128 Advises that on 910521,reading for test station TS-12 below acceptance 
criteria indicating inadequate cathodic protection of D/G fuel storage tank piping.Sys 
declared inoperable. 

TUCKMAN.M.S. Duke Power Co. 91/06/20. Document Control Branch (Document 
Control Desk). 2pp. 58272:107-58272:108. 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106110060 Informs that review of rev 21-001-91 to facility station emergency plan dtd 
910401 complete.Changes meet planning stds of 10CFR50.47(b) & App E to 
10CFR50. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/17. COTTLE,W.T. Entergy Operations, 
Inc. 3pp. 57996:297-57996:299. 

9106060116 Forwards Insp Rept 50-416/91-09 on 910415-19.Violation noted but not 
cited re failure to conduct surveillance test during past 18 months to verify EOF HVAC 
sys isolation capability. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/23. COTTLE,W.T. Entergy Operations, 
Inc. 4pp. 58010:302-58010:313. 

-9106060121 Insp Rept 50-416/91-09 on 910415-19.Violation noted but not cited.Major 
areas inspected:site emergency preparedness program including,emergency plan & 
associated implementing procedures,facilities,equipment & instrumentation. 

KREH.J.L., RANKIN,W.H. Region 2 (Post 820201). 91/05/21. 8pp. 58010:307- 
58010:313. 

9106190259 Rev 5 to EPIP 10-S-01-18, “Personnel Search & Rescue Safety Related.” 
W/910611 Itr. 

COTTLE,W.T. Entergy Operations, Inc. 91/06/11. 12pp. 58188:001-58188:012. 

9106270051 Forwards Rev 18 to physical security plan,Rev 7 to safeguards contingency 
plan & Rev 4 to security training & qualification plan.Plans withheld (ref 
10CFR2.790(d)). 

COTTLE,W.T. Entergy Operations, Inc. 91/06/21. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58244:242-58244:243. 


I. Financial information 


9106200084 Forwards evidence to guarantee payment of deferred premium obligation 
for facility. 

COTTLE,W.T. Entergy Operations, Inc. 91/06/11. Document Control Branch (Docu¬ 
ment Control Desk). 10pp. 58204:324-58204:333. 


J. Insurance & indemnity information 


9106190252 Forwards Endorsement 71 to ANI Policy NF-257,Endorsement 50 to 
MAELU Policy MF-106,Endorsement 10 to ANI Policy NW-153, Endorsement 10 to 
MAELU Policy MW-76,Endorsement 18 to ANI Policy N-79 & Endorsement 18 to 
MAELU Policy M-79. 

COTTLE,W.T. Entergy Operations, Inc. 91/06/11. Document Control Branch (Docu¬ 
ment Control Desk). 13pp. 58188:013-58188:025. 


P. Operating license stage documents & correspondence 

9106030073 Summary of 910416 meeting w/licensee in Rockville,MD to discuss pro¬ 
posed licensing actions,status of open licensing actions & recent facility tech spec po¬ 
sition statement.List of attendees end. 

KINTNER.L.L. Project Directorate IV-1. 91/05/21. Project Directorate IV-1. 14pp. 
57892:228-57892:241. 


9106030146 Notification of 910605 meeting w/util in Rockville,MD to discuss facilities 
cooling tower drift & environ assessment. 

KINTNER.L.L. Project Directorate IV-1. 91/05/21. QUAY.T.R. Project Directorate IV-1. 
4pp. 57887:275-57887:278. 

9106050008 Forwards Amend 77 to License NPF-29 & safety evalution. Amend modi¬ 
fies TS 4.0.2 to delete 3.25 limitation on extending three successive surveillance 
intervals,per Generic Ltr 89-14. 

KINTNER.L.L. Project Directorate IV-1. 91/05/21. COTTLE,W.T. Entergy Operations, 
Inc. 3pp. 58003:163-58003:174. 

-9106050009 Amend 77 to License NPF-29,changing TS 4.0.2 to delete 3.25 limitation 
on extending three successive surveillance intervals,per Generic Ltr 89-14. 

QUAY.T.R. Project Directorate IV-1. 91/05/21. 6pp. 58003:166-58003:171. 

—9106050011 Safety evaluation supporting Amend 77 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/21. 3pp. 
58003:172-58003:174. 

9106040286 Forwards response to NRC 910311 request for addl info in order to contin¬ 
ue review of 910222 application for amend to License NPF-29,changing Tech Specs 
3.8.1 & 3.8.1.2 to provide higher min DG fuel oil storage requirements. 

COTTLE,W.T. Entergy Operations, Inc. 91/05/24. Document Control Branch (Docu¬ 
ment Control Desk). 7pp. 57999:281-57999:287. 
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9106060210 Forwards application for amend to License NPF-29,deleting several refs to 
operation of reactor recirculation sys in non-loop manual (automatic) mode of flow 
control. 

COTTLE.W.T. Entergy Operations, Inc. 91/05/30. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58003:058-58003:076. 

-9106060214 Application for amend to license NPF-29,deleting several refs to operation 
of reactor recirculation sys in non-loop manual (automatic) mode of flow control. 
COTTLE.W.T. Entergy Operations, Inc. 91/05/30. 6pp. 58003:060-58003:065. 

—9106060217 Proposed tech specs,deleting ref to operation of reactor recirculation sys 
in non-loop manual (automatic) mode of flow control. 

* Entergy Operations, Inc. 91/05/30. 11pp. 58003:066-58003:076. 

9106060221 Forwards application for amend to License NPF-29,changing allowed 
outage times for containment drywell hydrogen analyzers & monitors & changing time 
limit for inoperable radiation monitor to be reportable per Tech Spec 6.9.2. 
COTTLE.W.T. Entergy Operations, Inc. 91/05/30. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58003:077-58003:087. 

-9106060223 Application for amend to license NPF-29,changing allowed outage times 
for containment drywell hydrogen analyzers & monitors & change time limit for inoper¬ 
able radiation monitor to be reportable per Tech Spec 6.9.2. 

COTTLE.W.T. Entergy Operations, Inc. 91/05/30. Ip. 58003:079-58003:079. 

-9106060225 Proposed tech specs,changing time limit within which inoperable radiation 
monitor becomes reportable per Tech Spec 6.9.2. 

* Entergy Operations, Inc. 91/05/30. 8pp. 58003:080-58003:087. 

9106190257 Forwards Rev 10 to GGNS-TOP-1A, “Operational QA Manual.” 
COTTLE.W.T. Entergy Operations, Inc. 91/06/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58190:001-58190:257. 

-9106190262 Rev 10 to GGNS-TOP-1A, “Operational QA Manual.” 

* Entergy Operations, Inc. 91/06/10. 391pp. 58190:003-58190:257. 

9106270046 Requests withdrawal of 910410 proposed change to Tech Spec bases to 
License NPF-29. 

COTTLE.W.T. Entergy Operations, Inc. 91/06/17. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58247:356-58247:357. 


Q. Inspection reports, IE Bulletins & correspondence 

9106110090 Informs of reversal of position & return to prior practice of responding to all 
NOV response Itr. 

EBNETER.S.D. Region 3 (Post 820201). 91/03/19. COTTLE.W.T. Entergy Operations, 
Inc. 4pp. 57997:267-57997:270. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060116 Forwards Insp Rept 50-416/91-09 on 910415-1 9. Violation noted but not 
cited re failure to conduct surveillance test during past 18 months to verify EOF HVAC 
sys isolation capability. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/23. COTTLE.W.T. Entergy Operations, 
Inc. 4pp. 58010:302-58010:313. 

-9106060121 Insp Rept 50-416/91-09 on 910415-19.Violation noted but not cited.Major 
areas inspected:site emergency preparedness program including,emergency plan & 
associated implementing procedures.facilities,equipment & instrumentation. 

KREH.J.L., RANKIN,W.H. Region 2 (Post 820201). 91/05/21. 8pp. 58010:307- 
58010:313. 

9106040426 Responds to NRC Itr re violations noted in insp rept 50-416/91-07 on 
910213.Corrective actions:surveillance procedure revised to eliminate transposition of 
data between pages & quality deficiency rept initiated. 

COTTLE.W.T. Entergy Operations, Inc. 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 57999:242-57999:244. 

9106060098 Forwards Insp Rept 50-416/91-11 on 910414-0518.Violations noted but not 
cited re failure to take adequate corrective action to prevent covering inlet flange of 
dilution flow sys. 

VERRELLl.D.M. Region 2 (Post 820201). 91/05/30. COTTLE.W.T. Entergy Oper¬ 
ations, Inc. 4pp. 58008:345-58008:358. 

-9106060099 Insp Rept 50-416/91-11 on 910414-0518.Violations noted but not 
cited.Major areas inspected:operational safety verification,maint/surveillance 
observation,action on previous insp findings & ROs. 

MATHIS,J.L., CANTRELL,F.S. Region 2 (Post 820201). 91/05/30. 10pp. 58008:349- 
58008:358. 

9106060227 Forwards comments on 1991 SALP rept. 

COTTLE.W.T. Entergy Operations, Inc. 91/05/30. Document Control Branch (Docu¬ 
ment Control Desk). 8pp. 58001:341-58001:348. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110123 Discusses SALP rept sent on 910425,meeting on 910514 to discuss rept & 
written response to rept dtd 910530 & forwards summary of meeting,slides & rev to 
initial SALP rept. 

EBNETER,S.D. Region 2 (Post 820201). 91/05/31. COTTLE.W.T. Entergy Operations, 
Inc. 40pp. 57998:111-57998:149. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106270094 Ack receipt of 910529 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-416/91-07. 

VERRELLI.D.M. Region 2 (Post 820201). 91/06/06. COTTLE.W.T. Entergy Oper¬ 
ations, Inc. 3pp. 58223:261-58223:263. 


9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R. Periodic operating reports & related correspondence 


9106100404 Forwards quarterly status rept,Mar 1991, “Degraded Core Accident Hydro- 

§ en Control Program." 

OTTLE.W.T. Entergy Operations, Inc. 91/05/31. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 58097:001-58097:005. 

9106210135 Monthly operating rept for May 1991 for Grand Gulf Nuclear Station Unit 
1.W/910614 Itr. 

DAUGHTERY.L.F., COTTLE.W.T. Entergy Operations, Inc. 91/05/31. 6pp. 58202:186- 
58202:191. 

9106110325 Forwards summary of changes,tests & experiments under requirements of 
10CFR50.59 safety evaluation for June-Dee 1990. 

COTTLE.W.T. Entergy Operations, Inc. 91/06/04. NRC - No Detailed Affiliation Given. 
211pp. 58097:130-58097:339. 


S. Reportable occurrences, LERs & related correspondence 

9106040431 LER 91-003-00:on 910425,containment penetrations discovered in non- 
compliance w/local leak rate testing requirements. Caused by misintepretation of 
composite drawings.Drawings revised.W/910528 Itr. 

BURKE,B.A., COTTLE.W.T. Entergy Operations, Inc. 91/05/28. 4pp. 58091:304- 
58091:308. 

9106190230 Special rept:on 910513,emergency diesel generator II failed during monthly 
standby diesel generator functional test. While reaching max load,oscillations ob¬ 
served in dc field volt.de field amps & ac amps. 

COTTLE.W.T. Entergy Operations, Inc. 91/06/12. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58186:118-58186:120. 

9106270110 PNO-Il-91-O33:on 91061 1 .licensee commenced planned reactor shutdown 
to exceed 72 h from 100% power to repair recirculation pump seals. 

WRIGHT,R.W. Region 2 (Post 820201). 91/06/12. Ip. 58223:305-58223:305. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


9106030146 Notification of 910605 meeting w/util in Rockville,MD to discuss facilities 
cooling tower drift & environ assessment. 

KINTNER.L.L. Project Directorate IV-1. 91/05/21. QUAY.T.R. Project Directorate IV-1. 
4pp. 57887:275-57887:278. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9106200176 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-245/91- 
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re¬ 
quirements for air sampling & engineering controls reinforced w/health physics staff. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/14. 
Document Control Branch (Document Control Desk). 7pp. 58202:001-58202:007. 

9106170240 Revised EPIPs,including rev 37 to 1.02,Rev 23 to 1.03,Rev 14 to 1.05,Rev 
7 to 1.06,Rev 1 to 1.07,Rev 16 to 3.01,Rev 12 to 4.01,Rev 18 to 4.02,Rev 7 to 
4.06,Rev 7 to 4.07,Rev 8 to 4.08,Rev 7 to 4.09,Rev 14 to 4.10 & Rev 1 to 4.11. 

* Northeast Utilities. 91/06/15. 150pp. 58166:001-58166:346. 

9106260096 Informs NRC staff of scheduled annual emergency preparedness exercise 
at Millstone Nuclear Power Station for 910926. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/19. LAZARUS,W.J. Region 1 (Post 820201). 
2pp. 58226:199-58226:200. 
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H. General correspondence 

9106040047 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

SEARS,C.F. Connecticut Yankee Atomic Power Co. 91/05/17. CHILK.S.J. Office of 
the Secretary of the Commission. 3pp. 57891:084-57891:086. 

9106110023 Forwards revised distribution lists for correspondence from NRC. 
MR0C2KA.E.J. Connecticut Yankee Atomic Power Co. 91/06/06. Document Control 
Branch (Document Control Desk). 10pp. 58095:253-58095:262. 


P. Operating license stage documents 4 correspondence 

9106050176 Forwards request for addl info re station blackout rule, 10CFR50.63. 
JAFFE.D.H. Project Directorate 1-4. 91/05/28. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 3pp. 57916:084-57916:086. 

9106050109 Suppls 900125 & 0601 responses to Generic Ltr 89-13, “Svc Water Sys 
Problems Affecting Safety-Related Equipment” Program to reduce flow blockage 
problems from biofouling in place. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/05/31. Document Control Branch (Document 
Control Desk). 11pp. 58003:138-58003:148. 

9106070189 Requests relief in response to Generic Ltr 90-05 from ASME Boiler & Pres¬ 
sure Vessel Code Section XI requirements re mod to Pipe 3SWP-030-334-3. 
ROMBERG.W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/05/ 
31. Document Control Branch (Document Control Desk). 7pp. 58015:217-58015:223. 

9106100275 Forwards “Integrated Safety Assessment Program,Executive Summary,” 
initial repLUpdates will be submitted approx every 6 months. 

MROCZKA.E.J., ROMBERG.W.D. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). MROCZKA.E.J. Northeast Utilities. 91/05/31. Document Control Branch 
(Document Control Desk). 5pp. 58017:307-58018:028. 

-9106100276 “Integrated Safety Assessment Program, Executive Summary," initial rept. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/05/31. 61pp. 
58017:312-58018:028. 

9106120193 Application for Amend 47 to License NPF-49,modifying Tech Spec 
4.6.4.2.b.4, “Electric Hydrogen Recombiners,” to provide variable acceptance criteria 
for flow testing containment pressures. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 91/06/06. Document Control Branch (Document 
Control Desk). 6pp. 58125:220-58125:234. 

-9106120198 Proposed Tech Spec 4.6.4.2.b.4 re hydrogen recombiners. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/06. 9pp. 
58125:226-58125:234. 

9106170074 Forwards Rev 14 to QA program. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/06. 
Document Control Branch (Document Control Desk). 3pp. 58147:025-58147:168. 


-9106060281 Fianl SALP Repts 50-245/89-99,50-336/89-99 & 50-423/89-99 for as¬ 
sessment period 890616-901215 for Units 1 & 2 & assessment period 891016-901215 
for Unit 3. 

* Region 1 (Post 820201). 91/05/28. 100pp. 58001:103-58001:217. 

9106050357 Notification of Significant Licensee Meeting 91-69 w/util on 910612 in King 
of Prussia,PA to review radiation monitoring sys & associated issues. 

KELLY,E. Region 1 (Post 820201). 91/05/29. Region 1 (Post 820201). 3pp 
57918:237-57918:239. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106130300 Forwards insp rept 50-423/91-09 on 910407-0517.No violations noted. 
WENZINGER.E.C. Region 1 (Post 820201). 91/05/31. MROCZKA.E.J. Northeast Nu¬ 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 58110:329-58110:347. 

-9106130304 Insp rept 50-423/91-09 on 910407-0517.No violations noted. Major areas 
inspected:plant operations.radiological controls maint,surveillance,security,licensee 
self-assessment & periodic repts. 

KELLY,E.M. Region 1 (Post 820201). 91/05/31. 17pp. 58110:331-58110:347. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106140199 Forwards Safety Insp Repts 50-245/91-09,50-336/91-11 & 50-423/91-10 
on 910506-10.No violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/06. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 58127:335-58127:348. 

-9106140201 Insp Repts 50-245/91-09,50-336/91-11 & 50-423/91-10 on 910506- 
10.No violations noted.Major areas inspected: confirmatory measurements.lab QA/QC 
& audits. 

MCNAMARA,N.T., KOTTAN.J.J., BORES,R.J. Region 1 (Post 820201). 91/06/04 
12pp. 58127:337-58127:348. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200270 Forwards Safety Insp Repts 50-245/91-10,50-336/91-12 50-423/91-11 on 
910505-10.No violations noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 91/06/12. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 58197:350-58197:362. 

-9106200291 Insp Safety Insp Repts 50-245/91-10,50-336/91-12 & 50-423/91-11 on 
910506-10.Major areas inspected:review status of maint program weaknesses identi¬ 
fied during maint team insp. 

FINKEL.A., BAUNACK.W., BLUMBERG.N. Region 1 (Post 820201). 91/06/05. 11pp. 
58197:352-58197:362. 


-9106170083 Rev 14 to QA program. 

* Northeast Utilities. 91/06/30. 100pp. 58147:028-58147:168. 

9106140195 Discusses fitness-for-duty drug testing batching requirements for Millstone 
Nuclear Power Station,Units 1,2 & 3. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 91/06/10. Document Control 
Branch (Document Control Desk). 2pp. 58126:348-58126:349. 

9106180143 Informs of change in control of Public Service Co of New Hampshire own¬ 
ership interest. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
MROCZKA.E.J. Northeast Utilities. 91/06/11. VIRGILIO.M.J. Assistant Director for 
Region IV/V Reactors (891001-901215). 2pp. 58178:227-58178:228. 


9106200176 Responds to NRC 910502 ltr re violations noted in Insp Repts 50-245/91- 
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re¬ 
quirements for air sampling & engineering controls reinforced w/health physics staff. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 91/06/14. Document Control Branch (Document 
Control Desk). 7pp. 58202:001-58202:007. 

9106210126 Responds to NRC 910430 ltr re violations noted in insp rept 50-423/91-04 
on 910226-0406.Corrective actions:embarked on major mgt initiative to improve over¬ 
all station performance. 

MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.EJ. Northeast Utilities. 91/06/14. Document Control Branch (Document 
Control Desk). 11pp. 58203:340-58203:351. 


9106260051 Summary of 910523 meeting w/util re licensing issues at facility.List of 
meeting attendees & viewgraphs end. 

JAFFE.D.H. Project Directorate 1-4. 91/06/13. Project Directorate 1-4. 97 dp 
58219:001-58219:099. 


9106210241 Forwards request for addl info re 910321 request for exemption from 
lOCFR70.24(a) covering storage & handling of irradiated or unirradiated fuel assem¬ 
blies in reactor vessels w/o monitoring sys to energize alarms. 

VISSING.G.S. Project Directorate 1-4. 91/06/18. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 4pp. 58207:348-58207:351. 


91 . 06 ^5P 21 5 Forwards PRA results for large-scale core melt frequencies for 
factlrbes.PRA development activities continue on schedule using in-house 
resources,per util 890727 response to Generic Ltr 88-20. 

MROCZKAJEJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/19. 
Document Control Branch (Document Control Desk). 4pp. 58221:082-58221:085. 


9106260216 Requests that results of review & disposition of activities at facility be su 
mrtted to region I within 30 days of receipt of ltr. 

HEHL.C.W. NRC - No Detailed Affiliation Given. 91/06/19. MROCZKA.EJ. Northea 
2pp ^225J4T-58225342 ° f Northeast Utilities) - MROCZKA.E.J. Northeast Utilitie 


9106210291 Responds to NRC Bulletin 88-004 & Insp Rept 50-423/91-07 re potential 
safety-related pump joss.Detailed analysis to demonstrate that RHR pumps not sus¬ 
ceptible to deadheading during min flow operation will be sent at end of June. 
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 91/06/14. MARTIN,T.T. Region 1 (Post 820201) 
2pp. 58207:332-58207:333. 

9106270197 Responds to NRC 910506 ltr re violations noted in insp rept 50-423/91-05 
on 910304-08.Corrective actions:ABB-Amdata/CE programs modified to ensure addl 
training conducted for surface. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 91/06/21. Document Control Branch (Document 
Control Desk). 4pp. 58245:207-58245:210. 


R. Periodic operating reports & related correspondence 


91 SSJ?SS.;fr-r1 , ly 2P eratm 9 rept for May 1991 for Millstone Unit 3.W/ 910610 ltr. 
r 1 v ’ SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast 

Utilities). SCACE.S.E. Northeast Utilities. 91/05/31. 5pp. 58112:114-58112:118. 


Q. Inspection reports, IE Bulletins & correspondence 

NRCInfo N°i ce 91 -° 32 - “Possible Flaws in Certain Piping Sys Fabricated 
& Engineering.” Svc list end. y 

°P erational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

Repts 50-245/89-99,50-336/89-99 & 50-423/89-99 
^ll^foTunit 890616 ' 901215 for Units 1 & 2 & assessment period 891016- 

KiSrl’i Post 82 °201). 91/05/28. MROCZKA.EJ. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 5pp. 58001:098-58001:217. 


S. Reportable occurrences, LERs & related correspondence 

9106120084 Part 21 rept re unavailablity of qualification repts on designated replac 
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure 
P°wer supply rendering single channel area monitor inoperable. 

58109 E 025 58109 026 mated SerV ‘ CeS ’ lnc ' 9l/04/ 12. Region 2 (Post 820201). 2p 

9106100099 LER 91-012-00:on 910503,spurious control bldg isolation signs 
occurred.uaused by radiation monitor power supply failure.Single channel area moi 
cr\DDcc re P ,ace( f & satisfactorily tested.W/910603 ltr. 

o"lr S ^^ A< ? ,S ■ E • Northeast Nuclear Energy Co. (subs, of Northeast Ut 
ties). SCACE.S.E. Northeast Utilities. 91/06/03. 4pp. 58162:092-58162:094. 
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9106120105 LER 90-030-02:on 901231 .manual reactor trip occurred due to moisture 
separator reheater piping line breaks.Caused by failure to enter affected lines into 
computer program.Pipes capped & DSM pumps & piping isolated.W/910606 Itr. 
MCNATT.T., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 91/06/06. 7pp. 58146:263-58146:269. 

9106190412 LER 91-013-00:on 910515,inoperable train B EDG identified. Caused by im¬ 
proper work practices.Licensed operator involved counselled on importance of review¬ 
ing Tech Spec requirements re procedures.W/910614 Itr. 

HULME.N.D., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 91/06/14. 4pp. 58209:127-58209:130. 


V. Operator Examinations 

9106040412 Requests that operator licenses for G Box.D Tippie & R Royce be terminat¬ 
ed. 

SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). SCACE.S.E. 
Northeast Utilities. 91/05/28. Document Control Branch (Document Control Desk), ip. 
57940:318-57940:318. 
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F. Security, medical, emergency & fire protection plans 

9106060094 Forwards FEMA “Vogtle Electric Generating Plant Exercise,” conducted on 
900801.No deficiencies noted.Four areas requiring corrective actions & several areas 
recommended for improvement identified. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/24. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 58002:001-58002:068. 

-9105150208 “Vogtle Electric Generating Plant Exercise Conducted on 900801." 

* Federal Emergency Management Agency. 90/11/30. 71pp. 58002:004-58002:068. 

9106100013 Revised EPIPs,consisting of rev 20 to 91002-C, “Emergency Notifications” 
& rev 8 to 91102-C, “Duties of Emergency Director.” W/910603 Itr. 

MCCOY.C.K. Georgia Power Co. 91/06/03. 35pp. 58092:004-58092:038. 

9106240124 Revised EPIPs,consisting of rev 12 to 91704-C, “Actions for Security 
During Radiological Energency” & rev 6 to 91403-C, “Site Evacuation." W/910617 Itr. 
MCCOY.C.K. Georgia Power Co. 91/06/17. 28pp. 58213:237-58213:265. 

9106270090 Rev 8 to 91306-C, “Contamination Monitoring & Decontamination.” W/ 
910621 Itr. 

MCCOY.C.K. Georgia Power Co. 91/06/21. 15pp. 58250:099-58250:113. 

9106270102 Forwards Safeguard Info Task Force final rept re implementing program to 
minimize future safeguards. 

MCCOY.C.K. Georgia Power Co. 91/06/21. Document Control Branch (Document 
Control Desk). 26pp.. 58264:307-58264:332. 


G. Adjudicatory correspondence 

9106140081 Urges that NRC put aside recent ruling.ASLBP 90-617-03-OLA, ASLB 
memorandum & order terminating proceeding re plant.NRC should consider case on 
merits. 

CARROLL.G. Georgians Against Nuclear Energy. #291 11804. 91/05/25. NRC - No 
Detailed Affiliation Given. 7pp. 58119:227-58119:233. 


P. Operating license stage documents & correspondence 

9106210294 Forwards info potentially relevant & matl to ASLB proceeding re 
facility.consisting of 910617 memo to Commissioners forwarding Board Notification 
91-05 & transcript of ACRS 372nd meeting on 910411. 

MATTHEWS,D.B. Project Directorate 11-3. 91/05/10. Atomic Safety and Licensing 
Board Panel. 4pp. 58208:026-58208:180. 

9106040341 Forwards FR notice of consideration of issuance of amends to Licenses 
NPF-68 & NPF-81 & proposed NSHC determination & opportunity for hearing.Amends 
change TS to reflect planned mod to method of measuring RCS delta temp. 

HOOD.D.S. Project Directorate 11-3. 91/05/21. HAIRSTON.W.G. Georgia Power Co. 
2pp. 57999:225-57999:234. 

—9106040345 Notice of consideration of issuance of amends to Licenses NPF-68 & 
NPF-81 & proposed NSHC determination & opportunity for hearing re TS changes to 
reflect planned mod to method of measuring RCS delta temp. 

MARTIN,R.E. Project Directorate 11-3. 91/05/21.8pp. 57999:227-57999:234. 

9106070304 Application for amends to licenses NPF-68 & NPF-81,revising Tech Spec 
Section 5.3.1 to allow use of two fuel assemblies, containing up to 12 fuel rods clad 
w/ZIRLO. 

MCCOY.C.K. Georgia Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 12pp. 58016:301-58016:314. 

—9106070308 Proposed Tech Specs Section 5.3.1 re use of two fuel 
assemblies,containing ZIRLO clad fuel rods. 

* Georgia Power Co. 91/06/03. 2pp. 58016:313-58016:314. 

9106110045 Lists snubber functional test plans to be performed during third maint/refu- 
eling outage currently scheduled to begin in Sept 1991.lnsp Types l-IV listed. 
MCCOY.C.K. Georgia Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 2pp. 58096:276-58096:277. 

9106110240 Notification of 910620 meeting w/util in Baxley,GA to discuss status of cur¬ 
rent licensing activities & corporate initiatives for facilities. 

JABBOUR.K.N. Project Directorate 11-3. 91/06/04. MATTHEWS.D.B. Project Director¬ 
ate 11-3. 2pp. 58098:172-58098:181. 

-9106110244 Notification of 910620 meeting w/util in Baxley,GA to discuss status of 
current licensing activities & corporate initiatives for facilities.Agenda end. 
JABBOUR.K.N. Project Directorate 11-3. 91/06/05. MATTHEWS.D.B. Project Director¬ 
ate 11-3. 4pp. 58098:174-58098:181. 


9106120276 Forwards responses to NRC 910510 Itr re station blackout.Sys required to 
function during station blackout include, auxiliary feedwater sys.mairi steam 
sys.RCS.post-accident monitoring sys & Class IE dc sys. 

MCCOY.C.K. Georgia Power Co. 91/06/07. Document Control Branch (Document 
Control Desk). 30pp. 58106:249-58106:311. 

—9106120277 Calculation NX3AD01-01, “Vogtle Electric Generating Plant Unit 1 4 H 
Station Battery Capability During Station Blackout.” 

* Georgia Power Co. 90/02/22. 35pp. 58106:279-58106:311. 

9106190347 Informs that response to Generic Ltr 90-03, “Relaxation of Staff Position in 
Generic Ltr 83-28,Item 2.2 Part 2, ’Vendor Interface for Safety-Related Components,’” 
acceptable. 

HOOD.D.S. Project Directorate 11-3. 91/06/10. HAIRSTON.W.G. Georgia Power Co. 
3pp. 58173:321-58173:323. 

9106200263 Forwards amends 39 & 19 to licenses NPF-68 & NPF-81 & safety 
evaluation.Amends provide addl restiction to Tech Spec for starting reactor coolant 
pump in mode 4 water-solid condition. 

HOOD.D.S. Project Directorate 11-3. 91/06/13. HAIRSTON.W.G. Georgia Power Co 
4pp. 58167:112-58167:128. 

—9106200267 Amends 39 & 19 to licenses NPF-68 & NPF-81 .respectively, adding re¬ 
striction to Tech Spec for starting reactor coolant pump in Mode 4 water-solid condi¬ 
tion. 

MATTHEWS.D.B. Project Directorate 11-3. 91/06/13. 10pp. 58167:116-58167:125. 

—9106200269 Safety evaluation supporting amends 39 & 19 to licenses NPF-68 & NPF- 
81, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 3pp. 
58167:126-58167:128. 

9106210200 Forwards Board Notification 91-05 dtd 910510.Due to administrative 
error,notification never distributed to Board & other interested parties.W/o end. 
VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/17. CARR, 
ROGERS, CURTISS Commissioners (Post 750119). Ip. 58208:282-58208:282. 

9106240120 Requests that Reporting Identification Symbol XIH be deleted so that all 
SNM at facility can be tracked & reported under single identification symbol.Updated 
list of SNM contacts for util submitted. 

MCCOY.C.K. Georgia Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 2pp. 58212:001-58212:002. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110085 Notifies of NRC reversal on position re written ack of receipt/review of re¬ 
sponses to notice of violations. 

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. HAIRSTON.W.G. Georgia Power 
Co. 4pp. 57997:108-57997:111. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060309 Notification of contract execution,Task Order 90,mod 1,to “Technical As¬ 
sistance to Support Licensing Activities,” Task Order 90, "Vogtle NPP Reactor Opera¬ 
tor Licensing Exam." Contractor:$onalysts,lnc. 

HUGHES,A. Contract Administration Branch (890205-900602). NRC-03-89-031. 91/ 
05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
Ip. 57935:027-57935:031. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110065 Forwards insp repts 50-424/91-03 & 50-425/91-03 on 910211-15 & 0225- 
0301 & 1 l-15.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/05/31. HAIRSTON.W.G. Georgia Power Co. 
3pp. 57997:188-57997:262. 

-9106110075 Insp repts 50-424/91-03 & 50-425/91-03 on 910211-15, 0225-0301 & 11- 
15.No violations noted.Major areas inspected:in-depth team insp of maint program & 
implementation. 

BLAKE,J.J., JULIAN,C.A. Region 2 (Post 820201). 91/05/24. 70pp. 57997:191- 
57997:262. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110041 Responds to deviations noted in Insp Repts 50-424/91-07 & 50-425/91-07 
on 910324-0420.Corrective actions:in-place testing of Unit 2 auxiliary bldg normal ven¬ 
tilation sys filters scheduled in June 1991. 

MCCOY.C.K. Georgia Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 3pp. 58096:279-58096:281. 

9106110045 Lists snubber functional test plans to be performed during third maint/refu- 
elina outage currently scheduled to begin in Sept 1991.Insp Types l-IV listed. 
MCCOY.C.K. Georgia Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 2pp. 58096:276-58096:277. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270329 Forwards insp repts 50-424/91-09 & 50-425/91-09 on 910421- 0525 & 
notice of violation. 

HERDT.A.R. Region 2 (Post 820201). 91/06/12. HAIRSTON.W.G. Georgia Power Co. 
3pp. 58233:100-58233:121. 
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-9106270336 Notice of violation from insp on 910425-0525.Violation noted:on 
910417,techmcian failed to correctly reconnect two electrical leads while installing re¬ 
versing contactor on facility nuclear svc cooling water pump 3 discharge valve. 
HERDT.A.R. Region 2 (Post 820201). 91/06/12. Ip. 58233:103-58233:103. 

-9106270343 Insp repts 50-424/91-09 & 50-425/91-09 on 910421-0525. Violations 
noted.Major areas mspected:plant operations, surveillance,maint.evaluation of licensee 
self-assessment capability,review of LERs & followup. 

BONSER.B.R., STARKEY,R.D., SKINNER.P. Region 2 (Post 820201). 91/06/12. 
18pp. 58233:104-58233:121. 


R. Periodic operating reports & related correspondence 

9106130201 Monthly operating repts for May 1991 for Vogtle Units 1 & 2. W/910610 Itr. 
BAILEY,S.C., MCCOY,C.K. Georgia Power Co. 91/05/31. 13pp. 58111:092- 

58111:104. 


S. Reportable occurrences, LERs & related correspondence 

9106110094 Special rept re listed invalid diesel generator failures. Causes & corrective 
actions listed. 

MCCOY,C.K. Georgia Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 5pp. 58096:342-58096:346. 

9106240102 Special Rept 1-91-2:on 910522,operator at diesel generator panel ob¬ 
served fluctuation in field voltage.On 910524,when diesel generator tied to grid.field 
voltage & amps spiked. Caused by failure of voltage regulator.Regulator replaced. 
MCCOY,C.K. Georgia Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 4pp. 58206:316-58206:319. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 

9106270248 LER 90-021-02:on 901202,special condition surveillance not performed 
when rod position deviation monitor inoperable. Caused personnel error.Personnel 
under went positive discipline re compliance w/procedures.W/910624 Itr. 
SHEIBANI.M., MCCOY,C.K. Georgia Power Co. 91/06/24. 4pp. 58256:075-58256:078. 


V. Operator Examinations 

9106060107 Notification of contract execution,task order 91, “Vogtle Nuclear Power 
Plant Reactor Operator Requalification Exam,’’ in "Technical Assistance to Support Li¬ 
censing Activities." Contractor:Sonalysts,!nc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57931:140- 
57931:144. 

-9106060119 Ltr Contract NRC-03-89-031,task order 91,obligating funds,to "Vogtle Nu¬ 
clear Power Plant Reactor Operator Requalification Exam," in “Technical Assistance 
to Support Licensing Activities.” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 57931:141-57931:144. 

9106060309 Notification of contract execution,Task Order 90,mod l,to "Technical As¬ 
sistance to Support Licensing Activities,” Task Order 90, "Vogtle NPP Reactor Opera¬ 
tor Licensing Exam." Contractor:Sonalysts,lnc. 

HUGHES.A. Contract Administration Branch (890205-900602). NRC-03-89-031. 91/ 
05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57935:027-57935:031. 

-9106060321 Ltr contract,Mod I.Task Order 90,confirming verbal authorization to com¬ 
mence work under temporary ceiling,to “Technical Assistance to Support Licensing 
Activities,” Task Order 90, “Vogtle NPP Reactor Operator Licensing Exam.” 
EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/05/21. PETERSEN.L.R. Sonalysts, Inc. 4pp. 57935:028-57935:031. 

9106070324 Notification of contract execution,Task Order 90,Mod 1, “Vogtle Nuclear 
Power Plant Reactor Operating Licensing Exam" to "Technical Assistance to Support 
Licensing Activities," awarded to Sonalysts,Inc. 

HUGHES.A. Contract Administration Branch (890205-900602). FIN L-1289-1. 91/05/ 
28. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 58039:018-58039:020. 

—9106070331 Ltr Contract NRC-03-89-031,Task Order 90,obligating funds to, “Vogtle 
Nuclear Power Plant Reactor Operator Licensing Exam.” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
91/05/23. PETERSON,L.R. Sonalysts, Inc. 2pp. 58039:019-58039:020. 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106060094 Forwards FEMA “Vogtle Electric Generating Plant Exercise,” conducted on 
900801.No deficiencies noted.Four areas requiring corrective actions & several areas 
recommended for improvement identified. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/24. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 58002:001-58002:068. 

—9105150208 “Vogtle Electric Generating Plant Exercise Conducted on 900801.” 

* Federal Emergency Management Agency. 90/11/30. 71pp. 58002:004-58002:068. 

9106100013 Revised EPIPs,consisting of rev 20 to 91002-C, "Emergency Notifications” 
& rev 8 to 91102-C, “Duties of Emergency Director.” W/910603 Itr. 

MCCOY,C.K. Georgia Power Co. 91/06/03. 35pp. 58092:004-58092:038. 

9106240124 Revised EPIPs.consisting of rev 12 to 91704-C, “Actions for Security 
During Radiological Energency" & rev 6 to 91403-C, “Site Evacuation." W/910617 Itr. 
MCCOY,C.K. Georgia Power Co. 91/06/17. 28pp. 58213:237-58213:265. 


9106270090 Rev 8 to 91306-C, “Contamination Monitoring & Decontamination." W/ 
910621 Itr. 

MCCOY,C.K. Georgia Power Co. 91/06/21. 15pp. 58250:099-58250:113. 

9106270102 Forwards Safeguard Info Task Force final rept re implementing program to 
minimize future safeguards. 

MCCOY,C.K. Georgia Power Co. 91/06/21. Document Control Branch (Document 
Control Desk). 26pp.. 58264:307-58264:332. 


G. Adjudicatory correspondence 

9106140081 Urges that NRC put aside recent ruling,ASLBP 90-617-03-0LA, ASLB 
memorandum & order terminating proceeding re plant.NRC should consider case on 
merits. 

CARROLL,G. Georgians Against Nuclear Energy. #291 11804. 91/05/25. NRC - No 
Detailed Affiliation Given. 7pp. 58119:227-58119:233. 


P. Operating license stage documents & correspondence 

9106210294 Forwards info potentially relevant & matl to ASLB proceeding re 
facility,consisting of 910617 memo to Commissioners forwarding Board Notification 
91-05 & transcript of ACRS 372nd meeting on 910411. 

MATTHEWS.D.B. Project Directorate 11-3. 91/05/10. Atomic Safety and Licensing 
Board Panel. 4pp. 58208:026-58208:180. 

9106040341 Forwards FR notice of consideration of issuance of amends to Licenses 
NPF-68 & NPF-81 & proposed NSHC determination & opportunity for hearing.Amends 
change TS to reflect planned mod to method of measuring RCS delta temp. 
HOOD.D.S. Project Directorate 11-3. 91/05/21. HAIRSTON,W.G. Georgia Power Co. 
2pp. 57999:225-57999:234. 

-9106040345 Notice of consideration of issuance of amends to Licenses NPF-68 & 
NPF-81 & proposed NSHC determination & opportunity for hearing re TS changes to 
reflect planned mod to method of measuring RCS delta temp. 

MARTIN,R.E. Project Directorate 11-3. 91/05/21. 8pp. 57999:227-57999:234. 

9106070304 Application for amends to licenses NPF-68 & NPF-81,revising Tech Spec 
Section 5.3.1 to allow use of two fuel assemblies, containing up to 12 fuel rods clad 
w/ZIRLO. 

MCCOY,C.K. Georgia Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 12pp. 58016:301-58016:314. 

-9106070308 Proposed Tech Specs Section 5.3.1 re use of two fuel 
assemblies,containing ZIRLO clad fuel rods. 

' Georgia Power Co. 91/06/03. 2pp. 58016:313-58016:314. 

9106110240 Notification of 910620 meeting w/util in Baxley,GA to discuss status of cur¬ 
rent licensing activities & corporate initiatives for facilities. 

JABBOUR.K.N. Project Directorate 11-3. 91/06/04. MATTHEWS.D.B. Project Director¬ 
ate 11-3. 2pp. 58098:172-58098:181. 

-9106110244 Notification of 910620 meeting w/util in Baxley.GA to discuss status of 
current licensing activities & corporate initiatives for facilities.Agenda end. 
JABBOUR.K.N. Project Directorate 11-3. 91/06/05. MATTHEWS.D.B. Project Director¬ 
ate 11-3. 4pp. 58098:174-58098:181. 

9106120276 Forwards responses to NRC 910510 Itr re station blackout.Sys required to 
function during station blackout include, auxiliary feedwater sys,main steam 
sys,RCS,post-accident monitoring sys & Class 1E dc sys. 

MCCOY,C.K. Georgia Power Co. 91/06/07. Document Control Branch (Document 
Control Desk). 30pp. 58106:249-58106:311. 

9106190347 Informs that response to Generic Ltr 90-03, “Relaxation of Staff Position in 
Generic Ltr 83-28,Item 2.2 Part 2, ’Vendor Interface for Safety-Related Components,”’ 
acceptable. 

HOOD.D.S. Project Directorate 11-3. 91/06/10. HAIRSTON,W.G. Georgia Power Co. 
3pp. 58173:321-58173:323. 

9106200263 Forwards amends 39 & 19 to licenses NPF-68 & NPF-81 & safety 
evaluation.Amends provide addl restiction to Tech Spec for starting reactor coolant 
pump in mode 4 water-solid condition. 

HOOD.D.S. Project Directorate 11-3. 91/06/13. HAIRSTON,W.G. Georgia Power Co. 
4pp. 58167:112-58167:128. 

-9106200267 Amends 39 & 19 to licenses NPF-68 & NPF-81,respectively, adding re¬ 
striction to Tech Spec for starting reactor coolant pump in Mode 4 water-solid condi¬ 
tion. 

MATTHEWS.D.B. Project Directorate 11-3. 91/06/13. 10pp. 58167:116-58167:125. 

-9106200269 Safety evaluation supporting amends 39 & 19 to licenses NPF-68 & NPF- 
81,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/13. 3pp. 
58167:126-58167:128. 

9106210200 Forwards Board Notification 91-05 dtd 910510.Due to administrative 
error,notification never distributed to Board & other interested parties.W/o end. 
VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/17. CARR, 
ROGERS, CURTISS Commissioners (Post 750119). Ip. 58208:282-58208:282. 

9106240120 Requests that Reporting Identification Symbol XIH be deleted so that all 
SNM at facility can be tracked & reported under single identification symbol.Updated 
list of SNM contacts for util submitted. 

MCCOY,C.K. Georgia Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 2pp. 58212:001-58212:002. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110085 Notifies of NRC reversal on position re written ack of receipt/review of re¬ 
sponses to notice of violations. 

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. HAIRSTON,W.G. Georgia Power 
Co. 4pp. 57997:108-57997:111. 


DOCKETED ITEMS 127 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060309 Notification of contract execution,Task Order 90,mod 1,to "Technical As¬ 
sistance to Support Licensing Activities," Task Order 90, “Vogtle NPP Reactor Opera¬ 
tor Licensing Exam.” Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch (890205-900602). NRC-03-89-031. 91/ 
05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
Ip. 57935:027-57935:031. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106110065 Forwards insp repts 50-424/91-03 & 50-425/91-03 on 910211-15 & 0225- 
0301 & 11-15.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 91/05/31. HAIRSTON,W.G. Georgia Power Co. 
3pp. 57997:188-57997:262. 

-9106110075 Insp repts 50-424/91-03 & 50-425/91-03 on 910211-15, 0225-0301 & 11- 
15.No violations noted.Major areas inspected:in-depth team insp of maint program & 
implementation. 

BLAKE,J.J., JULIAN,C.A. Region 2 (Post 820201). 91/05/24. 70pp. 57997:191- 
57997:262. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110041 Responds to deviations noted in Insp Repts 50-424/91-07 & 50-425/91-07 
on 910324-0420.Corrective actions:in-place testing of Unit 2 auxiliary bldg normal ven¬ 
tilation sys filters scheduled in June 1991. 

MCCOY,C.K. Georgia Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 3pp. 58096:279-58096:281. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106270329 Forwards insp repts 50-424/91-09 & 50-425/91-09 on 910421- 0525 & 
notice of violation. 

HERDT.A.R. Region 2 (Post 820201). 91/06/12. HAIRSTON,W.G. Georgia Power Co. 
3pp. 58233:100-58233:121. 

-9106270343 Insp repts 50-424/91-09 & 50-425/91-09 on 910421-0525. Violations 
noted.Major areas inspected:plant operations, surveillance,maint,evaluation of licensee 
self-assessment capability,review of LERs & followup. 

BONSER.B.R., STARKEY.R.D., SKINNER,P. Region 2 (Post 820201). 91/06/12. 
18pp. 58233:104-58233:121. 


R. Periodic operating reports & related correspondence 


9106130201 Monthly operating repts for May 1991 for Vogtle Units 1 & 2. W/910610 itr. 
BAILEY,S.C., MCCOY,C.K. Georgia Power Co. 91/05/31. 13pp. 58111:092- 

58111:104. 


S. Reportable occurrences, LERs & related correspondence 

9106100516 LER 91-007-00:on 910507,automatic reactor trip occurred. Caused by gen¬ 
erator loss of field.Design change implemented to allow plant computer to monitor 
status of generator field shorting breaker.W/910604 Itr. 

SHEIBANI.M., MCCOY,C.K. Georgia Power Co. 91/06/04. 6pp. 58162:153-58162:158. 

9106110094 Special rept re listed invalid diesel generator failures. Causes & corrective 
actions listed. 

MCCOY,C.K. Georgia Power Co. 91/06/04. Document Control Branch (Document 
Control Desk). 5pp. 58096:342-58096:346. 

9106240097 Special Rept 2-91-1:on 910521,operator noticed mechanical governor oil 
level low when level dropped to bottom of sight glass.Caused by small span of gover¬ 
nor oil level sight glass.Governor drain connection tightened. 

MCCOY,C.K. Georgia Power Co. 91/06/17. Document Control Branch (Document 
Control Desk). 3pp. 58206:320-58206:322. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


V. Operator Examinations 

9106060107 Notification of contract execution,task order 91, "Vogtle Nuclear Power 
Plant Reactor Operator Requalification Exam," in "Technical Assistance to Support Li¬ 
censing Activities." Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57931:140- 
57931:144. 

-9106060119 Ltr Contract NRC-03-89-031,task order 91,obligating funds,to “Vogtle Nu¬ 
clear Power Plant Reactor Operator Requalification Exam,” in “Technical Assistance 
to Support Licensing Activities." 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 57931:141-57931:144. 


9106060309 Notification of contract execution,Task Order 90,mod 1,to "Technical As¬ 
sistance to Support Licensing Activities," Task Order 90, "Vogtle NPP Reactor Opera¬ 
tor Licensing Exam." Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch (890205-900602). NRC-03-89-031. 91/ 
05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57935:027-57935:031. 

—9106060321 Ltr contract,Mod I.Task Order 90,confirming verbal authorization to com¬ 
mence work under temporary ceiling,to "Technical Assistance to Support Licensing 
Activities,” Task Order 90, “Vogtle NPP Reactor Operator Licensing Exam." 
EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 57935:028-57935:031. 

9106070324 Notification of contract execution,Task Order 90,Mod 1, “Vogtle Nuclear 
Power Plant Reactor Operating Licensing Exam" to “Technical Assistance to Support 
Licensing Activities,” awarded to Sonalysts,Inc. 

HUGHES,A. Contract Administration Branch (890205-900602). FIN L-1289-1. 91/05/ 
28. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 58039:018-58039:020. 

—9106070331 Ltr Contract NRC-03-89-031 .Task Order 90,obligating funds to, “Vogtle 
Nuclear Power Plant Reactor Operator Licensing Exam.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
91/05/23. PETERSON,L.R. Sonalysts, Inc. 2pp. 58039:019-58039:020. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

9106040158 Notification of 910529 meeting w/util in Rockville,MD to discuss new ge¬ 
neric issues re plant. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91 /05/24. MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affili¬ 
ation Given. 3pp. 57894:104-57894:106. 

9106110181 Forwards summary of 910510 meeting in Atlanta,GA re status & plans for 
facility.List of meeting attendees & handouts end. 

WILSON,B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 7pp. 57998:186-57998:192. 

9106070141 Summary of 910514 meeting w/NUMARC in Rockviile.MD to discuss seis¬ 
mic evaluation procedure proposed in EPRI rept NP-6628. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 91/05/30. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 46pp. 58017:147-58017:192. 

9106050013 Notification of 910604 meeting w/util in Rockviile.MD to discuss questions 
related to seismic design basis. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 91/06/05. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 3pp. 58003:160-58003:162. 

9106120363 Summary of 910529 meeting w/util in Rockviile.MD re new rules & generic 
requirements issued by NRC but not addressed by util.List of attendees end. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 91/06/11. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 5pp. 58110:015-58110:019. 

9106180461 Notification of 910621 meeting w/TVA & MPR in Rockviile.MD to discuss 
seismic design basis of plant. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/06/13. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 3pp. 58147:022-58147:024. 

9106240318 Forwards util position paper re safe shutdown condition for DBA at 
facilities.Suggests initial meeting on topic during wk of 910708. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/20. Document Control Branch 
(Document Control Desk). 3pp. 58212:334-58212:336. 

9106260393 Summary of 910604 meeting w/TVA in Rockviile.MD re seismic ground 
motion design of structures,sys & components. Attendance list & viewgraphs of util 
presentation end. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/06/20. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 74pp. 58218:028-58218:103. 



F. Security, medical, emergency & fire protection plans 


9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs.including Rev 9 to 
CECC-EPIP-2 & CECC-EPIP-3,Rev 10 to CECC-EPIP-4.Rev 9 to CECC-EPIP-5,Rev 8 
to CECC-EPIP-1 ,Rev 6 to CECC-EPIP-6, Rev 8 to CECC-EPIP-7 & Rev 6 to CECC- 
EPIP-8. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305. 

9106270381 Requests NRC position on end revised TV A position paper re fire protec¬ 
tion regulatory bases,per 910523 meeting. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/25. Document Control Branch 
(Document Control Desk). 4pp. 58245:354-58245:357. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110122 Informs of reversal of NRC decision not to respond to severity level IV & V 
notices of violations when responses completely acceptable. 

WILSON,B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:107-57998:110. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


S. Reportable occurrences, LERs & related correspondence 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM,B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

9106040158 Notification of 910529 meeting w/util in Rockville,MD to discuss new ge¬ 
neric issues re plant. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/05/24. MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affili¬ 
ation Given. 3pp. 57894:104-57894:106. 

9106110181 Forwards summary of 910510 meeting in Atlanta,GA re status & plans for 
facility.List of meeting attendees & handouts end. 

WILSON,B.A. Region 2 (Post 820201). 91/05/29. NAUMAN.D.A. Tennessee Valley 
Authority. 7pp. 57998:186-57998:192. 

9106070141 Summary of 910514 meeting w/NUMARC in Rockville,MD to discuss seis¬ 
mic evaluation procedure proposed in EPRI rept NP-6628. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/05/30. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 46pp. 58017:147-58017:192. 

9106050013 Notification of 910604 meeting w/util in Rockville,MD to discuss questions 
related to seismic design basis. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 91/06/05. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 3pp. 58003:160-58003:162. 

9106120363 Summary of 910529 meeting w/util in Rockville,MD re new rules & generic 
requirements issued by NRC but not addressed by util.List of attendees end. 
THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 91/06/11. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 5pp. 58110:015-58110:019. 

9106180461 Notification of 910621 meeting w/TVA & MPR in Rockville.MD to discuss 
seismic design basis of plant. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 91/06/13. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 3pp. 58147:022-58147:024. 

9106240318 Forwards util position paper re safe shutdown condition for DBA at 
facilities.Suggests initial meeting on topic during wk of 910708. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/20. Document Control Branch 
(Document Control Desk). 3pp. 58212:334-58212:336. 

9106260393 Summary of 910604 meeting w/TVA in Rockville.MD re seismic ground 
motion design of structures.sys & components. Attendance list & viewgraphs of util 
presentation end. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 91/06/20. Project Directorate tl-4 (formerly TVA Project Directorate) (Post 
900603). 74pp. 58218:028-58218:103. 


F. Security, medical, emergency & fire protection plans 


9106260288 Revised Central Emergency Control Ctr (CECC) EPIPs.induding Rev 9 to 
CECC-EPIP-2 & CECC-EPIP-3,Rev 10 to CECC-EPIP-4,Rev 9 to CECC-EPIP-5,Rev 8 
to CECC-EPIP-1,Rev 6 to CECC-EPIP-6. Rev 8 to CECC-EPIP-7 & Rev 6 to CECC- 
EPIP-8. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/13. 200pp. 58236:107-58236:305. 

9106270381 Requests NRC position on end revised TVA position paper re fire protec¬ 
tion regulatory bases,per 910523 meeting. 

WALLACE.E.G. Tennessee Valley Authority. 91/06/25. Document Control Branch 
(Document Control Desk). 4pp. 58245:354-58245:357. 


Q. Inspection reports, IE Bulletins & correspondence 


9106110122 Informs of reversal of NRC decision not to respond to severity level IV & V 
notices of violations when responses completely acceptable. 

WILSON,B.A. Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley 
Authority. 4pp. 57998:107-57998:110. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


S. Reportable occurrences, LERs & related correspondence 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 
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F. Security, medical, emergency & fire protection plans 


9106240025 Apps B & D to emergency public info organization instructions manual.W/ 
910614 Itr. 

LYSTER.M.D., HARRISON,P., DAVIS,L. Centerior Energy. 91/06/14. 24pp. 
58213:294-58213:317. 


G. Adjudicatory correspondence 

9106250081 Forwards request for hearings submitted by Ohio Edison Co, Cleveland 
Electric Illuminating Co & Toledo Edison Co, petition to intervene submitted by Ala¬ 
bama Electric Cooperative,Inc & opposition to hearing. 

CHILK.S.J. Office of the Secretary of the Commission. #291 1 1833. 91/06/07. 
COTTER,B.P. Atomic Safety and Licensing Board Panel. Ip. 58197:091-58197:122. 

—9106250102 Request for hearing re denial of application to amend Perry operating li¬ 
cense to suspend antitrust conditions insofar as conditions apply to Ohio Edison Co.* 
W/Certificate of Svc. 

CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge. 
91/05/31. Commissioners (Post 750119). 4pp. 58197:092-58197:095. 

—9106250108 Request for hearing re denial of application to amend Perry & Davis- 
Besse operating licenses to suspend antitrust conditions insofar as conditions apply to 
Cleveland Electric Illuminating Co & Toledo Edison Co.* W/Certificate of Svc. 
MURPHY,J.P. Ohio Edison Co. MURPHY,J.P. Cleveland Electric Illuminating Co. 
MURPHY,J.P. Squire, Sanders & Dempsey. 91/05/31. Commissioners (Post 750119). 
8pp. 58197:096-58197:103. 

—9106250114 Petition of Alabama Electric Cooperative,Inc for leave to intervene.* Util 
requests intervention in further proceedings on applications of Ohio Edison & other 
applicants.W/Certificate of Svc. 

MACGUINEAS.D.B., BOSKEY,B. Alabama Electric Cooperative, Inc. 
MACGUINEAS.D.B. Volpe, Boskey & Lyons. 91/05/30. Commissioners (Post 750119). 
6pp. 58197:104-58197:109. 

—9106250120 Opposition of city of Cleveland.Ohio to hearing re denial of applications to 
suspend anti-trust license conditions & petition to intervene in event hearing request¬ 
ed & granted.* W/Certificate of Svc. 

GOLDBERG,R., STROTHER,C.D. Cleveland, OH. GOLDBERG,R. Goldberg, Fieldman 
& Letham, P.C. 91/05/31. Commissioners (Post 750119). 13pp. 58197:110- 
58197:122. 


M. Antitrust correspondence 


9106280061 Establishment of ASLB.* Board comprises of ME Miller, C Bechhoefer & 
JH Frye.Served on 910617.W/Certificate of Svc. 

COTTER,B.P. Atomic Safety and Licensing Board Panel. #291 11873. 91/06/13. 5pp. 
58237:324-58237:328. 
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9106280053 Answer of Ohio Edison Co to petition of Alabama Electric Cooperative,Inc 
for leave to intervene.* Alabama Electric Cooperative.Inc petition for leave to mter- 
veve should be denied.W/Certificate of Svc. 

CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge. 
#291 11875. 91/06/14. Commissioners (Post 750119). 11pp. 58237:302-58237:312. 

9106280056 Answer of Cleveland Electric Illuminating Co & Toledo Edison Co to peti¬ 
tion of Alabama Electric Cooperative,Inc for leave to intervene.* AEC has not met 
burden of satisfying regulatory & common law requirements.W/Certificate of Svc. 
MURPHY,J.P. Cleveland Electric Illuminating Co. MURPHY,J.P. Toledo Edison Co. 
MURPHY,J.P. Squire, Sanders & Dempsey. #291 11874. 91/06/14. Commissioners 
(Post 750119). 11pp. 58237:313-58237:323. 

9106280065 Answer of Ohio Edison Co to opposition of City of Cleveland, OH to hear¬ 
ing w/respect to denial of applications to suspend antitrust license conditions & peti¬ 
tion to intervene in event hearing requested & granted.W/Certificate of Svc. 
CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge. 
#291 11877. 91/06/17. Commissioners (Post 750119). 9pp. 58237:331-58237:339. 

9106280091 Answer of Cleveland Electric Illuminating Co & Toledo Edison Co to oppo¬ 
sition of City of Cleveland,Ohio,to hearing w/respect to denial of applications to sus¬ 
pend antitrust license conditions & petition to intervene.* 

MURPHY,J.P. Cleveland Electric Illuminating Co. MURPHY,J.P. Toledo Edison Co. 
MURPHY,J.P. Squire. Sanders & Dempsey. #291 11878. 91/06/17. Commissioners 
(Post 750119). 11pp. 58238:120-58238:130. 


P. Operating license stage documents & correspondence 

9106060042 Ack receipt of 910312 submittal incorporating changes to QA program 
description.Changes continue to meet requirements of 10CFR50,App B & acceptable. 
WRIGHT,G.C. Region 3 (Post 820201). 91/05/29. LYSTER.M.D. Cleveland Electric Il¬ 
luminating Co. 2pp. 58010:314-58010:315. 


Q. Inspection reports, EE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040099 Forwards insp rept 50-440/91-08 on 910502-03.No violations noted. 
GREGER.L.R. Region 3 (Post 820201). 91/05/24. LYSTER.M.D. Centerior Energy. 
2pp. 57914:237-57914:242. 

-9106040104 Insp rept 50-440/91-08 on 910502-03.Licensee identified violation 
noted.Major areas inspected:review of allegation re improper surveying & decontami¬ 
nation of several workers. 

KUNOWSKI.M.A., SCHUMACHER,M.C. Region 3 (Post 820201). 91/05/24. 4pp. 
57914:239-57914:242. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106280001 Forwards insp rept 50-440/91-06 on 910418-0605. Violations 

noted.Violation re missed surveillance tests during plant downpower requires no 
response.Other violations being considered for escalated enforcement action. 
GREENMAN.E.G. Region 3 (Post 820201). 91/06/20. LYSTER.M. Cleveland Electric 
Illuminating Co. 2pp. 58233:228-58233:248. 

“9106280002 Safety insp rept 50-440/91-06 on 910418-0605.Violations noted.Major 
areas inspected.-previously identified items, inservice insp data.LER followup & month¬ 
ly surveillance observations. 

LANKSBURY.R.D. Region 3 (Post 820201). 91/06/19. 19pp. 58233:230-58233:248. 


R. Periodic operating reports & related correspondence 

9106200268 Monthly operating rept for May 1991 for Perry Unit 1. W/910614 Itr. 
HEGRAT.H.L., LYSTER.M.D. Centerior Energy. 91/05/31. 6pp. 58200:273-58200:278. 

9106100454 Forwards “Seventeenth Quarterly Rept Cleveland Electric Illuminating Co 
Seismic Monitoring Network Jan-Mar 1991" for info,reflecting monitoring of area in vi¬ 
cinity of two waste injection wells operated by ICI Americas (formerly Calhio). 
LYSTER.M.D. Centerior Energy. 91/06/04. Document Control Branch (Document 
Control Desk). 2pp. 58094:111-58094:138. 

“9106100466 "Seventeenth Quarterly Rept Cleveland Electric Illuminating Co Seismic 
Monitoring Network Jan-Mar 1991.” 

* Weston Geophysical Corp. 91/03/31. 26pp. 58094:113-58094:138. 


S. Reportable occurrences, LERs & related correspondence 

9106110198 Part 21 rept re Edward controlled closure check valves & testable piston 
check valves dashplate bolt failures due to rapid valve opening or impulsive differen¬ 
tial pressure surge across dashplate.Design changes recommended. 

SOOK.R. Rockwell International Corp. 91/04/23. ROSSI,C. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 25pp. 58114:207-58114:237. 

9106030067 LER 90-035-01 :on 901204,design error occurred which resulted in potential 
loss of control complex chilled water sys.Cause not identified.CCCW sys restored.W/ 
910524 Itr. 

HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/05/24. 5pp. 57994:072-57994:076. 


9106040441 Special rept:on 910418,alarms generated by noise spike in 60 hz range 
due to inoperable loose parts in detection sys instrumentation.Possible corrective ac¬ 
tions include replacement of cable or detector. 

LYSTER.M.D. Centerior Energy. 91/05/28. Document Control Branch (Document 
Control Desk). 2pp. 57918:187-57918:188. 

9106180304 LER 90-022-01 :on 900907,two RWCU sys containment isolations occurred 
due to high differential flow.Caused by design deficiency.Engineering evaluation per¬ 
formed & sys operating instruction changed.W/910610 Itr. 

HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 91/06/10. 5pp. 58178:112-58178:121. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 
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F. Security, medical, emergency & fire protection plans 

9106240025 Apps B & D to emergency public info organization instructions manual.W/ 
910614 Itr. 

LYSTER.M.D., HARRISON,P., DAVIS,L. Centerior Energy. 91/06/14. 24pp. 

58213:294-58213:317. 


Q. inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


S. Reportable occurrences, LERs & related correspondence 

9106110198 Part 21 rept re Edward controlled closure check valves & testable piston 
check valves dashplate bolt failures due to rapid valve opening or impulsive differen¬ 
tial pressure surge across dashplate.Design changes recommended. 

SOOK.R. Rockwell International Corp. 91/04/23. ROSSI,C. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 25pp. 58114:207-58114:237. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

9106060054 Forwards final evaluation of control room environ,to enable NRC to com¬ 
plete review of util actions to address NUREG-0737,ltem I.D.I.per SSER 9 (NUREG- 
0896). 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/05/31. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 58010:325-58010:328. 


F. Security, medical, emergency & fire protection plans 

9106030229 Forwards Safety Insp Rept 50-443/91-04 on 910316-0422. Inadequacies 
noted re worker attention to detail resulting in unlocked safeguards container. 
JOHNSON,J.R. Region 1 (Post 820201). 91/05/21. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 57913:312-57913:334. 

-9106030231 Insp Rept 50-443/91-04 on 910316-0422.Normally locked,closed instru¬ 
ment root valve found out of position & unlocked.Major areas inspected:radiological 
controls,maint/surveillance, security,emergency preparedness & safety assessment. 
MCCABE,E.C. Region 1 (Post 820201). 91/05/16. 17pp. 57913:318-57913:334. 

9106070263 “New Hampshire Yankee Seabrook Station 1991 Graded Exercise” con¬ 
ducted on 910522. 

* Public Service Co. of New Hampshire. 91/05/22. 92pp. 58016:001-58016:006. 

9106250087 Forwards Safety Insp Rept 50-443/91-10 on 910521-23.No violations 
noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/11. FEIGENBAUM.T. Public Service Co. 
of New Hampshire 7pp. 58213:344-58213:357. 

“9106250096 Safety Insp Rept 50-443/91-10 on 910521-23.No exercise weaknesses or 
plan deficiencies noted.Major areas inspected: licensee partial-participation emergen¬ 
cy preparedness exercise. 

AMATO.C.G., LAZARUS.W.J. Region 1 (Post 820201). 91/06/05. 7pp. 58213:351- 
58213:357. 

9106190254 Conveys results & conclusions of regulatory effectiveness review conduct¬ 
ed by NRR at plant on 910513-17.Encl withheld (ref 10CFR73.21). 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/12. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 5pp. 58152:001-58152:005. 
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9106250022 Forwards Safety Insp Rept 50-443/91-09 on 910423-0527 & notice of 
violation.Reverification program of records for code-required Pullman-Higgins field 

W©lds Std©QU3lt6 

LINVILLE.J.C. Region 1 (Post 820201). 91/06/14. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 58216:302-58216:334. 

-9106250024 Insp Rept 50-443/91-09 on 910423-0527.Violations noted.Major areas 
inspected-.radiological controls.maint/surveif lance, security,engineering/technical sup¬ 
port & safety assessment/ quality verification. 

MCCABE,E.C. Region 1 (Post 820201). 91/06/13. 26pp. 58216:309-58216:334. 


G. Adjudicatory correspondence 

9106140028 Advises that time for Commission to review Appeal Board decision ALAB- 
946 expired.Commission declined. Decision became final agency action on 
910521.Served on 910523.W/ Certificate of Svc. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11790. 91/05/23. Atomic 
Safety and Licensing Board Panel. 4pp. 58119:031-58119:034. 

9106140030 Memorandum & order.* MC Sinclair Itr dtd 910412 will be treated as 
10CFR2.206 request & referred to EDO for disposition.Served on 910524.W/Certifi- 
c©t© of Svc 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11794. 91/05/24. 
Sinclair, M.P. 6pp. 58119:035-58119:040. 

9106250054 Informs that town of Hampton withdraws from participation in facility 
docketW/Certificate of Svc. 

MCEACHERN.P. Hampton, NH. MCEACHERN.P. Shaines & McEachern. #291 11820. 
91/05/28. BOLLWERK.G.P. Atomic Safety and Licensing Appeal Panel. 4pp. 
58196:061-58196:064. 

9106140075 Memorandum & order (granting licensee motion for summary judgement).* 
Licensee motion for summary disposition granted.Directive in A LAB-939 resolved as 
moot. W/Certificate of Svc. 

COLE.R.F., MCCOLLOM.K.A., SMITH,I.W. Atomic Safety and Licensing Board Panel. 
#291 11807. 91/05/30. Public Service Co. of New Hampshire. 15pp. 58119: do¬ 
ssil 9:134. 

9106050237 Forwards “New Hampshire Yankee Objection to Certain Data Requests," 
from S Nelkens to State of NH Nuclear Decommisioning Financing Committee. 
HAFFER.E.A. Sheehan, Phinney, Bass & Green, Professional Association. 91 /05/31. 
SMUKLER.L. New Hampshire, State of. 9pp. 58003:110-58003:118. 

9106250131 Informs of changes in city svc list.Name of author replaced by SA Clark.W/ 
Certificate of Svc 

HOLMES,G.W. Seabrook, NH. HOLMES,G.W. Holmes & Ellis. #291 11842. 91/06/04. 
BOOLWERK,G.P. Atomic Safety and Licensing Appeal Panel. 4pp. 58196:296- 
58196:299. 

9106250072 Requests that NRC take action to order that 910610 meeting be open to 
parties & representatives & all Seabrook parties be informed of exact time & location 
of meeting. 

CURRAN,D. New England Coalition on Nuclear Pollution. CURRAN.D. Harmon, 
Curran, Gallagher & Spielberg (formerly Harmon, Curran & Tousley). #291 11830. 91 / 
06/06. CARR.K.M., ROGERS,K.C., CURTISS,J.R. Commissioners (Post 750119). 3pp. 
58196:235-58196:237. 

9106280009 Notice of appeal.’ Iniervenors appeal ASLB 910530 & 901218 & 0503 
memoranda & orders addressing advanced life support patients & special needs 
survey issues & other prior decisions & actions made final thereby.W/Certificate of 
Svc. 

GREER,L. Massachusetts, Commonwealth of. CURRAN.D. New England Coalition on 
Nuclear Pollution. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). #291 11871. 91/06/11. 5pp. 58237:212-58237:216. 

9106280026 Order.’ Commission has not taken final action on petition to review ALAB- 
701 .Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certificate of Svc.Served on 910617. 

TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #291 11847. 91/06/11. 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 

9106280042 Order.* Advises that time for Commission to review decisions of appeal 
board extended to 910726.W/Certificate of Svc. Served on 910612. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11856. 91/06/11. Office 
of the General Counsel (Post 860701). 4pp. 58237:261-58237:264. 


J. Insurance & indemnity information 

9106050226 Forwards Endorsements 36,37,38,39 & 40 to NELIA Policy NF-296 En¬ 
dorsements 29,30,31,32 & 33 to MAELU Policy MF-127, Endorsements 7 & 8 to 
NELIA Policy NW-188,Endorsements 7 & 8 to MAELU Policy MW-97 & Endorsement 
12 to N-109. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/05/30. MURLEY.T.E. 
Oftte of Nuclear Reactor Regulation, Director (Post 870411). 200pp. 58006:001- 


M. Antitrust correspondence 

91 £?n?5? 19 Re P lies t0 Connecticut Light & Power Co & PSC of NH response filed on 
910423 re antitrust issues.Proposed license transfer constitutes significant chanqe in 
toensee activities & proposed license transfer should be denied. 

BARDIN,DJ. Holyoke, MA. BARDIN.D.J. Arent, Fox, Kintner, Plotkin & Kahn. 91/06/ 
ifti5fr'Sci DeVetopment & Technical Su PPOrt Branch (Post 870411). 10pp. 58126:330- 


P. Operating license stage documents & correspondence 


new proposed surveillance frequencies adequate to detect p 
testperiod de9radatl0n w/o lncre asmg probability of equipment unavailable durii 

5?®2!i£- Project Directorate 1-3. 91/05/16, FEIGENBAUM.T.C. Public Service C 
of New Hampshire. 5pp. 57894:221-57894:229. 


-9106030019 Safety evaluation supporting rev to test frequency for cable megger test¬ 
ing to license NPF-86. 

* Project Directorate 1-3. 91/05/16. 4pp. 57894:226-57894:229. 

9106040156 Grants relief from full-stroke exercising requirment of ASME code for cer¬ 
tain check valves at plant & forwards SE. 

WESSMAN.R.H. Project Directorate 1-3. 91 /05/22. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 5pp. 57894:096-57894:103. 

-9106040161 SER approving pump & valve testing program relief request V-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/22. 3pp 
57894:101-57894:103. 


9106260206 Forwards Ofc of Consumer Advocate second set of discovery requests re 
facility witnesses,TS LaGuardia & GJ Caine. 

HOLMES,M.W. New Hampshire, State of. 91/05/27. HAFFER.E.A. Sheehan, Phinney, 
Bass & Green, Professional Association. 4pp. 58227:322-58227:325. 

9106040371 Record of telcon w/S Nelkens (legal intervenor) re evaluation of samples 
sent to BNL for upcoming rate case. 

HERMAN,R. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/31 
2pp. 57999:219-57999:219. 

9106060054 Forwards final evaluation of control room environ,to enable NRC to com¬ 
plete review of util actions to address NUREG-0737,ltem I.D.I.per SSER 9 (NUREG- 
0896). 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/05/31. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 58010:325-58010:328. 

9106100388 Forwards response to NRC 910402 request for addl info re digital channel 
operational test definition.Radiation monitoring sys.mfg by GA Co,consists of detection 
sys & centralized display & control sys for radiation monitors. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91 /06/04. Document Con¬ 
trol Branch (Document Control Desk). 9pp. 58017:285-58017:294. 

9106110423 Forwards request for addl info to continue review of 910301 individual plan 
exam submittal. 

EDISON,G.E. Project Directorate 1-3. 91 /06/05. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 9pp. 58099:001-58099:009. 

9106110443 Informs of closure of TMI Action Item I.D.1 re CRDR.per 910531 Itr provid¬ 
ing final evaluation of control room environ. 

EDISON,G.E. Project Directorate 1-3. 91/06/05. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 4pp. 58099:032-58099:035. 

9106190189 Responds to questions A & B of H Myers Itr 54 re facility welds. 
PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/07. 

BROCKMAN,K.E. Ofc of the Executive Director for Operations. 2pp. 58162:292- 
58162:299. 

—9106200076 Forwards responses to H Myers questions. 

CHENG,C.Y. Materials & Chemical Engineering Branch. 91/06/07. WESSMAN.R.H. 
Project Directorate 1-3. 6pp. 58162:294-58162:299. 

9106200133 Forwards rept of weld record anomalies for Field Weld 1-CS-360-08-F0801 
& 1 -CS-318-02-F0202,per 910513 Itr. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/06/10. Document Con¬ 
trol Branch (Document Control Desk). 13pp. 58200:330-58200:342. 

9106260198 Forwards Ofc of Consumer Advocate addl data requests. 

HOLMES,M.W. New Hampshire, State of. 91/06/10. HAFFER.E.A. Sheehan, Phinney, 
Bass & Green, Professional Association. 5pp. 58226:352-58226:356. 

9106170123 Forwards corrected page for “Rept of Weld Record Anomalies For Field 
Weld 1CS-360-08-F0801 & Field Weld 1-CS-318-02- F0202," on 910610. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/06/11. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 58148:206-58148:209. 

9106200140 Record of telcon w/S Nelkens on 910611 .postponing 3pm conference call 
re facility Edwards valves until 910612 due to meeting conflicts. 

DAVIS.J.A. NRC - No Detailed Affiliation Given. 91/06/11. Ip. 58204:348-58204:349. 

9106180075 Approves 910606 request that meeting between New Hampshire Yankee & 
NRC be opened to all parties & representatives & meeting be transcribed.Exact 
date,time & location of insp follow-up meeting will be noticed through normal docket. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/12. CURRAN d! 
Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & Touslev). 3 dd 
58174:341-58174:346. 

-9106180091 Discusses meeting on facility weld review. 

CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). 91/06/06. CARR.K.M., ROGERS,K.C., CURTISS,J.R. Commissioners (Post 
750119). 3pp. 58174:344-58174:346. 

9106190395 Suppls 910122 suppl to 901113 application to amend License NPF-86 to 
authorize North Atlantic Energy Svc Co to act as managing agent for facility. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/06/12. Document Con¬ 
trol Branch (Document Control Desk). 3pp. 58186:132-58187:262. 

-9106190399 Amend 1 to “Application/Declaration w/Respect to Proposed Organiza¬ 
tion & Conduct of Business of North Atlantic Energy Svc Corp." 

* Securities & Exchange Commission. 91/06/12. 400pp. 58187:001-58187:262. 

9106190391 Forwards response to NRC request during 910513 telcon in support of 
910424 application for amend to License NPF-86 re operation of safety injection 
pump in Modes 5 & 6. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/06/14. Document Con¬ 
trol Branch (Document Control Desk). 6pp. 58195:343-58195:348. 

9106250032 Ack receipt of 910513 Itr reverifying completeness of Pullman-Hiqqins field 
weld records. 

HEHL.C.W. Region 1 (Post 820201). 91/06/14. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 6pp. 58216:234-53216:270. 
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-9106250035 Forwards “Program Description for Reverification of Pullman-Higgins Field 
Weld Records." 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/05/13. MARTIN,T.T. 
Region 1 (Post 820201). 4pp. 58216:240-58216:243. 

-9106250036 “Program Description for Reverification of Pullman-Higgins Field Weld 
Records.” 

* Public Service Co. of New Hampshire. 91/05/13. 27pp. 58216:244-58216:270. 


0. Inspection reports, IE Bulletins & correspondence 


9105090366 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106030229 Forwards Safety Insp Rept 50-443/91-04 on 910316-0422. Inadequacies 
noted re worker attention to detail resulting in unlocked safeguards container. 
JOHNSON,J.R. Region 1 (Post 820201). 91/05/21. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 57913:312-57913:334. 

-9106030231 Insp Rept 50-443/91-04 on 9103l6-0422.Normally locked,closed instru¬ 
ment root valve found out of position & unlocked. Major areas inspected:radiological 
controls,maint/surveillance, security,emergency preparedness & safety assessment. 
MCCABE,E.C. Region 1 (Post 820201). 91/05/16. 17pp. 57913:318-57913:334. 

9106040049 Forwards Fitness-for-Duty Insp Rept 50-443/91-05 on 910416- 19.Fitness- 
for-duty program responsive to spirit & intent of 10CFR26. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/21. FEIGENBAUM.T. Public Service Co. 
of New Hampshire. 6pp. 57918:215-57918:230. 

-9106040052 Fitness-for-Duty Insp Rept 50-443/91-05 on 910416-19.Major areas 
inspected:written policies & procedures,program administration,key program processes 
& onsite collection & testing facility. 

ALBERT,R.J., KEIMIG.R.R. Region 1 (Post 820201). 91/05/21. 6pp. 57918:221- 
57918:230. 

9106060243 Forwards insp rept 50-443/91-08 on 910430-0503.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 91/05/23. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 5pp. 58001:317-58001:330. 

-9106060248 Insp rept 50-443/91-08 on 910430-0503.No violations noted. Major areas 
inspecteddicensee actions on previous insp findings,organization & staffing,training & 
qualifications, outage planning & preparation & audits & assessments. 

NIMITZ.R.L., PASCIAK.W.J. Region 1 (Post 820201). 91/05/23. 8pp. 58001:323- 
58001:330. 

9106130314 Ack receipt of corrective & preventive actions re 910426 for Insp Rept 50- 
443/91-02. 

JOHNSON.J.R. Region 1 (Post 820201). 91/05/29. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 11pp. 58112:097-58112:106. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58 146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106250087 Forwards Safety Insp Rept 50-443/91-10 on 910521-23.No violations 
noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/11. FEIGENBAUM.T. Public Service Co. 
of New Hampshire. 7pp. 58213:344-58213:357. 

-9106250096 Safety Insp Rept 50-443/91-10 on 910521-23.No exercise weaknesses or 
plan deficiencies noted.Major areas inspected: licensee partial-participation emergen¬ 
cy preparedness exercise. 

AMATO,C.G., LAZARUS,W.J. Region 1 (Post 820201). 91/06/05. 7pp. 58213:351- 
58213:357. 

9106270221 Notification of significant licensee meeting 91-77 on 910621 at plant site to 
discuss insp of & exit meeting on weld radiograph concerns.Tentative agenda end. 

* Region 1 (Post 820201). 91/06/11. Region 1 (Post 820201). 7pp. 58224:137- 
58224:143. 

9106250174 Forwards Safety Issues Insp 50-443/91-06 on 910422-26.No violations 
noted. 

HODGES,M.W. Region 1 (Post 820201). 91/06/13. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 9pp. 58220:318-58220:343. 

-9106250178 Insp rept 50-443/91-06 on 910422-26.No violations noted. Major areas 
inspected:activites performed by licensee to address issues discussed in NRC Bulletin 
88-004 & Generic Ltr 88-17. 

MOY.D.T., YEROKUN.J., PAROBY.R. Region 1 (Post 820201). 91/06/13. 17pp. 
58220:327-58220:343. 

9106250022 Forwards Safety Insp Rept 50-443/91-09 on 910423-0527 & notice of 
violation.Reverification program of records for code-required Pullman-Higgins field 
wolds adequate 

UNVILLE.J.C. Region 1 (Post 820201). 91/06/14. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 58216:302-58216:334. 

—9106250023 Notice of violation from insp on 910423-0527.Violation noted:from 
910405-16,containment isolation valve SI-V-61 inoperable but not isolated from each 
affected penetration by use of deactivated automatic valve. 

* Region 1 (Post 820201). 91/06/14. Ip. 58216:308-58216:308. 


—9106250024 Insp Rept 50-443/91-09 on 910423-0527.Violations noted.Major areas 
inspected:radiological controls,maint/surveillance, security,engineering/technical sup¬ 
port & safety assessment/ quality verification 

MCCABE,E.C. Region 1 (Post 820201). 91/06/13. 26pp. 58216:309-58216:334. 

9106270377 Requests that submittal of rept,reflecting corrective action plan for unre¬ 
solved or unacceptable insp items be delayed until two wks after receipt of Insp Rept 
50-443/91-12. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/06/26. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 58268:251-58268:252. 


R. Periodic operating reports & related correspondence 


9106040237 Forwards May 1991 status rept for program for reverification of Pullman- 
Higgins field weld records,per commitment made at 910410 public meeting w/NRC. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/05/30. MARTIN,T.T. 
Region 1 (Post 820201). 10pp. 57914:055-57914:064. 

9106050313 Forwards 10CFR50.59 safety evaluation quarterly rept for 910101-0331. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/05/30. Document Con¬ 
trol Branch (Document Control Desk). 16pp. 57918:243-57918:258. 

9106180412 Monthly operating rept for May 1991 for Seabrook Station Unit 1.W/ 
910614 ltr. 

NARDONE.P., FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 91/05/31. 
6pp. 58171:172-58171:177. 

9106270118 Requests that commitment to provide quarterly summaries of changes per 
10CFR50.59 be revised to annual repts to be submitted by Mar 31st of each yr. 
FEIGENBAUM.T. Public Service Co. of New Hampshire. 91/06/17. Document Control 
Branch (Document Control Desk). 2pp. 58247:358-58247:359. 


S. Reportable occurrences, LERs & related correspondence 

9106110198 Part 21 rept re Edward controlled closure check valves & testable piston 
check valves dashplate bolt failures due to rapid valve opening or impulsive differen¬ 
tial pressure surge across dashplate.Design changes recommended. 

SOOK.R. Rockwell International Corp. 91/04/23. ROSSI,C. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 25pp. 58114:207-58114:237. 

9106110368 Confirms items discussed in 910604 conference call re failed bolts in main 
feedwater check valves discovered in early Apr 1991 & reported in LER 91-004. 
EDISON,G. Project Directorate 1-3. 91/06/06. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 5pp. 58099:087-58099:091. 


U. Congressional/Executive Correspondence 


9106170174 Forwards responses to H Myers questions re plant welds. 

RATHBUN.D.K. Congressional Affairs. 91/05/09. MILLER,G. House of Rep., Interior & 
Insular Affairs. 2pp. 58165:188-58165:189. 

9106060051 Responds to 910514 ltr re weld record deficiencies found at facility & 
agrees Subcommittee staff should have been notified in more timely 
manner.Commission will take appropriate action to assure adequate protection of 
public. 

CARR.K.M. Commissioners (Post 750119). 91/05/28. DINGELL.J.D. House of Rep., 
Energy & Commerce. 2pp. 58091:065-58091:068. 

-9106060053 Responds to 910503 ltr response to 910426 ltr re Commission oversight 
of insp of welding activities at facility.910503 response did little to allay 
concerns.Commission explanation of NRC failure to inform Subcommittee caused 
dismay. 

DINGELL.J.D. House of Rep., Energy & Commerce. 91/05/14. CARR.K.M. Commis¬ 
sioners (Post 750119). 2pp. 58091:067-58091:068. 

9106140124 Expresses appreciation for interest in NRC program & taking time to meet 
w/NRC on 910526 at Seabrook Station.NRC Congressional Affairs Staff will keep re¬ 
cipient informed re NRC ongoing review of welding issues at facility. 

CARR.K.M. Commissioners (Post 750119). 91/05/31. ZELIFF.B. House of Rep. Ip. 
58113:330-58113:330. 
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A. Application/construction stage documents & correspondence 

9106190189 Responds to questions A & B of H Myers ltr 54 re facility welds. 
PARTLOW.J.G. Associate Director for Projects (Post 870411), 91/06/07. 

BROCKMAN,K.E. Ofc of the Executive Director for Operations. 2pp. 58162:292- 
58162:299. 

9106180075 Approves 910606 request that meeting between New Hampshire Yankee & 
NRC be opened to all parties & representatives & meeting be transcribed.Exact 
date,time & location of insp follow-up meeting will be noticed through normal docket. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/12. CURRAN,D. 
Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & Tousley). 3pp. 
58174:341-58174:346. 

—9106180091 Discusses meeting on facility weld review. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). 91/06/06. CARR.K.M., ROGERS,K.C., CURTISS,J.R. Commissioners (Post 
750119). 3pp. 58174:344-58174:346. 


F. Security, medical, emergency & fire protection plans 

9106070263 “New Hampshire Yankee Seabrook Station 1991 Graded Exercise” con¬ 
ducted on 910522. 

* Public Service Co. of New Hampshire. 91/05/22. 92pp. 58016:001-58016:006. 


G. Adjudicatory correspondence 

9106140028 Advises that time for Commission to review Appeal Board decision A LAB- 
946 expired.Commission declined. Decision became final agency action on 
910521 .Served on 910523.W/ Certificate of Svc. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11790. 91/05/23. Atomic 
Safety and Licensing Board Panel. 4pp. 58119:031-58119:034. 

9106140030 Memorandum & order.* MC Sinclair Itr dtd 910412 will be treated as 
10CFR2.206 request & referred to EDO for disposition.Served on 910524.W/Certifi- 

Cat0 Qf gyQ 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11794. 91/05/24. 
Sinclair, M.P. 6pp. 58119:035-58119:040. 

9106250054 Informs that town of Hampton withdraws from participation in facility 
docketW / Certificate of Svc. 

MCEACHERN.P. Hampton, NH. MCEACHERN.P. Shaines & McEachem. #291 11820. 
91/05/28. BOLLWERK.G.P. Atomic Safety and Ucensing Appeal Panel. 4pp. 
58196:061-58196:064. 

9106140075 Memorandum & order (granting licensee motion for summary judgement).* 
Licensee motion for summary disposition granted.Directive in A LAB-939 resolved as 
moot W/Certificate of Svc. 

COLE.R.F., MCCOLLOM.K.A., SMITH,I.W. Atomic Safety and Licensing Board Panel. 
#291 11807. 91/05/30. Public Service Co. of New Hampshire. 15pp. 58119:120- 
58119:134. 

9106250131 Informs of changes in city svc list Name of author replaced by SA Clark.W/ 
Certificate of Svc 

HOLMES.G.W. Seabrook, NH. HOLMES,G.W. Holmes & Ellis. #291 11842. 91/06/04. 
BOOLWERK.G.P. Atomic Safety and Licensing Appeal Panel. 4pp. 58196:296- 
58196:299. 

9106250072 Requests that NRC take action to order that 910610 meeting be open to 
parties & representatives & all Seabrook parties be informed of exact time & location 
of meeting. 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN,D. Harmon, 
Curran, Gallagher & Spielberg (formerly Harmon, Curran & Tousley). #291 11830. 91/ 
06/06. CARR.K.M., ROGERS,K.C., CURTISS,J.R. Commissioners (Post 750119). 3pp. 
58196:235-58196:237. 

9106280009 Notice of appeal.* Intervenors appeal ASLB 910530 & 901218 & 0503 
memoranda & orders addressing advanced life support patients & special needs 
survey issues & other prior decisions & actions made final thereby.W/Certificate of 
Svc 

GREER,L. Massachusetts, Commonwealth of. CURRAN.D. New England Coalition on 
Nuclear Pollution. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). #291 11871. 91/06/11. 5pp. 58237:212-58237:216. 

9106280026 Order.* Commission has not taken final action on petition to review ALAB- 
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certificate of Svc.Served on 910617. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11848. 91/06/11. 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 

9106280042 Order.* Advises that time for Commission to review decisions of appeal 
board extended to 91 0726.W/Certificate of Svc. Served on 910612. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11856. 91/06/11. Office 
of the General Counsel (Post 860701). 4pp. 58237:261-58237:264. 


Q. inspection reports, 9E Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp, 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


S. Reportable occurrences, LERs & related correspondence 

9106110198 Part 21 rept re Edward controlled closure check valves & testable piston 
check valves dashplate bolt failures due to rapid valve opening or impulsive differen¬ 
tial pressure surge across dashplate.Design changes recommended. 

SOOK.R. Rockwell International Corp. 91/04/23. ROSSI,C. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 25pp. 58114:207-58114:237. 


U. Congressional/Executive Correspondence 


9106170174 Forwards responses to H Myers questions re plant welds. 

RATHBUN.D.K. Congressional Affairs. 91/05/09. MILLER,G. House of Rep., Interior & 
Insular Affairs. 2pp. 58165:188-58165:189. 

9106060051 Responds to 910514 Itr re weld record deficiencies found at facility & 
agrees Subcommittee staff should have been notified in more timely 
manner.Commission will take appropriate action to assure adequate protection of 
public. 

CARR.K.M. Commissioners (Post 750119). 91/05/28. DINGELL.J.D. House of Rep., 
Energy & Commerce. 2pp. 58091:065-58091:068. 


-9106060053 Responds to 910503 Itr response to 910426 Itr re Commission oversight 
of insp of welding activities at facility.910503 response did little to allay 
concerns.Commission explanation of NRC failure to inform Subcommittee caused 
dismay. 

DINGELL.J.D. House of Rep., Energy & Commerce. 91/05/14. CARR.K.M. Commis¬ 
sioners (Post 750119). 2pp. 58091:067-58091:068. 
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F. Security, medical, emergency & fire protection plans 

9106140188 Forwards Rev 7 to security training & qualifications plan to reflect alteration 
to shotgun qualification course & requalification cycle. Rev withheld. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/06/10. Document Control 
Branch (Document Control Desk). Ip. 58126:315-58126:315. 

9106190021 Responds to NRC 910513 Itr re weaknesses noted in Insp Rept 50-445/ 
91-IO.Corrective actions:Procedure EPP-201, “Assessment of Emergency Action 
Levels,Emergency Classification & Plan Activation” will be revised by 911118. 
CAHILL,W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 91/06/12. 
Document Control Branch (Document Control Desk). 2pp. 58193:300-58193:301. 

9106190405 Advises that 910415 Rev 11 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/12. CAHILL,WJ. Texas Utilities Electric 
Co. (TU Electric). 2pp. 58193:309-58193:311. 

9106240258 Ack receipt of 910610 Itr transmitting Rev 7 to training & qualification 
plan.Changes, including annual requalification requirements & deleting shotgun hip-fire 
requirements, consistent w/10CFR50.54(p) & acceptable. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/19. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58213:211-58213:213. 

9106280182 Revised emergency plan procedures,including Procedure Change (PCN) 
PCN EPP-117-R-5-1 to Rev 5 to EPP-117.PCN EPP-121-R6-1 to Rev 6 to EPP- 
121,PCN EPP-201 -R8-1 to Rev 8 to EPP-2-1 & PCN EPP-901-R1-2 to Rev 1 to EPP- 
901 .W/910624 Itr. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/06/24. 32pp. 58272:329- 
58272:360. 


G. Adjudicatory correspondence 

9106140025 Date correction.* Date appearing on page 2 of order issued on 910522 in 
matter re RE Dow should read 910522,date on which order was signed.Served on 
910523. W/Certificate of Svc. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11791. 91/05/23. 2pp. 
58091:026-58091:027. 

9106140057 Forwards 910530 Itr from DL Kern to J Moore for inclusion in public record 
of facility proceeding. 

LONGO.G.M. Office of the General Counsel (Post 860701). #291 11810. 91/05/31. 
JULIAN,E. Docketing & Services Branch. Ip. 58119:103-58119:106. 

—9106140059 Provides CASE position for record re NRC contact concerning CASE/TU 
Electric/NRC joint stipulation. 

KERN.D.L. Citizens Association for Sound Energy. KERN.D.L. Turley, W., PC. #291 
11810. 91/05/30. MOORE,J. Office of the General Counsel (Post 860701). 3pp. 
58119:104-58119:106. 

9106140061 NRC Staff answer to motion to quash subpoena.* NRC requests that Com¬ 
mission deny RE Dow motion to quash NRC 910510 subpoena. 

LONGO.G.M. Office of the General Counsel (Post 860701). #291 11812. 91/05/31. 
Commissioners (Post 750119). 14pp. 58091:028-58091:058. 

—9106140067 Affidavit of D Chamberlain re 910419 interview w/RE Dow. 
CHAMBERLAIN,D. Region 4 (Post 820201). 91/05/30. 3pp. 58091:056-58091:058. 

9106250134 Forwards original affidavit of D Chamberlain for record. 

LONGO.G.M. Office of the General Counsel (Post 860701). #291 11829. 91/06/04. 
JULIAN,E.L Docketing & Services Branch. Ip. 58196:300-58196:302. 


P. Operating license stage documents & correspondence 

9106040315 Ack receipt of 910405 & 17 Itrs requesting that NRC take action re facility 
concerning violation of 10CFR50.9. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/ 
23. BRINK,B. Citizens for Fair Utility Regulation. 4pp.. 57895:210-57895:262. 

—9106040318 Notice of receipt of petition for director’s decision under 10CFR2.206. 
MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/ 
23. 3pp. 57895:214-57895:262. 

9106040003 Application for amend to License NPF-87,consisting of License Amend Re¬ 
quest 91-007,changing Tech Specs to remove cycle-specific parameters,including 
moderator temp coefficient & FQ surveillance.Safety evaluation end. 

CAHILL,W.J., BRUNER,H.D. Texas Utilities Electric Co. (TU Electric). 91/05/24. Docu¬ 
ment Control Branch (Document Control Desk). 16pp. 57940:178-57940:269. 

—9106040004 “Safety Evaluation for Operation of Comanche Peak Unit 1 W/ Positive 
Moderator Temp Coefficient.” 

OSBORNE,M.P., HUEGEL.D.S. Westinghouse Electric Corp. 91/03/31. 29pp. 
57940:194-57940:222. 

—9106040005 Proposed Tech Specs re moderator temp coefficient & FQ surveillance. 
* Texas Utilities Electric Co. (TU Electric). 91 /05/24. 47pp. 57940:223-57940:269. 

9106040014 Forwards RXE-91-004, “Small Break LOCA Analysis Methodology.” Repl 
presents methodology to be utilized in support of reload design,licensing & operation 
of facilities. 

CAHILL,W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 91/05/24, 
Document Control Branch (Document Control Desk). 2pp. 57917:155-57917:278. 
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-9106040015 “Small Break LOCA Analysis Methodology.” 

TAJBAKHSH.A.E.. BROZAK.D.E., HUSAIN,A. Texas Utilities Electric Co. (TU Electric). 
RXE-91-004. 91/05/17. 60pp. 57917:157-57917:278. 

9106050392 Forwards Rept RXE-91-005, “Methodology for Reactor Core Response to 
Steamline Break Events” for review & approval by Feb 1992 to allow licensing of 
Cycle 3 operation schedule to begin in Sept 1992. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/05/31. Document Control 
Branch (Document Control Desk). 2pp. 58004:096-58004:290. 

-9106050393 “Methodology for Reactor Core Response to Steamline Break Events.” 
GRACE,M.A., MAIER.R.M., HUSAIN,A. Texas Utilities Electric Co. (TU Electric). RXE- 
91-005. 91/05/31. 100pp. 58004:098-58004:290. 

9106260123 Grants request for withholding Advanced Nuclear Fuels rept, “Power Distri¬ 
bution Control Analysis & Overtemperature N-16 & Overpower N-16 Trip Setpoint 
methodology,” from public disclosure. 

DICK.G.F. Project Directorate IV-2. 91/06/05. COPELAND,R.A. Advanced Nuclear 
Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 4pp. 58217:285-58217:288. 

9106240220 Discusses facility rev to RCS water level for reduced inventory conditions. 
DICK.G.F. Project Directorate IV-2. 91/06/11. CAHILL,W.J. Texas Utilities Electric Co. 
(TU Electric). 2pp. 58198:028-58198:029. 

9106270097 Summarizes relief requested from original commitment to replace swing 
arms in BWIP check valves soon enough to be incorporated into planning stages of 
first refueling outage for unit 1.Util engineering rept & SWRI final rept end. 
WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 91/06/21. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 58233:259-58234:073. 

-9106270103 Engineering Rept, "Testing & Analysis of Commercial-Grade Swing Arms 
in Borg-Warner Check Valves," June 1991. 

HOPKINS,D.N., HARRINGTON.C.D., MOEHLMAN.C.K. Texas Utilities Electric Co. (TU 
Electric). ER-ME-057 R00. 91/06/21. 25pp. 58233:263-58233:288. 

-9106270123 Final rept on "Analysis of Check Valve Swing Arms," Mar 1991. 
BURGHARD.H.C., BARTLETT,M.L. Southwest Research Institute. 91/03/31. 146pp. 
58233:289-58234:073. 

9106270207 Application for amend to License NPF-87, deleting incorrect 
10CFR51.5(b)(2) ref in Environ Protection Plan Section 3.1, “Plant Design & Oper¬ 
ation.” 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/06/24. Document Control 
Branch (Document Control Desk). 5pp. 58245:213-58245:217. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040212 Forwards insp repts 50-445/91-15 & 50-446/91-15 on 910429-0503.No 
violations or deviations identified. 

COLLINS,S.J. Region 4 (Post 820201). 91/05/28. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57914:100-57914:107. 

“9106040218 Insp repts 50-445/91-15 & 50-446/91-15 on 910429-0503.No violations 
or deviations identified.Major areas inspected: maint program,exam of procedures & 
representative records, interviews w/personnel & observations by inspector. 
GAGLIARDO.J.E. Region 4 (Post 820201). 91/05/28. 5pp. 57914:103-57914:107. 

9106040182 Forwards Insp Repts 50-445/91-13 & 50-446/91-13 on 910415-22.Viola¬ 
tion noted but not cited re documentation requirements for welding purge dam usage. 
COLLINS,S.J. Region 4 (Post 820201). 91/05/29. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57914:141-57914:152. 

“9106040183 Insp Repts 50-445/91-13 & 50-446/91-13 on 910415-25. Violations noted 
but not cited.Major areas inspected: quality activities,work in progress & records asso¬ 
ciated w/ safety-related piping. 

BARNES,I. Region 4 (Post 820201). 91/05/24. 9pp. 57914:144-57914:152. 

9106050054 Ack receipt of 910426 Itr responding to 910226 Itr requesting info re insp 
repts 50-445/90-47 & 50-446/90-47. Reply is responsive to request for info. 

COLLINS,S.J. Region 4 (Post 820201). 91/05/30. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57895:122-57895:178. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050025 Forwards insp rept 50-445/91-17 & 50-446/91-17 on 910430-0503.No vio¬ 
lations or deviations noted. 

COLLINS,S.J. Region 4 (Post 820201). 91/05/31. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57895:082-57895:092. 

-9106050027 Insp repts 50-445/91-17 & 50-446/91-17 on 910430-0503.No violations 
noted.Major areas inspected:fitness-for-duty program including review of licensee writ¬ 
ten policies, procedures & program implementation. 

MCLEAN,M.L., CAIN.C.L. Region 4 (Post 820201). 91/05/22. 8pp. 57895:085- 
57895:092. 

9106100060 Forwards insp rept 50-445/91-14 & 50-446/91-14 on 910410- 0521 & 
notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/05/31. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57932:079-57932:096. 

—9106100067 Notice of violation from insp on 910410-0521 .Violation noted:auxiliary op¬ 
erators on duty on 910510 had no key rings possession. 

* Region 4 (Post 820201). 91/05/31. Ip. 57932:082-57932:082. 

“9106100075 Insp repts 50-445/91-14 & 50-446/91-14 on 910410-0521. Violations 
noted.Major areas inspected:operational safety verification,onsite followup of 
events,maint observation, surveillance observation & complex surveillance. 
CHAMBERLAIN,D. Region 4 (Post 820201). 91/05/30. 14pp. 57932:083-57932:096. 


9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110157 Forwards Insp Repts 50-445/91-24 & 50-446/91-24 on 910513-16.No vio¬ 
lations or deviations noted. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/06. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58095:263-58095:278. 

“9106110159 Insp Repts 50-445/91-24 & 50-446/91-24 on 9105l3-16.No violations or 
deviations noted.Major areas inspected: licensee handling of external info & previously 
identified insp findings. 

BARNES,I. Region 4 (Post 820201). 91/06/04. 13pp. 58095:266-58095:278. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106140181 Forwards Insp Repts 50-445/91-25 & 50-446/91-25 on 910513-16.No vio¬ 
lations or deviations noted. 

COLLI NS,S.J. Region 4 (Post 820201). 91/06/10. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58147:292-58147:298. 

—9106140185 Insp Repts 50-445/91-25 & 50-446/91-25 on 910513-16.No violations or 
deviations noted.Major areas inspected: unannounced insp of electric cable procedure 
review,work observations,routine & record review. 

STETKA.T.B. Region 4 (Post 820201). 91/06/07. 4pp. 58147:295-58147:298. 

9106170101 Forwards insp rept 50-445/91-22 & 50-446/91-22 on 910429- 0523.No vio¬ 
lations noted. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/10. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58122:244-58122:261. 

—9106170106 Insp repts 50-445/91-22 & 50-446/91-22 on 910429-0523.No violations 
noted.Major areas inspected:insp of verification of as-built drawings,heating,ventilating 
& air conditioning sys & pipe support & restraint sys for Unit 2. 

SEIDLE.W.C. Region 4 (Post 820201). 91/06/10. 15pp. 58122:247-58122:261. 

9106130284 Responds to NRC 910514 Itr re violations noted in insp rept 50-445/91-18 
& 50-446/91-18 on 91 0422-29. Corrective actions: cognizant depts will be made aware 
of violation & attention to detail & communication will be emphasized. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/06/11. Document Control 
Branch (Document Control Desk). 5pp. 58110:355-58110:359. 

9106190021 Responds to NRC 910513 Itr re weaknesses noted in Insp Rept 50-445/ 
91-10.Corrective actions:Procedure EPP-201, “Assessment of Emergency Action 
Levels,Emergency Classification & Plan Activation" will be revised by 911118. 
CAHILL.W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 91/06/12. 
Document Control Branch (Document Control Desk). 2pp. 58193:300-58193:301. 

9106190024 Forwards safety insp repts 50-445/91-21 & 50-446/91-21 on 910424-0604 
& notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/14. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58142:049-58142:073. 

-9106190027 Notice of violation from insp on 910424-0604.Violation noted:requirement 
to perform weld mapping process for unit 2 component supports deleted from ASME 
QC insp procedure AQP-11.3,rev 4. 

* Region A (Post 820201). 91/06/14. Ip. 58142:052-58142:052. 

-9106190031 Safety insp repts 50-445/91-21 & 50-446/91-21 on 910424-0604.Viola¬ 
tions noted.Major areas inspected:const activities,structural steel support,spent fuel 
storage racks & concrete expansion anchors. 

CHAMBERLAIN,D. Region 4 (Post 820201). 91/06/13. 21pp. 58142:053-58142:073. 

9106190042 Forwards insp repts 50-445/91-26 & 50-446/91-26 on 910520- 31.No vio¬ 
lations or deviations noted.Status of items re previously identified insp findings de¬ 
scribed in end rept. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/14. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58142:109-58142:117. 

-9106190046 Insp repts 50-445/91-26 & 50-446/91-26 on 910520-31.No violations or 
deviations noted.Major areas inspected: licensee followup action of unresolved items 
50-445/9033-02 & 50-445/9033-03 for unit 1 re personnel air lock. 

SEIDLE.W.C. Region 4 (Post 820201). 91 /06/11. 6pp. 58142:112-58142:117. 

9106190072 Forwards insp repts 50-445/91-27 & 50-446/91-27 on 9l0524-0607.No 
violations or deviations noted. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/14. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58142:162-58142:173. 

-9106190077 Insp repts 50-445/91-27 & 50-446/91-27 on 910524-0607.No violations 
noted.Major areas inspected:pipe support & restraint sys for CPSES unit 2,including 
review of records, program requirements & direct work observations. 

SEIDLE.W.C. Region 4 (Post 820201). 91/06/12. 9pp.p. 58142:165-58142:173. 

9106250233 Notification of significant licensee meeting on 910627 in Region IV ofc to 
conduct enforcement conference re Ofc of Investigations investigation into possible 
wrongdoing associated w/HVAC sys at Unit 1 in 1989. 

CHAMBER LAIN,D. Region 4 (Post 820201). 91/06/14. Region 4 (Post 820201). 2pp. 
58221:126-58221:127. 

9106260178 Confirms arrangements for 910627 enforcement conference in Region IV 
ofc re util exercise of control of activities carried out by contractors. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/18. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58226:266-58226:268. 

9106260010 Ack receipt of 910611 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-445/91-18 & 50-446/91-18. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/20. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58205:001-58205:008. 
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9106260076 Forwards insp repts 50-445/91-16 & 50-446/91-16 on 910429-0503 & 
notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/20. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58205:045-58205:058. 

-9106260079 Notice of violation from insp on 910429-0503.Violation noted:failure to 
comply w/requirements of RWP 91-123 by instrumentation & controls technician not 
donning required protective clothing. 

* Region 4 (Post 820201). 91/06/20. 2pp. 58205:048-58205:049. 

-9106260061 Insp repts 50-445/91-16 & 50-446/91-16 on 910429-0503. Violations 
noted.Major areas inspected:radiation protection activities during recent maint 
outage.including planning & preparation & external exposure controls. 

MURRAY.B. Region 4 (Post 820201). 91/06/14. 9pp. 58205:050-58205:058. 


S. Reportable occurrences, LERs & related correspondence 

9106030339 LER 91-017-00:on 910429,discovered that scheduling of TS surveillance 
testing of containment hydrogen monitors had not satisfied staggered test basis 
requirement.Caused by personnel error.Personnel trained.W/910529 Itr. 

HOPE.T.A., CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/05/29. 9pp. 
57994:109-57994:117. 

9106040446 LER 91-007-01 :on 910315 & 27,incorrect acceptance criteria used in Sec¬ 
tion XI testing requirements for check valves in auxiliary feedwater sys.Caused by in¬ 
adequate technical review. Proced ures revised.W/910531 Itr. 

HOPE.T.A., CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/05/31. 7pp. 
58091:309-58091:314. 

9106070320 Supplemental Deficiency Rept CP-84-04 re grounded secondary windings 
on ferroresonant transformers in Westinahouse safety-related inverters.Transformers 
returned to Westinghouse for repair by mfg. 

CAHILL,W.J. Texas Utilities Co. 91/05/31. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 58039:109-58039:110. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Appllcatlon/constructlon stage documents & correspondence 

9106040315 Ack receipt of 910405 & 17 itrs requesting that NRC take action re facility 
concerning violation of 10CFR50.9. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/ 
23. BRINK,B. Citizens for Fair Utility Regulation. 4pp.. 57895:210-57895:262. 

-9106040318 Notice of receipt of petition for director’s decision under 10CFR2.206. 
MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/ 
23. 3pp. 57895:214-57895:262. 

9106040014 Forwards RXE-91-004, "Small Break LOCA Analysis Methodology.” Rept 
presents methodology to be utilized in support of reload design, licensing & operation 
of facilities. 

CAHILL,W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 91/05/24. 
Document Control Branch (Document Control Desk). 2pp. 57917:155-57917:278. 

-9106040015 "Small Break LOCA Analysis Methodology.” 

TAJBAKHSH.A.E., BR02AK.D.E., HUSAIN.A. Texas Utilities Electric Co. (TU Electric). 
RXE-91-004. 91/05/17. 60pp. 57917:157-57917:278. 

9106070154 Requests schedule for submittal of technical issues which will be require 
review & approval prior to licensing facility. 

DICK.G.F. Project Directorate IV-2. 91 /05/30. CAHILL.W.J. Texas Utilities Electric Co. 
(TU Electric). 2pp. 58015:128-58015:129. 

9106050392 Forwards Rept RXE-91-005, "Methodology for Reactor Core Response to 
Steamline Break Events" for review & approval by Feb 1992 to allow licensing of 
Cycle 3 operation schedule to begin in Sept 1992. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/05/31. Document Control 
Branch (Document Control Desk). 2pp. 58004:096-58004:290. 

-9106050393 "Methodology for Reactor Core Response to Steamline Break Events.” 
GRACE,M.A., MAIER.R.M., HUSAIN.A. Texas Utilities Electric Co. (TU Electric). RXE- 
91-005. 91/05/31.100pp. 58004:098-58004:290. 

9106270097 Summarizes relief requested from original commitment to replace swing 
arms in BWIP check valves soon enough to be incorporated into planning stages of 
first refueling outage for unit 1 .Util engineering rept & SWRI final rept end. 
WOODLAN.u.R. Texas Utilities Electric Co. (TU Electric). 91/06/21. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 58233:259-58234:073. 

-9106270103 Engineering Rept, “Testing & Analysis of Commercial-Grade Swing Arms 
in Borg-Wamer Check Valves,” June 1991. 

HOPKINS,D.N., HARRINGTON,C.D., MOEHLMAN.C.K. Texas Utilities Electric Co. (TU 
Electric). ER-ME-057 R00. 91/06/21. 25pp. 58233:263-58233:288. 

-9106270123 Final rept on “Ana lysis of Check Valve Swing Arms,” Mar 1991. 
BURGHARD.H.C., BARTLETT,M.L. Southwest Research Institute. 91/03/31. 146pp. 
58233:289-58234:073. 


F. Security, medical, emergency A fire protection plana 

9106140168 Forwards Rev 7 to security training & qualifications plan to reflect alteration 
to shotgun qualification course A requalification cycle.Rev withheld. 

CAHILCWJ. Texas Utilities Electric Co. (TU Electric). 91/06/10. Document Control 
Branch (Document Control Desk). Ip. 58126:315-58126:315. 

9106190405 Advises that 910415 Rev 11 to physical security plan consistent w/provi¬ 
sions of 10CFR50.54(p) & acceptable. 

COLLINS,SJ. Region 4 (Post 820201). 91/06/12. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 58193:309-58193:311. 


9106240258 Ack receipt of 910610 Itr transmitting Rev 7 to training & qualification 
plan.Changes,including annual requalification requirements & deleting shotgun hip-fire 
requirements, consistent w/10CFR50.54(p) & acceptable. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/19. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58213:211-58213:213. 

9106280182 Revised emergency plan procedures,including Procedure Change (PCN) 
PCN EPP-117-R-5-1 to Rev 5 to EPP-117.PCN EPP-121-R6-1 to Rev 6 to EPP- 
121,PCN EPP-201-R8-1 to Rev 8 to EPP-2-1 & PCN EPP-901-R1-2 to Rev 1 to EPP- 
901.W/910624 Itr. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/06/24. 32pp. 58272:329- 
58272:360. 


G. Adjudicatory correspondence 


9106140025 Date correction.* Date appearing on page 2 of order issued on 910522 in 
matter re RE Dow should read 910522,date on which order was signed.Served on 
910523.W/Certificate of Svc. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11791. 91/05/23. 2pp. 
58091:026-58091:027. 

9106140057 Forwards 910530 Itr from DL Kern to J Moore for inclusion in public record 
of facility proceeding. 

LONGO.G.M. Office of the General Counsel (Post 860701). #291 11810. 91/05/31. 
JULIAN,E. Docketing A Services Branch. Ip. 58119:103-58119:106. 

-9106140059 Provides CASE position for record re NRC contact concerning CASE/TU 
Electric/NRC joint stipulation. 

KERN.D.L. Citizens Association for Sound Energy. KERN.D.L. Turley, W., PC. #291 
11810. 91/05/30. MOORE,J. Office of the General Counsel (Post 860701 . 3pp. 
58119:104-58119:106. 

9106140061 NRC Staff answer to motion to quash subpoena.* NRC requests that Com¬ 
mission deny RE Dow motion to quash NRC 910510 subpoena. 

LONGO.G.M. Office of the General Counsel (Post 860701). #291 11812. 91/05/31. 
Commissioners (Post 750119). 14pp. 58091:028-58091:058. 

—9106140067 Affidavit of D Chamberlain re 910419 interview w/RE Dow. 
CHAMBERLAIN,D. Region 4 (Post 820201). 91/05/30. 3pp. 58091:056-58091:058. 

9106250134 Forwards original affidavit of D Chamberlain for record. 

LONGO.G.M. Office of the General Counsel (Post 860701). #291 11829. 91/06/04. 
JULIAN,E.L. Docketing A Services Branch. Ip. 58196:300-58196:302. 


Q. Inspection reports, IE Bulletins A correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping A Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040212 Forwards insp repts 50-445/91-15 A 50-446/91-15 on 910429-0503.No 
violations or deviations identified. 

COLLINS,S.J. Region 4 (Post 820201). 91/05/28. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57914:100-57914:107. 

-9106040218 Insp repts 50-445/91-15 A 50-446/91-15 on 910429-0503.No violations 
or deviations identified.Major areas inspected: maint program,exam of procedures A 
representative records, interviews w/personnel A observations by inspector. 
GAGLIARDO.J.E. Region 4 (Post 820201). 91/05/28. 5pp. 57914:103-57914:107. 

9106040182 Forwards Insp Repts 50-445/91-13 A 50-446/91-13 on 910415-22.Viola¬ 
tion noted but not cited re documentation requirements for welding purge dam usage. 
COLLINS,SJ. Region 4 (Post 820201). 91/05/29. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57914:141-57914:152. 

-9106040183 Insp Repts 50-445/91-13 A 50-446/91-13 on 910415-25. Violations noted 
but not cited.Major areas inspected: quality activities,work in progress A records asso¬ 
ciated w/ safety-related piping. 

BARNES,I. Region 4 (Post 820201). 91/05/24. 9pp. 57914:144-57914:152. 

9106050054 Ack receipt of 910426 Itr responding to 910226 Itr requesting info re insp 
repts 50-445/90-47 A 50-446/90-47. Reply is responsive to request for info. 

COLLINS,SJ. Region 4 (Post 820201). 91/05/30. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57895:122-57895:178. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies *’ Svc list encl 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050025 Forwards insp rept 50-445/91-17 A 50-446/91-17 on 910430-0503.No vio¬ 
lations or deviations noted. 

COLLINS,SJ. Region 4 (Post 820201). 91/05/31. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57895:082-57895:092. 

-9106050027 Insp repts 50-445/91-17 A 50-446/91-17 on 910430-0503.No violations 
noted. Major areas inspected:fitness-for-duty program including review of licensee writ¬ 
ten policies, procedures A program implementation. 

MCLEAN,M.L., CAIN.C.L. Region 4 (Post 820201). 91/05/22. 8pp. 57895:085- 
57895:092. 


9106100060 Forwards insp rept 50-445/91-14 & 50-446/91-14 on 910410- 0521 & 
notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/05/31. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 57932:079-57932:096. 

—9106100067 Notice of violation from insp on 910410-0521.Violation noted:auxiliary op¬ 
erators on duty on 910510 had no key rings possession. 

* Region 4 (Post 820201). 91/05/31. Ip. 57932:082-57932:082. 
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" 910 , 6 1 0 *1°” ' nSP reptS 50 i 4 5'91-14 & 50-446/91-14 on 910410-0521 Violations 
noted.Major areas inspectedioperational safety verification,onsite follomn of 
events,maint observation, surveillance observation & complex surveillance P 
CHAMBERLAIN,D. Region 4 (Post 820201). 91/05/30. 14pp. 57932:083-57932:096 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end y y s 01 

ROSSI C.E. Division of Operational Events Assessment (Post 870411 ) 91/06/03 

Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 1 Ub/Ud ' 

9106110157 Forwards Insp Repts 50-445/91-24 & 50-446/91-24 on 910513-16 No vio¬ 
lations or deviations noted. u u 

COLLINS.S.J. Region 4 (Post 820201). 91/06/06. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58095:263-58095:278. es tiecinc 

-9106110159 Insp Repts 50-445/91-24 & 50-446/91-24 on 910513-l6.No violations or 
deviations noted.Major areas inspected: licensee handling of external info & previously 
identified insp findings. H'^v.uuaiy 

BARNES,I. Region 4 (Post 820201). 91/06/04. 13pp. 58095:266-58095 278 


"" 9 r!SS?f°° 7 / 9 Not,ce of eolation from insp on 910429-0503 Violation noted-failure tn 
a%?^iaSL3S£J3- 123 bV » controls^chnicia^not 

* Region 4 (Post 820201) 91/06/20. 2pp. 58205:048-58205:049. 

“ 9 l° t 6 5 6 ^ 081 lnSp reptS 50-445/91-16 & 50-446/91-16 on 910429-0503 Violations 
area f ,ns P ected: radiation protection activities during recent maint 
mIir 9 ra v C n d D 9 P ' an , ni / n 9 & Preparation & external exposure controls. 9 
MURRAY,B. Region 4 (Post 820201). 91/06/14. 9pp 58205:050-58205:058. 

S. Reportable occurrences, LERs & related correspondence 

91 on°rI?™ Su PP;® mer,t f l Deficiency Rept CP-84-04 re grounded secondary windings 

n™rto™.T«nrtcmMg. 

’ D ° CUment C °" ,r01 BranCh (D0CUmer " C ° n - 


9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list 


ROSSI,C.E. Division of Operational 
Consolidated Edison Co. of New York, 


Events Assessment (Post 870411). 91/06/10 
, Inc. 85pp. 58162:159-58162:244. 


9106140181 Forwards Insp Repts 50-445/91-25 & 50-446/91-25 on 910513-16 No vio¬ 
lations or deviations noted. 


£°Syu S c? J ; R ?£ on 91/06/1 °- CAHILL,W.J. Texas Utilities Electric 

Co. (TU Electric). 3pp. 58147:292-58147:298. 


-9106140185 Insp Repts 50-445/91-25 & 50-446/91-25 on 910513-16.No violations or 
deviations noted.Major areas inspected: unannounced insp of electric cable procedure 
review,work observations,routine & record review. 

STETKA.T.B. Region 4 (Post 820201). 91/06/07. 4pp. 58147:295-58147 298 


9106170101 Forwards insp rept 50-445/91-22 & 50-446/91-22 on 910429- 0523 No vio¬ 
lations noted. 


COLLINS.S.J. Region 4 (Post 820201). 91/06/10. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58122:244-58122:261. 


-9106170106 Insp repts 50-445/91-22 & 50-446/91-22 on 910429-0523.No violations 
noted.Major areas inspected.msp of verification of as-built drawings.heating,ventilating 
& air conditioning sys & pipe support & restraint sys for Unit 2. 

SEIDLE.W.C. Region 4 (Post 820201). 91/06/10. 15pp. 58122:247-58122-261 


9106190236 Supplemental Deficiency Rept CP- 87-062 re Class 5 Dioe sunnnrt<! initial^ 
reported on 890907.Corrective actions stated in ref Itr will be applied to P Unit2Walk- 
downs & analyses will be completed prior to Unit 2 fuel load. 

CAHILL, W.J. Texas Utilities Electric Co. (TU Electric) 91/06/14 Dnrnmont r\wmi 
Branch (Document Control Desk). 2pp. 58185:309-58185:310. ' 6 * Co 1 01 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standbv 
diesel generator sys involving intake & exhaust power valve springs mfq by Associat- 
r?iMSii? e D rT endS l , hat springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 9 

91 |n 6 ?^H 0 o Supple /1 ,ental decency rept CP-87-123 re wire terminations not completed 
r a K C< ?? 2 ce - w/d u SI9n drawings.lmtially reported 880111 .Changes shall be accom¬ 
plished by design change authorization. 

CAHILL W.J. Texas Utilities Electric Co. (TU Electric). 91/06/24. Document Control 
Branch (Document Control Desk). 2pp. 58245:211-58245:212. 


DOCKET STN-50-454 BYRON STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9106130284 Responds to NRC 910514 Itr re violations noted in insp rept 50-445/91-18 
& 5?-446/91-18 on 910422-29.Corrective actions: cognizant depts will be made aware 
of violation & attention to detail & communication will be emphasized. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/06/11. Document Control 
Branch (Document Control Desk). 5pp. 58110:355-58110:359. 

9106190024 Forwards safety insp repts 50-445/91-21 & 50-446/91-21 on 910424-0604 
& notice of violation. 

COLLINSSJ. Region 4 (Post 820201). 91/06/14. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58142:049-58142:073. 

-9106190027 Notice of violation from insp on 910424-0604.Violation noted:requirement 
to perform weld mapping process for unit 2 component supports deleted from ASME 
QC insp procedure AQP-11.3,rev 4. 

* Region 4 (Post 820201). 91/06/14. Ip. 58142:052-58142:052. 

-9106190031 Safety insp repts 50-445/91-21 & 50-446/91-21 on 910424-0604.Viola¬ 
tions noted.Major areas inspected:const activities,structural steel support,spent fuel 
storage racks & concrete expansion anchors. 

CHAMBERLAIN,D. Region 4 (Post 820201). 91/06/13. 21pp. 58142:053-58142:073. 

9106190042 Forwards insp repts 50-445/91-26 & 50-446/91-26 on 910520- 31.No vio¬ 
lations or deviations noted.Status of items re previously identified insp findings de¬ 
scribed in end rept. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/14. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58142:109-58142:117. 

-9106190046 Insp repts 50-445/91-26 & 50-446/91-26 on 910520-31.No violations or 
deviations noted.Major areas inspected: licensee followup action of unresolved items 
50-445/9033-02 & 50-445/9033-03 for unit 1 re personnel air lock. 

SEIDLE.W.C. Region 4 (Post 820201). 91/06/11. 6pp. 58142:112-58142:117. 

9106190072 Forwards insp repts 50-445/91-27 & 50-446/91-27 on 9l0524-0607.No 
violations or deviations noted. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/14. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58142:162-58142:173. 


9106200197 Rev 4 to Comm Ed Co Generating Stations Emergency Plan Site Annex 
Byron Station. W/910614 Itr. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/01/31. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 100pp. 58201:175-58201:305. 

9106060110 Rev 5 to EPIP BZP 320-8, “A-Model Operation." 

* Commonwealth Edison Co. 91/05/16.13pp. 58002:336-58002:349. 

9106190048 Forwards safeguards insp repts 50-454/91-14 & 50-455/91-13 on 910528- 
31.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/07. REED.C. Commonwealth Edison 
Co. 2pp. 58142:124-58142:126. 

-9106190051 Partially withheld physical security insps 50-454/91-14 & 50-455/91-13 
on 910528-31.No violations noted.Major areas inspected:mgt support,security program 
plans & power supply. Details withheld (ref 10CFR73.21 (c)(2)). 

CHRISTOFFER.G., CREED,J.R. Region 3 (Post 820201). 91/06/07. Ip. 58142:126- 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 
KOVACH.T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 58228:267-58228:268. 

9106030256 Forwards Rev 8 to “Inservice Testing Program Plan for Pumps" & Rev 9 to 
"Inservice Testing Program Plan for Valves." 

SCHUSTER,T.K. Commonwealth Edison Co. 91/05/23. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 15pp. 57908:224-57909:076. 

-9106030263 Rev 8 to “Inservice Testing Program Plan for Pumps." 

* Commonwealth Edison Co. 91/05/23. 45pp. 57908:239-57908:273. 


-9106190077 Insp repts 50-445/91-27 & 50-446/91-27 on 910524-0607.No violations 
noted.Major areas inspected:pipe support & restraint sys for CPSES unit 2,including 
review of records, program requirements & direct work observations. 

SEIDLE.W.C. Region 4 (Post 820201). 91/06/12. 9pp.p. 58142:165-58142:173. 

9106250233 Notification of significant licensee meeting on 910627 in Region IV ofc to 
conduct enforcement conference re Ofc of Investigations investigation into possible 
wrongdoing associated w/HVAC sys at Unit 1 in 1989. 

CHAMBERLAIN,D. Region 4 (Post 820201). 91/06/14. Region 4 (Post 320201). 2pp. 
58221:126-58221:127. 

9106260178 Confirms arrangements for 910627 enforcement conference in Region IV 
ofc re util exercise of control of activities carried out by contractors. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/18. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58226:266-58226:268. 

9106260010 Ack receipt of 910611 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-445/91-18 & 50-446/91-18. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/20. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58205:001-58205:008. 

9106260076 Forwards insp repts 50-445/91-16 & 50-446/91-16 on 910429-0503 & 
notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/20. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 58205:045-58205:058. 


-9106030268 Rev 9 to “Inservice Testing Program Plan for Valves.” 

* Commonwealth Edison Co. 91/05/23. 125pp. 57908:274-57909:076. 

9106050289 Forwards analysis of grease samples taken from five MOV gear cases at 
facilities as justification of deferral of sampling of sixth safety injection accumulator 
isolation valve.Gear cases of Limitorque operators environmentally qualified. 
SCHUSTER.T.K. Commonwealth Edison Co. 91/05/29. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 9pp. 58003:190-58003:198. 

9106060331 Summary of 910430 setpoint study briefing by CECO to provide staff w/ 
background,plan & schedule of CECO setpoint study & possible regulatory process for 
implementation of potential changes as result of study.Attendees list & handouts end. 
HSIA.A.H. Project Directorate 111-2. 91/05/30. Project Directorate 111-2. 16pp. 
57935:150-57935:165. 

9106070208 Summary of 910509 meeting w/Illinois Dept of Nuclear Safety to discuss 
ECCS discharge pipe venting & LCO. 

PULSIFER.R.M. Project Directorate IV-2. 91/06/03. Project Directorate 1V-2. 12pp. 
57993:206-57993:217. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu¬ 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 
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9106190330 Forwards SE accepting topical rept WCAP-12639, “Pressurizer Surge Line 
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summary 
Rept." 

HSIA,A.H. Project Directorate 111-2. 91/06/06. KOVACH.T.J. Commonwealth Edison 
Co. 4pp. 58159:115-58159:126. 

—9106190351 SE of WOG rept WCAP-12639, “Pressurizer Surge Line Thermal Stratifi¬ 
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept." Rept accept¬ 
ed. 

* Project Directorate 111-2. 91/06/06. 8pp. 58159:119-58159:126. 

9106200005 Suppl to 890317 application for amends to Licenses NPF-37, NPF-66.NPF- 
72 & NPF-77,changing TS 4.5.2 to modify existing surveillance requirements for vent¬ 
ing ECCS discharge piping. 

CHECCA.A.R. Commonwealth Edison Co. 91/06/10. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 18pp. 58200:299-58200:318. 

9106270295 Rev 0.D to “ODCM." 

* Commonwealth Edison Co. 91/06/12. 11pp. 58268:226-58268:236. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106050348 Lists actions to prevent recurrence of 871002 Unit 2 loss of offsite 
power.caused by operator opening auxiliary transformer disconnects,per Insp Rept 50- 
454/87-39 & LER 455-87-019.Permanent labels placed on main transformer. 
CHECCA.A.R. Commonwealth Edison Co. 91/05/28. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 57999:011-57999:012. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. “ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106130144 Forwards evaluation of Westinghouse Owners Group bounding analysis for 
NRC bulletin 88-011, “Pressurizer Surge Line Thermal Stratification." 

HSIA.A.H. Project Directorate 111-2. 91/06/05. KOVACH,T.J. Commonwealth Edison 
Co. 11pp. 58111:045-58111:055. 

9106190048 Forwards safeguards insp repts 50-454/91-14 & 50-455/91-13 on 910528- 
31.No violations noted. 

GREGER,L.R. Region 3 (Post 820201). 91/06/07. REED.C. Commonwealth Edison 
Co. 2pp. 58142:124-58142:126. 

—9106190051 Partially withheld physical security insps 50-454/91-14 & 50-455/91-13 
on 910528-31.No violations noted.Major areas inspected:mgt support,security program 
plans & power supply. Details withheld (ref 10CFR73.21 (c)(2)). 

CHRISTOFFER.G., CREED,J.R. Region 3 (Post 820201). 91/06/07. Ip. 58142:126- 
58142:126. 

9106210151 Advises that requirements of NRC Bulletin 88-011 re pressurizer surge line 
thermal stratification fully addressed,based on submittal of detailed plant-specific anal¬ 
ysis covering removal of listed vertical supports. 

HSIA.A.H. Project Diredorate 111-2. 91/06/07. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58202:182-58202:185. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106180355 Responds to NRC 910514 Itr re violations noted in Insp Repts 50-454/91- 
08 & 50-455/91-08 on 910323-0506.Corrective actions:Procedure 1/2BVS 6.1.3.a-2 
revised on 910610 to reflect enhanced tamper seal attachment process. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58171:080-58171:082. 

9106280198 Forwards irradiated reactor fuel shipment insps 50-454/91-12 & 50-455/ 
91-11 on 910503-0613.No violations identified. 

GREGER.L.R. Region 3 (Post 820201). 91/06/21. REED.C. Commonwealth Edison 
Co. 2pp. 58272:259-58272:263. 

-9106280199 Insp repts 50-454/91-12 & 50-455/91-11 on 910503-0613.No 
violations,unresolved items or open items noted.Major areas inspected:irradiated reac¬ 
tor fuel shipment at point of origin including,generai requirements of preparation. 
PIRTLE.G.L., KOZAK,T.J., CREED,J.R. Region 3 (Post 820201). 91/06/21. 3pp. 
58272:261-58272:263. 


R. Periodic operating reports & related correspondence 


9106190074 Monthly operating repts for May 1991 for Byron Nuclear Power Station.W/ 
910610 Itr. 

EHLE.D., PLENIEWICZ.R. Commonwealth Edison Co. 91/05/31. 14pp. 58187:315- 
58187:328. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 


9106050238 LER 91-002-00:on 910505,voltage transient occurred when lines momen¬ 
tarily opened during thunderstorm.Caused by lightning from storm.Undervoltage set- 
point for radiation monitors previously lowered.W/910522 Itr. 

CASAROTTO.P., DIDIER.T., PLENIEWICZ.R. Commonwealth Edison Co. 91/05/23. 
4pp. 58009:085-58009:088. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106200197 Rev 4 to “Comm Ed Co Generating Stations Emergency Plan Site Annex 
Byron Station." W/910614 Itr. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/01/31. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 100pp. 58201:175-58201:305. 

9106060110 Rev 5 to EPIP BZP 320-8, “A-Model Operation.” 

* Commonwealth Edison Co. 91/05/16. 13pp. 58002:336-58002:349. 

9106190048 Forwards safeguards insp repts 50-454/91-14 & 50-455/91-13 on 910528- 
SI.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/07. REED.C. Commonwealth Edison 
Co. 2pp. 58142:124-58142:126. 

—9106190051 Partially withheld physical security insps 50-454/91-14 & 50-455/91-13 
on 910528-31.No violations noted.Major areas inspected:mgt support,security program 
plans & power supply. Details withheld (ref 10CFR73.21 (c)(2)). 

CHRISTOFFER.G. Region 3 (Post 820201). 91/06/07. Ip. 58142:126-58142:126. 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101 .nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 58228:267-58228:268. 

9106030256 Forwards Rev 8 to “Inservice Testing Program Plan for Pumps" & Rev 9 to 
“Inservice Testing Program Plan for Valves." 

SCHUSTER,T.K. Commonwealth Edison Co. 91/05/23. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 15pp. 57908:224-57909:076. 

-9106030263 Rev 8 to “Inservice Testing Program Plan for Pumps." 

’ Commonwealth Edison Co. 91/05/23. 45pp. 57908:239-57908:273. 

-9106030268 Rev 9 to “Inservice Testing Program Plan for Valves." 

* Commonwealth Edison Co. 91/05/23. 125pp. 57908:274-57909:076. 

9106050289 Forwards analysis of grease samples taken from five MOV gear cases at 
facilities as justification of deferral of sampling of sixth safety injection accumulator 
isolation valve.Gear cases of Limitorque operators environmentally qualified. 
SCHUSTER,T.K. Commonwealth Edison Co. 91/05/29. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 9pp. 58003:190-58003:198. 

9106060331 Summary of 910430 setpoint study briefing by CECO to provide staff w/ 
background.plan & schedule of CECO setpoint study & possible regulatory process for 
implementation of potential changes as result of study.Attendees list & handouts end. 
HSIA.A.H. Project Directorate 111-2. 91/05/30. Project Directorate 111-2. 16pp. 
57935:150-57935:165. 

9106070208 Summary of 910509 meeting w/Illinois Dept of Nuclear Safety to discuss 
ECCS discharge pipe venting & LCO. 

PULSIFER.R.M. Project Directorate IV-2. 91/06/03. Project Directorate IV-2. 12pp. 
57993:206-57993:217. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris.IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu- 
C | ear Pqwqf station 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 

9106190330 Forwards SE accepting topical rept WCAP-12639, “Pressurizer Surge Line 
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summary 
Rept.” 

HSIA.A.H. Project Directorate MI-2. 91/06/06. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58159:115-58159:126. 

—9106190351 SE of WOG rept WCAP-12639, “Pressurizer Surge Line Thermal Stratifi¬ 
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept." Rept accept¬ 
ed. 

* Project Directorate 111-2. 91/06/06. 8pp. 58159:119-58159:126. 

9106200005 Suppl to 890317 application for amends to Licenses NPF-37, NPF-66.NPF- 
72 & NPF-77,changing TS 4.5.2 to modify existing surveillance requirements for vent¬ 
ing ECCS discharge piping. 

CHECCA,A.R. Commonwealth Edison Co. 91/06/10. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 18pp. 58200:299-58200:318. 

9106270295 Rev 0.D to “ODCM.” 

* Commonwealth Edison Co. 91/06/12. 11pp. 58268:226-58268:236. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 
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9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106130144 Forwards evaluation of Westinghouse Owners Group bounding analysis for 
NRC bulletin 88-011, “Pressurizer Surge Line Thermal Stratification." 

HSIA.A.H. Project Directorate 111-2. 91/06/05. KOVACH,T.J. Commonwealth Edison 
Co. 11 pp. 58111:045-58111:055. 

9106190048 Forwards safeguards insp repts 50-454/91-14 & 50-455/91-13 on 910528- 
31.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/07. REED.C. Commonwealth Edison 
Co. 2pp. 58142:124-58142:126. 

-9106190051 Partially withheld physical security insps 50-454/91-14 & 50-455/91-13 
on 910528-31 .No violations noted.Major areas inspected:mgt support,security program 
plans & power supply. Details withheld (ref 10CFR73.21 (c)(2)). 

CHRISTOFFER.G., CREED,J.R. Region 3 (Post 820201). 91/06/07. Ip. 58142:126- 
58142:126. 

9106210151 Advises that requirements of NRC Bulletin 88-011 re pressurizer surge line 
thermal stratification fully addressed,based on submittal of detailed plant-specific anal¬ 
ysis covering removal of listed vertical supports. 

HSIA.A.H. Project Directorate 111-2. 91/06/07. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58202:182-58202:185. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106180355 Responds to NRC 910514 Itr re violations noted in Insp Repts 50-454/91- 
08 & 50-455/91-08 on 910323-0506.Corrective actions:Procedure 1/2BVS 6.1.3.a-2 
revised on 910610 to reflect enhanced tamper seal attachment process. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58171:080-58171:082. 

9106280198 Forwards irradiated reactor fuel shipment insps 50-454/91-12 & 50-455/ 
91-11 on 910503-0613.No violations identified. 

GREGER.L.R. Region 3 (Post 820201). 91/06/21. REED.C. Commonwealth Edison 
Co. 2pp. 58272:259-58272:263. 

-9106280199 Insp repts 50-454/91-12 & 50-455/91-11 on 910503-0613.No 

violations.unresolved items or open items noted.Major areas inspected:irradiated reac¬ 
tor fuel shipment at point of origin including,general requirements of preparation. 
PIRTLE.G.L., KOZAK,T.J., CREED,J.R. Region 3 (Post 820201). 91/06/21. 3pp. 
58272:261-58272:263. 


R. Periodic operating reports & related correspondence 

9106190074 Monthly operating repts for May 1991 for Byron Nuclear Power Station.W/ 
910610 Itr. 

EHLE.D., PLENIEWICZ.R. Commonwealth Edison Co. 91/05/31. 14pp. 58187:315- 
58187:328. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106040186 LER 91-005-01 :on 900817,pre-outage mod work initiated w/o proper oper¬ 
ability review.Caused by programmatic deficiencies.Daily const work authorization 
sheet formalized specifying scope of work.W/910522 Itr. 

GJERICH.T., PLENIEWICZ.R. Commonwealth Edison Co. 91/05/20. 7pp. 57994:018- 
57994:024. 

9106050348 Lists actions to prevent recurrence of 871002 Unit 2 loss of offsite 
power,caused by operator opening auxiliary transformer disconnects,per Insp Rept 50- 
454/87-39 & LER 455-87-019.Permanent labels placed on main transformer. 
CHECCA.A.R. Commonwealth Edison Co. 91/05/28. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 57999:011-57999:012. 

9106240310 LER 90-010-01 :on 901220,severe steam leak reported in main steam 
tunnel & main steam sample probe 2C found lying on floor.Caused by incorrect instal¬ 
lation of sample probe. Nozzle capped & welded in place.W/910610 Itr. 
SCHEFFLER.W., KOUBA.W., PLENIEWICZ.R. Commonwealth Edison Co. 91/06/17. 
5pp. 58226:085-58226:089. 

9106240307 Advises that LER 91-001-00 will not be used. 

PLENIEWICZ.R. Commonwealth Edison Co. 91/06/18. Document Control Branch 
(Document Control Desk). Ip. 58220:112-58220:112. 
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F. Security, medical, emergency & fire protection plans 

9106200199 Rev 3 to “Comm Ed Co Generating Stations Emergency Plan Site Annex 
Braidwood Station.” W/910614 Itr. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/01/31. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 100pp. 58202:008-58202:142. 

9106190182 EPIPs including,Rev 6 to BWZP 380-4A2 & Rev 3 to BWZP 380-4A3. 

* Commonwealth Edison Co. 91/06/05. 7pp. 58185:282-58185:288. 

9106240096 Forwards safety insp repts 50-456/91-12 & 50-457/91-10 on 910514- 
21 .No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth Edison 
Co. 2pp. 58185:210-58185:228. 


“9106240099 Insp repts 50-456/91-12 & 50-457/91-10 on 910514-21 .No violations 
noted.Major areas inspected.annual emergency preparedness exercise & other pro¬ 
gram activities,including review of exercise scenario. 

PLOSKI.T., CANIANO.R. Region 3 (Post 820201). 91/06/10. 17pp. 58185:212- 
58185:228. 

9106270129 Forwards FEMA 910605 Itr & final exercise evaluation rept for offsite por¬ 
tion of facility 1990 emergency preparedness exercise. 

GREGER.L.R. Region 3 (Post 820201). 91/06/19. REED.C. Commonwealth Edison 
Co. 2pp. 58224:144-58224:189. 

—9106170102 Forwards final “Exercise Rept Braidwood Nuclear Power Station Comm 
Ed Joint Exercise" on 901030.No deficiences noted.Four areas identified requiring 
corrective actions. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/06/05. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
58224:146-58224:147. 

—9106170103 Final “Exercise Rept Braidwood Nuclear Power Station Comm Ed Joint 
Exercise” on 901030. 

* Federal Emergency Management Agency. 91/02/06. 42pp. 58224:148-58224:189. 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 58228:267-58228:268. 

9106050302 Advises that all DCRDR mods completed for Unit 1, contingent on NRC 
acceptance of human engineering discrepancy changes.Unit 2 DCRDR mods expect¬ 
ed to be completed during Fall 1991 outage. 

SCHUSTER,T.K. Commonwealth Edison Co. 91 /05/30. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). Ip. 58005:258-58005:258. 

9106060331 Summary of 910430 setpoint study briefing by CECO to provide staff w/ 
background,plan & schedule of CECO setpoint study & possible regulatory process for 
implementation of potential changes as result of study.Attendees list & handouts end. 
HSIA.A.H. Project Directorate 111-2. 91/05/30. Project Directorate ill-2. 16pp. 
57935:150-57935:165. 

9106110140 Advises that all mods for facility completed re ATWS Protection - 
10CFR50.62. 

CHECCA.A.R. Commonwealth Edison Co. 91/05/30. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 58095:291-58095:291. 

9106070104 Forwards "Reactor Containment Bldg Integrated Leak Rate Test (910202- 
0305) Braidwood Unit 1 .” 

CHECCA.A.R. Commonwealth Edison Co. 91/05/31. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 58014:272-58014:339. 

-9106070107 “Reactor Containment Bldg Integrated Leak Rate Test (910202- 0305) 
Braidwood Unit 1." 

* Commonwealth Edison Co. 91/03/08. 60pp. 58014:273-58014:339. 

9106070208 Summary of 910509 meeting w/Hlinois Dept of Nuclear Safety to discuss 
ECCS discharge pipe venting & LCO. 

PULSIFER.R.M. Project Directorate IV-2. 91/06/03. Project Directorate IV-2. 12pp. 
57993:206-57993:217. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASS 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu¬ 
clear Power Station. 

GREEN MAN,E.G. Region 3 (Post 820201). 91/06/04. REED.C. Commonwealth 
Edison Co. 2pp. 57932:033-57932:034. 

9106120053 Confirms 910611 meeting to discuss progress of plant programs,both tech¬ 
nical & administrative. 

GREEN MAN, E.G. Region 3 (Post 820201). 91/06/06. REED.C. Commonwealth 
Edison Co. 2pp. 58017:062-58017:063. 

9106190330 Forwards SE accepting topical rept WCAP-12639, “Pressurizer Surge Line 
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summary 
Rept." 

HSIA.A.H. Project Directorate 111-2. 91/06/06. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58159:115-58159:126. 

-9106190351 SE of WOG rept WCAP-12639, “Pressurizer Surge Line Thermal Stratifi¬ 
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept." Rept accept¬ 
ed. 

* Project Directorate 111-2. 91/06/06. 8pp. 58159:119-58159:126. 

9106200005 Suppl to 890317 application for amends to Licenses NPF-37, NPF-66.NPF- 
72 & NPF-77,changing TS 4.5.2 to modify existing surveillance requirements for vent¬ 
ing ECCS discharge piping. 

CHECCA.A.R. Commonwealth Edison Co. 91/06/10. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 18pp. 58200:299-58200:318. 

9106240233 Forwards interim rept on human performance study program, summarizing 
study results.event characteristics & problems identified. 

BARETT.R.J. Project Directorate II1-2. 91/06/14. EENIGENBURG.E. Commonwealth 
Edison Co. Ip. 58211:221-58211:266. 

9106270142 Rev 0.D to “ODCM." 

* Commonwealth Edison Co. 91/06/19. 6pp. 58264:352-58264:357. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 
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9106040031 Forwards Requalification Exam Rept 50-456/OL-91-01 administered during 
wks ot 910408 & 22.0verall program rating of satisfactory assigned. 

WRIGHT G.C. Region 3 (Post 820201). 91/05/29. REED.C. Commonwealth Edison 
Co. 2pp. 57915:001-57915:011. 

-9106040032 Requalification Exam Rept 50-456/OL-91-01 administered during wks of 
910408 & 22.Exam results:all 7 reactor operators & 13 senior reactor operators 
passed exam. 

BAILEY.R.M., SHEPARD,D.L, BURDICK,T.M. Region 3 (Post 820201). 91/05/24. 9pp. 
57915:003-57915:011. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106130144 Forwards evaluation of Westinghouse Owners Group bounding analysis for 
NRC bulletin 88-011, “Pressurizer Surge Line Thermal Stratification.” 

HSIA.A.H. Project Directorate 111-2. 91/06/05. KOVACH,T.J. Commonwealth Edison 
Co. 11 pp. 58111:045-58111:055. 

9106130335 Responds to NRC 910510 Itr re violations noted in Insp Repts 50-456/91- 
13 & 50-457/91-11 on 910310-0420.Corrective actions:contaminated person & area 
successfully decontaminated using std techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/07. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58111:177-58111:179. 

9106210151 Advises that requirements of NRC Bulletin 88-011 re pressurizer surge line 
thermal stratification fully addressed.based on submittal of detailed plant-specific anal¬ 
ysis covering removal of listed vertical supports. 

HSIA.A.H. Project Directorate 111-2. 91/06/07. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58202:182-58202:185. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106240096 Forwards safety insp repts 50-456/91-12 & 50-457/91-10 on 910514- 
21. No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth Edison 
Co. 2pp. 58185:210-58185:228. 

-9106240099 Insp repts 50-456/91-12 & 50-457/91-10 on 910514-21 .No violations 
noted.Major areas inspected:annual emergency preparedness exercise & other pro¬ 
gram activities,including review of exercise scenario. 

PLOSKI.T., CANIANO.R. Region 3 (Post 820201). 91/06/10. 17pp. 58185:212- 
58185:228. 

9106240143 Responds to Insp Repts 50-456/91-10 & 50-457/91-10 on 910311-22,pro¬ 
viding discussion of actions taken to address cited issues re number of operational 
events that led to spills & contamination spread within plant. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/17. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58212:318-58212:320. 

9106280155 Forwards discussion of check valves two inches & smaller & testing meth¬ 
odology for safety related pump discharge check valves,per Insp Repts 50-456/91-14 
& 50-457/91-12. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/21. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 58272:095-58272:099. 

9106280143 Ack receipt of 910607 Itr advising NRC of corrective actions in response to 
violations noted in Insp Repts 50-456/91-13 & 50-457/91-11. 

SHAFER.W.D. Region 3 (Post 820201). 91/06/24. REED.C. Commonwealth Edison 
Co. 2pp. 58272:102-58272:103. 


R. Periodic operating reports & related correspondence 

9106130217 Monthly operating repts for May 1991 for Braidwood Nuclear Power Station 
Units 1 & 2.W/910610 Itr. 

PERSHEY.C.E., KOFRON.K.L. Commonwealth Edison Co. 91/05/31. 14pp. 

58111:243-58111:256. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106030093 LER 91-006-00:on 910427.ESF actuation occurred during surveillance 
testing.Caused by lifted lead on undervoltage relay.Maint dept & work planninq dept 
conducted training. W/910524 Itr. 

LAU.P., KOFRON.K.L. Commonwealth Edison Co. 91/05/24. 5pp. 57994-077- 
57994:081. 


V. Operator Examinations 

9106040031 Forwards Requalification Exam Rept 50-456/OL-91-01 administered during 
wks of 910408 & 22.0verall program rating of satisfactory assigned. 

WRIGHT,G.C. Region 3 (Post 820201). 91/05/29. REED.C. Commonwealth Edison 
Co. 2pp. 57915:001-57915:011. 

-9106040032 Requalification Exam Rept 50-456/OL-91-01 administered during wks of 
910408 & 22.Exam results:all 7 reactor operators & 13 senior reactor operators 
passed exam. 

BAILEY.R.M., SHEPARD,D.L, BURDICK.T.M. Region 3 (Post 820201) 91/05/24 9dd 
57915:003-57915:011. ' pp ‘ 


9106180136 Advises that operator & senior operator licensing exams scheduled for wk 
of 9ll028.Listed ref matl requested 60 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 91/06/12. REED.C. Commonwealth Edison 
Co. 12pp'. 58120:337-58120:348. 
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F. Security, medical, emergency & fire protection plans 

9106200199 Rev 3 to “Comm Ed Co Generating Stations Emergency Plan Site Annex 
Braidwood Station.” W/910614 Itr. 

SCHUSTER.T.K. Commonwealth Edison Co. 91/01/31. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 100pp. 58202:008-58202:142. 

9106190182 EPIPs including.Rev 6 to BWZP 380-4A2 & Rev 3 to BWZP 380-4A3. 

* Commonwealth Edison Co. 91/06/05. 7pp. 58185:282-58185:288. 

9106240096 Forwards safety insp repts 50-456/91-12 & 50-457/91-10 on 910514- 
21.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth Edison 
Co. 2pp. 58185:210-58185:228. 

-9106240099 Insp repts 50-456/91-12 & 50-457/91-10 on 910514-21.No violations 
noted.Major areas inspected:annual emergency preparedness exercise & other pro¬ 
gram activities,including review of exercise scenario. 

PLOSKI.T. Region 3 (Post 820201). 91/06/10. 17pp. 58185:212-58185:228. 

9106270129 Forwards FEMA 910605 Itr & final exercise evaluation rept for offsite por¬ 
tion of facility 1990 emergency preparedness exercise. 

GREGER.L.R. Region 3 (Post 820201). 91/06/19. REED.C. Commonwealth Edison 
Co. 2pp. 58224:144-58224:189. 

—9106170102 Forwards final “Exercise Rept Braidwood Nuclear Power Station Comm 
Ed Joint Exercise" on 90l030.No deficiences noted.Four areas identified requiring 
corrective actions. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/06/05. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
58224:146-58224:147. 

-9106170103 Final “Exercise Rept Braidwood Nuclear Power Station Comm Ed Joint 
Exercise" on 901030. 

* Federal Emergency Management Agency. 91/02/06. 42pp. 58224:148-58224:189, 


P. Operating license stage documents & correspondence 

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA 
programs.As of 910101,nuclear quality program Instruction 4,requiring use of Tech 
Spec matrix,deleted. Util adopted performance-based auditing techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/05/13. DAVIS,A.B. Region 3 (Posl 
820201). 2pp. 58228:267-58228:268. 

9106110321 Informs of methods facility intends to utilize to ensure compliance w/ltmita 
tions associated w/use of DC crosstie breakers to support upcoming refueling outage 
for unit 2. 

CHECCA.A.R. Commonwealth Edison Co. 91/05/22. DAVIS.A.B. Region 3 (Pos 
820201). Ip. 58064:360-58064:360. 

9106050302 Advises that all DCRDR mods completed for Unit 1, contingent on NRC 
acceptance of human engineering discrepancy changes.Unit 2 DCRDR mods expect 
ed to be completed during Fall 1991 outage. 

SCHUSTER.T.K. Commonwealth Edison Co. 91/05/30. MURLEY.T.E. Office of Nude 
ar Reactor Regulation, Director (Post 870411). Ip. 58005:258-58005:258. 

9106060331 Summary of 910430 setpoint study briefing by CECO to provide staff w, 
background,plan & schedule of CECO setpoint study & possible regulatory process fo 
implementation of potential changes as result of study.Attendees list & handouts end 
HSIA.A.H. Project Directorate 111-2. 91/05/30. Project Directorate 111-2. 16pp 
57935:150-57935:165. 

9106110140 Advises that all mods for facility completed re ATWS Protection 
10CFR50.62. 

CHECCA.A.R. Commonwealth Edison Co. 91/05/30. MURLEY.T.E. Office of Nuclea 
Reactor Regulation, Director (Post 870411). Ip. 58095:291-58095:291. 

9106070208 Summary of 910509 meeting w/lllinois Dept of Nuclear Safety to discus 
ECCS discharge pipe venting & LCO. 

PULSIFER.R.M. Project Directorate IV-2. 91/06/03. Project Directorate IV-2. 12pc 
57993:206-57993:217. 

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris,IL to discuss PASi 
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Ni 
clear Power Station. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/04. REED.C. Common we alt 
Edison Co. 2pp. 57932:033-57932:034. 

9106120053 Confirms 910611 meeting to discuss progress of plant programs,both tecf 
nical & administrative. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/06. REED.C. Commonwealt 
Edison Co. 2pp. 58017:062-58017:063. 

9106190330 Forwards SE accepting topical rept WCAP-12639, “Pressurizer Surge Lin 
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summai 
Rept” 

HSIA.A.H. Project Directorate 111-2. 91/06/06. KOVACH,T.J. Commonwealth Edisc 
Co. 4pp. 58159:115-58159:126. 

-9106190351 SE of WOG rept WCAP-12639, “Pressurizer Surge Line Thermal Stratii 
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept.” Rept accep 
ed. 

* Project Directorate 111-2. 91/06/06. 8pp. 58159:119-58159:126. 
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9106200005 Suppl to 890317 application for amends to Licenses NPF-37, NPF-66.NPF- 
72 & NPF-77,changing TS 4.5.2 to modify existing surveillance requirements for’vent- 
ing ECCS discharge piping. 

CHECCA.A.R. Commonwealth Edison Co. 91/06/10. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 18pp. 58200:299-58200:318. 

9106240233 Forwards interim rept on human performance study program, summarizing 
study results.event characteristics & problems identified. 

BARETT.R.J. Project Directorate 111-2. 91/06/14. EENIGENBURG.E. Commonwealth 
Edison Co. Ip. 58211:221-58211:266. 

9106270142 Rev 0.D to “ODCM." 

* Commonwealth Edison Co. 91/06/19. 6pp. 58264:352-58264:357. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, ‘‘Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040031 Forwards Requalification Exam Rept 50-456/OL-91-01 administered during 
wks of 910408 & 22.0verall program rating of satisfactory assigned. 

WRIGHT,G.C. Region 3 (Post 820201). 91/05/29. REED.C. Commonwealth Edison 
Co. 2pp. 57915:001-57915:011. 

-9106040032 Requalification Exam Rept 50-456/OL-91-01 administered during wks of 
910408 & 22.Exam results:all 7 reactor operators & 13 senior reactor operators 
passed exam. 

BAILEY,R.M. Region 3 (Post 820201). 91/05/24. 9pp. 57915:003-57915:011. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106130144 Forwards evaluation of Westing house Owners Group bounding analysis for 
NRC bulletin 88-011, “Pressurizer Surge Line Thermal Stratification." 

HSIA.A.H. Project Directorate 111-2. 91/06/05. KOVACH,T.J. Commonwealth Edison 
Co. 11 pp. 58111:045-58l 11:055. 

9106130335 Responds to NRC 910510 Itr re violations noted in Insp Repts 50-456/91- 
13 & 50-457/91-11 on 9103l0-0420.Corrective actions:contaminated person & area 
successfully decontaminated using std techniques. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/07. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58111:177-58111:179. 

9106210151 Advises that requirements of NRC Bulletin 88-011 re pressurizer surge line 
thermal stratification fully addressed,based on submittal of detailed plant-specific anal¬ 
ysis covering removal of listed vertical supports. 

HSIA.A.H. Project Directorate 111-2. 91/06/07. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 58202:182-58202:185. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106240096 Forwards safety insp repts 50-456/91-12 & 50-457/91-10 on 910514- 
21.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 91/06/14. REED.C. Commonwealth Edison 
Co. 2pp. 58185:210-58185:228. 

-9106240099 Insp repts 50-456/91-12 & 50-457/91-10 on 910514-21.No violations 
noted.Major areas inspected:annual emergency preparedness exercise & other pro¬ 
gram activities,including review of exercise scenario. 

PLOSKIJ., CANIANO.R. Region 3 (Post 820201). 91/06/10. 17pp. 58185:212- 
58185:228. 

9106240143 Responds to Insp Repts 50-456/91-10 & 50-457/91-10 on 910311-22,pro¬ 
viding discussion of actions taken to address cited issues re number of operational 
events that led to spills & contamination spread within plant. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/17. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58212:318-58212:320. 

9106280155 Forwards discussion of check valves two inches & smaller & testing meth¬ 
odology for safety related pump discharge check valves,per Insp Repts 50-456/91-14 
& 50-457/91-12. 

KOVACH,T.J. Commonwealth Edison Co. 91/06/21. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 58272:095-58272:099. 

9106280143 Ack receipt of 910607 Itr advising NRC of corrective actions in response to 
violations noted in Insp Repts 50-456/91-13 & 50-457/91-11. 

SHAFER,W.D. Region 3 (Post 820201). 91/06/24. REED.C. Commonwealth Edison 
Co. 2pp. 58272:102-58272:103. 


R. Periodic operating reports & related correspondence 

9106130217 Monthly operating repts for May 1991 for Braidwood Nuclear Power Station 
Units 1 & 2.W/910610 Itr. 

PERSHEY.C.E., KOFRON.K.L. Commonwealth Edison Co. 91/05/31. 14pp. 

58111:243-58111:256. 


S. Reportable occurrences, LERs & related correspondence 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 


9106130226 LER 91-002-00:on 910510,excessive containment purge valve leakage dis¬ 
covered during local leakage rate testing causing reactor shutdown.Caused by seal 
degradation. Resilient matl seals replaced.W/910607 Itr. 

ELIAKIS.T., KOFRON.K.L. Commonwealth Edison Co. 91/06/07. 6pp 58150:171- 
58150:176. 


V. Operator Examinations 


9106040031 Forwards Requalification Exam Rept 50-456/OL-91-01 administered during 
wks of 910408 & 22.0vera!l program rating of satisfactory assigned. 

WRIGHT,G.C. Region 3 (Post 820201). 91/05/29. REED.C. Commonwealth Edison 
Co. 2pp. 57915:001-57915:011. 

-9106040032 Requalification Exam Rept 50-456/OL-91-01 administered during wks of 
910408 & 22.Exam results:all 7 reactor operators & 13 senior reactor operators 
passed exam. 

BAILEY,R.M., SHEPARD,D.L., BURDICK.T.M. Region 3 (Post 820201). 91/05/24 9pd 
57915:003-57915:011. 


9106180136 Advises that operator & senior operator licensing exams scheduled for wk 
of 911028.Listed ref matl requested 60 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 91/06/12. REED.C. Commonwealth Edison 
Co. 12pp. 58120:337-58120:348. 


DOCKET 50-458 RIVER BEND STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9106050024 Advises that Rev 5,as modified by Rev 6,acceptable & does not degrade 
effectiveness of emergency planning for facility. 

GWYNN.T.P. Region 4 (Post 820201). 91/05/31. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 57895:052-57895:054. 


9106180278 Forwards Initial SALP Rept 50-458/91-99 for period Jan 1990 - Mar 1991. 
MARTIN,R.D. Region 4 (Post 820201). 91/06/11. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 58169:329-58169:363. 


-9106180284 Initial SALP Rept 50-458/91-99 for period Jan 1990 - Mar 1991. 

* Region 4 (Post 820201). 91/06/11. 30pp. 58169:333-58169:363. 

9106180389 Suppls 910429 response to exercise weaknesses noted in Insp Rept 50- 
458/91-08.Corrective actions:mini-tabletops will be conducted w/recovery managers & 
emergency directors on one time basis & knowledgeable panel will conduct tabletops. 
ODELL,W.H. Gulf States Utilities Co. 91/06/14. Document Control Branch (Document 
Control Desk). 2pp. 58171:096-58171:097. 

9106260275 Forwards Tables 5-1 a through 5-1g of Chapter 5 to Rev 12B of physical 
security plan.On 910620 routine internal audit of safeguards info determined that revs 
not included w/plan when rev distributed in Mar 1991.Enel withheld. 

MORTON,B.B. Gulf States Utilities Co. 91/06/20. Affiliation Not Assigned. Ip. 
58238:222-58238:222. 


P. Operating license stage documents & correspondence 


9106050031 Notification of significant licensee meeting w/util on 910607 to discuss 
identification by both NRC & industry organizations of significant weakness in training 
programs including ficensed operator training. 

STETKA.T.F. Region 4 (Post 820201). 91/05/30. Region 4 (Post 820201). 2pp. 
57895:077-57895:078. 


9106100090 Forwards amend 57 to license NPF-47 & safety evaluation. Amend revises 
TSs 4.0.5,3.4.3.1 & 3.4.3.2 re inservice insp, leak detection & actions taken when 
leakage limits exceeded & revised bases of TS 3/4.4.3.1. 

ABBATE.C.M. Project Directorate IV-2. 91/05/31. DEDDENS.J.C. Gulf States Utilities 
Co. 2pp. 57993:338-57993:356. 


-9106100097 Amend 57 to license NPF-47,revising TSs 4.0.5,3.4.3.1 & 3.4.3.2 re in- 
service insp,leak detection & actions taken when leakage limits exceeded & revised 
bases of TS 3/4.4.3.1. 

DICK.G.F. Project Directorate IV-2. 91/05/31. 11pp. 57993:340-57993:352. 

-9106100100 Safety evaluation supporting amend 57 to license NPF-47. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/31. 4pp. 
57993:353-57993:356. 


9106070127 Forwards two 3-1/2 inch diskettes containing latest copy of generic funda¬ 
mentals exam bank.EncI withheld. 

GALLO,R.M. Operator Licensing Branch. 91/06/03. DEGRAW.G.D. Gulf States Utili¬ 
ties Co. Ip. 58039:171-58039:171. 

9106130090 Forwards amend 58 to license NPF-47 & safety evaluation. Amend modi¬ 
fies tech spec 3.6.2.3 “Drywell Air Locks" to allow use of drywell air lock in operation¬ 
al condition 3 for up to 7 days w/one door inoperable. 

ABBATE.C.M. Project Directorate IV-2. 91/06/03. DEDDENS.J.C. Gulf States Utilities 
Co. 2pp. 58112:007-58112:017. 

-9106130098 Amend 58 to license NPF-47,modifying tech spec 3.6.2.3, “Drywell Air 
Locks” to allow use of drywell air lock in operational condition 3 for up to 7 days w/ 
one door inoperable. 

DICK.G.F. Project Directorate IV-2. 91/06/03. 7pp. 58112:008-58112:014. 

-9106130102 Safety evaluation supporting amend 58 to license NPF-47. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/03. 3pp. 
58112:015-58112:017. 
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Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060122 Forwards updates of actions discussed in util 900125 Itr re interim status to 
Vendor Interface & Procurement Team Insp Rept 50-458/89-200. 

ODELL.W.H. Gulf States Utilities Co. 91/05/30. Document Control Branch (Document 
Control Desk). 2pp. 58003:104-58003:105. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190089 Forwards summary of 910528 enforcement conference w/util re recent 
insp findings of insp rept 50-458/91-13 including apparent violations & applicable NRC 
enforcement policy. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/10. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 58142:193-58142:222. 

—9106190100 Summary of 910528 enforcement conference w/util in Arlington.TX to dis¬ 
cuss circumstances surrounding apparent violations identified in insp rept 50-458/91- 
13.Attendees listed in app A. 

BAER.R.E. Region 4 (Post 820201). 91/06/03. Region 4 (Post 820201). 27pp. 
58142:196-58142:222. 

9106180278 Forwards Initial SALP Rept 50-458/91-99 for period Jan 1990 - Mar 1991. 
MARTIN,R.D. Region 4 (Post 820201). 91/06/11. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 58169:329-58169:363. 

-9106180284 Initial SALP Rept 50-458/91-99 for period Jan 1990 - Mar 1991. 

* Region 4 (Post 820201). 91/06/11. 30pp. 58169:333-58169:363. 

9106180389 Suppls 910429 response to exercise weaknesses noted in Insp Rept 50- 
458/91-08.Corrective actions:mini-tabletops will be conducted w/recovery managers & 
emergency directors on one time basis & knowledgeable panel will conduct tabletops. 
ODELL.W.H. Gulf States Utilities Co. 91/06/14. Document Control Branch (Document 
Control Desk). 2pp. 58171:096-58171:097. 

9106260257 EN-91-033:on 910619,notice of proposed imposition of civil penalty in 
amount of $37,500 issued to licensee based on violations re failure to properly control 
access to high radiation areas. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/14. Ip. 
58255:105-58255:105. 

9106250231 Notification of significant licensee meeting on 910626 in St Francisville.LA 
to brief licensee on results of SALP Board results for Jan 1990 - Mar 1991 .Results 
documented in Insp Rept 50-458/91-11 issued on 910611. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/18. Region 4 (Post 820201). 2pp. 
58221:088-58221:089. 

9106260050 Discusses Insp Rept 50-458/91-13 & forwards notice of violation & pro¬ 
posed imposition of civil penalty in amount of $37,500 re 910401 discovery of removal 
of rope barrier around high radiation area. 

MARTIN,R.D. Region 4 (Post 820201). 91/06/19. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 58228:273-58228:280. 

—9106260053 Notice of violation & proposed imposition of civil penalty in amount of 
$37,500. Violations noted:on 910401.RHR pump room A not barricaded & conspicu¬ 
ously posted as high radiation area & on 910428,rope barrier removed. 

MARTIN,R.D. Region 4 (Post 820201). 91/06/19. 4pp. 58228:277-58228:280. 


R. Periodic operating reports & related correspondence 

9106250130 Monthly operating rept for May 1991 for River Bend.unit 1. W/910617 Itr. 
HENDL.G.F., ODELL,W.H. Gulf States Utilities Co. 91/05/31. 5pp. 58220:261- 
58220:265. 


S. Reportable occurrences, LERs & related correspondence 

9106060114 LER 91-009-00:on 910430,high radiation area barrier moved 

improperly.Caused by personnel error.High radiation lock installed & personnel in¬ 
volved counseled.W/910530 Itr. 

ENGLAND,L.A., ODELL.W.H. Gulf States Utilities Co. 91/05/30. 4pp. 58009:187- 
58009:190. 

9106070262 LER 90-005-03:on 900302 & 06,nonconservative value for high alarm set- 
point noted.Caused by inadequate sample flow. Setpoint will be revised upward based 
on more realistic calculation.W/910531 Itr. 

ENGLAND,L.A., ODELL,W.H. Gulf States Utilities Co. 91/05/31. 6pp. 58009:230- 
58009:235. 

9106190181 Special rept:on 9l0409,initial start time for voltage exceeded Tech Spec 10 
s max during Div III diesel generator operability test.Caused by field flash relay time 
delay & air start motors.Air start motors replaced. 

ODELL,W.H. Gulf States Utilities Co. 91/06/06. Document Control Branch (Document 
Control Desk). 4pp. 58185:311-58185:314. 

9106190165 LER 90-034-01 :on 901027,reactor protection sys actuation 
occurred.Caused by shorting in connectors during under vessel decontamination 
activities.Maint procedure governing CRD revised.W/910613 Itr. 

ENGLAND,L.A., ODELL.W.H. Gulf States Utilities Co. 91/06/13. 4pp. 58191:036- 
58191:039. 


9106240251 LER 91-0l0-00:on 910516,discovery that containment isolation valves not 
verified closed every 31 days,per Tech Spec 4.6.1.1.b & updated FSAR Section 
6.2.4.3.7.2.Surveillance Procedure STP-000-0201 revised.W/910617 Itr. 

ENGLAND,L.A., ODELL.W.H. Gulf States Utilities Co. 91/06/17. 4pp. 58226:056- 
58226:059. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 
GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


V. Operator Examinations 

9106070021 Notification of contract execution.awarding Task Order 102, “Operator Li¬ 
censing Exams,River Bend Nuclear Power Plant,” to, “Technical Assistance to Sup¬ 
port Licensing Activities," awarded to Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. 91/05/28. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 58039:150- 
58039:154. 

-9106070023 Ltr contract,awarding Task Order 102, “Operator Licensing Exams,River 
Bend Nuclear Power Plant,” to “Technical Assistance to Support Licensing Activities." 
EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
91/05/21. PETERSON,L.R. Sonalysts, Inc. 4pp. 58039:151-58039:154. 

9106050031 Notification of significant licensee meeting w/util on 910607 to discuss 
identification by both NRC & industry organizations of significant weakness in training 
programs including licensed operator training. 

STETKA.T.F. Region 4 (Post 820201). 91/05/30. Region 4 (Post 820201). 2pp. 
57895:077-57895:078. 

9106190073 Discusses 910607 meeting re identification by NRC & industry organiza¬ 
tions of significant weaknesses in facility training programs including licensed operator 
training.List of attendees end. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/14. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 58142:174-58142:177. 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106260275 Forwards Tables 5-1 a through 5-lg of Chapter 5 to Rev 12B of physical 
security plan.On 910620 routine internal audit of safeguards info determined that revs 
not included w/plan when rev distributed in Mar 1991.Enel withheld. 

MORTON,B.B. Gulf States Utilities Co. 91/06/20. Affiliation Not Assigned. Ip. 
58238:222-58238:222. 


P. Operating license stage documents & correspondence 

9106070127 Forwards two 3-1/2 inch diskettes containing latest copy of generic funda¬ 
mentals exam bank. Enel withheld. 

GALLO,R.M. Operator Licensing Branch. 91/06/03. DEGRAW.G.D. Gulf States Utili¬ 
ties Co. Ip. 58039:171-58039:171. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Application/construction stage documents & correspondence 

9106210109 Forwards order extending const completion date from 910601 to 
010601 .safety evaluation & environ assessment & finding of no significant impact. 
MENDONCA.M.M. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 91/06/18. MAZUR,D.W. Washington Public Power Supply System. 
3pp. 58202:238-58202:248. 

-9106210111 Order extending const completion date from 910601 to 010601 due to 
temporary lack of demand for energy to be produced by facility. 

CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/06/18. Washington Public Power Supply System. 2pp. 58202:241-58202:242. 

-9106210114 SER supporting extension of const completion date from 910601 to 
010601. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/18. 3pp. 
58202:243-58202:245. 

-9106210115 Environ assessment & finding of no significant impact re extension of 
latest const completion date from 910601 to 010601. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/06/06. 3pp. 58202:246-58202:248. 


S. Reportable occurrences, LERs & related correspondence 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106120007 Forwards insp rept 50-461/91-09 on 910422-26.No violations noted. 
RING.M.A. Region 3 (Post 820201). 91/06/06. PERRY,J.S. Illinois Power Co. 2pp. 
58017:020-58017:028. 
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-9106120010 !nsp rept 50-461/91-09 on 910422-26.No violations noted. Major areas 
inspected:implementation of licensee fire protection program & general observations 
of fire protection equipment. 

ULIE.J.M., JABLONSKI.F.J. Region 3 (Post 820201). 91/06/04. 7pp. 58017:022- 
58017:028. 

9106200009 Ack receipt of 910604 Itr re scope of participation & objectives for plants 
annual emergency preparedness exercise scheduled for 910904.Informs that pro¬ 
posed objectives acceptable. 

GREGER.LR. Region 3 (Post 820201). 91/06/14. PERRY.J.S Illinois Power Co. Ip. 
58161:091-58161:091. 


P. Operating license stage documents & correspondence 


9106060250 Forwards "Notice of Consideration of Issuance of Amend to Facility Oper¬ 
ating License & Opportunity for Hearing," re 901217 application for amend. 
HANSEN.A.G. Project Directorate 111-3. 91/05/24. SPANGENBERG.F. Illinois Power 
Co. 3pp. 57918:351-57918:358. 

-9106060252 Notice of consideration of issuance of amend to license NPF-62 & pro¬ 
posed NSHC determination & opportunity for heartng.Amend changes TS 3.3.4.1 to 
more closely reflect capabilities of ATWS-RPT instumentation design. 

HANNON.J.N. Project Directorate 111-3. 91/05/24. 5pp. 57918:354-57918:358. 

9106060076 Discusses leak testing of backup ADS air supply sys to ensure adequate 
supply of air to ADS valves to support short-term operability.Testing on 910301 dem¬ 
onstrated that min 3-day air supply exists in sys w/o makeup. 

SPANGENBERG.F. Illinois Power Co. 91/05/29. Document Control Branch (Docu¬ 
ment Control Desk). 7pp. 58002:316-58002:322. 

9106060215 Forwards amend 58 to license NPF-62 & safety evaluation. Amend modi¬ 
fies ACTION statement 82 for tech spec 3.37.5, "Accident Monitoring Instrumenta¬ 
tion.” 

GODY.A.T. Project Directorate 111-3. 91/05/30. SPANGENBERG.F. Illinois Power Co. 
4pp. 57931:087-57931:103. 

-9106060218 Amend 58 to license NPF-62,revising ACTION statement 82 for tech spec 
3.37.5, "Accident Monitoring Instrumentation." 

ZWOLINSKI.J.A. Division of Reactor Projects - III,IV,V (Post 901216). 91/05/30. 3pp. 
57931:091-57931:093. 

-9106060219 Safety evaluation supporting amend 58 to license NPF-62. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/30. 6pp. 
57931:094-57931:099. 

-9106060220 Notice of denial in part of request for amend to license NPF-62. 
HANNON.J.N. Project Directorate 111-3. 91/05/30. 4pp. 57931:100-57931:103. 

9106070008 Ack receipt of 910228 Itr transmitting changes to QA program 
description.Revs continue to meet requirements of 10CFR50, App B & acceptable. 
WRIGHT,G.C. Region 3 (Post 820201). 91/05/31. PERRY.J.S. Illinois Power Co. 2pp. 
58015:274-58015:275. 

9106200027 Releases Ofc of Investigations synopsis for Ol Case 3-89-014 re allega¬ 
tions that Centurion Research Corp failed to conduct background checks & prepared 
false background investigation repts. 

GREGER.LR. Region 3 (Post 820201). 91/06/13. PERRY.J.S. Illinois Power Co. Ip. 
58161:123-58161:131. 

-9106200033 Authorizes release of synopsis for Ol Case 3-89-014 re alleged failure to 
conduct background checks & falsification of background records. 

PAWLIK.E.T. Region 3 (Post 820201). 91/04/23. DAVIS,A.B. Region 3 (Post 820201). 
Ip. 58161:124-58161:128. 

-9106200043 Discusses release of synopsis for Ol Case 3-89-014 re alleged failure to 
conduct background checks & falsification of background records. 

FUNK.D.E. Region 3 (Post 820201). 91/04/30. NORELIUS.C.E. Region 3 (Post 
820201). ip. 58161:129-58161:129. 

-9106200048 Discusses investigation of Centurion Research Corp alleged falsification 
of background investigation repts. 

MUELLER,R.S. Justice, Dept. of. 91/04/08. HAYES,B.B. Ofc of Investigations (Post 
880201). 2pp. 58161:130-58161:131. 

9106190321 Forwards revised pages to Amend 51 to License NPF-62.0n Page B 3/4 4- 
8,value for plate nickel(%) was provided w/decimal point mispositioned.Value 0.063 
should have been 0.63.Index Page x revised to reflect change in title to Figure 3.4.6.I. 
GODY.A.T. Project Directorate 111-3. 91/06/14. SPANGENBERG.F. Illinois Power Co. 
3pp. 58152:051-58152:055. 

-9106190324 Revised index page x & TS Page B 3/4 4-8 to Amend 51 to License 
NPF-62. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/14. 2pp. 
58152:054-58152:055. 

9106250240 Requests change to Tech Spec Bases to replace MAPLHRG limit factor 
0.85 for single recirculation loop operation w/ ref to core operating limits rept & cor¬ 
recting number of nozzles in RHR containment spray Train A. 

SPANGENBERG.F. Illinois Power Co. 91/06/17. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 58221:107-58221:113. 

-9106260007 Proposed tech specs,replacing MAPLHGR limit factor 0.85 for single re¬ 
circulation loop operation w/ref to core operating limits rept & correcting number of 
nozzles in RHR containment spray Train A. 

* Illinois Power Co. 91/06/17. 4pp. 58221:110-58221:113. 

9106270256 Forwards Rev 9 to App V of, "Pump & Valve Testing Program Plan.” 
SPANGENBERG.F. Illinois Power Co. 91/06/25. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 58268:127-58268:217. 

-9106270258 Rev 9 to App V of “Pump & Valve Testing Program Plan.” 

PARR ENT,T.W. Illinois Power Co. 91/05/15. 90pp. 58268:128-58268:217. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106120007 Forwards insp rept 50-461/91-09 on 910422-26.No violations noted. 

RING,M.A. Region 3 (Post 820201). 91/06/06. PERRY.J.S. Illinois Power Co. 2pp. 
58017:020-58017:028. 

—9106120010 Insp rept 50-461/91-09 on 910422-26.No violations noted. Major areas 
inspected:implementation of licensee fire protection program & general observations 
of fire protection equipment. 

ULIE.J.M., JABLONSKI.F.J. Region 3 (Post 820201). 91/06/04. 7pp. 58017:022- 
58017:028. 

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106200078 Forwards final SALP rept 50-461/91-01 meeting summary. 

DAVIS,A.B. Region 3 (Post 820201). 91/06/13. PERRY.J.S. Illinois Power Co. Ip. 
58161:239-58161:253. 

-9106200081 SALP rept 50-461/91-01 for 891101-910131. 

* Region 3 (Post 820201). 91/06/13. 14pp. 58254:013-58254:032. 


R. Periodic operating reports & related correspondence 


9106140178 Monthly operating rept for May 1991 for Clinton Power Station,Unit 1.W/ 
910607 Itr. 

SPANGENBERG.F. Illinois Power Co. 91/05/31.5pp. 58147:253-58147:257. 


DOCKET STN-50-482 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

9106200157 Ack receipt of 910509 Itr transmitting objectives & guidelines for upcoming 
emergency preparedness exercise. Exercise scenario & associated matls should be 
submitted at 60 days prior to exercise. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/17. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 58204:355-58204:357. 

9106200283 Forwards corrected remove/insert instruction page to facility security plan. 
RHODES,F.T. Wolf Creek Nuclear Operating Corp. 91/06/17. Document Control 
Branch (Document Control Desk). 2pp. 58204:003-58204:004. 

9106240091 EPIPs including,Rev 6 to EPP 01-1.0,Rev 13 to EPP 01-3.1,Rev 9 to EPP 
01-3.2 & Rev 5 to EPP 01-3.3.W/910618 Itr. 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 91/06/18. 82pp. 58211:267- 
58211:356. 


G. Adjudicatory correspondence 

9106060246 Forwards FERC offer of settlement,addendum to offer of settlement w/pro 
forma tariffs appended,separate explanatory statement,proposed order submitted for 
filing in FERC docket & OK Corp Commission stipulation & order. 

IRWIN,D.P. Hunton & Williams. 91/05/30. RUTBERG.J. Office of the General Counsel 
(Post 860701). 50pp. 58002:120-58002:216. 

9106280026 Order.* Commission has not taken final action on petition to review ALAB- 
701.Six proceedings technically remain in abeyance before Appeal Board.Proceedings 
referred to Commission.W/Certificate of Svc.Served on 910617. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #291 11846. 91/06/11. 
Carolina Power & Light Co. 10pp. 58237:223-58237:232. 


P. Operating license stage documents & correspondence 

9106070221 Forwards amend 44 to license NPF-42 & safety evaluation. Amend revises 
tech spec 4.7.8 to incorporate alternative snubber visual insp schedule as provided by 
Generic Ltr 90-09. 

PICKETT,D.V. Project Directorate IV-2. 91/05/31. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 2pp. 57993:218-57993:239. 

-9106070224 Amend 44 to license NPF-42,revising Tech Spec 4.7.8 to incorporate al¬ 
ternative snubber visual insp schedule as provided by generic Itr 90-09. 

DICK.G.F. Project Directorate IV-2. 91/05/31. 17pp. 57993:220-57993:236. 

-9106070247 Safety evaluation supporting amend 44 to license NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/31. 3pp. 
57993:237-57993:239. 

9106180189 Application for amend to License NPF-42,revising Tech Specs Tables 2.2- 
1,4.3-1 & associated bases to accomodate replacement of existing RTD bypass sys 
w/RTD thermowell sys. Ends withheld (ref10CFR2.790). 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 91/06/11. Document Control 
Branch (Document Control Desk). 11pp. 58174:001-58174:077. 
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“9106180200 Requests withholding of proprietary info from public 
disclosure.Nonproprietary safety evaluation,description of proposed plant mods for 
RTD bypass sys removal & setpoint for RTD bypass sys removal encf. 

DIPIA2ZA.R.P. Westinghouse Electric Corp. 91/05/10. MURLEY.T. Document Control 
Branch (Document Control Desk). 45pp. 58174:021-58174:066. 

—9106180204 Proposed Tech Specs revising Tech Specs Tables 2.2-1.4.3-1 & associat¬ 
ed bases to accomodate replacement of existing RTD bypass sys w/RTD thermowell 
sys. 

* Wolf Creek Nuclear Operating Corp. 91/06/11. 9pp. 58174:067-58174:077. 

9106270131 Application for amend to license NPF-42,revising Tech Spec 4.6.2.3 & 
bases to reduce min required cooling water flow to containment cooling units during 
accident conditions. 

RHODES.F.T. Wolf Creek Nuclear Operating Corp. 91/06/21. Document Control 
Branch (Document Control Desk). 18pp. 58254:309-58254:331. 

—9106270138 Proposed tech specs 4.6.2.3, “Containment Cooling Sys," & affected 
Tech Spec Bases to reduce min required cooling water flow to containment cooling 
units during accident conditions. 

* Wolf Creek Nuclear Operating Corp. 91/06/21.3pp. 58254:328-58254:331. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040413 Responds to NRC Itr re violations noted in Insp rept 50-482/91-01 .Correc¬ 
tive actions:improved process for statusing & tracking items undergoing reportability 
evaluation implemented. 

BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 91/05/29. Document Control Branch 
(Document Control Desk). 5pp. 57999:249-57999:253. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106050040 Advises that insp rept 50-482/91-12 cancelled & no insp rept will be 
issued. 

COLLINS,S.J. Region 4 (Post 820201). 91/05/31. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 57895:101-57895:103. 

9106070221 Forwards amend 44 to license NPF-42 & safety evaluation. Amend revises 
tech spec 4.7.8 to incorporate alternative snubber visual insp schedule as provided by 
Generic Ltr 90-09. 

PICKETT,D.V. Project Directorate IV-2. 91/05/31. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 2pp. 57993:218-57993:239. 

“9106070224 Amend 44 to license NPF-42,revising Tech Spec 4.7.8 to incorporate al¬ 
ternative snubber visual insp schedule as provided by generic itr 90-09. 

DICK.G.F. Project Directorate IV-2. 91/05/31. 17pp. 57993:220-57993:236. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


R» Periodic operating reports & related correspondence 


9106180438 Monthly operating rept for May 1991 for Wolf Creek Generating Station.W/ 
910611 Itr. 

WILLIAMS,M., RHODES.F.T. Wolf Creek Nuclear Operating Corp. 91/05/31. 7pp. 
58172:015-58172:021. 


S. Reportable occurrences, LERs & related correspondence 

9106120111 LER 91-006-00:on 910512,auxiliary feedwater actuation & control room 
ventilation isolation occurred when power supply in ESF actuation sys failed.Caused 
by faulty 15 volt power supply.Power supply replaced.W/910607 Itr. 

WILLIAMS,M.G., BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 91/06/07. 5pp. 
58146:270-58146:274. 

9106260342 LER 91-007-00:on 910522,Tech spec violation occurred re inadequate test¬ 
ing of component cooling water to reactor coolant pump thermal barrier check 
valves.Cause undecided. Procedures reviewed.W/910621 Itr. 

WILLIAMS,M.G., BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 91/06/21. 4pp. 
58256:038-58256:041. 


V. Operator Examinations 

9106060072 Notification of contract execution,mod 1 to task order 77, “Wolf Creek Nu¬ 
clear Power Plant Initial Exam" to “Technical Assistance to Support Licensing Activi¬ 
ties.” Contractor: Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57931:167- 
57931:169. 

“9106060077 Ltr contract NRC-03-89-031 ,mod 1 to task order 77,increasing negotiated 
task order ceiling to “Wolf Creek Nuclear Power Plant Initial Exam.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
91/05/22. PETERSEN,L.R. Sonalysts, Inc. 2pp. 57931:168-57931:169. 


9106180348 Documents 910425 discussions re 910123 reexam of individual licensed at 
facility.Reexam results invalid since individual undergoing period of significant stress & 
results should not be utilized in future licensing action. 

BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 91/06/14. MARTIN,R.D. Region 4 
(Post 820201). Ip. 58165:355-58165:355. 


DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9106120265 EPIPs including,Rev 6 to index,general rules & Rev 6 to Index INDX 
T210.0002/D157. 

* Union Electric Co. 91/05/22. 22pp. 58109:329-58109:350. 

9106120365 Temporary Change Notice 91-0314 to Rev 6 to Procedure EIP-ZZ-00211, 
“Field Monitoring Direction & Assessment" & Temporary Change Notice 91-0315 to 
Rev 8 to Procedure EIP-ZZ-00223, "Fields Monitoring Operations.” 

* Union Electric Co. 91/06/04. 7pp. 58109:027-58109:033. 

9106240021 Forwards insp rept 50-483/91-06 on 910604-07.No violations noted. 
GREGER.LR. Region 3 (Post 820201). 91/06/14. SCHNELL.D.F. Union Electric Co. 
2pp. 58185:135-58185:154. 

“9106240040 Insp rept 50-483/91-06 on 910604-07.No violations noted. Major areas 
inspected:annual emergency preparedness exercise,involving review of exercise sce¬ 
nario & observation by six NRC representatives of key functions. 

PLOSKI.T., SIMONS,H., CANIANO.R.J. Region 3 (Post 820201). 91/06/14. 18pp. 
58185:137-58185:154. 

9106260273 Forwards Rev 16 to physical security plan.Rev withheld (ref 10CFR73.21). 
SCHNELL.D.F. Union Electric Co. 91/06/18. DAVIS.A.B. Region 3 (Post 820201). 
3pp. 58238:211 -58238:213. 


P. Operating license stage documents & correspondence 


9106040168 Requests that Missouri Dept of Natural Resources assume responsibility 
for administering section 106 process for 3 sites within area of potential effect. 
PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/05/21. MEHAN,G.T. 
Jefferson City, MO. 2pp. 57894:111-57894:112. 

9106040361 Requests that State of MO Dept of Natural Resources assume responsibil¬ 
ity for administering section 106 process of Natl Historic Preservation Act for three 
sites within area of potential effect at facility. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/05/21. MEHAN.G.T. 
Missouri, State of. 2pp. 57894:319-57894:320. 

9106070291 Forwards response to NRC/SAIC questions posed during 910509 telconre 
station blackout. 

SCHNELL.D.F. Union Electric Co. 91/05/31. Document Control Branch (Document 
Control Desk). 11pp. 58017:104-58017:114. 

9106210204 Forwards NRC 910521 Itr to State of MO Dept of Natural Resources re¬ 
questing that dept assume responsibility for adminstering Section 106 process of Natl 
Historic Preservation Act for three sites at plant. 

LYNCH,M.D. Project Directorate MI-3. 91/06/07. SCHNELL.D.F. Union Electric Co. 
2pp. 58202:218-58202:221. 

9106210271 Forwards 910521 Itr from State of MO Dept of Natural Resources request¬ 
ing that dept assume responsibility for administering Section 1 06 process of Natl His¬ 
toric Preservation Act for three sites at facility. 

LYNCH,M.D. Project Directorate 111-3. 91/06/07. KEEL.B.C. Interior, Dept. of. Ip. 
58208:226-58208:228. 

9106200060 Forwards Rev 14 to “Operating QA Manual." 

SCHNELL.D.F. Union Electric Co. 91/06/11. Document Control Branch (Document 
Control Desk). 4pp. 58203:001-58203:183. 

“9106200063 Rev 14 to “Operating QA Manual.” 

SCHNELL.D.F., LAUX.J.V. Union Electric Co. 91/06/11. 285pp. 58 203:005-58203:183. 

9106240223 Requests voluntary participation by util in cognitive environ simulation re¬ 
search project. 

HANNON,J.N. Project Directorate 111-3. 91/06/14. SCHNELL.D.F. Union Electric Co. 
7pp. 58198:030-58198:036. 

9106250172 Discusses 910604 & 05 manager meetings to evaluate nuclear safety per¬ 
formance of operating reactors.fuel facilities & other matl licensees. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/18. SCHNELL.D.F. 
Union Electric Co. 3pp. 58209:354-58209:356. 


Q. Inspection reports, IE Bulletins & correspondence 

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106060231 Forwards safety insp rept 50-483/91-08 on 910316-0515.Two items identi¬ 
fied appeared to be in violation of NRC requirements. 

KNOP.R.C. Region 3 (Post 820201). 91/05/30. SCHNELL.D.F. Union Electric Co. 2pp. 
58003:029-58003:038. 

“9106060235 Insp rept 50-483/91-08 on 910316-0515.No violations noted. Major areas 
inspected:LERs.operational safety verification & maint/surveillance conducted. 
HAGUE,R.L. Region 3 (Post 820201). 91/05/30. 8pp. 58003:031-58003:038. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


DOCKETED ITEMS 143 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106240021 Forwards insp rept 50-483/91-06 on 910604-07.No violations noted. 
GREGER.L.R. Region 3 (Post 820201). 91/06/14. SCHNELL.D.F. Union Electric Co. 
2pp. 58185:135-58185:154. 

-9106240040 Insp rept 50-483/91-06 on 910604-07.No violations noted. Major areas 
inspected:annual emergency preparedness exercise,involving review of exercise sce¬ 
nario & observation by six NRC representatives of key functions. 

PLOSKI.T., SIMONS,H., CANIANO.R.J. Region 3 (Post 820201). 91/06/14. 18pp. 
58185:137-58185:154. 


R. Periodic operating reports & related correspondence 

9106190076 Monthly operating rept for May 1991 for Callaway Unit 1. W/910607 Itr. 
MCCANN.R.J., BLOSSER.J.D. Union Electric Co. 91/05/31. 6pp. 58189:218- 
58189:223. 

9106180032 Forwards annual rept.summarizing written safety evaluations of changes 
approved & implemented,since changes reported in 900612 Itr,per 10CFR50.59. 
SCHNELL.D.F. Union Electric Co. 91/06/06. Document Control Branch (Document 
Control Desk). 59pp. 58178:167-58178:226. 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9106040227 Forwards Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22.Viola- 
tion noted but not cited re failure to conduct adequate searches at access control 
points to plant. Details withheld (ref 10CFR73.21). 

COLLINS,S.J. Region 4 (Post 820201). 91/05/29. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 57914:068-57914:072. 

-9106040229 Partially withheld Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22 
(ref 10CFR73.21).Major areas inspected:physical security program,access control of 
personnel & packages & loaded weapon admitted to protected area on 910502. 
MCLEAN,M.L., CAIN.C.L. Region 4 (Post 820201). 91/05/24. 2pp. 57914:071- 
57914:072. 

9106190082 Notification of significant licensee meeting 91-068 w/util on 910621 to dis¬ 
cuss apparent violation of physical security program at facility. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/10. Region 4 (Post 820201). 3pp. 
58142:180-58142:182. 

9106190022 Forwards insp repts 50-498/91-14 & 50-499/91-14 on 910430- 0503 & 
notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/12. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58142:035-58142:045. 

-9106190030 Notice of violation from insp on 910430-0503.Violation noted:on 
910418, licensee not able to augment on-shift emergency response organization within 
approx 45 to 60 minutes of being notified. 

* Region 4 (Post 820201). 91/06/12. Ip. 58142:038-58142:038. 

-9106190036 Insp repts 50-498/91-14 & 50-499/91-14 on 910430-0503. Violations 
noted.Major areas inspected:regional initiative insp of shift staffing & augmentation ca¬ 
pabilities in emergency response organization. 

TERC.N.N., MURRAY,B. Region 4 (Post 820201). 91/05/29. 7pp. 58142:039- 
58142:045. 

9106200135 Ack receipt of 910426 Itr transmitting objectives & guidelines for upcoming 
emergency preparedness exercise. Exercise scenario & associated matls should be 
submitted at least 60 days prior to exercise. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/17. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58200:195-58200:197. 

9106200142 Ack receipt of 910521 request for extension of interval for requalification 
training from 910601 to 0801 for selected members of emergency response 
organization.Request justified. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/17. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58204:359-58204:361. 

9106260001 Ack receipt of 910311 Itr per 901105 telcon re corrective actions in re¬ 
sponse to weaknesses noted in Insp Repts 50-498/90-10 & 50-499/90-10. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/19. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58227:345-58227:351. 

9106280185 Notifies that 910821 graded exercise scenario manual for plant delivered to 
Region IV.Scenario manuals include revised set of exercise objectives for 1991 emer¬ 
gency response exercise scenario. 

JUMP.W.J. Houston Lighting & Power Co. 91/06/28. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58273:122-58273:123. 


P. Operating license stage documents & correspondence 

9106050002 Forwards Amends 24 & 14 to Licenses NPF-76 & NPF-80, respectively & 
safety evaluation.Amends change TS to permit continuation of surveillance testing for 
certain ESFAS instrumentation w/one of four devices inoperable. 

DICK.G.F. Project Directorate IV-2. 91/05/17. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 58003:175-58003:186. 

-9106050005 Amends 24 & 14 to Licenses NPF-76 & NPF-80,respectively, changing TS 
to permit continuation of surveillance testing for certain ESFAS instrumentation w/one 
of four redundant actuation devices inoperable by bypassing device. 

DICK.G.F. Project Directorate IV-2. 91/05/17. 7pp. 58003:177-58003:183. 


•9106050007 Safety evaluation supporting Amends 24 & 14 to Licenses NPF-76 & 
NPF-80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/17. 3pp. 
58003:184-58003:186. 


9106120129 Informs of completion of Investigation of SPEAKOUT Concern Number 
12180 re Allegation Number RUV-91-A-0034. 

JORDAN,T.J. Houston Lighting & Power Co. 91/06/03. Document Control Branch 
(Document Control Desk). 2pp. 58106:100-58106:101. 

9106120243 Forwards “South Texas Project Electric Generating Station Unit 1,Reactor 
Containment Bldg Integrated Leak Rate Test Rept.” 

JUMP.W.J. Houston Lighting & Power Co. 91/06/03. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58106:312-58107:028. 

-9106120250 “South Texas Project Electric Generating Station Unit 1, Reactor Contain¬ 
ment Bldg Integrated Leakage Rate Test Rept.” 

* Houston Lighting & Power Co. GP-R-263103. 91/03/04. 76pp. 58106:314- 
58107:028. 


9106120137 Requests withdrawal of proposed Tech Spec changes based on STPEGS 
PRA. 

JUMP.W.J. Houston Lighting & Power Co. 91/06/05. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58106:102-58106:103. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040227 Forwards Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22.Viola¬ 
tion noted but not cited re failure to conduct adequate searches at access control 
points to plant. Details withheld (ref 10CFR73.21). 

COLLINS,S.J. Region 4 (Post 820201). 91/05/29. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 57914:068-57914:072. 

-9106040229 Partially withheld Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22 
(ref 10CFR73.21).Major areas inspected:physical security program.access control of 
personnel & packages & loaded weapon admitted to protected area on 910502. 
MCLEAN,M.L., CAIN.C.L. Region 4 (Post 820201). 91/05/24. 2pp. 57914:071- 
57914:072. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106140052 Notification of contract execution,Task Order 34 to “Nuclear Power Reac¬ 
tor Design Insp Svcs,” awarded to AECL Technologies. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
90-031. 91/05/31. SCHWINK.W.S. Program Management, Policy Development & 
Analysis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. Ip. 
58249:277-58249:284. 

-9106140058 Ltr contract awarding Task Order 34, “Electrical Distribution Sys Function¬ 
al Insp - South Texas" to “Nuclear Power Reactor Design Insp Svcs,” to AECL Tech¬ 
nologies. 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 
91/05/31. SHIFLETT.D.R. AECL Technologies. 7pp. 58249:278-58249:284. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106100001 Ack receipt of 910516 Itr in response to 910415 notice of violation.Review 
finds reply responsive to concerns raised in notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/04. HALL.D.P. Houston Lighting & 
Power Co. 4pp. 57932:008-57932:011. 

9106110107 Ack receipt of 910514 Itr in response to 910417 Itr & NOV re insp repts 50- 
498/91-08 & 50-499/91-08. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/05. HALL.D.P. Houston Lighting & 
Power Co. 2pp. 57998:008-57998:025. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190082 Notification of significant licensee meeting 91-068 w/util on 910621 to dis¬ 
cuss apparent violation of physical security program at facility. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/10. Region 4 (Post 820201). 3pp. 
58142:180-58142:182. 

9106190022 Forwards insp repts 50-498/91-14 & 50-499/91-14 on 910430- 0503 & 
notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/12. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58142:035-58142:045. 

-9106190030 Notice of violation from insp on 910430-0503.Violation notedron 
910418,licensee not able to augment on-shift emergency response organization within 
approx 45 to 60 minutes of being notified. 

* Region 4 (Post 820201). 91/06/12. Ip. 58142:038-58142:038. 

—9106190036 Insp repts 50-498/91-14 & 50-499/91-14 on 910430-0503. Violations 
noted.Major areas inspected:regional initiative insp of shift staffing & augmentation ca¬ 
pabilities in emergency response organization. 

TERC.N.N., MURRAY,B. Region 4 (Post 820201). 91/05/29. 7pp. 58142:039- 
58142:045. 
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9106190110 Forwards insp repts 50-498/91-13 & 50-499/91-13 on 910422-0510.No 
violations noted. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/12. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58142:247-58142:263. 

-9106190115 Insp repts 50-498/91-13 & 50-499/91-13 on 910422-0510.No violations 
noted.Major areas inspected:licensee self-assessment capabiiity.corrective action 
processes & operational procedures. 

GAGLIARDO.J.E. Region 4 (Post 820201). 91/06/11. 14pp. 58142:250-58142:263. 

9106190134 Forwards insp repts 50-498/91-18 & 50-499/91-18 on 910516-0603.Viola- 
tions noted but not cited.Enforcement conference scheduled for 910702 to discuss 
violations. 

COLLINS.SJ. Region 4 (Post 820201). 91/06/13. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58142:340-58142:348. 

-9106190140 Insp repts 50-498/91-18 & 50-499/91-18 on 910516-0603.No violations 
noted.Major areas inspected:reliability of units 1 & 2 AMSAC sys. 

HOWELL,A.I. Region 4 (Post 820201). 91/06/13. 6pp. 58142:343-58142:348. 

9106190366 Notification of significant licensee meeting on 910702 in Region IV ofc to 
conduct enforcement conference re ATWS mitigation sys actuation circuitry reliability. 
COLLINS.SJ. Region 4 (Post 820201). 91/06/13. Region 4 (Post 820201). 2pp. 
58193:318-58193:319. 

9106180377 Responds to violations noted in Insp Repts 50-498/91-10 & 50-499/91- 
lO.Corrective actions:form to request unescorted access revised to ensure superviso¬ 
ry personnel complete required training prior to granting access. 

KINSEY,W.H. Houston Lighting & Power Co. 91/06/14. Document Control Branch 
(Document Control Desk). 5pp. 58165:356-58165:360. 

9106190015 Forwards insp repts 50-498/91-15 & 50-499/91-15 on 910426-0531.Non- 
cited violation identified. 

COLLINS.SJ. Region 4 (Post 820201). 91/06/14. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58142:009-58142:034. 

-9106190020 Insp repts 50-498/91-15 & 50-499/91-15 on 910426-0531. Noncited vio¬ 
lation identified. Major areas inspected:followup of open & unresolved 

items,operational safety verification & maint observations. 

HOWELL,A.T. Region 4 (Post 820201). 91/06/13. 21pp. 58142:012-58142:034. 

9106260001 Ack receipt of 910311 Itr per 901105 telcon re corrective actions in re¬ 
sponse to weaknesses noted in Insp Repts 50-498/90-10 & 50-499/90-10. 
COLLINS.SJ. Region 4 (Post 820201). 91/06/19. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58227:345-58227:351. 

9106240314 Responds to NRC 910521 Itr re violations noted in insp rept 50-498/91-11 
& 50-499/91-11.Corrective actions:individuals involved in incorrectly locking & verify¬ 
ing valve counseled & administrative controls established. 

JUMP.W.J. Houston Lighting & Power Co. 91/06/20. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 58212:344-58212:349. 


R. Periodic operating reports & related correspondence 

9106180464 Monthly operating repts for May 1991 for South Texas Project Electric 
Generating Station. 

KENT.A.P., JUMP.W.J. Houston Lighting & Power Co. 91/05/31. 14pp. 58193:238- 
58193:251. 


S. Reportable occurrences, LERs & related correspondence 

9106180160 LER 91-016-00:on 9l05l3,failure to perform surveillance test 
occurred.Caused by personnel error.Special orders issued, procedures & lab sched¬ 
ules changed to improve visibility & increase awareness of surveillance.W/910611 Itr. 
AYALA.C., JUMP.W.J. Houston Lighting & Power Co. 91/06/11. 7pp. 58178:053- 
58178:059. 


V. Operator Examinations 

9106190069 Advises that licensing exams scheduled at facility during wk of 910930.Ref 
mat! listed in end 1 requested by 910730. 

COLLINS.SJ. Region 4 (Post 820201). 91/06/10. HALL.D.P. Houston Lighting & 
Power Co. 11pp. 58142:150-58142:160. 

9106270140 Notifies that license for KP Mulligan senior reactor operator should be 
discontinued.Will continue present position as shift technical advisor & does not re¬ 
quire senior reactor operator license. 

JUMP.W.J. Houston Lighting & Power Co. 91/06/20. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58264:350-58264:351. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106040227 Forwards Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22.Viola- 
tion noted but not cited re failure to conduct adequate searches at access control 
points to plant. Details withheld (ref 10CFR73.21). 

COLLINS.SJ. Region 4 (Post 820201). 91/05/29. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 57914:068-57914:072. 

-9106040229 Partially withheld Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22 
(ref 10CFR73.21).Major areas inspected:physical security program,access control of 
personnel & packages & loaded weapon admitted to protected area on 910502. 
MCLEAN,M.L. Region 4 (Post 820201). 91/05/24. 2pp. 57914:071-57914:072. 

9106190082 Notification of significant licensee meeting 91-068 w/util on 910621 to dis¬ 
cuss apparent violation of physical security program at facility. 

COLLINS.SJ. Region 4 (Post 820201). 91/06/10. Region 4 (Post 820201). 3pp. 
58142:180-58142:182. 

9106190022 Forwards insp repts 50-498/91-14 & 50-499/91-14 on 910430- 0503 & 
notice of violation. 

COLLINS,S.J. Region 4 (Post 820201). 91/06/12. HALL.D.P. Houston Liqhtinq & 
Power Co. 3pp. 58142:035-58142:045. 


-9106190030 Notice of violation from insp on 910430-0503.Violation noted:on 
910418,licensee not able to augment on-shift emergency response organization within 
approx 45 to 60 minutes of being notified. 

* Region 4 (Post 820201). 91/06/12. Ip. 58142:038-58142:038. 

-9106190036 Insp repts 50-498/91-14 & 50-499/91-14 on 910430-0503. Violations 
noted.Major areas inspected:regional initiative insp of shift staffing & augmentation ca¬ 
pabilities in emergency response organization. 

TERC.N.N. Region 4 (Post 820201). 91/05/29. 7pp. 58142:039-58142:045. 

9106200135 Ack receipt of 910426 Itr transmitting objectives & guidelines for upcoming 
emergency preparedness exercise. Exercise scenario & associated matls should be 
submitted at least 60 days prior to exercise. 

COLLINS.SJ. Region 4 (Post 820201). 91/06/17. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58200:195-58200:197. 

9106200142 Ack receipt of 910521 request for extension of interval for requalification 
training from 910601 to 0801 for selected members of emergency response 
organization.Request justified. 

COLLINS.SJ. Region 4 (Post 820201). 91/06/17. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58204:359-58204:361. 

9106260001 Ack receipt of 910311 Itr per 901105 telcon re corrective actions in re¬ 
sponse to weaknesses noted in Insp Repts 50-498/90-10 & 50-499/90-10. 
COLLINS.SJ. Region 4 (Post 820201). 91/06/19. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58227:345-58227:351. 

9106280185 Notifies that 910821 graded exercise scenario manual for plant delivered to 
Region IV.Scenario manuals include revised set of exercise objectives for 1991 emer¬ 
gency response exercise scenario. 

JUMP.W.J. Houston Lighting & Power Co. 91 /06/28. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58273:122-58273:123. 


P. Operating license stage documents & correspondence 

9106050002 Forwards Amends 24 & 14 to Licenses NPF-76 & NPF-80, respectively & 
safety evaluation.Amends change TS to permit continuation of surveillance testing for 
certain ESFAS instrumentation w/one of four devices inoperable. 

DICK.G.F. Project Directorate IV-2. 91/05/17. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 58003:175-58003:186. 

—9106050005 Amends 24 & 14 to Licenses NPF-76 & NPF-80,respectively, changing TS 
to permit continuation of surveillance testing for certain ESFAS instrumentation w/one 
of four redundant actuation devices inoperable by bypassing device. 

DICK.G.F. Project Directorate IV-2. 91/05/17. 7pp. 58003:177-58003:183. 

—9106050007 Safety evaluation supporting Amends 24 & 14 to Licenses NPF-76 & 
NPF-80, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 91/05/17. 3pp. 
58003:184-58003:186. 

9106120129 Informs of completion of Investigation of SPEAKOUT Concern Number 
12180 re Allegation Number RUV-91-A-0034. 

JORDAN,T.J. Houston Lighting & Power Co. 91/06/03. Document Control Branch 
(Document Control Desk). 2pp. 58106:100-58106:101. 

9106120137 Requests withdrawal of proposed Tech Spec changes based on STPEGS 
PRA. 

JUMP.W.J. Houston Lighting & Power Co. 91/06/05. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58106:102-58106:103. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106040227 Forwards Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22.Viola- 
tion noted but not cited re failure to conduct adequate searches at access control 
points to plant. Details withheld (ref 10CFR73.21). 

COLLINS.SJ. Region 4 (Post 820201). 91/05/29. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 57914:068-57914:072. 

-9106040229 Partially withheld Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22 
(ref 10CFR73.21).Major areas inspected:physical security program,access control of 
personnel & packages & loaded weapon admitted to protected area on 910502. 
MCLEAN,M.L, CAIN.C.L. Region 4 (Post 820201). 91/05/24. 2pp. 57914:071- 
57914:072. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9106140052 Notification of contract execution.Task Order 34 to “Nuclear Power Reac¬ 
tor Design Insp Svcs," awarded to AECL Technologies. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
90-031. 91/05/31. SCHWINK.W.S. Program Management, Policy Development & 
Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
58249:277-58249:284. 

-9106140058 Ltr contract awarding Task Order 34, “Electrical Distribution Sys Function¬ 
al Insp - South Texas” to “Nuclear Power Reactor Design Insp Svcs,” to AECL Tech¬ 
nologies. 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 
91/05/31. SHIFLETT.D.R. AECL Technologies. 7pp. 58249:278-58249:284. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 87 0411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 
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9106100001 Ack receipt of 910516 Itr in response to 910415 notice of violation.Review 
finds reply responsive to concerns raised in notice of violation. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/04. HALL.D.P. Houston Lightinq & 
Power Co. 4pp. 57932:008-57932:011. 3 a 

9106110107 Ack receipt of 910514 Itr in response to 910417 Itr & NOV re insp repts 50- 
498/91-08 & 50-499/91-08. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/05. HALL.D.P. Houston Liqhtinq & 
Power Co. 2pp. 57998:008-57998:025. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.’’ Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190082 Notification of significant licensee meeting 91-068 w/util on 910621 to dis¬ 
cuss apparent violation of physical security program at facility. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/10. Region 4 (Post 820201). 3pp. 
58142:180-58142:182. 

9106190022 Forwards insp repts 50-498/91-14 & 50-499/91-14 on 910430- 0503 & 
notice of violation. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/12. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58142:035-58142:045. 

—9106190030 Notice of violation from insp on 910430-0503.Violation noted:on 
91 0418,licensee not able to augment on-shift emergency response organization within 
approx 45 to 60 minutes of being notified. 

* Region 4 (Post 820201). 91/06/12. Ip. 58142:038-58142:038. 

-9106190036 Insp repts 50-498/91-14 & 50-499/91-14 on 910430-0503. Violations 
noted.Major areas inspected:regional initiative insp of shift staffing & augmentation ca¬ 
pabilities in emergency response organization. 

TERC.N.N.. MURRAY,B. Region 4 (Post 820201). 91/05/29. 7pp. 58142:039- 
58142:045. 

9106190110 Forwards insp repts 50-498/91-13 & 50-499/91-13 on 910422-0510.No 
violations noted. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/12. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58142:247-58142:263. 

-9106190115 Insp repts 50-498/91-13 & 50-499/91-13 on 910422-0510.No violations 
noted.Major areas inspected:licensee self-assessment capability,corrective action 
processes & operational procedures. 

GAGLIARDO.J.E. Region 4 (Post 820201). 91/06/11. 14pp. 58142:250-58142:263. 

9106190134 Forwards insp repts 50-498/91-18 & 50-499/91-18 on 910516-0603.Viola¬ 
tions noted but not cited.Enforcement conference scheduled for 910702 to discuss 
violations. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/13. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58142:340-58142:348. 

-9106190140 Insp repts 50-498/91-18 & 50-499/91-18 on 910516-0603.No violations 
noted.Major areas inspected'.reliability of units 1 & 2 AMSAC sys. 

HOWELL.A.I. Region 4 (Post 820201). 91/06/13. 6pp. 58142:343-58142:348. 

9106190366 Notification of significant licensee meeting on 910702 in Region IV ofc to 
conduct enforcement conference re ATWS mitigation sys actuation circuitry reliability. 
COLLINS.S.J. Region 4 (Post 820201). 91/06/13. Region 4 (Post 820201). 2pp. 
58193:318-58193:319. 

9106180377 Responds to violations noted in Insp Repts 50-498/91-10 & 50-499/91- 
10.Corrective actionsdorm to request unescorted access revised to ensure superviso¬ 
ry personnel complete required training prior to granting access. 

KINSEY,W.H. Houston Lighting & Power Co. 91/06/14. Document Control Branch 
(Document Control Desk). 5pp. 58165:356-58165:360. 

9106190015 Forwards insp repts 50-498/91-15 & 50-499/91-15 on 91 0426-0531.Non- 
cited violation identified. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/14. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58142:009-58142:034. 

-9106190020 Insp repts 50-498/91-15 & 50-499/91-15 on 910426-0531. Noncited vio¬ 
lation identified. Major areas inspected:followup of open & unresolved 

items.operational safety verification & maint observations. 

HOWELL,A.T. Region 4 (Post 820201). 91/06/13. 21pp. 58142:012-58142:034. 

9106260001 Ack receipt of 910311 Itr per 901105 telcon re corrective actions in re¬ 
sponse to weaknesses noted in Insp Repts 50-498/90-10 & 50-499/90-10. 
COLLINS.S.J. Region 4 (Post 820201). 91/06/19. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 58227:345-58227:351. 

9106240314 Responds to NRC 910521 Itr re violations noted in insp rept 50-498/91 -11 
& 50-499/91-11.Corrective actions:individuals involved in incorrectly locking & verify¬ 
ing valve counseled & administrative controls established. 

JUMP.W.J. Houston Lighting & Power Co. 91/06/20. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 58212:344-58212:349. 


9106260271 LER 91-007-00:on 910522,reactor trip occurred due to inadvertent actu¬ 
ation of generator breaker emergency trip. Caused by inattentive non-licensed 
operator.Operator counseled by plant operations mgt.W/910620 Itr. 

AYALA,C., JUMP.W.J. Houston Lighting & Power Co. 91/06/20. 7pp 58256018- 


V. Operator Examinations 


9106190069 Advises that licensing exams scheduled at facility during wk of 910930 Ref 
matl listed in end 1 requested by 910730. 

COLLINS.S.J. Region 4 (Post 820201). 91/06/10. HALL.D.P. Houston Liqhtinq & 

Power Co. 11pp. 58142:150-58142:160. 

9106270140 Notifies that license for KP Mulligan senior reactor operator should be 
discontinued.Will continue present position as shift technical advisor & does not re¬ 
quire senior reactor operator license. 

JUMP.W.J. Houston Lighting & Power Co. 91/06/20. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 58264:350-58264:351. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Application/construction stage documents & correspondence 


9106180001 Requests approval to revise tornado design criteria,per Reg Guide 
1.76,Section C.1.2 for rotational & translational velocities. “Justification for Revised 
Tornado Design Criteria" end. 

SORENSEN,G.C. Washington Public Power Supply System. 91/06/07. Document 
Control Branch (Document Control Desk). 3pp. 58175:048-58175:064. 

-9106180002 “Justification for Revised Tornado Design Criteria.” 

LAFRAMBOiSE.W., NOBLE,L.D., HARNESS,P.W. Washington Public Power Supply 
System. 91/05/07. 14pp. 58175:051-58175:064. 


Q. Inspection reports, IE Bulletins & correspondence 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 


9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


DOCKET STN-50-518 HARTSVILLE NUCLEAR PLANT, UNIT 1 


S. Reportable occurrences, LERs & related correspondence 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


DOCKET STN-50-519 HARTSVILLE NUCLEAR PLANT, UNIT 2 


S. Reportable occurrences, LERs & related correspondence 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


R. Periodic operating reports & related correspondence 

9106180464 Monthly operating repts for May 1991 for South Texas Project Electric 
Generating Station. 

KENT A.P., JUMP.W.J. Houston Lighting & Power Co. 91/05/31. 14pp. 58193:238- 
58193:251. 


S. Reportable occurrences, LERs 8< related correspondence 

9106180374 LER 91-006-00:on 910516 & 21 .control room ventilation sys actuated to re¬ 
circulation mode due to supurious trip from toxic gas analyzer.Possibly caused by poor 
electrical connection on circuit chips.Chips reseated.W/910614 Itr. 

AYALA,C., JUMP.W.J. Houston Lighting & Power Co. 91/06/14. 6pp. 58178:142- 
58178:147. 


DOCKET STN-50-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


S. Reportable occurrences, LERs & related correspondence 


9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


DOCKET STN-50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 
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S. Reportable occurrences, LERs & related correspondence 


P. Operating license stage documents & correspondence 


9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spnng.Recommends that springs be inspected on periodic basis. 

GUNTRUM BC Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 7pp. 58244:022-58244:028. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9106030175 Forwards audit of facility conducted on 910220-21 to review implementa¬ 
tion & results of util program to address NRC bulletin 88-011 issues re pressurizer 
surqe line thermal stratification. . . „ 

THOMPSON,C. Project Directorate V. 91/05/17. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 42pp. 57892:305-57892:346. 


9106050326 Responds to 910426 Itr verifying that NRC did not issue federal govt order 
to shut down or prohibit total or partial physical use of units in connection w/outages 
in 1989. 

DYER.J.E. Project Directorate V. 91/05/22. DUSCH.Y.M. Arizona, State of. Ip. 
57916:070-57916:070. 


9106100094 Forwards public version of revised EPIPs.including rev 10 to EPIP-11, 
“Technical Support Ctr/Satellite TSC Activation” & procedure change notice 2 to rev 
8 to EPIP-12, “Operations Support Ctr Activation.” W/910517 release memo. 
CONWAY,C. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
05/17. Document Control Branch (Document Control Desk). 2pp. 58041:043- 
58041:182. 


-9106120030 Public version of revised EPIPs including rev 10 to EPIP-11 “Technical 
Support Ctr/Satellite TSC Activation" & procedure change notice 2 to rev 8 to EPIP- 
12, “Operations Support Ctr Activation." 

* Pacific Gas & Electnc Co. 91/03/31. 135pp. 58041:046-58041:182. 


9106040369 Notifies that review & evaluation of 910329 submittal re Rev 0 to oper¬ 
ations QA plan for PVNGS Units 1,2 & 3 will require longer than 60 days. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/05/23. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 57999:221-57999:222. 

9106050299 Advises that util revising updated FSAR to remove statement that sampling 
& analysis of certain plant effluents performed isokinetically.per NUREG-Q737,ltem 
II.F.1. Marked-up applicable updated FSAR sections end. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 18pp. 58003:199- 
58003:216. 


9106180244 Responds to NRC 910401 Itr re fire watch concerns,including lack of fire 
watch training prior to performing fire watch duties during Jan & Feb 1991.Investiga¬ 
tion into add! fire watch activities expected to be completed on 910621. 

CONWAY W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/31.’ MARTIN.R.B. Region 5 (Post 820201). 6pp. 58173:314-58173:320. 

9106190256 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-528/91- 
04,50-529/91-04 & 50-530/91-04 on 910217-0330. Corrective actions:fire extinguisher 
removed from svc & checked & as-built drawings for Units 1 & 3 updated. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/13. Document Control Branch (Document Control Desk). 12pp. 58195:295- 
58195:306. 


G. Adjudicatory correspondence 

9106280094 Discusses 910424 order dismissing Scott/Bush/CREE petitions to inter¬ 
vene & reasons for default.Apologies offered.Served on 910612.W/Certificate of Svc. 
SCOTT.M.L Affiliation Not Assigned. #291 11857. 91/05/27. NRC - No Detailed Af¬ 
filiation Given. 4pp. 58238:167-58238:170. 

9106140054 Notice of appeal.* Notice of appeal of memorandum & order (granting 
Mitchell petition for leave to intervene & request for hearing) dtd 910509. 
GUTTERMAN.A.H. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman & Holtzinger. #291 11798. 91/05/28. Ip. 
58119:081-58119:102. 


9106050320 Application for amends to licenses NPF-41 .NPF-51 & NPF-74, changing 
Tech Spec 3/4.7.9 to allow performance of snubber visual insps & corrective actions 
during plant outages,per Generic Ltr 90-09. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 4pp. 58007:291- 
58007:315. 

-9106050323 Proposed Tech Spec Surveillance Requirement 4.7.9 re alternate sched¬ 
ule for snubber visual insp. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/05/28. 
21pp. 58007:295-58007:315. 

9106180306 Provides results of preliminary testing of power supplies & DC distribution 
sys in steam bypass control sys cabinets. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. MARTIN.J.B. Region 5 (Post 820201). 3pp. 58178:348-58178:350. 

9106050019 Requests results of evaluation re use of essential lighting that would not be 
sufficient for required safe shutdown operations. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/05/29. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 57895:044-57895:046. 

9106180138 Summary of 910520 mgt meeting w/util re manpower resource 
plan,equipment maint programs & equipment reliability improvement plan.Agunda end. 
SCHAEFER,D.W. Region 5 (Post 820201). 91/06/05. Region 5 (Post 820201). 7pp. 
58120:353-58120:359. 


-9106140099 Brief of licensee on appeal of LBP-91-19.’ NRC should reverse Board de¬ 
cision to admit Contention 1 & should deny petitioner request from hearing based on 
listed reasons.W/Certificate of Svc. 

GUTTERMAN.A.H. Newman & Holtzinger. 91/05/28. 21pp. 58119:082-58119:102. 

9106250070 Brief of petitioners on appeal of LBP-91-19.* Licensee appeal should be 
denied in entirety.because of foregoing reasons.W/Certificate of Svc. 

COLAPINTO.D.K. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). COLAPINTO.D.K. Kohn, Kohn & Colapinto, P.C. (formerly Kohn & Associ¬ 
ates). #291 11839. 91/06/07. Commissioners (Post 750119). 10pp. 58196:328- 
58196:338. 

9106250073 NRC Staff brief in response to licensee appeal of LBP-91-19.* Licensee 
has failed to establish that contention should have been wholly rejected,therefore 
appeal should be denied.W/Certificate of Svc. 

CLARK,LB. Office of the General Counsel (Post 860701). #291 11838. 91/06/10. 
Commissioners (Post 750119). 16pp. 58196:238-58196:257. 


I. Financial information 


9106110247 Application for amends to licenses NPF-41,NPF-51 & NPF-74, 

respectively.Reducing allowed out of svc time for shutdown cooling sys suction relief 
valves,adding ACTION statements for SCS suction relief valve inoperability & clarifica¬ 
tion. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project), 
91/06/07. Document Control Branch (Document Control Desk). 8pp. 58098:187- 
58098:200. 

-9106110252 Proposed tech specs amend to spec 3.4.8.3 & associated surveillance re¬ 
quirements re recommendations of Generic Ltr 90-06, ‘‘Resolution of Generic Issue 
70, "Power-Operated Relief Valve & Block Valve...,’” & Generic Issue 94. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91 /06/07. 6pp. 
58098:195-58098:200. 

9106180385 Requests temporary waiver of compliance from Limiting Condition for Oper¬ 
ation 3.6.2.2.b re operability of iodine removal sys to permit plant operation while com¬ 
pleting Surveillance Requirement 4.6.2.2.C. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/13. Document Control Branch (Document Control Desk). 4pp. 58171:111- 
58171:114. 


9106100031 Forwards cash flow projections for 1991 & “Annual Rept Southern Califor¬ 
nia Public Power Authority” as evidence of payment of deferred premiums per 
10CFR140.21(e). 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/30. Document Control Branch (Document Control Desk). 65pp. 58094:252- 
58095:136. 

—9106100032 “Annual Rept 1990 Southern California Public Power Authority.’’ 

DREWS,G A. Southern California Public Power Authority. 90/12/31. 38pp. 58095:098- 
58095:136. 


J. Insurance & indemnity information 


9106070108 Forwards Endorsements 49 & 67 to MAELU Policy MF-116 & NELIA Policy 
NF-266,respectively. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 5pp. 58039:166- 
58039:170. 

9106100031 Forwards cash flow projections for 1991 & “Annual Rept 1990 Southern 
California Public Power Authority” as evidence of payment of deferred premiums per 
10CFR140.21(e). 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/30. Document Control Branch (Document Control Desk). 65pp. 58094*252- 
58095:136. 

—9106100032 “Annual Rept 1990 Southern California Public Power Authority." 
DREWS.G.A. Southern California Public Power Authority. 90/12/31. 38pp. 58095:098- 
58095:136. 


9106180382 Forwards revised request for temporary waiver of compliance from Limiting 
Condition for Operation 3.6.6.2.b re operability of iodine removal sys,per 910613 dis¬ 
cussions w/NRC.License amend will be submitted by 910715. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/14. Document Control Branch (Document Control Desk). 32pp. 58171:123- 
58171:155. 

9106260022 Grants temporary waiver of compliance from TS 3.6.2.2.b re restoration of 
one of two spray chemical addition pumps of iodine removal sys.per 910613 & 14 re¬ 
quests. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/06/14. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 58225:316-58225:318. 


Q. Inspection reports, IE Bulletins & correspondence 


9106030013 Forwards insp repts 50-528//91-05,50-529/91-05 & 50-530/91-05 on 
910204-0426.Violation noted but not cited. 

K1RSCH.D.F. Region 5 (Post 820201). 91/05/14. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 57881:108-57881:133. 

-9106030018 Insp repts 50-528/91-05,50-529/91-05 & 50-530/91-05 on 910204- 
0426.Major areas inspected:previously identified items,effectiveness of licensee maint 
acitivities.review of available inservice testing of pumps & valves. 

HUEY.F.R. Region 5 (Post 820201). 91/05/14. 21pp. 57881:111-57881:133. 

9105090386 NRC Info Notice 91-032, ‘‘Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 
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9106100112 Forwards insp repts 50-528/91-17,50-529/91-17 & 50-530/91-17 on 
910422-23 & 0429-0503.No violations noted 

YUHAS.G.P. Region 5 (Post 820201). 91/05/24. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 57932:121-57932:132. 

-9106100123 Insp repts 50-528/91-17,50-529/91-17 & 50-530/91-17 on 910422-23 & 
0429-0503.No violations noted.Major areas inspected:personnel internal/external ex¬ 
posure assessment & control w/addl review of insp followup items. 

TENBROOK.W.K., RESIDES,H., YUHAS.G.P. Region 5 (Post 820201). 91/05/24. 9pp. 
57932:124-57932:132. 

9106050320 Application for amends to licenses NPF-41.NPF-51 & NPF-74, changing 
Tech Spec 3/4.7.9 to allow performance of snubber visual insps & corrective actions 
during plant outages.per Generic Ltr 90-09. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 4pp. 58007.291- 
58007:315. 

—9106050323 Proposed Tech Spec Surveillance Requirement 4.7.9 re alternate sched¬ 
ule for snubber visual insp. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/05/28. 
21pp. 58007:295-58007:315. 

9106100150 Responds to NRC ltr re violations noted in insp rept 50-529/89-03.Correc- 
tive actions:routing condenser air removal vent to plant vent & heat tracing lead shield 
assembly internal to radiation monitor. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/30. Document Control Branch (Document Control Desk). 2pp. 58092:153- 
58092:154. 

9106180023 Forwards insp repts 50-528/91-20,50-529/91-20 & 50-530/91-20 on 
910520-28.No violation noted.Measurement disagreements between labs.QA sample 
vendor & NRC re Sr-89 & Sr-90 should be addressed in response to violations. 
YUHAS.G.P. Region 5 (Post 820201). 91/05/30. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 58120:058-58120:065. 

-9106180030 Insp repts 50-528/91-20,50-529/91-20 & 50-530/91-20 on 910520-29.No 
violations noted.Major areas inspected:LERs & insp followup items. 

TENBROOK.W.K., YUHAS.G.P. Region 5 (Post 820201). 91/05/30. 5pp. 58120:061- 
58120:065. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110340 Ack receipt of 910524 ltr responding to violations noted in Insp Repts 50- 
*598/91-14 50-529/91-14 A 50-590/91-14 

SCARANO.R.A. Region 5 (Post 820201). 91/06/03. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). Ip. 58096:051-58096:051. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106190256 Responds to NRC 910502 ltr re violations noted in Insp Repts 50-528/91- 
04,50-529/91-04 & 50-530/91-04 on 910217-0330. Corrective actions:fire extinguisher 
removed from svc & checked & as-built drawings for Units 1 & 3 updated. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/13. Document Control Branch (Document Control Desk). 12pp. 58195:295- 
58195:306. 


R. Periodic operating reports & related correspondence 


9106180417 Monthly operating repts for May 1991 for PVNGS Units 1,2 & 3.W/910614 
ltr. 

CHAVET.K.A., LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/05/31. 16pp. 58171:191-58171:206. 


S. Reportable occurrences, LERs & related correspondence 

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace¬ 
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of 
power supply rendering single channel area monitor inoperable. 

PARKER,J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp. 
58109:025-58109:026. 

9106190435 LER 91-006-00:on 910517,ESF actuation occurred due to radiation monitor 
faifure.Caused by malfunctioning central processing unit & random access memory 
board on Train B. Boards replaced.W/910611 ltr. 

BRADISH.T.R., LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/06/11. 7pp. 58209:139-58209:145. 


V. Operator Examinations 

9106240092 Expresses NRC concern re licensed operator training program per 910520- 
24 exam of testing matls.Licensee should resolve remaining training or simulator prob¬ 
lems promptly & well before 910909-27 requalification program evaluation. 
MARTIN.J.B. Region 5 (Post 820201). 91/06/10. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 58185:207-58185:209. 

9106240068 Forwards ref matl requirements requested for evaluation of requalification 
program & licensed personnel scheduled for wks of 910909-27. 

K1RSCH.D.F. Region 5 (Post 820201). 91/06/14. CONWAY,E.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 11pp. 58185:183-58185:193. 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9106100094 Forwards public version of revised EPIPs,including rev 10 to EPIP-11, 
“Technical Support Ctr/Satellite TSC Activation” & procedure change notice 2 to rev 
8 to EPIP-12, “Operations Support Ctr Activation." W/910517 release memo. 
CONWAY.C. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91 / 
05/17. Document Control Branch (Document Control Desk). 2pp. 58041:043- 
58041:182. 


-9106120030 Public version of revised EPIPs including rev 10 to EPIP-11 "Technical 
Support Ctr/Satellite TSC Activation” & procedure change notice 2 to rev 8 to EPIP- 
12, “Operations Support Ctr Activiation.” 

* Pacific Gas & Electric Co. 91/03/31. 135pp. 58041:046-58041:182. 

9106180244 Responds to NRC 910401 ltr re fire watch concerns,including lack of fire 
watch training prior to performing fire watch duties during Jan & Feb 1991.Investiga¬ 
tion into addl fire watch activities expected to be completed on 910621. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/31. MARTIN,R.B. Region 5 (Post 820201). 6pp. 58173:314-58173:320. 

9106190256 Responds to NRC 910502 ltr re violations noted in Insp Repts 50-528/91- 
04,50-529/91-04 & 50-530/91-04 on 910217-0330. Corrective actions:fire extinguisher 
removed from svc & checked & as-built drawings for Units 1 & 3 updated. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/13. Document Control Branch (Document Control Desk). 12pp. 58195:295- 
58195:306. 


G. Adjudicatory correspondence 


9106280094 Discusses 910424 order dismissing Scott/Bush/CREE petitions to inter¬ 
vene & reasons for default.Apologies offered.Served on 910612.W/Certificate of Svc. 
SCOTT,M.L. Affiliation Not Assigned. #291 11857. 91/05/27. NRC - No Detailed Af¬ 
filiation Given. 4pp. 58238:167-58238:170. 

9106140054 Notice of appeal.* Notice of appeal of memorandum & order (granting 
Mitchell petition for leave to intervene & request for hearing) dtd 910509. 
GUTTERMAN.A.H. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman & Holtzinger. #291 11798. 91/05/28. Ip. 
58119:081-58119:102. 


--9106140099 Brief of licensee on appeal of LBP-91-19.* NRC should reverse Board de¬ 
cision to admit Contention 1 & should deny petitioner request from hearing based on 
listed reasons.W/Certificate of Svc. 

GUTTERMAN.A.H. Newman & Holtzinger. 91/05/28. 21pp. 58119:082-58119:102. 

9106250070 Brief of petitioners on appeal of LBP-91-19.* Licensee appeal should be 
denied in entirety,because of foregoing reasons.W/Certificate of Svc. 

COLAPINTO.D.K. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). COLAPINTO.D.K. Kohn, Kohn & Colapinto, P.C. (formerly Kohn & Associ¬ 
ates). #291 11839. 91/06/07. Commissioners (Post 750119). 10pp. 58196:328- 
58196:338. 

9106250073 NRC Staff brief in response to licensee appeal of LBP-91-19.’ Licensee 
has failed to establish that contention should have been wholly rejected,therefore 
appeal should be denied.W/Certificate of Svc. 

CLARK,L.B. Office of the General Counsel (Post 860701). #291 11838. 91/06/10. 
Commissioners (Post 750119). 16pp. 58196:238-58196:257. 


I. Financial information 


9106100031 Forwards cash flow projections for 1991 & “Annual Rept Southern Califor¬ 
nia Public Power Authority” as evidence of payment of deferred premiums per 
10CFR140.21(e). 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/30. Document Control Branch (Document Control Desk). 65pp. 58094:252- 
58095:136. 


-9106100032 “Annual Rept 1990 Southern California Public Power Authority." 

DREWS,G.A. Southern California Public Power Authority. 90/12/31. 38pp. 58095:098- 
58095:136. 


J. Insurance & indemnity Information 


9106070108 Forwards Endorsements 49 & 67 to MAELU Policy MF-116 & NELIA Policy 
N F-266, respectively. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 5pp. 58039:166- 
58039:170. 

• 

9106100031 Forwards cash flow projections for 1991 & “Annual Rept 1990 Southern 
California Public Power Authority" as evidence of payment of deferred premiums per 
10CFR140.21(e). 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/30. Document Control Branch (Document Control Desk). 65pp. 58094:252- 
58095:136. 


P. Operating license stage documents & correspondence 

9106030175 Forwards audit of facility conducted on 910220-21 to review implementa¬ 
tion & results of util program to address NRC bulletin 88-011 issues re pressurizer 
surge line thermal stratification. 

THOMPSON,C. Project Directorate V. 91/05/17. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 42pp. 57892:305-57892:346. 
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9106050326 Responds to 910426 Itr verifying that NRC did 
to shut down or prohibit total or partial physical use of units in connection w/outages 


'f 1 iQQQ 

DYERJ.E. Project Directorate V. 91/05/22. DUSCH.Y.M. Anzona, State of. Ip. 
57916'.070-57916:070. 


9106040369 Notifies that review & evaluation of 910329 submittal re Rev 0 to oper¬ 
ations QA plan for PVNGS Units 1,2 & 3 will require longer than 60 days. 
iiMMERMAN.R.P. Reg.cn 5 (Post 820201). 91/05/23. CONWAY W F_ *«°na Public 
Service Co. (formerly Anzona Nuclear Power Project). 2pp. 57999.221-57999.222. 


9106050299 Advises that util revising updated FSAR to remove statement sampling 
& analysis of certain plant effluents performed isokmetically.per NUREG-0737,ltem 
II.F.l. Marked-up applicable updated FSAR sections end. _ . 

CONWAY.W.F. Anzona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 18pp. 58003.199- 
58003:216. 

9106050320 Application for amends to licenses NPF-41,NPF-51 & NPF-74, changing 
Tech Spec 3Z4.7.9 to allow performance of snubber visual insps & corrective actions 

during plant outages,per Generic Ltr 90-09. n , . .. 

CONWAY,W.F. Anzona Pubic Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28 Document Control Branch (Document Control Desk). 4pp. 58007:291- 

58007:315. 


-9106050323 Proposed Tech Spec Surveillance Requirement 4.7.9 re alternate sched¬ 
ule for snubber visual insp. . _ , „ _ . /r . c/ « Q 

* Anzona Public Service Co. (formerly Anzona Nuclear Power Project). 91 /uo/ 2 o. 
21pp. 58007:295-58007:315. 

9106180306 Provides results of preliminary testing of fjower supplies & DC distribution 
sys in steam bypass control sys cabinets. . 

CONWAY,W.F Anzona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28.’ MARTIN,J.B. Region 5 (Post 820201). 3pp. 58178:348-58178:350. 


9106050019 Requests results of evaluation re use of essential lighting that would not be 
sufficient for required safe shutdown operations. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/05/29. CONWAY,W.F. Arizona Public 
Service Co. (formerly Anzona Nuclear Power Project). 3pp. 57895:044-57895:046. 


9106050312 Application for amend to license NPF-51,allowing functional testing of hy¬ 
draulic snubbers in facility to be performed during upcoming facility refueling outage. 
CONWAY,W.F. Anzona Pubic Service Co. (formerly Arizona Nuclear Power Project). 
91/05/29. Document Control Branch (Document Control Desk). 8pp. 58008:219- 
58008:227. 


-9106050367 Proposed tech specs 3/4.7.9,changing snubber functional testing surveil¬ 
lance interval. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91 /05/29. Ip. 
58008:227-58008:227. 

9106180138 Summary of 910520 mgt meeting w/util re manpower resource 
plan,equipment meant programs & equipment reliability improvement plan .Agenda end. 
SCHAEFER,D.W. Region 5 (Post 820201). 91/06/05. Region 5 (Post 820201). 7pp. 
58120:353-58120:359. 


9106110247 Application for amends to licenses NPF-41 .NPF-51 & NPF-74, 

respectively.Reducing allowed out of svc time for shutdown cooling sys suction relief 
valves,adding ACTION statements for SCS suction relief valve inoperability & clarifica¬ 
tion. 

CONWAY.W.F. Anzona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/07. Document Control Branch (Document Control Desk). 8pp. 58098:187- 
58098:200. 

-9106110252 Proposed tech specs amend to spec 3.4.8.3 & associated surveillance re¬ 
quirements re recommendations of Generic Ltr 90-06, “Resolution of Generic Issue 
70, "Power-Operated Relief Valve & Block Valve...,”* & Generic Issue 94. 

' Anzona Public Service Co. (formerly Arizona Nuclear Power Project). 91 /06/07. 6pp. 
58098:195-58098:200. 


Q. Inspection reports, IE Bulletins & correspondence 


9106030013 Forwards tnsp repts 50-528//91 -05,50-529/91-05 & 50-530/91-05 on 
910204-0426.'Violation noted but not cited. 

KIRSCH.D.F. Region 5 (Post 820201). 91/05/14. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Anzona Nuclear Power Project). 3pp. 57881:108-57881:133. 


-9106050323 Proposed Tech Spec Surveillance Requirement 4.7.9 re alternate sched 

* 1S A foo^a"* *PdcIic S Servkfe Co. (formerly Arizona Nuclear Power Project). 91/05/20 
21pp. 58007:295-58007:315. 


9106180023 Forwards insp repts 50-528/91-20,50-529/91-20 & 50-530/91-20 oi 
910520-28.No violation noted.Measurement disagreements between labs.QA sample 
., a .j nr o isjRr rp Rr-89 & Sr-90 should be addressed in response to violations. 

ytjHAS^GJ^ Region IP(Post &£?!). *''<*'*■ ^ 

ice Co. (formerly Arizona Nuclear Power Project). 3pp. 58120.058-58120.06b. 


-9106180030 Insp repts 50-528/91-20,50-529/91-20 & 50-530/91-20 on 910520-29.N 

violations noted.Major areas inspected:LERs & insp followup items 

TENBROOK.W.K., YUHAS.G.P. Region 5 (Post 820201). 91/05/30. 5pp. 58120.061 
58120:065. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercise 

& Emergencies." Svc list end. . a t/ns/n- 

ROSSI,C.E. Division of Operational Events (^st ®70411). 91/05/3 

Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146.087. 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes c 
Emergency Diesel Generator Malfunctions. " Svc list end ...... Q1 /nR/0 - 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/0. 
rAr.rniiW'.icH pwicon r.n nf Now York. Inc. 84dd. 58146:088-58146:172. 


9106110340 Ack receipt of 910524 Itr responding to violations noted in Insp Repts 5( 
528/91-14,50-529/91-14 & 50-530/91-14. . . _ ,. 

SCARANO.R.A. Region 5 (Post 820201). 91/06/03. C ^NWAY,W.F. Arizona Publ 


9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc li 
©ncl 

ROSS!,C.E. Division of Operational Events Assessment (Post 870411). 91/06/1 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 


9106190256 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-528/9 
04,50-529/91-04 & 50-530/91-04 on 910217-0330. Corrective actions:fire extinguish 
removed from svc & checked & as-built drawings for Units 1 & 3 updated. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Projec 
91/06/13. Document Control Branch (Document Control Desk). 12pp. 58195:29 
58195:306. 


R. Periodic operating reports & related correspondence 

9106180417 Monthly operating repts for May 1991 for PVNGS Units 1,2 & 3.W/9106 

CHAVET.K.A., LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclc 
Power Project). 91/05/31. 16pp. 58171:191-58171:206. 


S. Reportable occurrences, LERs & related correspondence 

9106120084 Part 21 rept re unavailablity of qualification repts on designated replai 
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure 
power supply rendering single channel area monitor inoperable. 

PARKER,J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2| 
58109:025-58109:026. 


V. Operator Examinations 


9106240092 Expresses NRC concern re licensed operator training prograrn per 9105 
24 exam of testing matls.Licensee should resolve remaining training or simulator pr 
lems promptly & well before 910909-27 requalification program evaluation. 

MARTIN,J.B. Region 5 (Post 820201). 91/06/10. CONWAY.W.F. Arizona Public S« 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 58185:207-58185:209. 

9106240068 Forwards ref matl requirements requested for evaluation of requalifical 
program & licensed personnel scheduled for wks of 910909-27. 

KIRSCH.D.F. Region 5 (Post 820201). 91/06/14. CONWAY,E.F. Arizona Public Si 
ice Co. (formerly Arizona Nuclear Power Project). 11pp. 58185:183-58185:193. 
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—9106030018 Insp repts 50-528/91-05,50-529/91-05 & 50-530/91-05 on 910204- 
0426.Major areas inspected:previously identified items.effectiveness of licensee maint 
aotivit»es,review of available inservice testing of pumps & valves. 

HUEY.F.R. Region 5 (Post 820201). 91/C5/14. 21pp. 57881:111-57881:133. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106100112 Forwards insp repts 50-528/91-17,50-529/91-17 & 50-530/91-17 on 
910422-23 & 0429-0503.No violations noted. 

YUHAS.G.P. Region 5 (Post 820201). 91/05/24. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 57932:121-57932:132. 

-9108100123 Insp repts 50-528/91-17,50-529/91 -17 & 50-530/91-17 on 910422-23 & 
O429-05Q3.No violations noted.Major areas inspectedrpersonnel internal/external ex¬ 
posure assessment & control w/addl review of insp followup items. 

TEh©ROOK,W.K., RESIDES,H., YUHAS.G.P. Region 5 (Post 820201). 91/05/24 9pp 
57932:124-57932:132. 

9106050320 Application for amends to licenses NPF-41 .NPF-51 & NPF-74, changing 
Tech Spec 3Z4.7.9 to allow performance of snubber visual insps & corrective actions 
Aim plant outages,per Generic Ltr 90-09. 

CX>WAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 4pp 58007 291- 


F. Security, medical, emergency & fire protection plans 

9106100094 Forwards public version of revised EPIPs.including rev 10 to EPiP 
“Technical Support Ctr/Satellite TSC Activation” & procedure change notice 2 to 
8 to EPIP-12, “Operations Support Ctr Activation.” W/910517 release memo. 
CONWAY,C. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
05/17. Document Control Branch (Document Control Desk). 2pp. 58041:( 
58041:182. 

-9106120030 Public version of revised EPIPs including rev 10 to EPIP-11 "Techr 
Support Ctr/Satellite TSC Activation” & procedure change notice 2 to rev 8 to E 
12 , “Operations Support Ctr Activiation.” 

* Pacific Gas & Electric Co. 91/03/31. 135pp. 58041:046-58041:182. 

9106180244 Responds to NRC 910401 Itr re fire watch concerns,including lack of 
watch training prior to performing fire watch duties during Jan & Feb 1991.lnv@s 
tion into addl fire watch activities expected to be completed on 910621. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Proj 
91/05/31. MARTIN,R.B. Region 5 (Post 820201). 6pp. 58173:314-58173:320. 

9106190256 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-528 
04,50-529/91-04 & 50-530/91-04 on 910217-0330. Corrective actions:fire extingui 
removed from svc & checked & as-built drawings for Units 1 & 3 updated. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Proj 
91/06/13. Document Control Branch (Document Control Desk). 12pp. 58195: 
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G. Adjudicatory correspondence 

9106280094 Discusses 910424 order dismissing Scott/Bush/CREE petitions to inter¬ 
vene & reasons for default.Apologies offered.Served on 910612.W/Certificate of Svc 
SCOTT,M.L. Affiliation Not Assigned. #291 11857. 91/05/27. NRC - No Detailed Af¬ 
filiation Given. 4pp. 58238:167-58238:170. 

9106140054 Notice of appeal/ Notice of appeal of memorandum & order (granting 
Mitchell petition for leave to intervene & request for hearing) dtd 910509. 
GUTTERMAN.A.H. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). GUTTERMAN.A.H. Newman & Holtzmger. #291 11798. 91/05/28. Ip 
58119:081-58119:102. 

-9106140099 Brief of licensee on appeal of LBP-91-19/ NRC should reverse Board de¬ 
cision to admit Contention 1 & should deny petitioner request from hearing based on 
listed reasons.W/Certificate of Svc. 

GUTTERMAN.A.H. Newman & Holtzinger. 91/05/28. 21pp. 58119:082-58119:102. 

9106250070 Brief of petitioners on appeal of LBP-91-19/ Licensee appeal should be 
denied in entirety,because of foregoing reasons.W/Certificate of Svc. 

COLAPINTO.D.K. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). COLAPINTO.D.K. Kohn, Kohn & Colapinto, P.C. (formerly Kohn & Associ¬ 
ates). #291 11839. 91/06/07. Commissioners (Post 750119). 10pp. 58196:328- 
58196:338. 

9106250073 NRC Staff brief in response to licensee appeal of LBP-91-19/ Licensee 
has failed to establish that contention should have been wholly rejected.therefore 
appeal should be denied.W/Certificate of Svc. 

CLARK.L.B. Office of the General Counsel (Post 860701). #291 11838. 91/06/10. 
Commissioners (Post 750119). 16pp. 58196:238-58196:257. 


I. Financial information 

9106100031 Forwards cash flow projections for 1991 & “Annual Rept Southern Califor¬ 
nia Public Power Authority” as evidence of payment of deferred premiums per 
10CFR140.21(e). 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/30. Document Control Branch (Document Control Desk). 65pp. 58094:252- 
58095:136. 

—9106100032 ‘‘Annual Rept 1990 Southern California Public Power Authority.” 

DREWS,G.A. Southern California Public Power Authority. 90/12/31. 38pp. 58095:098- 
58095:136. 


J. Insurance & Indemnity information 

9106070108 Forwards Endorsements 49 & 67 to MAELU Policy MF-116 & NELIA Policy 
NF-266, respectively. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 5pp. 58039:166- 
58039:170. 

9106100031 Forwards cash flow projections for 1991 & "Annual Rept 1990 Southern 
California Public Power Authority” as evidence of payment of deferred premiums per 
10CFR140.21(e). 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/30. Document Control Branch (Document Control Desk). 65pp. 58094:252- 
58095:1 36. 


P. Operating license stage documents & correspondence 

9106030139 Summary of 910510 meeting w/licensee re analyzed events from facility 
cycle 3 reload submittal. 

THOMPSON.C. Project Directorate V. 91/05/17. Project Directorate V. 22pp. 
57892:272-57892:293. 

9106030175 Forwards audit of facility conducted on 910220-21 to review implementa¬ 
tion & results of util program to address NRC bulletin 88-011 issues re pressurizer 
surge line thermal stratification. 

THOMPSON.C. Project Directorate V. 91/05/17. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 42pp. 57892:305-57892:346. 

9106050326 Responds to 910426 Itr verifying that NRC did not issue federal govt order 
to shut down or prohibit total or partial physical use of units in connection w/outages 
in 1989. 

DYER.J.E. Project Directorate V. 91/05/22. DUSCH.Y.M. Arizona, State of. Ip. 
57916:070-57916:070. 

9106040369 Notifies that review & evaluation of 910329 submittal re Rev 0 to oper¬ 
ations QA plan for PVNGS Units 1,2 & 3 will require longer than 60 days. 
ZIMMERMAN.R.P. Region 5 (Post 820201). 91/05/23. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 57999:221-57999:222. 

9106050299 Advises that util revising updated FSAR to remove statement that sampling 
& analysis of certain plant effluents performed isokinetically.per NUREG-0737,ltem 
II.F.1. Marked-up applicable updated FSAR sections end. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 18pp. 58003:199- 
58003:216. 

9106050320 Application for amends to licenses NPF-41 .NPF-51 & NPF-74, changing 
Tech Spec 3/4.7.9 to allow performance of snubber visual insps & corrective actions 
during plant outages.per Generic Ltr 90-09. . 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 4pp. 58007:291- 
58007:315. 

-9106050323 Proposed Tech Spec Surveillance Requirement 4.7.9 re alternate sched¬ 
ule for snubber visual insp. x ... 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/05/28. 
21pp. 58007:295-58007:315. 


9106180306 Provides results of preliminary testing of power supplies & DC distribution 
sys in steam bypass control sys cabinets. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. MARTIN,J.B. Region 5 (Post 820201). 3pp. 58178:348-58178:350. 

9106050019 Requests results of evaluation re use of essential lighting that would not be 
sufficient for required safe shutdown operations. 

ZIMMERMAN.R.P. Region 5 (Post 820201). 91/05/29. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 57895:044-57895:046. 


9106180138 Summary of 910520 mgt meeting w/util re manpower resource 
plan,equipment mamt programs & equipment reliability improvement plan.Agenda end. 
SCHAEFER,D.W. Region 5 (Post 820201). 91/06/05. Region 5 (Post 820201). 7pp. 
58120:353-58120:359. 

9106110247 Application for amends to licenses NPF-41,NPF-51 & NPF-74, 
respectively.Reducmg allowed out of svc time for shutdown cooling sys suction relief 
valves,adding ACTION statements for SCS suction relief valve inoperability & clarifica¬ 
tion. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/06/07. Document Control Branch (Document Control Desk). 8pp. 58098:187- 
58098:200. 


-9106110252 Proposed tech specs amend to spec 3.4.8.3 & associated surveillance re¬ 
quirements re recommendations of Generic Ltr 90-06, "Resolution of Generic Issue 
70, "Power-Operated Relief Valve & Block Valve...,"' & Generic Issue 94. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/06/07. 6pp. 
58098:195-58098:200. 


Q. Inspection reports, IE Bulletins & correspondence 


9106030013 Forwards insp repts 50-528//91-05,50-529/91-05 & 50-530/91-05 on 
910204-0426.Violation noted but not cited. 

KIRSCH.D.F. Region 5 (Post 820201). 91/05/14. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 57881:108-57881:133. 

-9106030018 Insp repts 50-528/91-05,50-529/91-05 & 50-530/91-05 on 910204- 
0426.Major areas inspected:previously identified items,effectiveness of licensee maint 
acitivities,review of available inservice testing of pumps & valves. 

HUEY.F.R. Region 5 (Post 820201). 91/05/14. 21pp. 57881:111-57881:133. 

9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9106100112 Forwards insp repts 50-528/91-17,50-529/91-17 & 50-530/91-17 on 
910422-23 & 0429-0503. No violations noted. 

YUHAS.G.P. Region 5 (Post 820201). 91/05/24. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 57932:121-57932:132. 

-9106100123 Insp repts 50-528/91-17,50-529/91-17 & 50-530/91-17 on 910422-23 & 
0429-0503.No violations noted.Major areas inspected:personnel internal/external ex¬ 
posure assessment & control w/addl review of insp followup items. 

TENBROOK.W.K., RESIDES,H„ YUHAS.G.P. Region 5 (Post 820201). 91/05/24. 9pp. 
57932:124-57932:132. 

9106050320 Application for amends to licenses NPF-41.NPF-51 & NPF-74, changing 
Tech Spec 3/4.7.9 to allow performance of snubber visual insps & corrective actions 
during plant outages.per Generic Ltr 90-09. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/05/28. Document Control Branch (Document Control Desk). 4pp. 58007:291- 
58007:315. 


—9106050323 Proposed Tech Spec Surveillance Requirement 4.7.9 re alternate sched¬ 
ule for snubber visual insp. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/05/28. 
21pp. 58007:295-58007:315. 

9106180023 Forwards insp repts 50-528/91-20,50-529/91-20 & 50-530/91-20 on 
910520-28.No violation noted. Measurement disagreements between labs.QA sample 
vendor & NRC re Sr-89 & Sr-90 should be addressed in response to violations. 
YUHAS.G.P. Region 5 (Post 820201). 91/05/30. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 58120:058-58120:065. 

”9106180030 Insp repts 50-528/91-20,50-529/91-20 & 50-530/91-20 on 910520-29.No 
violations noted.Major areas inspected:LERs & insp followup items. 

TENBROOK.W.K., YUHAS.G.P. Region 5 (Post 820201). 91/05/30. 5pp. 58120:061- 
58120:065. 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 


9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106110340 Ack receipt of 910524 Itr responding to violations noted in Insp Repts 50- 
528/91-14,50-529/91-14 & 50-530/91-14. 

SCARANO.R.A. Region 5 (Post 820201). 91/06/03. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). Ip. 58096:051-58096:051. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10. 
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 
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9106190256 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-528/91- 
04,50-529/91-04 & 50-530/91-04 on 910217-0330. Corrective actions:fire extinguisher 
removed from svc & checked & as-built drawings for Units 1 & 3 updated. 

CONWAY,W.F. Arizona Public Service Co (formerly Arizona Nuclear Power Project). 
91/06/13. Document Control Branch (Document Control Desk). 12pp. 58195:295- 
58195:306. 


R. Periodic operating reports & related correspondence 


9106180417 Monthly operating repts for May 1991 for PVNGS Units 1,2 & 3.W/910614 
Itr. 

CHAVET.K.A., LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/05/31. 16pp. 58171:191-58171:206. 


S. Reportable occurrences, LERs & related correspondence 

9106120084 Part 21 rept re unavailable of qualification repts on designated replace¬ 
ment power supply mfg by Natl Power Tecbnology.Safety hazard possible by failure of 
power supply rendering single channel area monitor inoperable. 

PARKER,J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp. 
58109:025-58109:026. 

9106040418 Forwards suppl to Rev 0 to Incident Investigation Rept 3-3-91-014, ‘‘Un¬ 
identified Ball Bearings Found in Containment,” in response to H Wong request for 
results of investigation in 910409 event. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
05/16. MARTIN,J.B. Region 5 (Post 820201). 2pp. 57917:335-57918:024. 

-9106040422 “Unidentified Ball Bearings Found in Containment" on 910409. 

REEVES,G.R. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 3- 
3-91-014 SOI R00. 91/05/13. 49pp. 57917:337-57918:024. 

9106140167 LER 91-001-01:on 910315,safety valves discovered out of tolerance limits 
specified in Tech Spec.Caused by setpoint drift.Two PSVs out of tolerance upon initial 
testing & required adjustment.W/910609 Itr. 

BRANDISH,T.R., LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 91/06/09. 9pp. 58178:025-58178:033. 

9106250219 PNO-V-91-011 :on 910619,unit manually tripped following inadvertent actu¬ 
ation of containment spray.Approx 3,300 gallons of water from RWST sprayed into 
containment.Reactor coolant pumps meggered w/satisfactory results. 

ANG.A., RINGWALD.F. Region 5 (Post 820201). 91/06/19. 2pp. 58221:086- 
58221:087. 

9106260125 PNO-V-91-011A:on 910619,inadvertent containment spray of approx 3,000 
to 5,000 gallons of heated water sprayed into sys before spray pumps 
stopped.Caused by test relay hold push button not installed correctly.Updated rept. 
ANG.W. Region 5 (Post 820201). 91/06/19. Ip. 58205:086-58205:086. 

9106270296 Special Rept 3-SR-91-003:on 910619,inadvertent containment spray actu¬ 
ation sys signal received.resulting in inoperability of both trains of containment spray 
sys. Containment spray pump restored & agencies notified. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/ 
06/20. Document Control Branch (Document Control Desk). 2pp. 58268:220- 
58268:221. 


V. Operator Examinations 


9106240092 Expresses NRC concern re licensed operator training program per 910520- 
24 exam of testing matls.Licensee should resolve remaining training or simulator prob¬ 
lems promptly & well before 910909-27 requalification program evaluation. 

MARTIN,J.B. Region 5 (Post 820201). 91/06/10. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 58185:207-58185:209. 

9106240068 Forwards ref matt requirements requested for evaluation of requalification 
program & licensed personnel scheduled for wks of 910909-27. 

KIRSCH.D.F. Region 5 (Post 820201). 91/06/14. CONWAY.E.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 11pp. 58185:183-58185:193. 


DOCKET STN-50-560 BOPSSAR 


P. Operating license stage documents & correspondence 


9106190227 Concludes that TVA has satisfactorily met all requirements of confirmatory 
order 84-54. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 91/06/12. 
NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58167:103-58167:105. 


DOCKET 50-601 RESAR SP/90 


A. Application/construction stage documents & correspondence 


9106050384 Forwards notice of availability of SER & preliminary design approval re pre¬ 
liminary design of std nuclear steam supply ref sys,RESAR SP/90. 

MILLER.C.L Standardization Project Directorate (Post 901216). 91/05/22. TRITCH.S. 
Westinghouse Electric Corp. 2pp. 57916:274-57916:276. 


■9106050389 Notice of availability of SER & preliminary design approval re preliminary 
design of std nuclear steam supply ref sys, RESAR SP/90. 

WILSON,J.N. Standardization Project Directorate (Post 901216). 91/05/22. Ip. 
57916:276-57916:276. 


DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR 


A. Application/construction stage documents & correspondence 

9106040254 Requests extension of CP CPRR-123 for four addl months to provide time 
for review of NRC questions.Current expiration 910630.Final response & amended 
SAR being sent by separate Itr. 

BAUER,T.L. Texas, Univ. of, Austin, TX. 91/05/24. ADAMS,A. Non-Power Reactors, 
Decommissioning & Environmental Proj. Dir. (Post 901216). 2pp. 57918:174- 
57918:175. 

9106050240 Forwards Rev 1.01 to SAR,response to NRC questions,per 910222 request 
for addl info & list of matl subj to license request. 

BAUER,T.L., WEHRING.B.W. Texas, Univ. of, Austin, TX. 91/05/24. ADAMS,A. Stand¬ 
ardization Project Directorate (Post 901216). 13pp.. 57920:025-57920:345. 

-9106050244 Rev 1.01 to SAR. 

* Texas, Univ. of, Austin, TX. 91/05/31. 250pp. 57920:038-57920:345. 


DOCKET STN-50-605 GE ADVANCED BWR DESIGN 


A. Application/construction stage documents & correspondence 


9106040123 Summary of 910514 meeting w/NUMARC,EPRI,GE,C-E & Westinghouse re 
schedules for review of future LWR projects. List of attendees encl. 

KENYON,T.J. Standardization Project Directorate (Post 901216). 91/05/22. Standardi¬ 
zation Project Directorate (Post 901216). 54pp. 57917:279-57917:334. 

9106050349 Daily highlight re meeting w/GE on 910531 to discuss Reactor Sys Branch 
open issues for advanced BWR review. 

POSLUSNY.C. Standardization Project Directorate (Post 901216). 91/05/28. 
MURLEY/T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 4pp. 
57905:044-57905:047. 

9106260266 Discusses review of Chapter 12 of advanced BWR SSAR. Recommends 
that viable options to resolve radiation protection issues be discussed as soon as pos¬ 
sible. 

CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/06/21. MARRIOTT,P.W. General Electric Co. 4pp. 58217:338-58217:341. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 

9106140092 Forwards draft safety evaluation rept re review of application for certificate 
of advanced BWR design.Copies of rept sent to ACRS for review & placed in PDR. 
CRUTCHFIELD D. Division of Advanced Reactors & Special Projects (Post 901216). 
91/06/10. MARRIOTT.P.W. General Electric Co. 150pp. 58158:082-58159:087. 


DOCKET 50-606 ARKANSAS TECH UNIV., UNIT 1 


A. Application/construction stage documents & correspondence 

9106050363 Informs of established schedule,allowing NRC to receive univ response to 
NRC 910128 request for addl info for SAR by 910830,per 891113 application for CP/ 
OL for reactor. 

KERSH.K. Arkansas Tech Univ., Russellville, AR. 91/05/30. ADAMS,A. Non-Power 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). Ip. 57918:236- 
57918:236. 


DOCKET 52-002 SYSTEM 80+ STANDARDIZED NUCLEAR POWER PLANT DE$„ 


9106040123 Summary of 910514 meeting w/NUMARC,EPRI,GE,C-E & Westinghouse re 
schedules for review of future LWR projects. List of attendees encl. 

KENYON,T.J. Standardization Project Directorate (Post 901216). 91/05/22. Standardi¬ 
zation Project Directorate (Post 901216). 54pp. 57917:279-57917:334. 

9106260398 Forwards Rev 6 to Topical Rept CENPD-210, “Description of Nuclear QA 
Program." 

KENNEDY,E.H. Combustion Engineering, Inc. 91/06/13. BRACH.E.W. Document Con¬ 
trol Branch (Document Control Desk). 8pp. 58237:001-58237:056. 

—9106260402 “Description of Nuclear QA Program.” 

* Combustion Engineering, Inc. CENPD-210 R06. 91/06/13. 48pp. 58237:009- 
58237:056. 


DOCKET DOCKET UNKNOWN 


9106210237 Ack receipt of 640414 Itr advising of appointment of CW Keller as Nuclear 
Accountability & Licensing representative for Nuclear Div,Martin Co. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 64/06/06. ALPER.W.H. 
Martin Marietta Corp. 1 p. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0008 BATTELLE COLUMBUS DIV. (BATTELLE MEMORIAL 
INSTITUTE), 

9106180295 “Environ Monitoring Rept for CY89 on Radiological & Nonradiological Pa¬ 
rameters.” W/910610 Itr. 

TOY.H.L., KIRSCH.G.E. Battelle Memorial Institute, Columbus Laboratories. BCO 
0690. 89/12/31. HAUGHNEY.C.J. Advanced Fuel & Spent Fuel Licensing Branch. 
75pp. 58167:001-58167:071. 





DOCKETED ITEMS 151 


DOCKET 70-0025 ROCKETDYNE DIV. (ROCKWELL INTERNATIONAL CORP.), 
CANOGA 


9106030149 Informs of determination that listed documents related to License SNM-21 
no longer considered proprietary,per 10CFR2.790(d) & 10CFR9.5(a)(4). 
RUTHERFORD.P.D. Rockwell International Corp. 91/05/22. PATE.R.J. Region 5 (Post 
820201). Ip. 57916:353-57916:353. 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

9106260294 Forwards revs to FNMCP.EncI withheld (ref 10CFR9.17(a)). 

OLSEN,A.F. Babcock & Wilcox Co. 91/01/14. SHERR.T.S. Domestic SG & Regional 
Oversight Branch (Post 881218). 2pp. 58225:270-58225:270. 

9106260202 Informs that B&W,Naval Nuclear Fuel Div scheduled annual NRC observed 
tactical response exercise for 910320. 

OLSEN,A.F. Babcock & Wilcox Co. 91/01/18. Document Control Branch (Document 
Control Desk). 2pp. 58217:324-58217:325. 

9106260310 Forwards revs to safeguards & security plan.Enel withheld (ref 
10CFR9.17(1)). 

OLSEN,A.F. Babcock & Wilcox Co. 91/01/25. SHERR.T.S. Domestic SG & Regional 
Oversight Branch (Post 881218). 2pp. 58225:275-58225:276. 

9106060228 Suppls 910124 response to nuclear safety assessment performed at facility 
on 900820-24.Completion date for Items 90-15-04 & 90-15-07 re nuclear criticality 
audit procedure extended until 910531. 

OLSEN.A.F. Babcock & Wilcox Co. 91/04/26. STOHR.J.P. Region 2 (Post 820201). 
Ip. 58002:231-58002:231. 

9106040243 Requests approval to utilize listed criteria for receipt measurement of me- 
tallographic mounts,element sections for record retention & various partial element 
stds that will be shipped from UNC to facility in CY91. 

OLSEN.A.F. Babcock & Wilcox Co. 91/05/21. SHERR.T.S. Domestic SG & Regional 
Oversight Branch (Post 881218). 2pp. 57914:010-57914:011. 

9106060226 Requests authorization to not shut down recovery process unit 3 for resolu¬ 
tion of process monitoring alarms,per TS Sherr 910503 Itr to A Olsen. 

OLSEN.A.F. Babcock & Wilcox Co. 91/05/31. SHERR.T.S. Domestic SG & Regional 
Oversight Branch (Post 881218). 3pp. 57919:160-57919:162. 

9106180148 Forwards,per 10CFR70.32(c),proprietary changes to Chapter 2 of funda¬ 
mental nuclear matls control plan.W/o end. 

OLSEN.A.F. Babcock & Wilcox Co. 91/06/06. SHERR.T.S. Division of Safeguards & 
Transportation (Post 870413). Ip. 58173:344-58173:345. 

9106210214 Forwards details of matl balance statements for Mar/Apr 1991 inventory 
period.Enel withheld. 

SUWALA.M.C. Babcock & Wilcox Co. 91/06/07. SHERR.T.S. Domestic SG & Region¬ 
al Oversight Branch (Post 881218). Ip. 58199:135-58199:136. 

9106180345 Responds to NRC Itr re violations noted in Insp Rept 70-0027/91-06.Cor- 
rective actions:although B&W objects to violation,have been taking steps to address 
issue of emergency team coverage of plant activities. 

CONNER,J.A. Babcock & Wilcox Co. 91/06/11. Document Control Branch (Document 
Control Desk). 6pp. 58165:340-58165:345. 

9106210323 Responds to 910125 & 0510 Itrs forwarding revs 7 & 9 to safeguards phys¬ 
ical security plan per 10CFR70.34.Revs meet provisions of section 73.46 & published 
guidance,therefore acceptable. 

SHERR.T.S. Division of Safeguards & Transportation (Post 870413). 91/06/18. 
OLSEN,A.F. Babcock & Wilcox Co. 4pp. 58186:011-58186:014. 


DOCKET 70-0028 BABCOCK & WILCOX CO., ALLIANCE, OH 


9106280104 Forwards “B&W Investment Co Consolidated Financial Statements,Mar 
31,1991 & 1990 w/Rept of Independent Auditors," per 10CFR30.40 & 70,as applica¬ 
ble. 

TETRAULT.R.E. Babcock & Wilcox Co. 91/06/26. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 2pp. 58347:101-58347:131. 

-9106280114 Supports firms use of financial test to demonstrate financial assurance,as 
specified in 10CFR30.40 & 70. Certifies that company possess tangible net worth in 
amount of $995.7 million at 910331. 

HOWSON.R.E. Babcock & Wilcox Co. 91 /06/24. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. Ip. 58347:103-58347:103. 

-9106280116 Supports firms use of financial test to demonstrate financial assurance,as 
specified in 10CFR30.40 & 70.Firm guarantees decommissioning of facilities owned or 
operated. 

HATTOX.B. Babcock & Wilcox Co. 91/06/24. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 6pp. 58347:104-58347:109. 

-9106280118 “B&W Investment Co Financial Statements,Mar, 1991 & 1990 w/ Rept of 
Independent Auditors.” 

* Ernst & Young. 91/06/05. 22pp. 58347:110-58347:131. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

9106200210 Application for renewal of License SNM-33,reflecting upgrades to Chapters 
4,14 & 15 for review.W/one oversize drawing. 

CONANT.J.F. Combustion Engineering, Inc. CONANT.J.F. ASEA Brown Boveri, Inc. 
91/06/17. HAUGHNEY.C.J. Fuel Cycle Safety Branch. 150pp. 58197:153-58197:328. 

9106040370 Informs that RS Siudek appointed Vice President.Nuclear Fuel. 
CONANT.J.F. Combustion Engineering, Inc. CONANT.J.F. ASEA Brown Boveri, Inc. 
91/05/31. HAUGHNEY.C.J. Fuel Cycle Safety Branch. Ip. 57999:220-57999:220. 

9106040375 Informs that RS Siudek appointed Vice President.Nuclear Fuel. 
CONANT.J.F. Combustion Engineering, Inc. CONANT.J.F. ASEA Brown Boveri, Inc. 
91/05/31. KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). Ip. 
58109:023-58109:023. 


9106180436 Advises that RS Siudek appointed vice-president,nuclear fuel.RA Rode 
continues to be primary individual responsible for plant safety & operation. 
CONANT.J.F. ASEA Brown Boveri, Inc. 91/05/31. DAVIS,A.B. Region 3 (Post 
820201). Ip- 58172:022-58172:022. 

9106270257 Ack receipt of 910401 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-0036/91-02. 

NORELIUS.C.E. Region 3 (Post 820201)- 91/06/19. RODE,J.A. Combustion Engineer¬ 
ing, Inc. Ip. 58254:350-58254:352. 


DOCKET 70-0058 MARTIN MARIETTA CORP., BALTIMORE, MD 

9106120324 Responds to FOIA request for documents re license numbers R-36,issued 
in 1958,license R-72 issued in Dec 1960 & license 19-01398-29.Forwards Apps 
A,B,C,D documents.App E documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/01. BRENNAN,D.F. Pennsylvania, Commonwealth of. 13pp. 

58375:003-58380:113. 

-9106210237 Ack receipt of 640414 Itr advising of appointment of CW Keller as nuclear 
accountability & licensing representative for Nuclear Div,Martin Co. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 64/06/06. ALPER.W.H. 
Martin Marietta Corp. Ip. 58378:209-58378:209. 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 


9106270026 Forwards results of NRC TLD direct radiation monitoring for first quarter 
1991. 

BORES.R.J. Region 1 (Post 820201)- 91/06/12. COLEMAN,W.L. Babcock & Wilcox 
Co. 4pp. 58222:256-58222:259. 

9106200054 Summary of 910514 bi-monthly meeting w/B&W in Rockville,MD re status 
of Apollo & Parks Township facilities. 

MCDANIEL,K. Fuel Cycle Safety Branch. 91/06/14. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 2pp. 58200:051-58200:052. 

9106240137 Forwards results of B&W Pennsylvania operations high enriched U plant 
inventory of 910607.Results withheld. 

HAERTJENS.B.L. Babcock & Wilcox Co. 91/06/17. KASUN.D.J. Domestic SG & Re¬ 
gional Oversight Branch (Post 881218). Ip. 58206:334-58206:334. 

9106280104 Forwards "B&W Investment Co Consolidated Financial Statements,Mar 
31,1991 & 1990 w/Rept of Independent Auditors,” per 10CFR30.40 & 70,as applica¬ 
ble. 

TETRAULT.R.E. Babcock & Wilcox Co. 91/06/26. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 2pp. 58347:101-58347:131. 

—9106280114 Supports firms use of financial test to demonstrate financial assurance,as 
specified in 10CFR30.40 & 70. Certifies that company possess tangible net worth in 
amount of $995.7 million at 910331. 

HOWSON.R.E. Babcock & Wilcox Co. 91/06/24. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. Ip. 58347:103-58347:103. 

-9106280116 Supports firms use of financial test to demonstrate financial assurance,as 
specified in 10CFR30,40 & 70.Firm guarantees decommissioning of facilities owned or 
operated. 

HATTOX.B. Babcock & Wilcox Co. 91/06/24. HAUGHNEY.CJ. Fuel Cycle Safety 
Branch. 6pp. 58347:104-58347:109. 

—9106280118 “B&W Investment Co Financial Statements,Mar,1991 & 1990 w/ Rept of 
Independent Auditors." 

* Ernst & Young. 91/06/05. 22pp. 58347:110-58347:131. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 


9106060234 Forwards transparencies used in NFS Ponds Project quarterly status meet¬ 
ing at NFS on 901113. 

PAINE,D. Nuclear Fuel Services, Inc. 90/11/28. BASSETT,C. Region 2 (Post 820201). 
5pp. 58001:296-58001:300. 

9106240132 Requests extension of implementation schedule of NRC/DOE comparabil¬ 
ity rule at facility from 910131 until 910331 to allow installations of new perimeter in¬ 
trusion detection sys & CCTV assessment sys. 

PAINE,D. Nuclear Fuel Services, Inc. 90/12/04. SHERR.T.S. Division of Safeguards & 
Transportation (Post 870413). 2pp. 58206:332-58206:333. 

9106060237 Changes date of NFS Nuclear Criticality Safety Performance improvement 
meeting to 910402 in Erwin,TN. 

PAINE,D. Nuclear Fuel Services, Inc. 91/03/13. EBNETER.S.D. Region 2 (Post 
820201). Ip. 58002:230-58002:230. 

9106110071 Advises that NRC has reversed position & will return to prior practice of 
responding to all NOV response Itrs. 

STOHR.J.P. Region 2 (Post 820201). 91/03/27. JOHNSON.C.R. Nuclear Fuel Serv¬ 
ices, Inc. 2pp. 58000:329-58000:330. 

9106110058 Forwards listing of names of NRC inspectors who have completed training 
on occupational health & safety matters per 910211 telcon between WE Cline & D 
Paine. 

CLINE.W.E. Region 2 (Post 820201). 91/04/01. PAINE,D. Nuclear Fuel Services, Inc. 
4pp. 57996:293-57996:296. 

9106200271 Forwards high enriched U matl balances for operating period 901231- 
910305.Encl withheld (ref 10CFR2.790). 

PAINE,D. Nuclear Fuel Services, Inc. 91/04/09. SHERR.T.S. Division of Safeguards & 
Transportation (Post 870413). Ip. 58167:129-58167:129. 

9106110006 Confirms arrangements made between A Maxin & C Bassett re 910508 
meeting/visit to facility concerning safety program & other activities. 

STOHR.J.P. Region 2 (Post 820201). 91/05/07. JOHNSON.C.R. Nuclear Fuel Serv¬ 
ices, Inc. 2pp. 57995:046-57995:047. 
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9106030037 Informs that mixed waste stored in bldg 3 warehouse will be inspected & 
sampled in warehouse to characterize matl for analysis/testing.Provides info per 
910509 telcon. 

PAINE.D. Nuclear Fuel Services, Inc. 91/05/13. SHERR.T.S. Domestic SG & Regional 
Oversight Branch (Post 881218). Ip. 57894:220-57894:220. 

9106050330 Forwards NFS weekly status rept for wks of 910513-17 & 0520- 24.Region- 
al msp will be conducted during wk of 910520 in area of decommissioning & radioac¬ 
tive effluents & chemistry. 

EBNETER.S.D. Region 2 (Post 820201). 91/05/20. TAYLOR,J.M. Ofc of the Execu¬ 
tive Director for Operations. 2pp. 58007:354-58007:355. 

9106060255 Forwards Insp Rept 70-0143/91-13 on 910422-26 & notice of violation. 
CLINE,W.E. Region 2 (Post 820201). 91/05/22. JOHNSON.C.R. Nuclear Fuel Serv¬ 
ices, Inc. 2pp. 58003:088-58003:103. 

—9106060261 Notice of violation from insp on 910422-26.Violation noted: numerous 
shoe covers noted at various locations around site & two workers observed in con¬ 
trolled area w/o safety glasses & disposable gloves. 

CLINE,W.E. Region 2 (Post 820201). 91/05/22. 2pp. 58003:090-58003:091. 

-9106060262 Insp Rept 70-0143/91-13 on 910422-26.Violations noted.Major areas 
inspectedronsite review of safety program including, mgt organization & 
controls,nuclear criticality safety, operations review & radiation protection. 

BASSETT,C.H., MCALPINE.E.J. Region 2 (Post 820201). 91/05/22. 12pp. 58003:092- 
58003:103. 

9106110087 Forwards insp rept 70-0143/91-11 on 910408-11.No violations or devi¬ 
ations noted. 

CLINE,W.E. Region 2 (Post 820201). 91/05/22. JOHNSON.C.R. Nuclear Fuel Serv¬ 
ices, Inc. 2pp. 57997:112-57997:117. 

—9106110097 Insp rept 70-0143/91-11 on 910408-11.No violations or deviations 
noted.Major areas inspected:followup on status of NFS NCS performance improve¬ 
ment program,specifically, status of analysis of unfavorable geometry sys. 
KASNICKI.D., MCALPINE.E.J. Region 2 (Post 820201). 91/05/22. 4pp. 57997:114- 
57997:117. 

9106060256 Application for amend to License SNM-124,restoring possession limit for 
max of 200 g of P.accidently ommitted from License Amend 55.Quantity would be 
possessed in addition to that currently authorized by Amend 55. 

PAINE.D. Nuclear Fuel Services, Inc. 91/05/29. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 2pp. 58003:056-58003:057. 

9106190386 Forwards NFS weekly status rept for wk of 910520-24. Violations noted 
during regional insp re failure to list activity of Tc-99 on shipping papers. 

EBNETER.S.D. Region 2 (Post 820201). 91/05/29. TAYLOR,J.M. Ofc of the Execu¬ 
tive Director for Operations. 2pp. 58193:279-58193:280. 

9106060065 Completes response to 901221 Itr transmitting changes to physical security 
plan for facility. 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/05/30. 
PAINE.D. Nuclear Fuel Services, Inc. Ip. 57931:331-57931:331. 

9106190387 Forwards NFS weekly status rept for wk of 910528-31.First round double 
contingency reviews for favorable geometry vessels in 300 complex completed. 
EBNETER.S.D. Region 2 (Post 820201). 91/06/04. TAYLOR,J.M. Ofc of the Execu¬ 
tive Director for Operations. 2pp. 58199:214-58199:215. 

9106120307 Requests addl info,identifying specific process units for which authorization 
to keep operating during resolution of process monitoring alarms requested,in re¬ 
sponse to 910530 Itr re implementation of 10CFR74. 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/06/07. 
PAINE.D. Nuclear Fuel Services, Inc. Ip. 58108:350-58108:350. 

9106140080 Forwards Insp Rept 70-143/91-14 on 910506-10.No violations or devi¬ 
ations noted.Details withheld (ref 10CFR95). 

CLINE,W.E. Region 2 (Post 820201). 91/06/07. JOHNSON.C.R. Nuclear Fuel Serv¬ 
ices, Inc. 2pp. 58143:333-58143:335. 

-9106140082 Partially withheld Insp Rept 70-0143/91-14 on 910506-10 (ref 
10CFR95).No violation or deviations noted.Major areas inspected:mgt 
effectiveness,security organization,duress alarms,metal detectors badge control & in¬ 
terior alarms. 

MASNYK.O.M., MCGUIRE,D.R. Region 2 (Post 820201). 91/06/07. Ip. 58143:335- 
58143:335. 

9106130040 Forwards insp rept 70-0143/91-204 on 91Q506-10.No violations or devi¬ 
ations noted.Rept withheld (ref 10CFR2.790(d). 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/06/10. 
PAINE.D. Nuclear Fuel Services, Inc. Ip. 58110:352-58110:352. 

9106260111 Forwards high enriched U matl balances for operating period 910305- 
0507.Encl withheld (ref 10CFR2.790). 

PAINE.D. Nuclear Fuel Services, Inc. 91/06/10. SHERR.T.S. Domestic SG & Regional 
Oversight Branch (Post 881218). 2pp. 58217:284-58217:284. 

9106180246 Documents telephone agreements provided in June & Dec 1990 re LEU 
activities. 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/06/11. 
PAINE.D. Nuclear Fuel Services, Inc. Ip. 58146:303-58146:303. 

9106180313 Transmits rept entitled "Hazard Determination for Solid Waste from NFS 
Pond #3 Surface Impoundment Using Toxicity Characteristic Leach Procedure." 
PAINE.D. Nuclear Fuel Services, Inc. 91/06/11. LEMMING.E. Tennessee, State of. 
2pp. 58178:229-58178:327. 

-9106180386 Forwards rept entitled “Hazard Determination for Solid Waste from NFS 
Pond #3 Surface Impoundment Using Toxicity Characteristic Leach Procedure." 
PAINE.D. Nuclear Fuel Services, Inc. 91/06/18. GILLIAM,D.L. Tennessee, State of. 
2pp. 58178:231-58178:232. 

—9106180394 Forwards rept entitled “Hazard Determination for Solid Waste from NFS 
Pond #3 Surface Impoundment Using Toxity Characteristic Leach Procedure.” 
PAINE.D. Nuciear Fuel Services, Inc. 91/06/18. TIESLER.T. Tennessee, State of. 
2pp. 58178:233-58178:234. 


-9106180405 Forwards rept entitled “Hazard Determination for Solid Waste from NFS 
Pond #3 Surface Impoundment Using Toxicity Characteristic Leach Procedure." 
PAINE.D. Nuclear Fuel Services, Inc. 91/06/18. ROMANOWSKI.L.J. Region 4 (Post 
820201). 2pp. 58178:235-58178:236. 

-9106180411 “Harzard Determination for Solid Waste from NFS Pond #3 Surface Im¬ 
poundment Using Toxicity Characteristic Leach Procedure.” 

* Nuclear Fuel Services, Inc. 91/06/30. 91pp. 58178:237-58178:327. 

9106270115 Forwards insp rept 70-0143/91-15 on 910520-24 & notice of violation. 
COLLINS,D.M. Region 2 (Post 820201). 91/06/11. JOHNSON.C.R. Nuclear Fuel Serv¬ 
ices, Inc. 2pp. 58223:306-58223:320. 

-9106270122 Notice of violation from insp on 910520-24.Violation noted: three complet¬ 
ed shipping manifests dtd 910117,0402 & 0514 did not contain total quantity of four 
radionuclides. 

COLLINS,D.M. Region 2 (Post 820201). 91/06/11. Ip. 58223:308-58223:308. 

-9106270144 Insp rept 70-0143/91-15 on 910520-24.Violations noted.Major areas 
inspected:plutonium facilities decommissioning including bldg 110 underground lab 
tank & waste ponds decommissioning. 

ADAMOVITZ.S.S., DECKER,T.R. Region 2 (Post 820201). 91/06/10. 12pp. 
58223:309-58223:320. 

9106190413 Notification of 910626 meeting w/Nuclear Fuel Svc.lnc in OWFN to discuss 
techniques being employed in second review phase of nuclear criticality safety analy¬ 
sis & human factors considerations. 

BIDINGER,G.H. Fuel Cycle Safety Branch. 91/06/14. Fuel Cycle Safety Branch. Ip. 
58193:256-58193:256. 

9106260308 Responds to violations noted in Insp Rept 70-0143/91-13 on 910422- 
26.Corrective actions:memo,highlighting contamination control concerns,issued to all 
onsite employees & contractors & signs/cover boxes under evaluation. 

PAINE.D. Nuclear Fuel Services, Inc. 91/06/18. Document Control Branch (Documenl 
Control Desk). 4pp. 58237:057-58237:060. 


DOCKET 70-0157 TEXAS, UNIV. OF, AUSTIN, TX 


9106200129 Application for amend to License SNM-180,permitting timely movement ol 
fuel from License R-92 (Docket 50-150) to newly constructed facility (Docket 50- 
602).All fuel will be stored in Nuclear Engineering Teaching Lab. 

BAUER,T.L. Texas, Univ. of, Austin, TX. 91/06/12. HAUGHNEY.C.J. Document Con¬ 
trol Branch (Document Control Desk). 49pp. 58200:139-58200:187. 

9106260283 Supplemental application for amend to License SNM-180.Pp 3-14 & 3-1 £ 
replaced due to duplication error. 

BAUER,T.L., WEHRING.B. Texas, Univ. of, Austin, TX. 91/06/26. Document Contro 
Branch (Document Control Desk). 7pp. 58234:351-58234:357. 


DOCKET 70-0270 MISSOURI, UNIV. OF, COLUMBIA, MO 


9106140077 Intervenors motion for leave to submit evidence respecting critical safet) 
failures identified in site insp of 910518.* W/Certificate of Svc. 

GREEN,L.C. Missouri, Univ. of, Columbia, MO. GREEN,L.C. Mid-Missouri Nucleai 
Weapons Freeze, Inc. GREEN,L.C. Missouri Coalition for the Environment. #291 
11799. 91/05/22. Atomic Safety and Licensing Board Panel. 97pp. 58119:135 
58119:221. 

9106140022 Intervenors motion for leave to reply to licensee response to intervenors 
motion for reconsideration.* Presiding officer should withdraw tentative conclusion ir 
question & permit intervenors to respond.W/Certificate of Svc. 

GREEN,L.C. Mid-Missouri Nuclear Weapons Freeze, Inc. GREEN,L.C. Missouri Coali 
tion for the Environment. GREEN,L.C. Physicians for Social Responsibility. #291 
11795. 91/05/24. Atomic Safety and Licensing Board Panel. 22pp. 58119:009 
58119:030. 


9106140139 NRC Staff motion for extension of time.* Extension should be granted unti 
910606 for response to questions of presiding officer to Datta.W/Certificate of Svc 
WOODHEAD.C.P. Office of the General Counsel (Post 860701). #291 11802. 91/05, 
28. Commissioners (Post 750119). 4pp. 58119:247-58119:250. 

9106140072 Memorandum & order (motion in improper form).* Responses appears tt 
contain motion not filed in proper form.Motion should be filed giving enough info sc 
that request is clear. Served on 910529.W/Certificate of Svc. 

BLOCH,P.B. Atomic Safety and Licensing Board Panel. #291 11801. 91/05/29. Mis 
souri, Univ. of, Columbia, MO. 4pp. 58119:116-58119:119. 

9106140106 Intervenors response to questions of presiding officer.* Requests that pre 
siding officer permit DW Wallace to rept site visit. 

GREEN.L.C. Mid-Missouri Nuclear Weapons Freeze, Inc. GREEN,L.C. Missouri, Univ 
of, Columbia, MO. GREEN.L.C. Physicians for Social Responsibility. #291 11805. 91 
05/30. 2pp. 58119:237-58119:245. 

“9106140110 Response of DW Wallace to questions of presiding officer.* W/Certificat< 
of Svc. 

WALLACE,D.W. NRC - No Detailed Affiliation Given. 91/05/30. 6pp. 58119:239 
58119:245. 

9106140060 Memorandum & order.* Licensee required to install fire sprinkler sys in lai 
as condition for conducting any experiments w/Pu or Am & to take certain other ac 
tions as required.Served on 910531.W/Certificate of Svc. 

CHILK.S.J. Office of the Secretary of the Commission. #291 11811. 91/05/31. Mis 
souri, Univ. of, Columbia, MO. 5pp. 58119:107-58119:111. 

9106250049 Licensee response to Intervenor motion for leave to submit evidence.* Ir 
tervenors did not clearly separate argument as to why leave to submit evidence fror 
evidence sought if leave granted should be granted. 

AXELRAD.M. Missouri, Univ. of, Rolla, MO. AXELRAD.M. Newman & Holtzinger. #29 
11824. 91/06/03. Atomic Safety and Licensing Board Panel. 9pp. 58196:309 
58196:317. 
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9106250052 Licensee response to Intervenors motion for leave to reply.* Intervenors 
have ignored clear directive of Presiding Officer.Presiding Officer should deny motion 
for leave to file reply.W/Certificate of Svc. 

AXELRAD.M. Missouri, (Jniv. of, Columbia, MO. AXELRAD.M. Newman & Holtzinger. 
#291 11825. 91/06/03. BLOCH,P.B. Atomic Safety and Licensing Board Panel. 5pp. 
58196:056-58196:060. 

9106250076 NRC Staff response to questions from presiding officer.* Affidavit of A 
Datta explains basis for prior estimate of number of fires at lab w/licensed nuclear 
matl. 

WOODHEAD.C.P. Office of the General Counsel (Post 860701). #291 11831. 91/06/ 
06. Atomic Safety and Licensing Board Panel. 2pp. 58196:318-58196:327. 

-9106070343 Affidavit of A Datta responding to questions in 910522 order & memo.W/ 
Certificate of Svc. 

DATTA,A. Fuel Cycle Safety Branch. 91/06/05. 8pp. 58196:320-58196:327. 

9106280075 Declaration of A Robbins.* Affidavit of A Robbins re possibility of fire in¬ 
volving nuclear matls & damage to public health & safety at facility. 

ROBBINS,A. Missouri, Univ. of, Columbia, MO. ROBBINS.A. Boston Univ., Boston, 
MA. 91/06/10. 7pp. 58237:289-58237:295. 

“9106280080 Declaration of M Pepper.* Affidavit of M Pepper re possibility of fire in¬ 
volving nuclear matls & damage to public health & safety. 

PEPPER,M. Missouri, Univ. of, Columbia, MO. 91/06/10. 2pp. 58237:296-58237:297. 

9106280005 Intervenors response to reply of NRC Staff affiant A Datta to questions 
posed in 910522 memorandum & order.* A Datta guess about possibility of fire at 
Alpha Lab clearly credible. 

GREEN,L.C. Mid-Missouri Nuclear Weapons Freeze, Inc. GREEN,L.C. Missouri Coali¬ 
tion for the Environment. GREEN,L.C. Physicians for Social Responsibility. #291 
11870. 91/06/11. Atomic Safety and Licensing Board Panel. 24pp. 58237:162- 
58237:208. 

”9106280013 Declaration of SC Sholly.* Responds to NRC pleadings & affidavits filed 
w/presiding officer re facility proceeding. W/Certificate of Svc. 

SHOLLY,S.C. Missouri, Univ. of, Rolla, MO. SHOLLY,S.C. MHB Technical Associates. 
91/06/11. 23pp. 58237:186-58237:208. 

9106280086 Licensee response to NRC Staff response to questions from presiding offi¬ 
cer.* Determination of precise probability of fire at Alpha Lab both unwarranted & 
unnecessary.W/ Certificate of Svc. 

AXELRAD.M. Missouri, Univ. of, Columbia, MO. AXELRAD.M. Newman & Holtzinger. 
#291 11868. 91/06/11. Atomic Safety and Licensing Board Panel. 14pp. 58238:083- 
58238:096. 

9106280048 Intervenors motion for leave to file rept on visit to site on 910518 w/expla- 
nation of major life-threatening risks observed.* Ruling cannot be made by excluding 
evidence. Offers of proof provided. 

GREEN.L.C. Missouri, Univ. of, Columbia, MO. GREEN,L.C. Mid-Missouri Nuclear 
Weapons Freeze, Inc. GREEN.L.C. Missouri Coalition for the Environment. #291 
11869. 91/06/13. Atomic Safety and Licensing Board Panel. 16pp. 58237:265- 
58237:299. 

“9106280059 Intervenors offer of proof one,910610.* Submits offer to prove various 
points re hazardous experimentation activity, evacuation routes,life safety stds & min 
requirements of fire prevention codes at facility. 

GREEN.L.C. Missouri, Univ. of, Columbia, MO. GREEN.L.C. Mid-Missouri Nuclear 
Weapons Freeze, Inc. GREEN,L.C. Missouri Coalition for the Environment. 91/06/13. 
Atomic Safety and Licensing Board Panel. 7pp. 58237:281-58237:287. 

”9106280064 Intervenors offer of proof two,910610.* Submits offer to prove matters in 
forwarding declarations. 

GREEN.L.C. Missouri, Univ. of, Columbia, MO. GREEN.L.C. Mid-Missouri Nuclear 
Weapons Freeze, Inc. GREEN,LC. Missouri Coalition for the Environment. 91/06/13. 
Atomic Safety and Licensing Board Panel. Ip. 58237:288-58237:288. 

“9106280082 Declaration of M Haim.* Affidavit of M Haim re tours of Alpha Lab.W/ 
Certificate of Svc. 

HALM.M. Missouri, Univ. of, Columbia, MO. 91/06/10. 2pp. 58237:298-58237:299. 

9106260255 Suppls 901009 request for approval to use fission chamber listed on Li¬ 
cense R-79 in conjunction w/subcritical assembly not listed on license.Requests that 
two listed chambers be transferred from License R-79 to SNM-247. 

BOLON.A.E. Missouri, Univ. of, Rolla, MO. 91/06/17. Public Document Branch. 2pp. 
58230:347-58230:348. 


DOCKET 70-0343 RUTGERS STATE UNIV., NEW BRUNSWICK, NJ 

9106070261 Confirmatory Action Ltr CAL-1-91-011 re 910523 telcon discussing steps 
taken to correct violation noted in insp conducted on 910522. 

KNAPP,M.R. Region 1 (Post 820201). 91/05/24. HOWELL,D.B. Rutgers, New Jersey, 
State Univ. of, Piscataway, NJ. 3pp. 58039:114-58039:116. 


DOCKET 70-0364 BABCOCK & WILCOX CO., PARKS TOWNSHIP, PA 

9106030103 Application for amend to License SNM-414, requesting possession of up to 
800 grams of U-235 in Bldg A.Fee paid. 

HAERTJENS.B.L. Babcock & Wilcox Co. 91/05/28. HAUGHNEY.C. Fuel Cycle Safety 
Branch. 36pp. 57915:169-57915:204. 

9106270026 Forwards results of NRC TLD direct radiation monitoring for first quarter 
1991. 

BORES,R.J. Region 1 (Post 820201). 91/06/12. COLEMAN,W.L. Babcock & Wilcox 
Co. 4pp. 58222:256-58222:259. 

9106200054 Summary of 910514 bi-monthly meeting w/B&W in Rockville,MD re status 
of Apollo & Parks Township facilities. 

MCDANIEL,K. Fuel Cycle Safety Branch. 91/06/14. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 2pp. 58200:051-58200:052. 

9106280104 Forwards “B&W Investment Co Consolidated Financial Statements,Mar 
31,1991 & 1990 w/Rept of Independent Auditors," per 10CFR30.40 & 70,as applica¬ 
ble. 

TETRAULT.R.E. Babcock & Wilcox Co. 91/06/26. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 2pp. 58347:101-58347:131. 


—9106280114 Supports firms use of financial test to demonstrate financial assurance,as 
specified in 10CFR30.40 & 70. Certifies that company possess tangible net worth in 
amount of $995.7 million at 910331. 

HOWSON.R.E. Babcock & Wilcox Co. 91/06/24. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. Ip. 58347:103-58347:103. 

—9106280116 Supports firms use of financial test to demonstrate financial assurance,as 
specified in 10CFR30.40 & 70.Firm guarantees decommissioning of facilities owned or 
operated. 

HATTOX.B. Babcock & Wilcox Co. 91/06/24. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 6pp. 58347:104-58347:109. 

--9106280118 "B&W Investment Co Financial Statements,Mar, 1991 & 1990 w/ Rept of 
Independent Auditors." 

* Ernst & Young. 91/06/05. 22pp. 58347:110-58347:131. 


DOCKET 70-0371 UNC, INC., UNCASViLLE, CT 


9106260193 Forwards changes to physical protection plan.W/o end. 

GIGLIOTTI.R.J. United Nuclear Corp. (subs, of UNC, Inc.). 90/12/06. SHERR.T.S. Do¬ 
mestic SG & Regional Oversight Branch (Post 881218). 2pp. 58217:326-58217:327. 

9106210319 Forwards revised pages of change 12 to UNC-NP physical protection 
plan.Revised pages withheld. 

GIGLIOTTI.R.J. United Nuclear Corp. (subs, of UNC, Inc.). 91/03/18. SHERR.T.S. Do¬ 
mestic SG & Regional Oversight Branch (Post 881218). Ip. 58186:010-58186:010. 

9106040383 Forwards UNC 750410 ltr,requesting deletion of refs to Bldg 24D from 
license,Insp Rept 70-0371/75-06 & NRC 760322 ltr, issuing Amend 36 to License 
SNM-368 re Bldg 24D & H-Tract facility from license,in response to 910507 telcon. 
BORES,R.J. Region 1 (Post 820201). 91/05/21. BROWN,J. United Nuclear Corp. 
(subs, of UNC, Inc.). 2pp. 57999:254-57999:280. 

9106060025 Responds to 910318 & 0404 Itrs re mods to physical security sys reflecting 
continuing decommissioning activities. 

SHERR.T.S. Division of Safeguards & Transportation (Post 870413). 91/05/24. 
GIGLIOTTI.R.J. United Nuclear Corp. (subs, of UNC, Inc.). 4pp. 57931:199-57931:202. 

9106210312 Forwards revised pages TEL-1,TEL-2 & TEL-5 of UNC Naval Products 
safeguards contingency pfan.EncI withheld. 

GIGLIOTTI.R.J. United Nuclear Corp. (subs, of UNC, Inc.). 91/05/30. SHERR.T.S. Do¬ 
mestic SG & Regional Oversight Branch (Post 881218). Ip. 58197:152-58197:152. 

9106120310 Forwards comments on septic leach field decommissioning. Groundwater 
sampling generally inadequate since no description given of well const.Soil sampling 
inadequacy noted re location of sampling point in Septic Field 1. 

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/05/31. CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear 
Safety (Post 870729). 3pp. 58109:008-58109:010. 

9106100266 Forwards revised/reissued Paragraph 9.1.A of physical security portion of 
Safeguards Amend SG-2 to License SNM-368 to reflect continuing decommissioning 
activities. Backup power sys equivalent to sys in security plan. 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/06/04. 
GIGLIOTTI.R.J. United Nuclear Corp. (subs, of UNC, Inc.), pp. 58091:328-58091:331. 

9106170155 Forwards Rev 3 to “UNC Naval Products Decommissioning Plan." 

GREGG,R.J. United Nuclear Corp. (subs, of UNC, Inc.). 91/06/10. HAUGHNEY.C.J. 
Fuel Cycle Safety Branch. Ip. 58128:242-58128:283. 

-9106170159 Rev 3 to “UNC Naval Products Decommissioning Plan.” 

* United Nuclear Corp. (subs, of UNC. Inc.). 91/06/10. 41pp. 58128:243-58128:283. 


DOCKET 70-0398 COMMERCE, DEPT. OF, WASHINGTON, DC 

9106180248 Forwards revised pages for matls license document to replace 910528 
submission.Revised table of contents & document entitled, “Guidelines for Decontami¬ 
nation of Facilities & Equipment Prior to Release for Unrestricted..." also end. 
PEVEY.L.E. National Institute of Standards & Technology (formerly National Bureau of 
Standa. 91/06/12. BIDINGER,G.H. Fuel Cycle Safety Branch. 16pp. 58173:278- 
58173:293. 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 

9106130159 Forwards resubmission of financial assurance plan on behalf of 
Cintichem,Inc,subsidiary of Hoffman-La Roche,Inc. 

YACHMETZ.P.K. Hoffman-La Roche, Inc. (subs, of F. Hoffman-La Roche & Co., Ltd.). 
91/05/21. MICHAELS,T.S. NRC - No Detailed Affiliation Given. 10pp. 58111:001- 
58111:044. 

“9106130171 Supports company use of financial test as set forth in paragraph A.1 of 
section II of app A to 10CFR30,referenced by 10CFR50 & 70,to demonstrate financial 
assurance,specified in 10CFR50 & 70 on behalf of Cintichem,Inc. 

LERNER.I. Hoffman-La Roche, Inc. (subs, of F. Hoffman-La Roche & Co., Ltd.). 91 / 
05/06. NRC - No Detailed Affiliation Given. Ip. 58111:010-58111:010. 

“9106130178 Supports company use of financial test set forth in paragraph A.2 of sec¬ 
tion II of app A to 10CFR30,referenced by 10CFR50 & 70,to demonstrate financial 
assurance,specified in 10CFR50 & 70 on behalf of Cintichem,Inc. 

STADLER.M.F. Hoffman-La Roche, Inc. (subs, of F. Hoffman-La Roche & Co., Ltd.). 
91/04/17. NRC - No Detailed Affiliation Given. 34pp. 58111:011-58111:044. 

9106030055 Forwards FR notice of consideration of amend to License SNM-639 & op¬ 
portunity for hearing re authorization of decommissioning of facility. 

ORLANDO,D.A. Decommissioning & Regulatory Issues Branch (Post 901230). 91/05/ 
24. MCGOVERN,J.J. Cintichem, Inc. Ip. 57915:325-57915:329. 

“9106030056 FR notice of consideration of issuance of amend to License SNM-639 & 
opportunity for hearing re authorization of decommissioning of facility. 

AUSTIN,J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 91/05/15. 
4pp. 57915:326-57915:329. 
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9106100448 Responds to 910514 verbal request for copy of Federal Register Notice re 
Cintichem facility decommissioning. 

ORLANDO,D.A. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/05/24. MCGOVERN.J.J. Cintichem, Inc. Ip. 58092:308-58092:312. 

9106270204 Forwards results of NRC TLD direct radiation monitoring for first quarter 
1991. 

BORES,R.J. Region 1 (Post 820201). 91/06/12. MCCGOVERN.J.J. Cintichem, Inc. 
4pp. 58224:031-58224:034. 

9106270173 Notification of significant licensee meeting 91-82 w/util in Region I ofc on 
910627 to discuss partial break down of radiation protection program identified during 
insp repts 50-054/91-03 & 70-0687/91-03. 

ROTH.J. Region 1 (Post 820201). 91/06/18. Region 1 (Post 820201). 3pp. 
58224:001-58224:003. 

9106250019 Forwards Insp Repts 50-054/91-03 & 70-0687/91-03 on 910522-24.Viola- 
tions under consideration for escalated enforcement action.Insp focused on 910506 
worker contamination during radwaste packaging operation. 

KNAPP,M.R. Region 1 (Post 820201). 91/06/19. MCGOVERN.J.J. Cintichem, Inc. 
2pp. 58213:331-58213:338. 

—9106250020 Insp Repts 50-054/91-03 & 70-0687/91-03 on 910522-24. Violations 
noted re failure to adequately evaluate radiation hazards. Major areas inspect¬ 
ed^ 0506 contamination incident. 

AUSTIN,M.A., BORES,R.J. Region 1 (Post 820201). 91/06/18. 6pp. 58213:333- 
58213:338. 


DOCKET 70-0698 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 


9106050021 Ack receipt of 910409 Itr forwarding results of groundwater monitoring at 
Waltz Mill for First Quarter 1991. 

KINNEMAN.J.D. Region 1 (Post 820201). 91/05/22. KITZER.R.G. Westinghouse Elec¬ 
tric Corp. 2pp. 58003:127-58003:133. 

—9106050022 Forwards results of groundwater monitoring for First Quarter 1991.Con¬ 
centration of Sr-90 in one monitored well exceeded MPC for unrestricted 
areas.Licensee continuing to eliminate low levels of contamination in groundwater. 
KITZER.R.G. Westinghouse Electric Corp. 91/04/09. Region 1 (Post 820201). 4pp. 
58003:129-58003:133. 


DOCKET 70-0712 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

9106030147 Forwards draft NRC license for decommissioning activities being performed 
at Cushing,OK site.Cleanup activities must be performed per NRC requirements under 
NRC license. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/05/20. STILL,E.T. 
Kerr-McGee Corp. 5pp. 57916:348-57916:352. 

9106190313 Summary of 910607 meeting w/vendor to discuss licensing of Cushing Oil 
Refinery site re necessity for vendor to obtain license,applicable 
requirements,acceptable schedule for decommissioning & status of cleanup actions. 
HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 91/06/ 
11. JOHNSON.T.C. Decommissioning & Regulatory Issues Branch (Post 901230). 
2pp,. 58193:320-58193:321. 


DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA 


9106260127 Forwards SNM physical inventory summary repts reflecting plant activity for 
period ending 910102.Encl withheld. 

WISHAM.C.L. General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 
91/01/29. KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 
2pp. 58217:291-58217:292. 

9106210298 Forwards SNM physical inventory summary repts for period ending 
910304.Repts withheld. 

WISHAM.C.L. General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 
91/04/02. SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). Ip. 
58193:192-58193:192. 

9106200264 Forwards SNM physical inventory summary rept reflecting plant V greater 
than 20% enriched activity for period ending 910304.Encl withheld. 

WISHAM.C.L. General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 
91/04/11. SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). Ip. 
58167:111-58167:111. 

9106050343 Forwards description of engineering approach licensee proposes to follow 
in proceeding to decommission & dismantle SVA bldg,per 910502 meeting. 
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 91/05/30. BIDINGER,G. Fuel Cycle Safety Branch. 13pp. 58004:056-58004:075. 

—9106050355 Rev 1 to, “Use of Fixatives for Primary Contamination Control During De¬ 
commissioning Activities," engineering rept. 

* Bechtel National, Inc. MU-01 R01. 91/04/25. 7pp. 58004:069-58004:075. 

9106100049 Forwards enforcement conference rept 70-0734/91-02 on 910502-Viola- 
tions discussed 

SCARANO.R.A. Region 5 (Post 820201). 91/05/31. RADEMACHER.R.N. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 3pp. 57932:071- 
57932:078. 

-9106100058 Notice of violation from insp on 910401-05 & 11 .Violations noted:bottle 
containing about 890 & 560 grams of U-235, respectively,was placed in D2-1 station 
which exceeded station limit of 350 grams of U-235 on each occasion. 

* Region 5 (Post 820201). 91/05/31. 2pp. 57932:074-57932:075. 

-9106100063 Enforcement conference rept 70-0734/91-02 on 910502-Major areas 
discussed:apparent violations & weaknesses identified dunng 910401-05 & 11 insp of 
safety program & corrective actions taken/planned by vendor. 

HOOKER.C.A., PATE,R.J. Region 5 (Post 820201). 91/05/17. 3pp. 57932:076- 
57932:078. 


9106210316 Forwards SNM physical inventory summary repts reflecting plant activity for 
period ending 91O506.Repts withheld. 

WISHAM.C.L. General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 
91/06/04. SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). Ip. 
58197:149-58197:149. 


9106200212 Informs of review of 910329 request re physical inventory of SNM as re¬ 
quired under 10CFR70.51(d). 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/06/14. 
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). Ip. 58167:106-58167:106. 

9106260366 Informs that licensee entered into contract w/DOE for return of 350 TRIGA 
fuel elements containing U enriched to 93.15%.Requests that matl be exempt from 
measurement requirements of 10CFR70.58(e) & Section 3.1 of FNMCP. 
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 91/06/19. SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 
881218). 2pp. 58217:353-58217:354. 


DOCKET 70-0820 UNC RECOVERY SYSTEMS (UNITED NUCLEAR CORP.), WOOD 
RIVER 


9106240079 Discusses 910613 conversation w/J Rodriquez re whether NRC planned to 
hold public hearing prior to termination of license for Wood River Junction,Rl site. 
HORN.M. NRC - No Detailed Affiliation Given. 91/06/20. BIDINGER,G.H. NRC - No 
Detailed Affiliation Given. Ip. 58212:316-58212:316. 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 


9106120371 Application for amend to License SNM-778,reflecting recent change in cor¬ 
porate organization. 

BOYD.C.C. Babcock & Wilcox Co. 91/05/31. HAUGHNEY.C.J. Transportation Branch. 
135pp. 58114:050-58114:195. 

9106280104 Forwards “B&W Investment Co Consolidated Financial Statements,Mar 
31,1991 & 1990 w/Rept of Independent Auditors,” per 10CFR30.40 & 70,as applica¬ 
ble. 

TETRAULT.R.E. Babcock & Wilcox Co. 91/06/26. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 2pp. 58347:101-58347:131. 

—9106280114 Supports firms use of financial test to demonstrate financial assurance,as 
specified in 10CFR30.40 & 70. Certifies that company possess tangible net worth in 
amount of $995.7 million at 910331. 

HOWSON.R.E. Babcock & Wilcox Co. 91/06/24. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. Ip. 58347:103-58347:103. 

-9106280116 Supports firms use of financial test to demonstrate financial assurance.as 
specified in 10CFR30.40 & 70.Firm guarantees decommissioning of facilities owned or 
operated. 

HATTOX.B. Babcock & Wilcox Co. 91/06/24. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 6pp. 58347:104-58347:109. 

-9106280118 “B&W Investment Co Financial Statements,Mar, 1991 & 1990 w/ Rept of 
Independent Auditors.” 

* Ernst & Young. 91/06/05. 22pp. 58347:110-58347:131. 


DOCKET 70-0874 JAMES MADISON UNIV., HARRISONBURG, VA 


9106270163 Safety insp on 910320 of license SNM-1071.Insp findings:no violations 
noted. 

CONNELL,C. Region 2 (Post 820201). * James Madison Univ., Harrisonburg, VA. 91/ 
03/29. ip. 58264:347-58264:347. 


DOCKET 70-0903 GENERAL ATOMIC CO., NEW HAVEN, CT 


9106030208 “Response of United Nuclear Corp to NRC Request for Addl Financial As¬ 
surance to Cover Reclamation of Church Rock Site.” 

HALL.R.M., SCOTT.J.T. United Nuclear Corp. (subs, of UNC, Inc.). HALL.R.M. Crowell 
& Moring. 91/04/24. 40pp. 57940:271-57940:317. 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 


9106040034 Forwards Safety & Safeguards Insp Repts 50-225/91-01 & 70-0920/91-01 
on 910409-11.No violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 91/05/22. BLOCK,R.C. Rensselaer Polytech¬ 
nic Institute, Troy, NY. 2pp. 57914:343-57914:353. 

-9106040036 Safety & Safeguards Insp Repts 50-225/91-01 & 70-0920/91-01 on 
910409-11.No violations noted.Major areas inspected: program to maintain account¬ 
ability of SNM,physical security, reactor operation & status of previously identified 
items. 

DELLA RATTA,A., DRAGOUN.T.F., BORES,R.J. Region 1 (Post 820201). 91/05/21. 
pp. 57914:345-57914:353. 


DOCKET 70-0938 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, 
MA 


9106250029 Ack receipt of 910314 & 0412 responses to violations noted in Insp Repts 
50-020/91-01 & 70-0938/91-01.NRC found no compelling reason for nondisclosure of 
info in details section of insp repts. 

KNAPP.M.R. Region 1 (Post 820201). 91/06/13. BERNARD,J.A., MASSE,F.X. Massa¬ 
chusetts Institute of Technology, Cambridge, MA. 2pp. 58221:063-58221:070. 
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DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

9106240088 Documents 901108 telcon between G Arlotto.T Martin & MR Knapp re con¬ 
sideration of removal of C-E from watch list. 

KNAPP,M.R. Region 1 (Post 820201). 90/11/19. BERNERO.R.M.. ARLOTTO.G.A. 
Office of Nuclear Material Safety & Safeguards. MARTIN.T.T. Region 1 (Post 820201) 
5pp. 58206:323-58206:327. 

9106040377 Informs that RS Siudek appointed Vice President,Nuclear Fuel. 

CONANT.J.F. Combustion Engineering, Inc. 91/05/31. KASUN.D.J. Domestic SG & 
Regional Oversight Branch (Post 881218). Ip. 57999:223-57999:223. 

9106040382 Informs that RS Siudek appointed Vice President,Nuclear Fuel. 

CONANT.J.F. Combustion Engineering, Inc. 91/05/31. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. Ip. 57940:321-57940:321. 

9106110366 Forwards Insp Rept 70-1100/91-01 on 910415-19.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 91/06/03. VAUGHN,R.E. Combustion Engi¬ 
neering, Inc. 2pp. 58096:151-58096:160. 

-9106110371 Insp rept 70-1100/91-01 on 910415-19.No violations noted. Major areas 
inspected:review of radiological controls & licensee actions. 

AUSTIN,M.A., BORES,R.J. Region 1 (Post 820201). 91/06/03. 8pp. 58096:153- 
58096:160. 

9106140209 PNO-I-91-O43:on 910611,small leak in 6,000 gallon anhydrous ammonia 
tank,located in fuel fabrication facility,noted. Ammonia in tank will be transferred to 
tanker truck to facilitate repair of gauge fitting.Fire personnel onsite. 

ROTH.J., BORES,R. Region 1 (Post 820201). 91/06/11. 2pp. 58126:328-58126:329. 

9106180218 Forwards updated signature authority designation list, reflecting change in 
vendor organization re nuclear fuel mfg activities. 

SCHERER,A.E. ASEA Brown Boveri, Inc. 91/06/11. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 8pp. 58174:099-58174:106. 

9106180215 Application for amend to License SNM-1067,reducing allowed limit of U- 
235 in criticality control areas to 700 g each & permitting inclusion of Bldg 5 in list of 
areas exempt from requirements of 10CFR70.24 re criticality detection. 

CONANT.J.F. ASEA Brown Boveri. Inc. 91/06/12. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 14pp. 58174:082-58174:095. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

9106110217 Advises that on 910412,incorrect discharge of tanker truckload of nitric 
acid into storage vessel containing hydrochloric acid occurred.No damage incurred to 
facilities or processes which involve licensed matls. 

WINSLOW,T.P. General Electric Co. 91/04/15. MCALPINE.E.J. Region 2 (Post 
820201). Ip. 58098:050-58098:050. 

9106060207 Responds to NRC 910508 request for supplemental info re violations noted 
in Insp Rept 70-1113/91-01 on implementing details of urinalysis program. 

WINSLOW,T.P. General Electric Co. 91/05/21. COLLINS,D. Region 2 (Post 820201). 
2pp. 58040:353-58040:354. 

9106060124 PNO-Il-91-O29:on 910529,higher than expected amounts of U noted in 
process tank of waste treatment sys & standby mode entered & alert declared.Site 
team dispatched to site. Vendor estimates that 26 kg U extracted. 

STOHR.P. Region 2 (Post 820201). 91/05/30. Ip. 58000:331-58000:331. 

9106060233 PNO-II-91-029A,updating licensee actions to resolve problems of higher 
than expected amounts of U in process tank of waste treatment sys.Veridor estimates 
that approx 100 kg U remain in tank. 

STOHR.J.P. Region 2 (Post 820201). 91/05/31. Ip. 58002:360-58002:360. 

9106110069 PNO-ll-91-029B:on 910601 .licensee deescalated from alert emergency 
classification after reducing quantity of U in V-104 tank by centrifuging solids from 
tank & transferring 7,940 gallons to nearby tanks. 

STOHR.P. Region 2 (Post 820201). 91/06/01. Ip. 57997:062-57997:062. 

9106210181 Forwards changes to FNMCP.per 10CFR70.32(c).Encl withheld (ref 
10CFR2.790). 

WINSLOW,T.P. General Electric Co. 91/06/10. SHERR.T.S. Domestic SG & Regional 
Oversight Branch (Post 881218). Ip. 58178:158-58178:158. 

9106170078 PNO-lll-91-OOI A:on 910528,waste stream dumped into waste tank V-103 
contained matl transferred to tank V-104 & found to contain unauthorized amount of 
U.Caused by valve positioner/actuator on LCV-300 stuck in closed position. 
SCARANO.R., CLINE,B. Region 3 (Post 820201). 91/06/12. 5pp. 58122:262- 
58122:266. 

9106170093 PNO-lll-91-001B:on 910613,exit meeting scheduled at site w/ 
licensee.Short trip selected team members tentatively planned for late next week to 
witness flow control valve disassembly & insp. 

* Region 3 (Post 820201). 91/06/13. Ip. 58122:267-58122:267. 

9106200214 Forwards handouts provided by GE at IIT closeout meeting on 910614. 
FLACK,E. Office of Nuclear Material Safety & Safeguards. 91/06/14. THARPE.G. 
Office of Nuclear Material Safety & Safeguards. 30pp. 58200:001-58200:030. 

9106240100 Discusses investigation of potential criticality problem at GE fuel plant at 
Wilmington,NC. 

ROCHE,L.A. Office of Nuclear Material Safety & Safeguards. 91/06/17. SCARANO.R. 
Region 5 (Post 820201). 4pp. 58206:328-58206:331. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMBIA, SC 

9106110352 Forwards Insp Rept 70-1151/91-201 on 910429-0503.No violations or devi¬ 
ations noted.Details of rept withheld (ref 10CFR2.790(d)). 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/05/31. 
KOGA.R.H. Westinghouse Electric Corp. Ip. 58096:214-58096:215. 

-9106110359 Partially withheld Insp Rept 70-1151/91-201,per 10CFR2.790. No viola¬ 
tions noted.Major areas inspected:measurement sys, records & repts,MC&A for im¬ 
ports & exports,mgt meetings & entrance & exit interviews. 

NELSON,G.B., KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 
91/05/31. Ip. 58096:215-58096:215. 


9106210058 Ack receipt of 910606 Itr re routine insp of facility matls control & account¬ 
ing safeguards program by GB Nelson on 910429-0503. 

SANDERS,C.F. Westinghouse Electric Corp. 91/06/17. SHERR.T.S. Domestic SG & 
Regional Oversight Branch (Post 881218). Ip. 58210:017-58210:017. 


DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA 

9106200200 Requests that one year extension after publication of reg guides be grant¬ 
ed to satisfy branch technical positions. 

LESTER.K.S. B&W Fuel Co. 91/06/18. HAUGHNEY.C. Fuel Cycle Safety Branch Ip. 
58200:043-58200:043. 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 

9106030223 Notification of 910506 & 07 meeting w/General Electric Morris Operation in 
Morris,IL to discuss leaking cladding vault. 

SCHNEIDER,J.F. Fuel Cycle Safety Branch. 91/05/28. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 2pp. 57915:321 -57915:322. 

9106180087 Forwards insp rept 72-001/91-01 on 910506-07.No violations noted 
GROBE.J.A. Region 3 (Post 820201). 91/06/11. SHERK.J.Z. General Electric Co. 
2pp. 58120:249-58120:256. 

—9106180094 Safety insp rept 72-001/91-01 on 910506-07.No violations noted.Major 
areas inspected:circumstances surrounding leak in vault & licensee procedures & 
course of action taken to stop leak. 

FRANCE,G.M., SRENIAWSKI.D.J., GROBE.J.A. Region 3 (Post 820201). 91/06/11. 
6pp. 58120:251-58120:256. 


DOCKET 70-3026 VIRGINIA MILITARY INSTITUTE, LEXINGTON, VA 

9106060157 Ack receipt of 910429 response to violations noted in Insp Rept 70-3026/ 
91-01.Agrees w/proposal to amend procedures. Formal request for amend to License 
SNM-1958 should be submitted separately. 

CLINE,W.E. Region 2 (Post 820201). 91/05/22. PETERS,P.B. Virginia Military Insti¬ 
tute, Lexington, VA. Ip. 58003:028-58003:028. 


DOCKET 70-3051 TRANSNUCLEAR, INC., AIKEN, SC 

9106100020 Ack receipt of 910422 request for termination of License SNM-1976.Re- 
quests that end Form NRC 314,re certification of info on disposition of matls.be exe¬ 
cuted & returned.W/o end. 

HAUGHNEY.C.J. Fuel Cycle Safety Branch. 91/06/05. MANGUSl.J. Transnuclear, Inc. 
Ip. 58092:052-58092:052. 

9106200156 Forwards completed & signed NRC Form 314 which should permit NRC to 
terminate license SNM-1976. 

MANGUSl.J. Transnuclear, Inc. 91/06/10. HAUGHNEY.C.J. Fuel Cycle Safety Branch. 
Ip. 58200:061-58200:063. 

-9106200211 Certificate of disposition of matls:no matls procured by licensee under li¬ 
cense SNM-1976.Request that license be terminated. 

MANGUSl.J. Transnuclear, Inc. 91/06/10. 2pp. 58200:062-58200:063. 


DOCKET 70-3070 LOUISIANA ENERGY SERVICES, WASHINGTON, DC 

9106110249 Notice of availability of environ rept,notice of consideration of issuance of 
license & notice of hearing & NRC order.On 9l0131,application,SAR & environ rept 
received from Louisiana Energy Svcs to construct plant in Louisiana. 

CHILK.S.J. Office of the Secretary of the Commission. 91/05/15. 18pp. 58098:203- 
58098:220. 

9106140020 Establishment of ASLB.* Board being established to preside over proceed¬ 
ing re Louisiana Energy Svcs & comprises of MB Margulies.RF Cole & FJ 
Shon.Served on 910523.W/ Certificate of Svc. 

COTTER.B.P. Atomic Safety and Licensing Board Panel. #291 11792. 91/05/23. 4pp. 
58119:005-58119:008. 

9106040307 Notification of 910604 briefing to NRC by Louisana Energy Svcs in 
Rockville.MD re instrumentation & controls used in Claiborne Enrichment Ctr. 
LOYSEN.P. Fuel Cycle Safety Branch. 91/05/29. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. Ip. 57999:211-57999:211. 

9106170111 Opposes arrangements made for EIS scoping meeting in Haynesville.LA on 
subject of proposed U enrichment facility in Homer,LA.Note end explaining location 
for meeting not settled.Homer.LA still considered for location for meeting. 

GRAFTON,R. Citizens Against Nuclear Trash. 91/06/04. LOYSEN.P. NRC - No De¬ 
tailed Affiliation Given. 2pp. 58161:333-58161:335. 

9106250077 Answer of applicant to notice of hearing.' Louisiana Energy Svcs will 
appear & present evidence.W/Certificate of Svc. 

MCGARRY.J.M. Louisiana Energy Services. #291 11836. 91/06/07. Commissioners 
(Post 750119). 8pp. 58196:258-58196:265. 

9106170099 Notification of LES coordination meeting on 910618 in Room 10 Bll. 
LOYSEN.P. NRC - No Detailed Affiliation Given. 91/06/11. BRADY,R., COMBS.T., 
DATTA.A. NRC - No Detailed Affiliation Given. Ip. 58161:328-58161:328. 

9106200057 Summary of 910604 meeting w/util & SAI for briefing by util on process 
instrumentation & controls to be used in Clairborne Enrichment Ctr.List of attendees 
end. 

LOYSEN.P. Fuel Cycle Safety Branch. 91/06/17. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. 3pp. 58200:053-58200:055. 

9106250173 Solicits NRC help in ensuring that coping meeting re proposed U enrich¬ 
ment plant to be built in Homer,LA will be held in affected community. 

GILMORE,M. Affiliation Not Assigned. 91/06/17. LOYSEN.P. NRC - No Detailed Affili¬ 
ation Given. Ip. 58211:001-58211:001. 
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9106250153 Forwards FR notice of intent to prepare EIS & conduct scoping process on 
910131 application to receive,possess, use.deliver & transfer byproduct.source & SNM 
to Claiborne Enrichment Ctr near Homer, LA. 

HAUGHNEY.C.J. Fuel Cycle Safety Branch. 91/06/21. ARNOLD.W.H. Louisiana 
Energy Services. Ip. 58211:101-58211:108. 

-9106250155 FR notice of intent to prepare EIS & conduct scoping study on 910131 
application for const of Claiborne Enrichment Ctr. 

GREEVES.J.T. Division of Industrial & Medical Nuclear Safety (Post 870729). 91 /06/ 
21. 7pp. 58211:102-58211:108. 

9106260218 Forwards Chapter 9 of FNMCP for Claiborne Enrichment Ctr.for review & 
approval.EncI withheld (ref 10CFR95). 

ARNOLD.W.H. Louisiana Energy Services. 91/06/21. SHERR.T.S. Domestic SG & 
Regional Oversight Branch (Post 881218). 2pp. 58217:332-58217:333. 

9106270253 Confirms 910620 telcon re NRC rental of Homer High School cafeteria on 
910730 to hold public scoping meeting in connection w/preparation of environ impact 
statement on Louisiana Energy Svcs proposed U enrichment plant. 

HAUGHNEY.C.J. Fuel Cycle Safety Branch (870413-870728). 91/06/21. SCRIBER.J. 
Louisiana, State of. Ip. 58268:219-58268:219. 

9106270277 Forwards list of questions & request for addl info on topics re emergency 
planning,decommissioning funding,financial qualifications.liability insurance & quality 
assurance for Claiborne Enrichment Ctr. 

HAUGHNEY.C.J. Fuel Cycle Safety Branch. 91/06/25. ARNOLD.W.H. Louisiana 
Energy Services. 10pp. 58245:330-58245:339. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0102 SOURCE PRODUCTION & EQUIPMENT CO., INC. 

9106040322 Application for amend to Certificate of Compliance 0102, including position 
of general manager within company corporate structure. 

DICHARRY.R.D. Source Production & Equipment Co., Inc. 91/05/25. 
MACDONALD.C.E. Transportation Branch. 2pp. 57999:303-57999:304. 

9106070271 Advises that corrective actions to address nonconformances noted in Insp 
Rept 71-0102/91-04,contained in 910501 Itr, adequate.Documents 910516 telcon 
concurring w/licensee request for 15-day response extension period. 
MACDONALD.C.E. Transportation Branch. 91/06/03. DICHARRY.R.D. Source Pro¬ 
duction & Equipment Co., Inc. Ip. 58039:038-58039:038. 


DOCKET 71-0138 BATTELLE COLUMBUS LABORATORIES 

9106050342 Advises that QA program approval for radioactive matl package:0138 ex¬ 
pired on 910430.Registration as user of Certificates of Compliance 0138,5950,9067 & 
9068 terminated. 

MACDONALD.C.E. Transportation Branch. 91/06/03. TOY.H.L. Battelle Memorial In¬ 
stitute, Columbus Laboratories. Ip. 58033:033-58033:033. 


DOCKET 71-0164 MASSACHUSETTS INSTITUTE OF TECHNOLOGY 

9106060202 Application for renewal of QA program approval for radioactive matl 
packaged 164,Rev 4.Revs to SAR Figure 11.1-1 & figure one in fuel shipment QA pro¬ 
gram end. 

SANENTZ.A.B., BERNARD,J.A. Massachusetts Institute of Technology, Cambridge, 
MA. 91/05/30. MACDONALD.C.E. Transportation Branch. 46pp. 58002:071- 
58002:116. 


DOCKET 71-0166 NEW YORK TESTING LABORATORIES, INC. 

9106060232 Requests registration as user of Models 520,500 SU,660,650, 855.C-10.U- 

110,6717,1 OOA,C-8.B-8-A,866,89913.A-424-9.A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD.C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 


DOCKET 71-0179 NUCLEAR CONTAINERS, INC. 

9106030177 Forwards Rev 3 to QA program approval for radioactive matl pack¬ 
aged 79. 

MACDONALD,C.E. Transportation Branch. 91/05/29. HOUSEHOLDER.W. Nuclear 
Containers, Inc. Ip. 57999:020-57999:021. 

-9106030180 QA program approval for radioactive matl package:0179,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/05/29. ip. 57999:021-57999:021. 

9106120212 Discusses review of 910508 Itr addressing notice of violation & notice of 
nonconformance in NRC Itr dtd 910206. 

MACDONALD.C.E. Transportation Branch. 91/06/10. HOUSEHOLDER.W. Nuclear 
Containers, Inc. 2pp. 58109:250-58109:251. 


DOCKET 71-0335 BURLINGTON, CITY OF, NC 

9106060232 Requests registration as user of Models 520,500 SU,660,650, 855.C-10.U- 

110,6717,1 OOA,C-8.B-8-A,866,89913,A-424-9.A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD.C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 


DOCKET 71-0393 VOITH HYDRO, INC. 

9106060232 Requests registration as user of Models 520,500 SU,660,650, 855.C-10.U- 

110,6717,1 OOA,C-8,B-8-A,866,89913,A-424-9.A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD.C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 


DOCKET 71-0402 C&R LABORATORIES 

9106110099 Advises that QA program approval for radioactive matl package:0402 ex¬ 
pires on 910731.Renewal must be requested within 30 days of expiration.lf renewal 
not desired.NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 91/06/06. WATSON.R.L. C&R Laborato¬ 
ries. Ip. 58096:347-58096:347. 

9106200007 Application for renewal of Certificate of Compliance 0402. Fee paid. 
WATSON.R.L. C&R Laboratories. 91/06/10. MACDONALD.C.E. Transportation 
Branch. Ip. 58200:048-58200:050. 


DOCKET 71-0415 DUQUESNE LIGHT CO. 

9106050327 Advises that QA program approval for radioactive matl package:04l5 ex¬ 
pired on 910331.Registration to transport or deliver licensed matl to carrier terminat¬ 
ed. 

MACDONALD.C.E. Transportation Branch. 91/06/03. WASHBAUGH.R.J. Duquesne 
Light Co. Ip. 58033:034-58033:034. 


DOCKET 71-0425 QUAD CITY TESTING LABORATORY 


9106120257 Advises that QA program approval for radioactive matl package:0425 ex¬ 
pired on 910531 .Transport or deliver of licensed matl to carrier for transport terminat¬ 
ed. 

MACDONALD.C.E. Transportation Branch. 91/06/11. BLACK,S.P. Quad City Testing 
Laboratory, Inc. Ip. 58109:308-58109:308. 


DOCKET 71-0428 BILL MILLER, INC. 


9106030168 Forwards Rev 3 to QA program approval for radioactive matl pack- 
age:0428. 

MACDONALD.C.E. Transportation Branch. 91/05/29. MILLER,J.E. Bill Miller, Inc. Ip. 
57915:323-57915:324. 

-9106030171 QA program approval for radioactive matl package:0428,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/05/29. Ip. 57915:324-57915:324. 


DOCKET 71-0429 QC LABORATORIES, INC. 


9106030173 Forwards Rev 3 to QA program approval for radioactive matl pack- 
age:0429. 

MACDONALD.C.E. Transportation Branch. 91/05/29. STICKLER,R.D. Q.C. Laborato¬ 
ries, Inc. Ip. 57999:018-57999:019. 

-9106030174 QA program approval for radioactive matl package:0429,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/05/29. Ip. 57999:019-57999:019. 


DOCKET 71-0435 MORTON THIOKOL, INC., HUNTSVILLE DIV. 


9106040001 Application for renewal of Certificate of Compliance 0435. QA program 
encl.Fee paid. 

BLIWERNITZ.R.R. Thiokol Corp. (subs, of Morton Thiokol, Inc.). 91/05/23. Transpor¬ 
tation Branch. Ip. 57918:179-57918:186. 

—9106040002 “QA Program for Shipment of Radioactive Matl for Compliance W/ 
10CFR71.” 

BOBB.C.C., FRENCH,S.H. Thiokol Corp. (subs, of Morton Thiokol, Inc.). 91/05/23. 
7pp. 57918:180-57918:186. 

9106120249 Forwards QA program approval for radioactive matl package: 0435,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/06/10. BLIWERNITZ.R.R. Thiokol Corp. 
(subs, of Morton Thiokol, Inc.). Ip. 58109:306-58109:307. 

—9106120253 QA program approval for radioactive matl package:0435,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/06/10. Ip. 58109:307-58109:307. 


DOCKET 71-0437 ADVEX CORP. 


9106060178 Forwards “10CFR71 QA Program for Industrial Radiography Licenses." 
Fee paid. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD.C.E. Transportation Branch. Ip. 
58009:252-58009:256. 

—9106060180 “10CFR71 QA Program for Industral Radiography Licenses." 

SLEMP.G.E. Advex Corp. 91 /05/29. 4pp. 58009:253-58009:256. 

9106190302 Forwards QA program approval for radioactive matl package: 0437,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/06/17. SLEMP.G.E. Advex Corp. Ip. 
58193:281-58193:282. 

—9106190306 QA program approval for radioactive matl package:0437,Rev 3. 
MACDONALD.C.E. Transportation Branch. 91/06/17. Ip. 58193:282-58193:282. 


DOCKET 71-0438 GENERAL MOTORS CORP. 


9106030078 Application for renewal of QA program approval for radioactive matl 
package:0438.QA program encl.Fee paid. 

PREZKOP.M. General Motors Corp. 91/05/18. MACDONALD,C. Transportation 
Branch. Ip. 57915:236-57915:252. 

—9106030086 “Central Foundry Div GMC - Defiance Plant 10CFR71 QA Program for 
Industrial Radiography.” 

* General Motors Corp. 91/05/18. 16pp. 57915:237-57915:252. 
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9106120206 Forwards QA program approval for radioactive matl package: 0438, Rev 3. 
MACDONALD,C.E. Transportation Branch. 91/06/10. PREZKOP.M. General Motors 
Corp. Ip. 58109:247-58109:248. 

-9106120208 QA program approval for radioactive matl package:0438,Rev 3. 
MACDONALD,C.E. Transportation Branch. 91/06/10. Ip. 58109:248-58109:248. 


DOCKET 71-0440 PROFESSIONAL SERVICE INDUSTRIES, INC. 

9106110093 Advises that QA program approval for radioactive matl package:0440 ex¬ 
pires on 910731 .Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD,C.E. Transportation Branch. 91/06/06. ANDRESKY.E.L. Professional 
Service Industries, Inc. (formerly PTL-lnspectorate, Inc. & Pittsbu. Ip. 58109:024- 
58109:024. 


DOCKET 71-0441 LUKENS STEEL CO. 

9106110088 Advises that QA program approval for radioactive matl package:0441 ex¬ 
pires on 910731 .Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD,C.E. Transportation Branch. 91/06/06. SUNUKJIAN.J.P. Lukens Steel 
Co. Ip. 58097:036-58097:036. 

9106180235 Advises that vendor will not be renewing QA program approval for radioac¬ 
tive matl package:0441 .per 910611 telcon.License 37-02827-01 terminated on 
880816. 

HARTZ.M.S. Lukens Steel Co. 91/06/12. MACDONALD,C.E. Transportation Branch. 
Ip. 58173:309-58173:313. 


DOCKET 71-0445 GENERAL MOTORS CORP. 

9106110082 Advises that QA program approval for radioactive matl package:0445 ex¬ 
pires on 910731 .Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 91/06/06. GRAF.C.P. General Motors 
Corp. Ip. 58097:046-58097:046. 


DOCKET 71-0448 MET LAB, INC. 

9106110105 Advises that QA program approval for radioactive matl package:0448 ex¬ 
pires on 910731.Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 91/06/06. WARD.A.W. Met Lab, Inc. Ip. 
58097:037-58097:0^7. 


DOCKET 71-0454 THERATRONICS INTERNATIONAL, LTD. 

9106110102 Advises that QA program approval for radioactive matl package:0454 ex¬ 
pires on 910731.Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 91/06/06. DOWNS,W.E. Theratronics 
International, Ltd. Ip. 58097:038-58097:038. 

9106280147 Application for renewal of QA program approval for radioactive matl 
package:0454.Fee paid. 

STRIKE,R.K. Theratronics International, Ltd. 91/06/25. MACDONALD.C.E. Transpor¬ 
tation Branch. 9pp. 58273:026-58273:074. 

-9106280158 “QA Manual Rev C.” 

* Theratronics International, Ltd. 91/03/31. 38pp. 58273:036-58273:074. 


DOCKET 71-0496 SCIENTIFIC ECOLOGY GROUP, INC. 

9106240117 Forwards insp rept 71-0496/91-06 on 910430-0503 & notice of nonconfor¬ 
mance. 

MACDONALD.C.E. Transportation Branch. 91/06/20. PRIDE,J. Scientific Ecology 
Group, Inc. 2pp. 58206:335-58206:354. 

—9106240129 Insp rept 71-0496/91-06 on 910430-0503.Nonconformances noted.Major 
areas inspected:data collected through observation of selected activities,review of im¬ 
plementation procedures & controls & review of selected documents. 

JANKOVICH.J.P., MATULA.T.O., O'CONNOR,S.C. Office of Nuclear Material Safety & 
Safeguards. 91/06/20. 15pp. 58206:337-58206:351. 

—9106240136 Notice of nonconformance from insp on 910430-0503. Nonconformances 
noted:failed to follow up on several QA issues to full completion. 

* Office of Nuclear Material Safety & Safeguards. 91/06/20. 3pp. 58206:352- 
58206:354. 


DOCKET 71-0592 BRAUN ENGINEERING TESTING, INC. 

9106030161 Forwards Rev 1 to QA program approval for radioactive matl pack- 
age:0592. 

MACDONALD.C.E. Transportation Branch. 91/05/29. ROSIER,W.H. Braun Engineer¬ 
ing Testing, Inc. Ip. 57917:007-57917:008. 

—9106030164 QA program approval for radioactive matl package:0592,Rev 1. 
MACDONALD.C.E. Transportation Branch. 91/05/29. Ip. 57917:008-57917:008. 


DOCKET 71-0594 MARTIN MARIETTA ORDNANCE SYSTEMS, INC. 

9106050319 Advises that QA program approval for radioactive matl package:0594 termi¬ 
nated & vendor removed as user of Certificate of Compliance 5908,per 910514 re¬ 
quest. 

MACDONALD.C.E. Transportation Branch. 91/06/03. BROWNING B.R. Martin Mariet¬ 
ta Ordnance Systems, Inc. (subs, of Martin Marietta Corp.). Ip. 58033:035-58033:035. 


9106250150 Advises that records for shipment of license matl associated w/QA pro¬ 
gram approval:0594 & Certificate of Compliance 5908 maintained at Milan,TN.Since 
records retained for only 3 yrs records of 860827 shipment no longer retained. 
BROWNING,B.R. Martin Marietta Ordnance Systems, Inc. (subs, of Martin Marietta 
Corp.). 91/06/17. MACDONALD,C. Transportation Branch. Ip. 58210:354-58210:354. 


DOCKET 71-0595 AKRON INDUSTRIAL SERVICES, INC. 


9106120258 Advises that QA program approval for radioactive matl package 0595 ex¬ 
pired on 910531.Transport or deliver of licensed matl to carrier for transport terminat¬ 
ed. 

MACDONALD.C.E. Transportation Branch. 91/06/11. MEDAL.M.J. Akron Industrial 
Services, Inc. Ip. 58109:309-58109:309. 


DOCKET 71-0596 STANDARD TESTING & ENGINEERING CO. 


9106120289 Advises that QA program approval for radioactive matl package 0596 ex¬ 
pired 910531.Transport or deliver of licensed matl to carrier for transprot terminated. 
MACDONALD.C.E. Transportation Branch. 91/06/11. MARX.J.T. Standard Testing & 
Engineering Co. Ip. 58110:005-58110:005. 


DOCKET 71-0600 SHAFER VALVE CO. 


9106030203 Application for renewal of Certificate of Compliance 0600.QA program 
encl.Fee paid. 

* Shafer Valve Co. 91/05/22. NRC - No Detailed Affiliation Given. Ip. 57917:120- 
57917:147. 


-9106030204 QA program for radioactive matl package. 

* Shafer Valve Co. 91/05/22. 27pp. 57917:121-57917:147. 

9106210264 Forwards Rev 1 to QA program approval for radioactive matl pack- 
age:0600. 

MACDONALD.C.E. Transportation Branch. 91/06/17. MCCOMBS,C. Shafer Valve Co. 
Ip. 58207:338-58207:339. 

—9106210265 QA program approval for radioactive matl package:0600,Rev 1. 
MACDONALD.C.E. Transportation Branch. 91/06/17. Ip. 58207:339-58207:339. 


DOCKET 71-0602 APPLIED RADIANT ENERGY CORP. 


9106070285 Forwards Rev 1 to QA program approval for radioactive matl pack- 
age:0602. 

MACDONALD.C.E. Transportation Branch. 91/06/05. MYRON,J.J. Applied Radiant 
Energy Corp. (formerly American Novawood Corp.). Ip. 58039:025-58039:026. 

—9106070287 QA program approval for radioactive matl package:0602,Rev 1. 
MACDONALD.C.E. Transportation Branch. 91/06/05. Ip. 58039:026-58039:026. 


DOCKET 71-0603 JAN X-RAY SERVICES, INC. 


9106070281 Forwards Rev 1 to QA program approval for radioactive matl pack- 
age:0603. 

MACDONALD.C.E. Transportation Branch. 91 /06/05. NEWLAND.J.A. Jan X-Ray Serv¬ 
ices, Inc. Ip. 58039:043-58039:044. 

—9106070284 Rev 1 to QA program approval for radioactive matl package: 0603. 
MACDONALD.C.E. Transportation Branch. 91/06/05. Ip. 58039:044-58039:044. 


DOCKET 71-0604 LOUISIANA POWER & LIGHT CO. 


9106070061 Application for renewal of QA program approval for radioactive matl pack- 
age:0604. 

BURSKI.R.F. Entergy Operations, Inc. 91/05/31. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 58039:148-58039:149. 


DOCKET 71-0700 BRAUNKHOLE TRANSPORT U.S.A., INC. 


9106130285 Advises that 910530 application for QA program approval for radioactive 
matl package:0700 withdrawn,per 910523 request. 

MACDONALD.C.E. Transportation Branch. 91/06/12. GOERTZEN.D. Braunkohle 
Transport USA, Inc. Ip. 58110:312-58110:312. 


DOCKET 71-0719 CCC INTERNATIONAL, INC. 


9106190406 Forwards request for addl info re 910501 application for approval of QA 
program for design & fabrication of shielded transportation containers. 
MACDONALD.C.E. Transportation Branch. 91/06/17. POPE.R.D. CCC International, 
Inc.-. 2pp. 58193:283-58193:284. 


DOCKET 71-0720 NORTHEAST IOWA COMMUNITY COLLEGE 


9106260326 Forwards “10CFR71 QA Program for Industrial Radiography Licensees.” 
PROSCH.A. Northeast Iowa Community College, Peosta, IA. 91/06/17. 
MACDONALD.C.E. Transportation Branch. Ip. 58282:309-58282:312. 

-9106260328 “10CFR71 QA Program for Industrial Radiography Licensees.” 

* Northeast Iowa Community College, Peosta, IA. 91/06/17. 3pp. 58282:310- 
58282:312. 
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DOCKET 71-0721 QUALITY SYSTEMS, NOE, LTD. 

9106260246 Forwards Rev 0 to QA program approval for radioactive matl pack- 
age:072l. 

MACDONALD,C.E. Transportation Branch. 91/06/25. LANGE.M.J. Quality Systems, 
NDE, Ltd. Ip. 58244:017-58244:018. 

-9106260247 QA program approval for radioactive matl package:0721,Rev 0. 
MACDONALD,C.E. Transportation Branch. 91/06/25. Ip. 58244:018-58244:018. 


DOCKET 71-4909 MODEL: GE-21PF-1 & W-21PF-1, GENERAL ELECTRIC CO. 

9106120232 Forwards Certificate of Compliance,Rev 10,for Models GE-21PF-1 & W- 
21PF-1 shipping package. 

MACDONALD,C.E Transportation Branch. 91/06/11. WINSLOW,T.P. General Electric 
Co. Ip. 58109:294-58109:299. 

-9106120234 Certificate of Compliance 4909,Rev 10,for Models GE-21-PF-1 & W-21PF- 
1 shipping packages.Approval record end. 

MACDONALD,C.E. Transportation Branch. 91/06/11. 4pp. 58109:296-58109:299. 


DOCKET 71-4986 MODEL: RA-2, RA-3, GENERAL ELECTRIC CO. 

9106070267 Forwards Rev 25 to Certificate of Compliance 4986 for Models RA-2 & RA- 
3. 

MACDONALD,C.E. Transportation Branch. 91/06/05. WINSLOW,T.P. General Electric 
Co. 1 p. 58039:029-58039:037. 

-9106070268 Certificate of Compliance 4986,Rev 25 for Models RA-2 & RA-3. 
MACDONALD,C.E. Transportation Branch. 91/06/05. 8pp. 58039:030-58039:037. 


DOCKET 71-5059 MODEL: NFS-URANYL NIT., NUCLEAR FUEL SERVICES, INC. 

9106180179 Advises that Certificate of Compliance 9059 for Model NFS Uranyl Nitrate 
Tank Trailer expires on 910831 .Application for renewal should be submitted at least 
30 days prior to expiration date. 

MACDONALD,C.E. Transportation Branch. 91/06/14. PAINE,D. Nuclear Fuel Serv¬ 
ices, Inc. Ip. 58165:324-58165:324. 


DOCKET 71-5088 MODEL: D34710-1, D34710-2, BABCOCK & WILCOX CO. 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate,per 910513 request. 

MACDONALD,C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-5450 MODEL: RCC, -1, -2, -3, -4, WESTINGHOUSE ELECTRIC CORP. 

9106260384 Application for renewal of Certificate of Compliance 5450 for RCC shipping 
package.Operating procedures for containers encl.W/13 oversize drawings. 

NARDI.A.J. Westinghouse Electric Corp. 91/06/20. MACDONALD,C.E. Transportation 
Branch. 29pp. 58264:235-58264:269. 


DOCKET 71-5468 MODEL: NFS-IX-A, NUCLEAR FUEL SERVICES, INC. 

9106260131 Informs of desire to withdraw request for renewal of certificate of compli¬ 
ance 6458,package model BU-5. 

PAINE,D. Nuclear Fuel Services, Inc. 91/06/17. MACDONALD,C.E. Transportation 
Branch. Ip. 58238:202-58238:202. 


DOCKET 71-5797 MODEL: INNER & OUTER HFIR UN, ENERGY, DEPT. OF 

9106030247 Application for renewal of Certificate of Compliance 5797 for HFIR unirra¬ 
diated fuel package.DOE issued certificate of compliance & SAR end. 

READ.J. Energy, Dept. of. 91/05/30. MACDONALD,C.E. Transportation Branch. 32pp. 
57909:137-57912:221. 

-9106030265 Rev 5,Vols 1 & 2 of “SAR for Packaging:ORNL HFIR Unirradiated Fuel 
Element Shipping Container." W/14 oversize drawings. 

ARAMAYO.G.A., HOPPER,C.M., KIRKPATRICK,J. Oak Ridge National Laboratory. 
ORNL/TM-11656 R05. 91/05/15. 800pp. 57909:169-57912:221. 


DOCKET 71-5805 MODEL* CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 

9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-5908 MODEL DOT-6M TYPE B, BABCOCK & WILCOX CO. 

9106050319 Advises that QA program approval for radioactive matl package:0594 termi¬ 
nated & vendor removed as user of Certificate of Compliance 5908,per 910514 re¬ 
quest. 

MACDONALD,C.E. Transportation Branch. 91/06/03. BROWNING B.R. Martin Mariet¬ 
ta Ordnance Systems, Inc. (subs, of Martin Marietta Corp.). 1 p. 58033:035-58033:035. 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD,C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 

9106250150 Advises that records for shipment of license matl associated w/QA pro¬ 
gram approva!:0594 & Certificate of Compliance 5908 maintained at Milan,TN.Since 
records retained for only 3 yrs records of 860827 shipment no longer retained. 
BROWNING,B.R. Martin Marietta Ordnance Systems, Inc. (subs, of Martin Marietta 
Corp.). 91/06/17. MACDONALD.C. Transportation Branch. Ip. 58210:354-58210:354. 


DOCKET 71-5910 MODEL: NNFD-SA-2, BABCOCK & WILCOX CO. 


9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD,C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-5916 MODEL: 2501, GENERAL ELECTRIC CORP. 


9106190255 Requests that Certificate of Compliance 5916 for Model 2501 be 
terminated.since vendor has no further plans to use container for Type B shipments. 
CUNNINGHAM,G.E. General Electric Co. 91/06/12. MACDONALD,C.E. Transporta¬ 
tion Branch. Ip. 58186:117-58186:117. 


DOCKET 71-5939 MODEL: 1500, GENERAL ELECTRIC CO. 


9106030234 Application for amend to Certificate of Compliance 5939 for Model 1500 
cask,per Tillinghast of GE,910426 Itr,notifying owners of subj cask of possible devi¬ 
ations between hardware & descriptive drawings.W/three oversize drawings. 
FAIRAND.B. Radiation Sterilizers, Inc. 91/05/23. MACDONALD.C.E. Transportation 
Branch. 5pp. 57999:022-57999:026. 


DOCKET 71-5950 MODEL: BCL-4, BATTELLE COLUMBUS LABORATORY 


9106050342 Advises that QA program approval for radioactive matl package:0138 ex¬ 
pired on 910430.Registration as user of Certificates of Compliance 0138,5950,9067 & 
9068 terminated. 

MACDONALD,C.E. Transportation Branch. 91/06/03. TOY.H.L. Battelle Memorial In¬ 
stitute, Columbus Laboratories. Ip. 58033:033-58033:033. 


DOCKET 71-5971 MODEL IPO-200, GENERAL ELECTRIC CO 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601.9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 

9106120181 Forwards description of changes to certification drawings for Model IPO- 
200 shipping container.Drawings end. 

CUNNINGHAM,G.E. General Electric Co. 91/06/07. MACDONALD,C.E. Transporta¬ 
tion Branch. 11pp. 58114:196-58114:206. 


DOCKET 71-6144 MODEL: B-2, U.S. ECOLOGY, INC. 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-6206 MODEL: MODEL B, B&W FUEL CO. 


9106180303 Forwards request for addl info to enable NRC to continue review of 910312 
application for amend to Certificate of Compliance 6206 for Model B. 

MACDONALD,C.E. Transportation Branch. 91/06/12. LESTER,K.S. B&W Fuel Co. 
2pp. 58171:083-58171:084. 


DOCKET 71-6244 MODEL: CNS 4-85, CHEM-NUCLEAR SYSTEMS, INC. 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-6280 MODEL A-0109, J.L. SHEPHERD & ASSOCIATES 


9106210320 Withdraws application for amend to Certificate of Compliance 6280. 
SHEPHERD,J.L. J.L. Shepherd & Associates. 91/06/04. MACDONALD,C.E. Transpor¬ 
tation Branch. 1 p. 58203:305-58203:305. 


DOCKET 71-6294 MODEL: UNC-2901, COMBUSTION ENGINEERING, INC. 


9106180169 Application for rev to Certificate of Compliance 6294, increasing allowable 
U-235 enrichment from 4.05% to 5.1% for pellet shipping container UNC 2901. 
LESTER,K.S. B&W Fuel Co. 91/06/10. MACDONALD,C.E. Transportation Branch. 
21pp. 58175:289-58175:309. 


DOCKET 71-6346 MODEL FSV-1 & FSV-1A, PUBLIC SERVICE CO. OF COLORADO 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 
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DOCKET 71-6347 MODEL: FSV-3, GENERAL ATOMICS 


9106070295 Requests registration as user of Certificates of Comniiance 
5805,5971,6144,6244,6346 6347,6574,6601,9044,9073,9079 9081 Uom P l,ance 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184 9208’ 9222 & 9224 
BECK.G.J Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145 y 


9106280050 Requests registration as user of Gamma Century S & Pipeline exposure 
devises & Amersham C-10 Source Changer.shipment of Century S exposure 
device,shipment of Industrial Nuclear Co IR 50 & Models 130 & IR 100 Source Chang- 


MILLAR.P A. Alaska Industrial X-Ray, Inc. (AIX). 91/06/20. MACDONALD CE Trans¬ 
portation Branch. Ip. 58270:142-58270:145. 


DOCKET 71-6458 MODEL: BU-5, GENERAL ELECTRIC CO. 

9106260131 Informs of desire to withdraw request for renewal of certificate of compli¬ 
ance 6458,package model BU-5. 

PAINE,D. Nuclear Fuel Services, Inc. 91/06/17. MACDONALD,C.E. Transportation 
Branch. Ip. 58238:202-58238:202. 


DOCKET 71-6786 MODEL: URIPS-8A & URIPS-8B, NAVY, DEPT. OF 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate,per 910513 request. 

MACDONALD,C.E. Transportation Branch. 91/06/10. READ.J. Enerqy Dept of 2dd 
58109:280-58109:281. K 


DOCKET 71-6574 MODEL: HN-200, SCIENTIFIC ECOLOGY GROUP, INC. 


9106070295 Requests registration as user of Certificates of Compliance 
5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 
9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD,C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-6581 MODEL: 51032-1 & 1A, ADVANCED NUCLEAR FUELS CORP. 


DOCKET 71-9006 MODEL: Al 500 SU, AMERSHAM CORP. 

9106060232 Requests registration as user of Models 520,500 SU,660 650 855 C-10 U- 
110,6717,100A,C-8,B-8-A,866,89913,A-424-9,A-8-A & 702 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD,C.E. Transportation Branch 2oo 


9106180206 Notification of registration as user of Certificates of Compliance 9126 & 
9165.Records indicate that vendor previously registered as user of Certificates of 
Compliance 6717,9006,9032,9033 & 9128. 

MACDONALD,C.E. Transportation Branch. 91/06/14. SLEMP.G.E Advex Coro Id 
58175:323-58175:323. 

9106250207 Requests registration as user of Models 6717-B 715 650 C-8 
660,20A,920,850,100A & AI500SU. ’ ’ ' ’ 

MUELLER,A.J. Prtt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD,C.E. Transportation Branch. 2pp. 58211:002-58211:003. 


9106180308 Advises that response to NRC 910513 request for addl info re application 
for amend to Certificate of Compliance 6581 will be submitted by 910901. 

EDGAR.J.B. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 91/06/ 
07. MACDONALD,C.E. Transportation Branch. Ip. 58171:089-58171:089. 


DOCKET 71-6601 MODEL: CNS 8-120 A, CHEM-NUCLEAR SYSTEMS, INC. 

9106070295 Requests registration as user of Certificates of Compliance 
5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 
9086,9089,9094,9096,9105,9111.9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9007 MODEL Al 520, AMERSHAM CORP. 

9106060232 Requests registration as user of Models 520,500 SU,660,650, 855.C-10.U- 
110,6717,100A,C-8,B-8-A,866,89913,A-424-9,A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD,C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 

9106180206 Notification of registration as user of Certificates of Compliance 9126 & 
9165.Records indicate that vendor previously registered as user of Certificates of 
Compliance 6717,9006,9032,9033 & 9128. 

MACDONALD.C.E. Transportation Branch. 91/06/14. SLEMP.G.E. Advex Corp. Ip. 
58175:323-58175:323. 


DOCKET 71-6642 MODEL: 4.5 TON CF, ENERGY, DEPT. OF 

9106130279 Advises that Certificate of Compliance 6642 for Model 4.5 ton CF expires 
on 910831.Application for renewal should be submitted at least 30 days prior to expi¬ 
ration date. 

MACDONALD.C.E. Transportation Branch. 91/06/12. READ.J. Energy, Dept. of. Ip. 
58110:316-58110:316. 


DOCKET 71-6697 MODEL: GE-8500, ENERGY, DEPT. OF 

9106060167 Informs of intention to provide response to 910403 request for addl info on 
operating & maint procedures for GE-8500 container (certificate 6697) by 910630. 
READ.J. Energy, Dept. of. 91/05/31. MACDONALD.C.E. Transportation Branch, ip. 
58045:302-58045:302. 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-9010 MODEL NLI-1/2, NUCLEAR ASSURANCE CORP. 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-9011 MODEL E-MEH-00-00004, ADVANCED MEDICAL SYSTEMS, INC. 

9106120202 Requests addl info re application dtd 910516 requesting renewal of Certifi¬ 
cate of Compliance 9011 for Model E-MEH-00-0004 package. 

MACDONALD.C.E. Transportation Branch. 91/06/10. STEIN,S.J. Advanced Medical 
Testing Systems, St. Louis, MO. 2pp. 58109:245-58109:246. 


DOCKET 71-9016 MODEL TN-9, TRANSNUCLEAR, INC. 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-6717 MODEL 6717-B, AMERSHAM CORP. 


9106030213 Requests registration as user of Models 9056 B (U) & 6717 B (U). 

SHELTON.J.L. Testco, Inc. 91/05/29. MACDONALD.C.E. Transportation Branch. 3pp. 
57915:121-57915:131. 

9106060232 Requests registration as user of Models 520,500 SU,660,650, 855,C-10,U- 
110,6717,1 OOA,C-8,B-8-A,866,89913.A-424-9.A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD.C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 

9106180173 Notification of registration as user of Certificates of Compliance 6717 & 
9056,in response to 910529 request. 

MACDONALD.C.E. Transportation Branch. 91/06/14. SHELTON.J.L. Testco, Inc. Ip. 
58175:265-58175:265. 

9106180206 Notification of registration as user of Certificates of Compliance 9126 & 
9165.Records indicate that vendor previously registered as user of Certificates of 
Compliance 6717,9006,9032,9033 & 9128. 

MACDONALD.C.E. Transportation Branch. 91/06/14. SLEMP.G.E. Advex Corp. Ip. 
58175:323-58175:323. 

9106250207 Requests registration as user of Models 6717-B, 715,650,C-8, 
660,20A,920,850,100A & AI500SU. 

MUELLER,A.J. Pitt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD.C.E. Transportation Branch. 2pp 58211:002-58211:003. 


DOCKET 71-9023 MODEL NLI-10/24, NUCLEAR ASSURANCE CORP. 

9106130276 Advises that Certificate of Compliance 9023 for Model NLI-10/24 expires 
on 910831.Application for renewal should be submitted at least 30 days prior to expi¬ 
ration date. 

MACDONALD.C.E. Transportation Branch. 91/06/12. LESSER,T.H. Nuclear Assur¬ 
ance Corp. ip. 58224:294-58224:294. 


DOCKET 71-9024 MODEL STL-201, ST. LOUIS TESTING LABORATORIES 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-9027 MODEL 741 & 741E, AMERSHAM CORP. 


9106260234 Requests registration as user of Model 741. 

LANGE,M.J. Quality Systems, NDE, Ltd. 91/06/26. MACDONALD.C.E. Transportation 
Branch. Ip. 58238:194-58238:194. 


DOCKET 71-9030 MODEL: SENTINEL-8, -3 & MW-3000, TELEDYNE ENERGY 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 
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DOCKET 71-9032 MODEL: 650, AMERSHAM CORP. 

9106060232 Requests registration as user of Models 520,500 SU,660,650, 855,C-10,U- 
110,6717,100A,C-8,B-8-A,866,89913,A-424-9.A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD,C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 

9106180206 Notification of registration as user of Certificates of Compliance 9126 & 
9l65.Records indicate that vendor previously registered as user of Certificates of 
Compliance 6717,9006,9032,9033 & 9128. 

MACDONALD,C.E. Transportation Branch. 91/06/14. SLEMP.G.E. Advex Corp. Ip. 
58175:323-58175:323. 

9106250207 Requests registration as user of Models 6717-B,715,650,C-8, 
660,20A,920,850,1 OOA & AI500SU. 

MUELLER,A.J. Pitt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD,C.E. Transportation Branch. 2pp. 58211:002-58211:003. 

9106240285 Requests registration as user of Models 650,660 & 680. 

GUTACKER.H.C. Voith, Inc. 91/06/20. Transportation Branch. Ip. 58220:170- 
58220:170. 


DOCKET 71-9033 MODEL: 660, 660B & 660E, AMERSHAM CORP. 

9106040380 Requests registration as user of Models 660,660B,660E,680, 533 & 715. 
STICKLER,R.D. Q.C. Laboratories, Inc. 91/05/29. MACDONALD,C.E. Transportation 
Branch. Ip. 57940:320-57940:320. 

9106060232 Requests registration as user of Models 520,500 SU,660,650, 855,C-10,U- 
110,6717,10OA,C-8.B-8-A,866,89913,A-424-9,A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD,C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 

9106130281 Notification of registration as user of Certificates of Compliance 9033,9035 
& 9039,in response to 910529 request. 

MACDONALD.C.E. Transportation Branch. 91/06/11. STICKLER,R.D. Q.C. Laborato¬ 
ries, Inc. Ip. 58110:315-58110:315. 

9106180206 Notification of registration as user of Certificates of Compliance 9126 & 
9165.Records indicate that vendor previously registered as user of Certificates of 
Compliance 6717.9006,9032,9033 & 9128. 

MACDONALD.C.E. Transportation Branch. 91/06/14. SLEMP.G.E. Advex Corp. Ip. 
58175:323-58175:323. 

9106250207 Requests registration as user of Models 6717-B,715,650,C-8, 
660,20A,920,850,1 OOA & AI500SU. 

MUELLER.A.J. Pitt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD.C.E. Transportation Branch. 2pp. 58211:002-58211:003. 

9106240285 Requests registration as user of Models 650,660 & 680. 

GUTACKER.H.C. Voith, Inc. 91/06/20. Transportation Branch. Ip. 58220:170- 
58220:170. 

9106260242 Requests registration as user of Model 660. 

LANGE,M.J. Quality Systems, NDE, Ltd. 91/06/26. MACDONALD.C.E. Transportation 
Branch. Ip. 58238:191-58238:191. 


DOCKET 71-9035 MODEL* 680 & 680E, AMERSHAM CORP. 

9106040380 Requests registration as user of Models 660,660B,660E,680. 533 & 715. 
STICKLER,R.D. Q.C. Laboratories, Inc. 91/05/29. MACDONALD.C.E. Transportation 
Branch. Ip. 57940:320-57940:320. 

9106130281 Notification of registration as user of Certificates of Compliance 9033,9035 
& 9039,in response to 910529 request. 

MACDONALD.C.E. Transportation Branch. 91/06/11. STICKLER,R.D. Q.C. Laborato¬ 
ries, Inc. Ip. 58110:315-58110:315. 

9106240285 Requests registration as user of Models 650,660 & 680. 

GUTACKER.H.C. Voith, Inc. 91/06/20. Transportation Branch. Ip. 58220:170- 
58220:170. 


DOCKET 71-9039 MODEL 715, AMERSHAM CORP. 

9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate,per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 

9106130281 Notification of registration as user of Certificates of Compliance 9033,9035 
& 9039,in response to 910529 request. 

MACDONALD.C.E. Transportation Branch. 91/06/11. STICKLER.R.D. Q.C. Laborato¬ 
ries, Inc. Ip. 58110.-315-58110:315. 

9106250207 Requests registration as user of Models 6717-B,715,650,C-8, 
660,20A,920,850,1 OOA & AI500SU. 

MUELLER.A.J. Pitt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD.C.E. Transportation Branch. 2pp. 58211:002-58211:003. 


DOCKET 71-9044 MODEL 1600, GENERAL ELECTRIC CO. 

9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574.6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.GJ. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 

9106210255 Forwards request for addl info to enable NRC to continue review of 910205 
application for amend to Certificate of Compliance 9044 for Model 1600. 
MACDONALD.C.E. Transportation Branch. 91/06/18. CUNNINGHAM.G.E. General 
Electric Co. 2pp. 58207:336-58207:337. 


DOCKET 71-9056 MODEL: SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO., 


9106030213 Requests registration as user of Models 9056 B (U) & 6717 B (U). 
SHELTON,J.L. Testco, Inc. 91/05/29. MACDONALD.C.E. Transportation Branch. 3pp 
57915:121-57915:131. 

9106180173 Notification of registration as user of Certificates of Compliance 6717 S 
9056,in response to 910529 request. 

MACDONALD.C.E. Transportation Branch. 91/06/14. SHELTON,J.L. Testco, Inc. Ip 
58175:265-58175:265. 


9106260243 Requests registration as user of Model 2-T. 

LANGE,M.J. Quality Systems, NDE, Ltd. 91/06/26. MACDONALD.C.E. Transportation 
Branch. Ip. 58238:190-58238:190. 


DOCKET 71-9067 MODEL: BCL-3, BATTELLE COLUMBUS LABORATORY 


9106050342 Advises that QA program approval for radioactive matl package:0138 ex 
pired on 910430.Registration as user of Certificates of Compliance 0138,5950,9067 l 
9068 terminated. 

MACDONALD.C.E. Transportation Branch. 91/06/03. TOY,H.L. Battelle Memorial In 
stitute, Columbus Laboratories. Ip. 58033:033-58033:033. 

9106200205 Expresses desire to register as user of Battelle Columbus Labs shippinc 
container,certificate of compliance 9067. 

DORUFF.M.A. Amersham Corp. 91 /06/03. Office of Nuclear Material Safety & Safe 
guards. Ip. 58204:024-58204:024. 

9106210005 Application for renewal of Certificates of Compliance 9067 & 9068 fo 
Models BCL-3 & BCL-2.0perations history for BCL-2 & BCL-3 casks end. 

READ.J. Energy, Dept. of. 91/06/18. MACDONALD.C.E. Transportation Branch. 2pp 
58202:213-58202:214. 


DOCKET 71-9068 MODEL BCL-2, BATTELLE COLUMBUS LABORATORY 


9106050342 Advises that QA program approval for radioactive matl package:0138 e> 
pired on 910430.Registration as user of Certificates of Compliance 0138,5950,9067 I 
9068 terminated. 

MACDONALD.C.E. Transportation Branch. 91/06/03. TOY.H.L. Battelle Memorial Ir 
stitute, Columbus Laboratories. Ip. 58033:033-58033:033. 

9106210005 Application for renewal of Certificates of Compliance 9067 & 9068 fc 
Models BCL-3 & BCL-2,Operations history for BCL-2 & BCL-3 casks end. 

READ.J. Energy, Dept. of. 91/06/18. MACDONALD.C.E. Transportation Branch. 2pp 
58202:213-58202:214. 


DOCKET 71-9069 MODEL MO-1, WESTINGHOUSE ELECTRIC CORP. 


9106130289 Notification of registration as user of Certificate of Compliance 9069,in re 
sponse to 910320 request. 

MACDONALD.C.E. Transportation Branch. 91/06/11. RAMSEY,T.B. Scientific Ecolog 
Group, Inc. Ip. 58110:310-58110:310. 


DOCKET 71-9073 MODEL LN-142, SCIENTIFIC ECOLOGY GROUP, INC. 


9106070295 Requests registration as user of Certificates of Complianc 

5805,5971,6144,6244,6346.6347,6574,6601,9044,9073,9079.9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.GJ. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9079 MODEL NUPAC 14D-2.0, NUCLEAR PACKAGING, INC. 


9106070295 Requests registration as user of Certificates of Complianc 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.GJ. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9081 MODEL CNS 1-13C, CHEM-NUCLEAR SYSTEMS, INC. 


9106070295 Requests registration as user of Certificates of Complianc 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151.9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9086 MODEL HN-190-1, SCIENTIFIC ECOLOGY GROUP, INC. 


9106070295 Requests registration as user of Certificates of Complianc 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9089 MODEL HN 194S, SCIENTIFIC ECOLOGY GROUP, INC. 


9106070295 Requests registration as user of Certificates of Complianc 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.GJ. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety 
Safeguards. 3pp. 58039:143-58039:145. 
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DOCKET 71-9094 MODEL: CNS 14-195-H, CHEM-NUCLEAR SYSTEMS, INC. 


9106070295 Requests registration as user of Certificates of Compliance 
5805,5971,6144,6244,6346,6347,6574,6601,9044.9073,9079.9081 
9086,9089,9094,9096,9105,9111,9151,9159,9168,9176i9184’9208’ 9222 & 9224 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safetv & 
Safeguards. 3pp. 58039:143-58039:145. y 


9106270211 Forwards Certificate of Compliance 9135 for transport package. 

MOORE,W.H. INDESERV, Inc. 91/06/27. CLINE,B. Region 2 (Post 820201) Ip. 
58245:204-58245:206. 


DOCKET 71-9139 MODEL: 589, GENERAL ELECTRIC CO. 


DOCKET 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 

9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 
9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184^9208! 9222 & 9224 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safetv & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9105 MODEL: CNS 6-101, CHEM-NUCLEAR SYSTEMS, INC. 

9106070295 Requests registration as user of Certificates of Compliance 
5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9111 MODEL: CNS 6-80-2 & 2A, CHEM-NUCLEAR SYSTEMS, INC. 

9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 

9106250146 Requests registration as user of Model CNS6-80-2. 

DIEDERICH.GJ. Commonwealth Edison Co. 91/06/14. MACDONALD.C.E. Transpor¬ 
tation Branch. Ip. 58210:353-58210:353. 


DOCKET 71-9126 MODEL: 20, 20A, 50, & 50A, AMERSHAM CORP. 

9106060232 Requests registration as user of Models 520,500 SU,660,650, 855,C-10,U- 
110,6717,1 OOA,C-8,B-8-A,866,89913.A-424-9.A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD.C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 


9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate,per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept of 2pp 
58109:280-58109:281. 


DOCKET 71-9143 MODEL: 920, AMERSHAM CORP. 


9106250207 Requests registration as user of Models 6717-B,715,650,08, 
660,20A,920,850,100A & AI500SU. 

MUELLER.A.J. Pitt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD.C.E. Transportation Branch. 2pp. 58211:002-58211:003. 


DOCKET 71-9147 MODEL: 850, AMERSHAM CORP. 


9106250207 Requests registration as user of Models 6717-B,715,650, C-8, 
660,20A,920,850,1 OOA & AI500SU. 

MUELLER.A.J. Pitt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD.C.E. Transportation Branch. 2pp. 58211:002-58211:003. 

9106250188 Requests registration as user of Model 850. 

PROSCH.A. Northeast Iowa Community College, Peosta, IA. 91/06/19. 
MACDONALD.C.E. Transportation Branch. Ip. 58210:360-58210:360. 


DOCKET 71-9149 MODEL: 910, AMERSHAM CORP. 


9106130283 Advises that Rev 2 to Certificate of Compliance 9149 for Model 910 ex¬ 
pired on 910430.Use of package terminated. 

MACDONALD.C.E. Transportation Branch. 91/06/11. ROUGHAN.C. Amersham Corp. 
Ip. 58110:314-58110:314. 


DOCKET 71-9151 MODEL HN-100 SERIES 3, ET AL, SCIENTIFIC ECOLOGY 


9106180206 Notification of registration as user of Certificates of Compliance 9126 & 
9165.Records indicate that vendor previously registered as user of Certificates of 
Compliance 6717,9006,9032,9033 & 9128. 

MACDONALD.C.E. Transportation Branch. 91/06/14. SLEMP.G.E. Advex Corp. Ip. 
58175:323-58175:323. 

9106250207 Requests registration as user of Models 6717-B,715,650,C-8, 
660,20A,920,850,1 OOA & AI500SU. 

MUELLER.A.J. Pitt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD.C.E. Transportation Branch. 2pp. 58211:002-58211:003. 


DOCKET 71-9127 MODEL: 100, 100A, 200 & 200A, AMERSHAM CORP. 

9106250207 Requests registration as user of Models 6717-B,715,650,C-8, 
660,20A.920,850,1 OOA & AI500SU. 

MUELLER.A.J. Pitt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD.C.E. Transportation Branch. 2pp. 58211:002-58211:003. 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574.6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9154 MODEL 858, AMERSHAM CORP. 

9106130278 Advises that Certificate of Compliance 9154 for Model 858 expires on 
910831.Application for renewal should be submitted at least 30 days prior to expira¬ 
tion date. 

MACDONALD.C.E. Transportation Branch. 91/06/12. ROUGHAN.C. Amersham Corp. 
Ip. 58110:313-58110:313. 


DOCKET 71-9156 MODEL IR-50, INDUSTRIAL NUCLEAR CO. 


DOCKET 71-9128 MODEL C-8, AMERSHAM CORP. 

9106060232 Requests registration as user of Models 520,500 SU,660,650, 855.C-10.U- 
110,6717,100A,C-8,B-8-A,866,89913.A-424-9.A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD.C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 

9106180206 Notification of registration as user of Certificates of Compliance 9126 & 
9165.Records indicate that vendor previously registered as user of Certificates of 
Compliance 6717,9006,9032,9033 & 9128. 

MACDONALD.C.E. Transportation Branch. 91/06/14. SLEMP.G.E. Advex Corp. Ip. 
58175:323-58175:323. 

9106250207 Requests registration as user of Models 6717-B,715,650,C-8, 
660,20A,920,850,1 OOA & AI500SU. 

MUELLER,A.J. Pitt-Des Moines, Inc. (formerly Pittsburgh-Des Moines Steel Co.). 91/ 
06/18. MACDONALD.C.E. Transportation Branch. 2pp. 58211:002-58211:003. 


DOCKET 71-9134 MODEL ETR, ENERGY, DEPT. OF 

9106130286 Advises that Rev 5 to Certificate of Compliance 9134 for Model ETR ex¬ 
pired on 910430.Use of package terminated. 

MACDONALD.C.E. Transportation Branch. 91/06/12. READ.J. Energy, Dept. of. Ip. 
58110:311-58110:311. 

9106270352 Requests reinstatement & renewal of Certificate of Compliance USA/9134/ 
B()F for ETR fresh fuel package. Operating & maint procedures end. 

READ.J. Energy, Dept. of. 91/06/24. MACDONALD.C.E. Transportation Branch. 9pp. 
58247:345-58247:353. 


9106280050 Requests registration as user of Gamma Century S & Pipeline exposure 
devises & Amersham C-10 Source Changer,shipment of Century S exposure 
device,shipment of Industrial Nuclear Co IR 50 & Models 130 & IR 100 Source Chang¬ 
er. 

MILLAR,P.A. Alaska Industrial X-Ray, Inc. (AIX). 91/06/20. MACDONALD.C.E. Trans¬ 
portation Branch. Ip. 58270:142-58270:145. 


DOCKET 71-9159 MODEL NUPAC 14/190H, L & M, LN-14-170H, L & M, NUCLEAR 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9165 MODEL 855, AMERSHAM CORP. 


9106060232 Requests registration as user of Models 520,500 SU,660,650, 855.C-10.U- 
110,6717,1 OOA,C-8,B-8-A.866,89913.A-424-9.A-8-A & 702. 

SLEMP.G.E. Advex Corp. 91/05/30. MACDONALD.C.E. Transportation Branch. 2pp. 
58002:353-58002:354. 

9106180206 Notification of registration as user of Certificates of Compliance 9126 & 
9165.Records indicate that vendor previously registered as user of Certificates of 
Compliance 6717,9006,9032,9033 & 9128. 

MACDONALD.C.E. Transportation Branch. 91/06/14. SLEMP.G.E. Advex Corp. Ip. 
58175:323-58175:323. 


DOCKET 71-9135 MODEL CENTURY S & SA, CENTURY UNIVERSAL S & SA, 

9106280050 Requests registration as user of Gamma Century S & Pipeline exposure 
devises & Amersham C-10 Source Changer,shipment of Century S exposure 
device,shipment of Industrial Nuclear Co IR 50 & Models 130 & IR 100 Source Chang¬ 
er. 

MILLAR.P.A. Alaska Industrial X-Ray, Inc. (AIX). 91/06/20. MACDONALD.C.E. Trans¬ 
portation Branch. Ip. 58270:142-58270:145. 


DOCKET 71-9168 MODEL CNS 8-120B, CHEM-NUCLEAR SYSTEMS, INC. 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 



DOCKET 71-9176 MODEL: NUPAC 14/210H & L, ET AL, NUCLEAR PACKAGING, 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9184 MODEL: PAS-1, NUCLEAR PACKAGING, INC. 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105.9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9191 MODEL: ORNL & BNL UNIRR FUEL, ENERGY, DEPT. OF 


9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate,per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-9192 MODEL: AP-300 TYPE A, ANEFCO, INC. 


9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-9196 MODEL: UX-30, NUCLEAR PACKAGING, INC. 


9106120217 Forwards Certificate of Compliance 9196,Rev 4,for Model UX-30 shipping 
package. 

MACDONALD.C.E. Transportation Branch. 91/06/11. TEMUS.C. Nuclear Packaging, 
Inc. Ip. 58109:252-58109:255. 

-9106120223 Certificate of Compliance 9196,Rev 4,for Model UX-30 shipping 
package.Approval record end. 

MACDONALD.C.E. Transportation Branch. 91/06/11. 3pp. 58109:253-58109:255. 


DOCKET 71-9205 MODEL: SENTINEL 5S, TELEDYNE ENERGY SYSTEMS 


9106070274 Forwards Rev 1 to Certificate of Compliance 9205 for Model SENTINEL 
5S. 

MACDONALD.C.E. Transportation Branch. 91/06/04. VOGT.J.F. Teledyne Energy 
Systems. Ip. 58039:039-58039:042. 

-9106070279 Certificate of Compliance 9205,Rev 1 for Model SENTINEL 5S. 
MACDONALD.C.E. Transportation Branch. 91/06/04. 3pp. 58039:040-58039:042. 


DOCKET 71-9208 MODEL: 10-142, NUCLEAR PACKAGING, INC. 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 

9106240238 Forwards Rev 4 to Certificate of Compliance 9208,for Model 10-142,per 
910417 application,supplemented on 910524. Approval record also end. 
MACDONALD.C.E. Transportation Branch. 91/06/20. WILLIAMS.R.L. Nuclear Packag¬ 
ing, Inc. Ip. 58228:317-58228:321. 

-9106240242 Certificate of compliance 9208,rev 4,for Model 10-142. 

MACDONALD.C.E. Transportation Branch. 91/06/20. 4pp. 58228:318-58228:321. 


DOCKET 71-9216 MODEL: CNS 1-13G, CHEM-NUCLEAR SYSTEMS, INC. 


9106200195 Informs of desire to register as user of Chem-Nuclear Sys, Inc CNS1-13G 
radioactive matls shipping cask. 

BAUER,T.L. Texas, Univ. of, Austin, TX. 91/06/13. MACDONALD.C.E. Transportation 
Branch. Ip. 58204:016-58204:016. 


DOCKET 71-9218 MODEL: TRUPACT-ll, ENERGY, DEPT. OF 


9106050231 Forwards request for addl info to enable NRC to continue review of 910429 
application for amend to Certificate of Compliance 9218 for TRUPACT II. 
MACDONALD.C.E. Transportation Branch. 91/06/03. TEMUS.C.J. Nuclear Packaging, 
Inc. 2pp. 58008:005-58008:006. 

9106190278 Forwards response to question on request for amend to Certificate of Com¬ 
pliance 9208 for TRUPACT-ll shipping package. 

TEMUS.C.J. Pacific Nuclear Systems, Inc. 91/06/17. MACDONALD.C.E. Transporta¬ 
tion Branch. 35pp. 58198:306-58198:351. 


DOCKET 71-9222 MODEL* 14-215, SCIENTIFIC ECOLOGY GROUP, INC. 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044.9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 


DOCKET 71-9224 MODEL: HN-190-2, SCIENTIFIC ECOLOGY GROUP, INC. 


9106070295 Requests registration as user of Certificates of Compliance 

5805,5971,6144,6244,6346,6347,6574,6601,9044,9073,9079,9081, 

9086,9089,9094,9096,9105,9111,9151,9159,9168,9176,9184,9208, 9222 & 9224. 
BECK.G.J. Philadelphia Electric Co. 91/05/31. Office of Nuclear Material Safety & 
Safeguards. 3pp. 58039:143-58039:145. 

9106120247 Notification of registration as user of Certificate of Compliance 9224,m re¬ 
sponse to 910521 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. HOWARD,G.L. Quadrex Corp. 
Ip. 58109:305-58109:305. 


DOCKET 71-9225 MODEL: NAC-LWT, NUCLEAR ASSURANCE CORP. 


9106100271 Forwards Certificate of Compliance 9225,Rev 4 for Model NAC-LWT ship¬ 
ping package. 

MACDONALD.C.E. Transportation Branch. 91/06/06. LESSER,T.H. Nuclear Assur¬ 
ance Corp. 1 p. 58052:047-58052:054. 

-9106100274 Certificate of Compliance 9225,Rev 4,for Model NAC-LWT. 
MACDONALD.C.E. Transportation Branch. 91/06/06. 7pp. 58052:048-58052:054. 


DOCKET 71-9233 MODEL TN-RAM, TRANSNUCLEAR, INC. 


9106130307 Requests registration as user of Transnuclear TN-RAM radioactive matls 
shipping cask USA/9233/B(U). 

MARIONNEAUX.M. Georgia Power Co. 91/06/07. MADONALD.C.E. Transportation 
Branch. Ip. 58112:096-58112:096. 

9106210257 Notification of registration as user of Certificate of Compliance 9233,in re¬ 
sponse to 910607 request. 

MACDONALD.C.E. Transportation Branch. 91/06/18. MARIONNEAUX.M. Georgia 
Power Co. Ip. 58207:340-58207:340. 


DOCKET 71-9234 MODEL: NCI-21PF-1, NUCLEAR CONTAINERS, INC. 


9106120237 Forwards Certificate of Compliance 9234,Rev 1 .for Model NCI-21 PF-1 ship¬ 
ping package. 

MACDONALD.C.E. Transportation Branch. 91/06/11. HOUSHOLDER.W.R. Nuclear 
Packaging, Inc. Ip. 58109:300-58109:304. 

-9106120241 Certificate of Compliance 9234,Rev l.for Model NCI-21 PF-1 shipping 
package.Approval record end. 

MACDONALD.C.E. Transportation Branch. 91/06/11. 4pp. 58109:301-58109:304. 


DOCKET 71-9786 MODEL: S3G CBDCA, ENERGY, DEPT. OF 


9106130288 Advises that Certificate of Compliance 9786 expires on 910831.Application 
for renewal should be submitted at least 30 days prior to expiration date. 
MACDONALD.C.E. Transportation Branch. 91/06/12. ENGEL,W.P. Energy, Dept. of. 
Ip. 58110:309-58110:309. 


DOCKET 71-9853 MODEL: ORNL, BNL & NBS UNIR. CONT., ENERGY, DEPT. OF 


9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


DOCKET 71-9932 MODEL: UC-609, ENERGY, DEPT. OF 


9106120225 Forwards list of 17 Certificates of Compliance which shows status of each 
certificate.per 910513 request. 

MACDONALD.C.E. Transportation Branch. 91/06/10. READ.J. Energy, Dept. of. 2pp. 
58109:280-58109:281. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 GENERAL ELECTRIC CO., MORRIS OPERATIONS, 70-1308 


9106030223 Notification of 910506 & 07 meeting w/General Electric Morris Operation in 
Morris,IL to discuss leaking cladding vault. 

SCHNEIDER.J.F. Fuel Cycle Safety Branch. 91/05/28. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 2pp. 57915:321-57915:322. 

9106180087 Forwards insp rept 72-001/91-01 on 910506-07.No violations noted. 
GROBE.J.A. Region 3 (Post 820201). 91/06/11. SHERK.J.Z. General Electric Co. 
2pp. 58120:249-58120:256. 

-9106180094 Safety insp rept 72-001/91-01 on 910506-07.No violations noted.Major 
areas inspected:circumstances surrounding leak in vault & licensee procedures & 
course of action taken to stop leak. 

FRANCE,G.M., SRENIAWSKI.DJ., GROBE.J.A. Region 3 (Post 820201). 91/06/11. 
6pp. 58120:251-58120:256. 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO., 50-280 & 50-281 


9106270255 Forwards film produced by util, “Dry Cask Storage at Surry Power Station." 
W/o end. 

WAKEMAN.B.H. Virginia Power (Virginia Electric & Power Co.). 91/06/10. STURZ.F. 
NRC - No Detailed Affiliation Given. Ip. 58268:218-58268:218. 


DOCKETED ITEMS 163 


DOCKET 72-0006 CAROLINA POWER & LIGHT CO., 50-324 & 50-325 

9106100417 Advises that site visit planned on 910612 to perform final walkdown of pro¬ 
posed ISFSl site & to discuss proposed Tech Specs for const & operation.Proposed 
agenda end. 

STURZ.F.C. Fuel Cycle Safety Branch. 91/06/05. FLOYD,S.D. Carolina Power & Light 
Co. 3pp. 58092:315-58092:317. 


DOCKET 72-0009 PUBLIC SERVICE CO. OF COLORADO, 50-267 


9106180403 Responds to NRC request for addl info re independent spent fuel storage 
installation.Enel withheld (ref 10CFR2.790). 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/05/24. RUFFIN,S. Fuel Cyde 
Safety Branch. 16pp. 58172:082-58172:209. 

-9106180420 “AIR/H-327 Graphite Reaction Rate As A Function of Temp & Irradia¬ 
tion.” 

JENSEN,D., TAGAMI.M., VELASQUEZ,C. Gulf General Atomic. Inc. GULF-GA- 
A12647. 73/09/24. 22pp. 58172:137-58172:157. 

-9106180425 ‘‘HTGR Base Program Air Oxidation of Graphite - Implications for HTGR 
Accidents '* 

WICHNER.R.P. Oak Ridge National Laboratory. ORNL/GCR-80/7. 80/04/30. 53pp. 
58172:158-58172:209. 

—9106180428 “Fort St Vrain MVDS Integrated Commissioning & Functional Testing.” 

* GEC Alsthom Engineering Systems, Ltd. 91/05/10. 349pp. 58172:210-58173:199. 

9106200276 Forwards ISFSl physical security plan.Revised plan includes more detailed 
info re training & qualification.Enel withheld (ref 10CFR73.21). 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/03/11. GASKINS,C. Transporta¬ 
tion Branch. 3pp. 58167:130-58167:131. 


9106040165 Forwards revised physical security plan for proposed ISFSl, incorporating 
clarifications discussed during May 1991 telcon w/C Gaskms.Plan withheld (ref 
10CFR73.21). 

CRAWFORD.A.C. Public Service Co. of Colorado 91/05/30. Fuel Cyde Safety 
Branch. 2pp. 57999:294-57999:295. 

9106260397 Forwards ISFSl physical security plan.including detailed info re 
searches,alarm sys & security procedures to be implemented during ISFSl loading,for 
review.EncI withheld (ref 10CFR73.21). 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/05/30. Office of Nuclear Materi¬ 
al Safety & Safeguards. 3pp. 58217:119-58217:122. 

9106190037 Responds to NRC 910516 Itr re deviations noted in Insp Rept 50-267/91- 
05 re const of ISFSl.Corrective actions.concrete batch mix spec changed to require 
min air content of 3.5%, per ACl 318-83. 

CRAWFORD.A.C. Public Service Co. of Colorado. 91/06/13. Document Control 
Branch (Document Control Desk). 4pp. 58187:342-58187:345. 


DOCKET 72-0010 NORTHERN STATES POWER CO., 50-282 & 50-306 


9106100460 Responds to NRC questions re facility independent spent fuel storage in¬ 
stallation Tech Specs & SAR. 

PARKER,T.M. Northern States Power Co. 91/06/05. Document Control Branch (Doc¬ 
ument Control Desk). 130pp. 58051:235-58051:354. 


DOCKET 72-1007 MODEL: VSC-24, PACIFIC SIERRA NUCLEAR ASSOCIATES 


9106110187 Notifies that licensee will start fabrication of ventilated storage cask as 
soon as certificate of compliance issued. 

MASSEY,J.V. Pacific Sierra Nuclear Associates. 91 /06/06. Division of Fuel Cycle & 
Material Safety (Pre 870413). Ip. 58095:312-58095:312. 




NONDOCKETED ITEMS 


10CFR COMMISSION MEETING RECORDS 

9106030134 Staff requirements memo re 910521 affirmation/discussion & vote in 
Rockville.MD on SECY-91-136 concerning return of Topaz II reactor sys to Soviet 
Union. 

CHILK.S.J. Office of the Secretary of the Commission. M910521B. 91/05/22. 
PARLER.W.C. Office of the General Counsel (Post 860701). 10pp. 57892:218- 
57892:227. 

9106040308 Informs of Commission disapproval of staff recommendation to pursue al¬ 
ternative 3 & approval of alternative 1, “Const Permit CPCSF-4 for Allied-General 
Svcs,Barnwell Nuclear Fuel Plant.” 

CHILK.S.J. Office of the Secretary of the Commission. 91/04/30. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. Ip. 57931:352-57931:352. 

9106050096 Transcript of 910521 meeting in Rockville.MD re affirmation/ discussion & 
vote on SECY-91-136.Pp 1-4. 

* Commissioners (Post 750119). 91/05/21. 8pp. 57903:131-57903:138. 

9106050166 Staff requirements memo re briefing on BRC consensus process (SECY- 
91-132) held in Commissioners conference room. 

CHILK.S.J. Office of the Secretary of the Commission. M910521A. 91/05/29. Office of 
the Secretary of the Commission. Ip. 57931:064-57931:064. 

9106050368 Transcript of 910515 affirmation/discussion & vote in Rockville.MD.Pp 1-3. 

* Commissioners (Post 750119). 91/05/15. 8pp. 57916:144-57916:150. 

9106050373 Transcript of 910520 briefing in Rockville.MD re final rule on performance 
based QA part 35.Pp 1-95.W/supporting documents. 
w Commissioners (Post 750119). 91/05/20. 119pp. 57916:151-57916:269. 

9106060026 Transcript of 910521 briefing in Rockville.MD re below regulatory concern 
consensus process.Pp 1-56. 

* Commissioners (Post 750119). 91/05/21. 61pp. 57934:068-57934:127. 

9106060028 Transcript of 910521 briefing in Rockville.MD re final rule on license 
renewal,part 54.Pp 1-102.Supporting documentation end. 

* Commissioners (Post 750119). 91/05/21. 139pp. 57934:131-57934:276. 

9106060161 Staff requirements memo re 910520 briefing in Rockville.MD to discuss 
final rule on performance based QA.part 35 (SECY-91-130). 

CHILK.S.J. Office of the Secretary of the Commission. M910520. 91/06/03. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 57934:305-57934:305. 

9106060170 Staff requirements memo re briefing on maint rule (SECY-91-110) on 
910506. 

CHILK.S.J. Office of the Secretary of the Commission. M910506. 91/05/29. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 57931:129-57931:129. 

9106060222 Staff requirements memo re 910506 briefing on maint rule (SECY-91-110) 
in Rockville.MD. 

CHILK.S.J. Office of the Secretary of the Commission. M91O506. 91/05/31. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 57920:346-57920:346. 

9106100076 Staff requirements memo concerning 910521 briefing on final rule & license 
renewal re 10CFR54 (SECY-91-138). 

CHILK.S.J. Office of the Secretary of the Commission. M910521B. 91/06/05. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 57993:357-57993:357. 

9106120361 Staff requirements memo re SECY-91-102.Commission has no objections 
to intention to issue revised Suppl 4 to Generic Ltr 88-20 & revised NUREG-1407. 
CHILK.S.J. Office of the Secretary of the Commission. GL-88-20. 91/05/17. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 3pp. 58110:012- 

58110:014. 

9106130125 Staff requirements memo re SECY-91-115, “Scoping Study for Potential 
Negotiated Rulemaking for High Level Waste Stds.” Bernero & Malsch designated as 
NRC representatives w/EPA to develop EPA high level waste std. 

CHILK.S.J. Office of the Secretary of the Commission. 91/05/28. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. Ip. 58111:321-58111:321. 

9106130126 Advises Commissioners of approving SECY-91-106 re denial of petition for 
rulmaking to modify design basis threat for radiological sabotage at power reactors. 
CHILK.S.J. Office of the Secretary of the Commission. 91/05/24. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. Ip. 58110:353-58110:353. 

9106130228 Staff requirements memo re SECY-90-421, “Decommissioning Criteria for 
Fort St Vrain as Prematurely Shutdown Plant.” 

CHILK.S.J. Office of the Secretary of the Commission. 91/05/20. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 9pp. 58110:237-58110:245. 

9106130234 Revised staff requirements memo re SECY-90-421, “Decommissioning Cri¬ 
teria for Fort St Vrain as Prematurely Shutdown Plant." 

CHILK.S.J. Office of the Secretary of the Commission. 91/02/15. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 2pp. 58112:023-58112:024. 

9106130243 Staff requirements memo re SECY-90-421, “Decommissioning Criteria for 
Fort St Vrain as Prematurely Shutdown Plant.” 

CHILK.S.J. Office of the Secretary of the Commission. 91/02/05. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. Ip. 58112:028-58112:028. 

9106170258 Final response to FOIA for document re staff requirements briefing on 
status of development of updated source term. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). M900109. 91/05/23. WILLIAMS,O.G. JRA Associates. 2pp. 58161:261- 
58161:265. 

-9106170263 Staff requirements memo re briefing on status of development of updated 
source term. 

CHILK.S.J. Office of the Secretary of the Commission. M900109. 90/02/13. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 3pp. 58161:263- 
58161:265. 


9106180049 Transcript of 910607 periodic meeting w/ACRS in Rockville, MD.Pp 1- 
75.Supporting documentation end. 

* Commissioners (Post 750119). 91/06/07. 109pp. 58175:153-58175:263. 

9106180384 Transcript of 910531 affirmation/discussion & vote in Rockville.MD re first 
initial decision LBP-91-12.Pp 1-4. 

* Commissioners (Post 750119). LBP-91-12. 91/05/31. 8pp. 58146:323-58146:330. 

9106190133 Transcript of 910611 briefing by agreement states in Rockville.MD re com¬ 
patibility issues.Pp 1-85.W/supporting documents. 

* Commissioners (Post 750119). 91/06/11. 107pp. 58162:300-58163:044. 

9106210031 Transcript of 910607 meeting in Rockville.MD re affirmation/discussion & 
vote concerning SECY-91-134. Pp 1-4. 

* Commissioners (Post 750119). 91/06/07. 8pp. 58181:012-58181:019. 

9106210262 Staff requirements memo re periodic meeting w/ACRS on 910607.ACRS 
urged to review proposed schedules for review of evolutionary plants for design certifi¬ 
cation to ensure sufficient planning & resources available. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. M910607A. 91/06/18. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. Ip. 58193:177- 
58193:177. 

9106210293 Transcript of 910612 meeting in Rockville.MD re affirmation/ discussion & 
vote.Pp 1-6. 

* Commissioners (Post 750119). 91/06/12. 9pp. 58193:178-58193:186. 

9106240277 Transcript of 910612 meeting in Rockville.MD re briefing on progress of 
design certification review & implementation. Pp 1-103.Supporting documentation end. 
CARR.K.M., ROGERS,K.C.. CURTISS,J.R. Commissioners (Post 750119). 91/06/12. 
121pp. 58206:001-58206:126. 

9106260093 Informs that Commission disapproved specific amend NRC proposed for 
fitness-for-duty rule (SECY-91-048).NRC should revise proposed amend as listed & 
submit to Commission for review & final approval. 

CHILK.S.J. Office of the Secretary of the Commission. 91/06/03. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 2pp. 58217:275-58217:276. 

9106260103 Staff requirements memo re SECY-90-300, “Proposed Rev of NRC/FBI 
MOU.” Commission approved proposed rev of MOU. 

CHILK.S.J. Office of the Secretary of the Commission. 90/09/19. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 1 p. 58225:200-58225:200. 

9106260370 Staff requirements memo re SECY-91-088, “Chief Financial Officers Act of 
1990." 

CHILK.S.J. Office of the Secretary of the Commission. 91/04/12. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 9pp. 58217:123-58217:131. 

9106280130 Staff requirements memo concerning affirmation,discussion & vote re joint 
motion to stay or vacate license issuance & final amends to 10CFR2 & 35 on quality 
mgt program & reportable events. 

CHILK.S.J. Office of the Secretary of the Commission. M910312B. 91/06/19. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. PARLER.W.C. Office of 
the General Counsel (Post 860701). DENTON,H.R. Office of Governmental & Public 
Affairs (Post 870413). 112pp. 58248:066-58248:174. 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 

9106030062 Forwards transcript of 29th Advisory Committee on Nuclear Waste meeting 
on 910320-22 re staff technical position on regulatory considerations in design & 
const of exploratory shaft facility. 

MOELLER,D.W. Advisory Committee on Nuclear Waste. 91/03/26. BERNERO,R.M. 
Office of Nuclear Material Safety & Safeguards. 119pp. 57932:246-57933:003. 

9106030082 Submits quarterly rept on meetings of Advisory Committee on Nuclear 
Waste,per 910109 rept. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/04/03. HOYLE,J.C. NRC - 
No Detailed Affiliation Given. Ip. 57916:354-57916:354. 

9106030098 Forwards summary of actions, agreements,assignments & requests made 
at 30th Advisory Committee on Nuclear Waste meeting on 910423-24. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/05/17. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 6pp. 57915:205-57915:235. 

-9106030099 Summarizes 30th meeting of Advisory Committee on Nuclear Waste re 
draft staff technical position on underground facility design-thermal loads. 
FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/04/29. YOUNGBLOOD.B.J. 
Division of High-Level Waste Management (Post 870413). Ip. 57915:235-57915:235. 

9106030109 Forwards summary of actions,agreements,assignments & requests made at 
29th Advisory Committee on Nuclear Waste meeting on 910320-22. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/04/10. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 7pp. 57915:268-57915:280. 

9106030131 Forwards summary of actions,agreements,assignments & requests made at 
28th at Advisory Committee on Nuclear Waste meeting on 910221-22. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/03/08. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 6pp. 57917:014-57917:030. 

9106030136 Forwards summary of actions,agreements,assignments & requests made at 
27th Advisory Committee on Nuclear Waste meeting on 910123-25. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/02/15. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 6pp. 57917:031-57917:049. 

9106030144 Submits summary rept of 27th Advisory Committee on Nuclear Waste 
meeting on 910123-25 re stringency of EPA high-level radwaste repository stds & 
guidance of limits on doses & risks to individual members of population. 

MOELLER,D.W. Advisory Committee on Nuclear Waste. 91/02/15. CARR.K.M. Com¬ 
missioners (Post 750119). 5pp. 57917:009-57917:013. 
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9106030150 Submits summary rept of 28th meeting of Advisory Committee on Nuclear 
Waste on 910221-22 re regulation of mixed wastes & comments on 
10CFR60.113,subsystem requirements.Future agenda end. 

MOELLER,D.W. Advisory Committee on Nuclear Waste. 91/03/12. CARR.K.M. Com¬ 
missioners (Post 750119). 6pp. 57994:346-57994:352. 

9106030155 Submits summary rept of 29th meeting of Advisory Committee on Nuclear 
Waste on 910320-22 re staff technical position on regulatory considerations in design 
& const of exploratory shaft facility.Future agenda encl. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/04/10. CARR.K.M. Com¬ 
missioners (Post 750119). 6pp. 57917:001-57917:006. 

9106030167 Summary of 901211 Advisory Committee on Nuclear Waste Working Group 
meeting in Bethesda.MD re mixed wastes. 

* Advisory Committee on Nuclear Waste. 91/01/31. Advisory Committee on Nuclear 
Waste. 48pp. 57994:134-57994:181. 

9106030185 Summary of 26th meeting of Advisory Committee on Nuclear Waste on 
901212-13 in Bethesda.MD re waste mgt 1991 symposium.migration of C-14,mixed 
wastes & calculation of release rates from natural ore bodies. 

* Advisory Committee on Nuclear Waste. 91/02/09. Advisory Committee on Nuclear 
Waste. 103pp. 57907:117-57907:219. 

9106030191 Summary of 27th meeting of Advisory Committee on Nuclear Waste in 
Bethesda.MD re regulation of mixed wastes & conformity of guidance on low-level 
waste disposal facilities w/requirements of 10CFR61. 

* Advisory Committee on Nuclear Waste. 91/03/26. Advisory Committee on Nuclear 
Waste. 51pp. 57907:220-57907:270. 

9106030193 Summary of 910125 Advisory Committee on Nuclear Waste Working Group 
on Use of Expert Judgment in Bethesda.MD to discuss proper role of expert judgment 
in site characterization & licensing of waste repositories. 

* Advisory Committee on Nuclear Waste. 91/04/16. Advisory Committee on Nuclear 
Waste. 60pp. 57908:129-57908:188. 

9106030196 Summary of 28th meeting of Advisory Committee on Nuclear Waste on 
910221-22 in Bethesda.MD to discuss substantially complete containment 
concept,recent revs to 10CFR20 & annual rept on releases of radioactive matls. 

* Advisory Committee on Nuclear Waste. 91/03/26. Advisory Committee on Nuclear 
Waste. 35pp. 57908:189-57908:223. 

9106030198 Summary of 29th meeting of Advisory Committee on Nuclear Waste on 
910320-22 in Bethesda.MD re staff technical position on regulatory considerations in 
design & const of exploratory shaft facility. 

* Advisory Committee on Nuclear Waste. 91 /04/25. Advisory Committee on Nuclear 
Waste. 113pp. 57932:133-57932:245. 

9106030200 Summary of 30th meeting of Advisory Committee on Nuclear Waste on 
910423-24 in Bethesda.MD to discuss preliminary draft, “Staff Technical Position on 
Underground Facility Design-Thermal Loads." 

* Advisory Committee on Nuclear Waste. 91 /05/24. Advisory Committee on Nuclear 
Waste. 49pp. 57994:186-57994:234. 

9106100073 Responds to EPA request for comments on proposed “three- bucket ap¬ 
proach" for classifying events that may affect respository performance,per issuance of 
Working Draft 3 of 40CFR191 re mgt & disposal of high-level radwastes. 
MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/05/30. CARR.K.M. Com¬ 
missioners (Post 750119). 3pp. 58091:159-58091:161. 

9106100081 Lists reg guides ACRS intends to review to support revised 10CFR20,in re¬ 
sponse to last question of 910429 memo. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/05/30. ROGERS.K.C. 
Commissioners (Post 750119). 2pp. 58091:162-58091:163. 

9106100114 Comments on draft SECY paper on dealing w/uncertainties in implement¬ 
ing EPA high-level waste stds.Transcript of 910424 meeting contains details of com¬ 
ments & concerns. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/05/30. BERNERO.R.M. 
Office of Nuclear Material Safety & Safeguards. 3pp. 58091:164-58091:166. 

9106100177 Forwards revised draft “Staff Technical Position on Investigations to Identi¬ 
fy Fault Displacement & Seismic Hazards at Geologic Repository” for info,per MOU 
between Advisory Committee on Nuclear Waste & EDO. 

YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/05/31. FRALEY.R.F. Advisory Committee on Nuclear Waste. Ip. 58091:069- 
58091:153. 

9106110172 Forwards repts & background papers of Advisory Committee on Nuclear 
Waste for placement in Advisory Committee depository. 

HOYLE,J.C. Office of the Secretary of the Commission. 91/06/06. Library of Con¬ 
gress. 3pp. 58095:139-58095:178. 

--9106110188 Summarizes Advisory Committee on Nuclear Waste 30th meeting on 
910423-24 re staff technical position on high-level waste repository design for thermal 
loads,decommissioning activities & individual vs collective doses. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/05/17. CARR.K.M. Com¬ 
missioners (Post 750119). 6pp. 58095:142-58095:178. 

9106260169 Transcript of ACNW Joint Working Group meeting on 910619 in 
Bethesda.MD.Pp 362-642. 

* Advisory Committee on Nuclear Waste. 91/06/19. 280pp. 58240:227-58241:275. 

9106260180 Transcript of ACNW Joint Working Group meeting on expert judgement & 
human intrusion on 910618 in Bethesda.MD.Pp 1-361. 

* Advisory Committee on Nuclear Waste. 91/06/18. 361pp. 58231:001-58232:228. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


9106050112 Transcript of ACRS Improved LWR Subcommittee on 910529 in 
Bethesda.MD.Pp 1-274.Viewgraphs encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/05/29. 325pp. 58006:112- 
58007:086. 

9106070299 Transcript of ACRS Subcommittee Meeting on Advanced BWRs (GE) on 
910530 in Bethesda.MD.Pp 1-199.Related documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 91 /05/30. 236pp. 58035:287- 
58036:164. 


9106110207 Forwards repts & background papers of ACRS for placement in advtsoq 
committee depository. 

HOYLE,J.C. Office of the Secretary of the Commission. 91/06/06. Library of Con 
gress. 3pp. 58098:013-58098:035. 

9106120114 Transcript of 374th ACRS second day meeting on 910607 ir 
Bethesda.MD.Pp 225-279. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/06/07. 74pp. 58110:053 
58110:126. 

9106120120 Transcript of 374th ACRS general meeting on 910606 in Bethesda,MD.Pf 
1-224.Related documentation encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/06/06. 314pp. 58126:001 
58126:314. 

9106120130 Transcript of ACRS Joint Subcommittee on Plant Operations/ PRA 910605 
meeting in Bethesda.MD re discussion of risk from nuclear power plant shutdowr 
operations.Pp 1-294.Viewgraphs encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/06/05. 400pp. 58164:061 
58165:131. 

9106260146 Transcript of ACRS Regional Programs Subcommittee meeting on 910611 
in Glen Ellyn,IL.Pp 276-403. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/06/19. 127pp. 58228:001 
58228:173. 

9106260174 Transcript of ACRS Regional Programs Subcommittee meeting on 910611 
in Glen Ellyn,IL.Pp 1-275. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/06/18. 275pp. 58227:001 
58227:310. 


ADVCM NRC ADVISORY COMMITTEE 

9106030062 Forwards transcript of 29th Advisory Committee on Nuclear Waste meetini 
on 910320-22 re staff technical position on regulatory considerations in design ( 
const of exploratory shaft facility. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/03/26. BERNERO.R.M 
Office of Nuclear Material Safety & Safeguards. 119pp. 57932:246-57933:003. 

9106030082 Submits quarterly rept on meetings of Advisory Committee on Nuclea 
Waste,per 910109 rept. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/04/03. HOYLE,J.C. NRC 
No Detailed Affiliation Given. Ip. 57916:354-57916:354. 

9106030098 Forwards summary of actions, agreements,assignments & requests mad' 
at 30th Advisory Committee on Nuclear Waste meeting on 910423-24. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/05/17. TAYLOR,J.M. Ofc c 
the Executive Director for Operations. 6pp. 57915:205-57915:235. 

-9106030099 Summarizes 30th meeting of Advisory Committee on Nuclear Waste r 
draft staff technical position on underground facility design-thermal loads. 
FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/04/29. YOUNGBLOOD,B., 
Division of High-Level Waste Management (Post 870413). Ip. 57915:235-57915:235 

9106030109 Forwards summary of actions,agreements,assignments & requests made j 
29th Advisory Committee on Nuclear Waste meeting on 910320-22. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/04/10. TAYLOR,J.M. Ofc c 
the Executive Director for Operations. 7pp. 57915:268-57915:280. 

9106030131 Forwards summary of actions,agreements,assignments & requests made < 
28th at Advisory Committee on Nuclear Waste meeting on 910221-22. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/03/08. TAYLOR,J.M. Ofc c 
the Executive Director for Operations. 6pp. 57917:014-57917:030. 

9106030136 Forwards summary of actions,agreements,assignments & requests made i 
27th Advisory Committee on Nuclear Waste meeting on 910123-25. 

FRALEY.R.F. Advisory Committee on Nuclear Waste. 91/02/15. TAYLOR,J.M. Ofc < 
the Executive Director for Operations. 6pp. 57917:031-57917:049. 

9106030144 Submits summary rept of 27th Advisory Committee on Nuclear Wasl 
meeting on 910123-25 re stringency of EPA high-level radwaste repository stds 
guidance of limits on doses & risks to individual members of population. 
MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/02/15. CARR.K.M. Con 
missioners (Post 750119). 5pp. 57917:009-57917:013. 

9106030150 Submits summary rept of 28th meeting of Advisory Committee on Nuclei 
Waste on 910221-22 re regulation of mixed wastes & comments c 
10CFR60.113,subsystem requirements.Future agenda encl. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/03/12. CARR.K.M. Con 
missioners (Post 750119). 6pp. 57994:346-57994:352. 

9106030155 Submits summary rept of 29th meeting of Advisory Committee on Nuclei 
Waste on 910320-22 re staff technical position on regulatory considerations in desic 
& const of exploratory shaft facility.Future agenda encl. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/04/10. CARR.K.M. Con 
missioners (Post 750119). 6pp. 57917:001-57917:006. 

9106030167 Summary of 901211 Advisory Committee on Nuclear Waste Working Grot 
meeting in Bethesda,MD re mixed wastes. 

* Advisory Committee on Nuclear Waste. 91/01/31. Advisory Committee on Nuclei 
Waste. 48pp. 57994:134-57994:181. 

9106030185 Summary of 26th meeting of Advisory Committee on Nuclear Waste c 
901212-13 in Bethesda.MD re waste mgt 1991 symposium.migration of C-14,mix€ 
wastes & calculation of release rates from natural ore bodies. 

* Advisory Committee on Nuclear Waste. 91/02/09. Advisory Committee on Nucle 
Waste. 103pp. 57907:117-57907:219. 

9106030191 Summary of 27th meeting of Advisory Committee on Nuclear Waste 
Bethesda.MD re regulation of mixed wastes & conformity of guidance on low-lev 
waste disposal facilities w/requirements of 10CFR61. 

* Advisory Committee on Nuclear Waste. 91/03/26. Advisory Committee on Nucle 
Waste. 51pp. 57907:220-57907:270. 
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9106030193 Summary of 910125 Advisory Committee on Nuclear Waste Workinq GrouD 
on Use of Expert Judgment in Bethesda.MD to discuss proper role of expert iudqment 
in site characterization & licensing of waste repositories 
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9106030196 Summary of 28th meeting of Advisory Committee on Nuclear Waste on 
910221-22 in Bethesda.MD to discuss substantially complete containment 
concept,recent revs to 10CFR20 & annual rept on releases of radioactive matls 

* Advisory Committee on Nuclear Waste. 91/03/26. Advisory Committee on Nuclear 
Waste. 35pp. 57908:189-57908:223. 

9106030198 Summary of 29th meeting of Advisory Committee on Nuclear Waste on 
910320-22 in Bethesda.MD re staff technical position on regulatory considerations in 
design & const of exploratory shaft facility. 

* Advisory Committee on Nuclear Waste. 91/04/25. Advisory Committee on Nuclear 
Waste. 113pp. 57932:133-57932:245. 

9106030200 Summary of 30th meeting of Advisory Committee on Nuclear Waste on 
910423-24 in Bethesda.MD to discuss preliminary draft, “Staff Technical Position on 
Underground Facility Design-Thermal Loads.” 

* Advisory Committee on Nuclear Waste. 91/05/24. Advisory Committee on Nuclear 
Waste. 49pp. 57994:186-57994:234. 

9106050037 Transcript of 910509 meeting in Arlington,VA re Advisory Committee on 
Medical Uses of Isotopes.Pp 1-208.W/related correspondence. 

* Commissioners (Post 750119). 91/05/09. 388pp. 57902:088-57903:119. 


9106030238 Responds to Agsalud 910318 Itr expressing interest in Commission Below 
Regulatory Concern consensus-building initiative.Open Commission briefinq on evalua¬ 
tion scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. WAIHEE.J. Hawaii, State of. Ip. 
57887:334-57887:341. 

—9106030242 Ack receipt of Itr re initiation of consensus-building process for commis¬ 
sions “Below Regulatory Concern” policy. 

AGSALUD,J.C. Hawaii, State of. 91/03/18. CARR.K.M. Commissioners (Post 750119) 
Ip. 57887:335-57887:335. 

-9106030261 Responds to 910314 Itr expressing interest in Commission “Below Regu¬ 
latory Concern” consensus-building initiative. Open Commission briefing on evaluation 
scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. SINNER,G.A. North Dakota 
State of. ip. 57887:336-57887:336. 

-9106030266 Ack receipt of Itr & announcement re consensus-building meetings to 
work out problems dealing w/ “Below Regulatory Concern" waste. 

SINNER,G.A. North Dakota, State of. 91/03/04. CARR.K. Commissioners (Post 
750119). Ip. 57887:337-57887:337. 

-9106030277 Responds to 910410 Itr expressing interest in Commission “Below Regu¬ 
latory Concern” consensus-building initiative. Open Commission briefing on evaluation 
scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. CLINTON.B. Arkansas, State of. 
Ip. 57887:338-57887:338. 


9106100073 Responds to EPA request for comments on proposed “three- bucket ap¬ 
proach" for classifying events that may affect respository performance,per issuance of 
Working Draft 3 of 40CFR191 re mgt & disposal of high-level radwastes. 

MOELLER,D.W. Advisory Committee on Nuclear Waste. 91/05/30. CARR.K.M. Com¬ 
missioners (Post 750119). 3pp. 58091:159-58091:161. 

9106100081 Lists reg guides ACRS intends to review to support revised 10CFR20,in re¬ 
sponse to last question of 910429 memo. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/05/30. ROGERS,K.C. 
Commissioners (Post 750119). 2pp. 58091:162-58091:163. 

9106100114 Comments on draft SECY paper on dealing w/uncertainties in implement¬ 
ing EPA high-level waste stds.Transcript of 910424 meeting contains details of com¬ 
ments & concerns. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/05/30. BERNERO.R.M. 
Office of Nuclear Material Safety & Safeguards. 3pp. 58091:164-58091:166. 

9106100177 Forwards revised draft “Staff Technical Position on Investigations to Identi¬ 
fy Fault Displacement & Seismic Hazards at Geologic Repository" for info,per MOU 
between Advisory Committee on Nuclear Waste & EDO. 

YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/05/31. FRALEY,R.F. Advisory Committee on Nuclear Waste. Ip. 58091:069- 
58091:153. 

9106110172 Forwards repts & background papers of Advisory Committee on Nuclear 
Waste for placement in Advisory Committee depository. 

HOYLE,J.C. Office of the Secretary of the Commission. 91/06/06. Library of Con¬ 
gress. 3pp. 58095:139-58095:178. 

—9106110188 Summarizes Advisory Committee on Nuclear Waste 30th meeting on 
910423-24 re staff technical position on high-level waste repository design for thermal 
loads,decommissioning activities & individual vs collective doses. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 91/05/17. CARR.K.M. Com¬ 
missioners (Post 750119). 6pp. 58095:142-58095:178. 

9106260169 Transcript of ACNW Joint Working Group meeting on 910619 in 
Bethesda.MD.Pp 362-642. 

* Advisory Committee on Nuclear Waste. 91/06/19. 280pp. 58240:227-58241:275. 

9106260180 Transcript of ACNW Joint Working Group meeting on expert judgement & 
human intrusion on 910618 in Bethesda.MD.Pp 1-361. 

* Advisory Committee on Nuclear Waste. 91/06/18. 361pp. 58231:001-58232:228. 


COMMISSION NRC COMMISSIONERS 

9105230053 Forwards memo of agreement between NRC & INPO re control within NRC 
& INPO documents & info considered proprietary that is provided to protect from dis¬ 
closure insofar as law permits. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. WEINER,S.A. New Jersey, 
State of. 17pp. 57893:231-57893:251. 

-9105230058 Forwards copy of Itr received concerning release of repts generated by 
INPO & requests reexam of NRC policy concerning disclosure of INPO repts. 
WEINER,S.A. New Jersey, State of. 91/04/12. CARR.K.M. Commissioners (Post 
750119). 8pp. 57893:249-57893:251. 

9106030080 Affirmation vote approving w/comment,SECY-91 -091 re FR notice & Com¬ 
mission order on Louisiana Energy Svcs application for license. 

REMICK Commissioners (Post 750119). 91/04/25. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 57892:242-57892:243. 


-9106030281 Ack receipt of info re NRC plans to revisit “Below Regulatory Concern” 
Policy. 

CLINTON.B. Arkansas, State of. 91/04/10. CARR.K.M. Commissioners (Post 750119). 
Ip. 57887:339-57887:339. 

--9106030285 Responds to 910405 Itr expressing interest in Commission “Below Regu¬ 
latory Concern" consensus-building initiative. Open Commission briefing on evaluation 
scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. MARTIN,J.G. North Carolina, 
State of. Ip. 57887:340-57887:340. 

-9106030288 Ack receipt of Itr dtd Feb 26 announcing plans to initiate consensus-build¬ 
ing process to address implementation of NRC “Below Regulatory Concern” 
Policy.State concurs w/need for better public understanding & consensus on issue. 
LITTLE,L.W. North Carolina, State of. 91/04/05. CARR.K.M. Commissioners (Post 
750119). Ip. 57887:341-57887:341. 

9106030321 Forwards Part 62, “Criteria & Procedures for Emergency Access to Non- 
Federal & Regional Low Level Waste Disposal Facilities.” 

CARR.K.M. Commissioners (Post 750119). 91/05/10. NELSON,E.B. Nebraska, State 
Of. 20pp. 57893:290-57893:309. 

-9106030325 Requests info on two questions of concern to Nebraska as host state for 
low level radioactive site in regional compact. 

NELSON,E.B. Nebraska, State of. 91/03/26. CARR.K.M. Commissioners (Post 
750119). ip. 57893:309-57893:309. 

9106040281 Negative ballot re SECY-91-021, “Const Permit CPCSF-4 for Allied-General 
Nuclear Svcs,Barnwell Nuclear Fuel Plant." 

REMICK Commissioners (Post 750119). 91/04/19. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 57999:171-57999:172. 

9106040287 Positive ballot re SECY-91-021, “Const Permit CPCSF-4 for Allied-General 
Nuclear Svcs.Barnwell Nuclear Fuel Plant.” 

CURTISS Commissioners (Post 750119). 91/02/13. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 57999:224-57999:224. 

9106040293 Positive ballot re SECY-91-021, “Const Permit CPCSF-4 for Allied-General 
Nuclear Svcs.Barnwell Nuclear Fuel Plant.” 

CURTISS Commissioners (Post 750119). 91/02/04. Ip. 57918:170-57918:170. 

9106040298 Positive ballot re SECY-91-021, “Const Permit CPCSF-4 for Allied-General 
Nuclear Svcs.Barnwell Nuclear Fuel Plant.” 

ROGERS Commissioners (Post 750119). 91/02/12. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 57940:270-57940:270. 

9106040386 SECY-91-151 Weekly info rept for wk ending 910517. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/05/22. 34pp. 57901:325- 
57901:358. 

9106060051 Responds to 910514 Itr re weld record deficiencies found at facility & 
agrees Subcommittee staff should have been notified in more timely 
manner.Commission will take appropriate action to assure adequate protection of 
public. , „ 

CARR.K.M. Commissioners (Post 750119). 91/05/28. DINGELL.J.D. House of Rep., 
Energy & Commerce. 2pp. 58091:065-58091:068. 

-9106060053 Responds to 910503 Itr response to 910426 Itr re Commission oversight 
of insp of welding activities at facility.910503 response did little to allay 
concerns.Commission explanation of NRC failure to inform Subcommittee caused 
dismay. 

DINGELL.J.D. House of Rep., Energy & Commerce. 91/05/14. CARR.K.M. Commis¬ 
sioners (Post 750119). 2pp. 58091:067-58091:068. 


9106030172 Positive ballot w/comments re SECY-91-091, “FR Notice & Commission 
Order on Louisiana Energy Svcs Application for License.” 

CURTISS,J.R. Commissioners (Post 750119). 91/04/23. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 6pp. 57894:242-57894:247. 


9106060131 Responds to 910502 request that NRC consider increasing safety insps at 
facility.Event description of 910429 occurrence end. 

CARR.K.M. Commissioners (Post 750119). 91/06/03. MITCHELL,G.J. Senate. 4pp. 
57935:259-57935:263. 


9106030176 Positive ballot re SECY-91-091, “FR Notice & Commission Order on Louisi¬ 
ana Energy Svcs Application for License." „ . , ^ _ 

ROGERS,K.C. Commissioners (Post 750119). 91/04/10. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 57894:263-57894:263. 


9106030209 Positive ballot re SECY-91-136, “Return of Topaz II Reactor Sys to Soviet 
Union." _ 

ROGERS Commissioners (Post 750119). 91/05/16. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 57887:333-57887:333. 


-9106060138 Requests that NRC consider need to increase its safety insp at facility. 
MITCHELL,G.J. Senate. 91/05/02. CARR.K.M. Commissioners (Post 750119). Ip. 
57935:263-57935:263. 

9106070144 Responds to Commission request in 910411 staff requirements memo for 
info on cost of research involved in source term update.RES developed requested 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/31. CARR, 
ROGERS, CURTISS Commissioners (Post 750119). 3pp. 58017:130-58017:132. 
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9106070153 Responds to 910425 Itr,urging NRC to resolve problem of returning Rus¬ 
sian-owned Topaz II reactor sys to USSR.Rule approved which permits identified 
Topaz II deviceto be exported w/o export license. 

CARR.K.M. Commissioners (Post 750119). 91/05/23. COOPER,H.F. Defense, Dept, 
of. Ip. 58039:185-58039:189. 

-9106070159 Urges NRC to assist w/resolution of problem of returning Russian-owned 
Topaz II reactor sys to USSR. 

COOPER,H.F. Defense, Dept. of. 91/04/25. CARR.K.M. Commissioners (Post 
750119). 4pp. 58039:186-58039:189. 

9106070191 Forwards NRC annual rept of administration of sunshine act for CY90,per 
Section 3Q) of Public Law 94-409 (5 USC 552b0)). 

CARR.K.M. Commissioners (Post 750119). 91/05/29. QUAYLE.J.D. Senate, President 
of the Senate. 15pp. 58014:342-58014:356. 

9106070194 SECY-91-0169 Weekly info rept for wk ending 910531. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/06/05. 35pp. 57993:081- 
57993:115. 

9106070199 Responds to 910312 Itr.advising of completion of svc as Chairman of Paki¬ 
stan Atomic Energy Commission. 

CARR.K.M. Commissioners (Post 750119). 91/05/21. KHAN.M.A. Pakistan. Ip. 
58014:340-58014:341. 

-9106070201 Advises of completion of tenure as Chairman of Pakistan Atomic Energy 
Commission.effective 910312. 

KHAN.M.A. Pakistan. 91/03/12. CARR.K.M. Commissioners (Post 750119). Ip. 
58014:341-58014:341. 

9106070234 Responds to 910404 Itr.requesting addl info on svcs provided to NRC by 
PR Newswire for FY88-90. 

CARR.K.M. Commissioners (Post 750119). 91/05/09. SASSER,J. Senate. 6pp. 
58033:059-58035:174. 

-9106070235 Requests addl info on svcs provided to NRC by PR Newswire for FY88- 
90. 

PRYOR,D.. SASSER.J., KOHL.H. Senate. 91/04/04. CARR.K.M. Commissioners (Post 
750119). 700pp. 58033:065-58035:174. 

9106070282 Informs of status of NRC efforts to improve regulatory oversight of decom¬ 
missioning of nuclear facilities,including summary of recent NRC actions on radioac- 
tively contaminated sites at Cushing,OK. 

CARR.K.M. Commissioners (Post 750119). 91/05/23. SYNAR.M. House of Rep., Gov¬ 
ernment Operations. 6pp. 58039:045-58039:055. 

9106070330 SECY-910 Weekly info rept for wk ending 910524. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/05/31. 36pp. 58039:056- 
58039:091. 

9106100045 Responds to 910506 Itr inviting NRC participation in RESPONSE 91-A. 
CARR.K.M. Commissioners (Post 750119). 91/05/31. STICKNEY.W.E. Federal Emer¬ 
gency Management Agency. Ip. 58133:047-58133:123. 

-9106100055 Forwards RESPONSE 91-A excercise plan which will identify exercise 
concepts.objectives & roles & responsibilities of participating response organizations & 
agencies. 

STICKNEY.W.E. Federal Emergency Management Agency. 91/05/06. CARR.K.M. 
Commissioners (Post 750119). 74pp. 58133:048-58133:123. 

9106100255 Responds to 910503 Itr urging Commission to allow continued, indefinite 
storage of LLW at existing generator & storage sites. 

CARR.K.M. Commissioners (Post 750119). 91/06/03. D’AMATO,A.M. Senate. 2pp. 
58052:093-58052:098. 

-9106100258 Discusses title transfer & possession provisions of Low-Level Radwaste 
Policy Amends Act of 1985.Urges Commission to allow continued.indefinite storage of 
LLW at existing sites. 

D’AMATO,A.M. Senate. 91/05/03. CARR.K.M. Commissioners (Post 750119). 4pp. 
58052:095-58052:098. 

9106110248 Replacement page for previous end B input for 910605 weekly info rept - 
wk ending 910531. 

* Ofc of the Executive Director for Operations. 91/06/07. 2pp. 58098:201-58098:202. 

9106120233 Partial response to FOIA request for documents re facility status & 
developments.App D end & being made available in PDR.Portions of app E & all app 
F records withheld (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 8pp. 58090:210- 
58090:260. 

-9104080154 Notation vote approving in part & disapproving in part, SECY-90-386 re 
NRC policy on accumulation period for decommissioning funds for prematurely shut 
down reactors. 

CARR.K.M. Commissioners (Post 750119). 90/12/12. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 2pp. 58090:226-58090:227. 

-9106120255 Notation vote response sheet approving & disapproving w/ comments 
SECY-89-247 re Shoreham status & developments. 

CURTISS Commissioners (Post 750119). 89/08/18. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 3pp. 58090:218-58090:220. 

-9106120280 Submits clarification of criteria for decommissioning of early shutdown 
plants. 

CARR.K.M. Commissioners (Post 750119). 90/10/16. ROGERS, CURTISS, REMICK 
Commissioners (Post 750119). Ip. 58090:223-58090:223. 

-9106120317 Submits staff requirements memo on SECY-90-386. 

CHILK.S.J. Office of the Secretary of the Commission. 90/12/17. CARR. CURTISS, 
REMICK Commissioners (Post 750119). 3pp. 58090:229-58090:231. 

9106130058 Partly negative & partly positive ballot re SECY-90-421, “Decommissioning 
Criteria for Fort St Vrain as Prematurely Shutdown Plant." 

REMICK Commissioners (Post 750119). 91/01/17. CHILK.S.J. Office of the Secretary 
of the Commission. 3pp. 58112:138-58112:140. 


9106130059 Partly negative & partly positive ballot re SECY-90-421, "Decommissioning 
Criteria for Fort St Vrain as Prematurely Shutdown Plant." 

CURTISS.J.R. Commissioners (Post 750119). 91/01/15. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 8pp. 58112:128-58112:135. 

9106130073 Positive ballot re SECY-90-421, “Decommissioning Criteria for Fort St Vrain 
as Prematurely Shutdown Plant." 

ROGERS,K.C. Commissioners (Post 750119). 91/01/07. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58112:136-58112:136. 

9106130087 Notation vote response sheet approving SECY-91-115 re scoping study for 
rulemaking for high-level waste stds. 

ROGERS,K.C. Commissioners (Post 750119). 91/05/07. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58112:137-58112:137. 

9106130100 Notation vote response sheet approving w/comments SECY-91-115 re 
scoping study for potential negotiated rulemaking for high level waste stds. 
CURTISS.J.R. Commissioners (Post 750119). 91/05/21. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58110:305-58110:305. 

9106130105 Notation vote response sheet approving SECY-91-106 re denial of petition 
for rulemaking to modify design basis threat for radiological sabotage at power reac¬ 
tors. 

CURTISS.J.R. Commissioners (Post 750119). 91/05/06. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58110:304-58110:304. 

9106130273 Positive ballot re SECY-91-106, “Denial of Petition for Rulemaking to Mod 
Design Basis Threat for Radiological Sabotage at Power Reactors.” 

ROGERS Commissioners (Post 750119). 91/04/29. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 1 p. 58111:286-58111:286. 

9106140006 Forwards response to questions raised during Nuclear Regulation Subcom¬ 
mittee 910515 hearing on legislative proposals to change licensing process for nucle¬ 
ar power plants. 

CURTISS.J.R. Commissioners (Post 750119). 91/06/04. GRAHAM,B. Senate, Envi¬ 
ronment & Public Works. 25pp. 58249:285-58249:319. 

-9106140007 Forwards questions for NRC in preparation for Subcommittee on Nuclear 
Regulation 910516 hearing on legislative proposals to change licensing process for 
nuclear power plants. 

SIMPSON.A.K., GRAHAM,B. Senate, Environment & Public Works. 91/05/06. 
CARR.K.M. Commissioners (Post 750119). 10pp. 58249:310-58249:319. 

9106140124 Expresses appreciation for interest in NRC program & taking time to meet 
w/NRC on 910526 at Seabrook Station.NRC Congressional Affairs Staff will keep re¬ 
cipient informed re NRC ongoing review of welding issues at facility. 

CARR.K.M. Commissioners (Post 750119). 91/05/31. ZELIFF.B. House of Rep. Ip. 
58113:330-58113:330. 

9106140127 Forwards “NRC Ofc of Inspector General Semiannual Rept.Oct 1990-Mar 
1991" & “Chairman Semiannual Rept to Congress.Oct 1990-Mar 1991.” 

CARR.K.M. Commissioners (Post 750119). 91/05/30. GRAHAM,B. Senate, Environ¬ 
ment & Public Works. 7pp. 58114:001-58114:049. 

“9106140135 “NRC Ofc of Inspector General Semiannual Rept,Oct 1990-Mar 1991." 

* Office of Inspector General (Post 890417). 91/03/31. 35pp. 58114:008-58114:041. 

“9106140136 “Chairman Semiannual Rept to Congress.Oct 1990-Mar 1991.” 

* Commissioners (Post 750119). 91/03/31. 9pp. 58114:042-58114:049. 

9106170033 Endorses nomination of S Holland.Senior Criminal Investigator in NRC Ofc 
of Inspector General for 1991 Excellence in Government Fellows Program. 
CARR.K.M. Commissioners (Post 750119). 91/05/30. ABRAMSON,M.A. Council for 
Excellence in Government. 21pp. 58128:194-58128:214. 

9106190090 Weekly info rept for wk ending 910607. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/06/14. 37pp. 58162:253- 
58162:289. 

9106190362 Partial response to FOIA request for documents re const, 
operation,licensing or relicensing of Sequoyah Fuels Corp, Gore.OK.App P documents 
end & being made available in PDR. App Q documents withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/24. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN,D. Native Americans for a Clean Environment. 
5pp. 58167:081-58167:102. 

“8612220299 Responds to 861202 memo re Sequoyah Fuels Corp oversight 
organization.EncI minutes of 861021 meeting outlines licensee reporting requirements. 
STELLO.V. Ofc of the Executive Director for Operations. 86/12/18. CARR Commis¬ 
sioners (Post 750119). Ip. 58167:095-58167:096. 

“8612220302 Questions licensee 861014 submittal indicating that NRC would be noti¬ 
fied of incident only after licensee mgt.ltem seems to violate NRC 861002 order. 
CARR.K.M. Commissioners (Post 750119). 86/12/02. STELLO.V. Ofc of the Executive 
Director for Operations. 2pp. 58167:094-58167:094. 

9106240298 Weekly info rept for wk ending 910614. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/06/19. 37pp. 58205:188- 
58205:224. 

9106250234 Positive ballot approving SECY-91-154, “Rev of 10CFR55 to Require Com¬ 
pliance W/Fitness-For-Duty Programs & of Commission Enforcement Policy." 
CURTISS.J.R. Commissioners (Post 750119). 91/06/20. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58205:331-58205:331. 

9106250245 Affirmation vote,approving w/comments SECY-91-137, “Final Policy State¬ 
ment on Economic Performance Incentive Regulation." 

CURTISS,J.R, Commissioners (Post 750119). 91/05/31. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 5pp. 58205:332-58205:336. 

9106250247 Positive ballot,approving w/comment SECY-91-137, “Final Policy State¬ 
ment on Economic Performance Incentive Regulation.” 

ROGERS,K.C. Commissioners (Post 750119). 91/05/24. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 3pp. 58205:337-58205:339. 
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9106260068 Approved affirmation vote response sheet re SECY-91 -154, “Rev of 
10CFR55 to Require Compliance W/Fitness-for-Duty Programs & of Commission En¬ 
forcement Policy.” 

ROGERS Commissioners (Post 750119). 91/06/11. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 58225:204-58225:204. 

9106260073 Affirmation vote response sheet approving SECY-91-179, "100% Fee Re¬ 
covery - Final License & Annual Fees Rule." 

CURTISS Commissioners (Post 750119). 91/06/20. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 58217:270-58217:270. 

9106260090 Affirmation vote response sheet.approving in part & disapproving in part,on 
SECY-91-179, "100% Fee Recovery - Final License & Annual Fees Rule." 

REMICK Commissioners (Post 750119). 91/06/20. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 58217:273-58217:274. 

9106260091 Positive vote w/comments re SECY-91-134, "Procedures for Direct Com¬ 
mission Review of Decisions of Presiding Officers.” 

CURTISS Commissioners (Post 750119). 91/05/20. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 3pp. 58217:346-58217:348. 

9106260129 Affirmation vote response sheet approving,subj to end comments.on 
SECY-91-179, “100% Fee Recovery - Final License & Annual Fees Rule." 

ROGERS Commissioners (Post 750119). 91/06/18. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 2pp. 58217:293-58217:294. 

9106260142 Approved notation vote response re SECY-90-300, “Proposed Rev of 
NRC/FBI MOU.” 

ROGERS,K.C. Commissioners (Post 750119). 90/08/30. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58225:207-58225:207. 

9106260166 Positive ballot re SECY-91-048, “Amend to Fitness-for-Duty Rule.” 
ROGERS,K.C. Commissioners (Post 750119). 91/03/04. CHILK.S.J. Offce of the Sec¬ 
retary of the Commission. 2pp. 58218:327-58218:329. 

-9106260182 Notation vote response sheet approving w/comments, SECY-90-136, 
“Fitness-for-Duty:TVA.” 

ROGERS,K.C. Commissioners (Post 750119). 90/04/27. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58218:329-58218:329. 

9106260189 Notation vote response sheet approving SECY-90-300, “Proposed Rev of 
NRC/FBI MOU.” 

CURTISS Commissioners (Post 750119). 90/09/10. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 1 p. 58225:208-58225:208. 

9106260199 Notation vote response sheet approving w/comment, SECY-91-088, “Chief 
Finanrip! nffirprc Af^t pf iQQfi n 

CURTISS Commissioners (Post 750119). 91/04/08. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 6pp. 58218:321-58218:326. 

9106260222 Affirmation vote response sheet.approving in part & disapproving in part,on 
SECY-91-048, “Amend to Fitness-For- Duty Rule." 

CURTISS.J.R. Commissioners (Post 750119). 91/05/06. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 4pp. 58217:334-58217:337. 

9106260238 Positive ballot re SECY-91-130 “Final Amends to 10CFR2 & 35 on Quality 
Mgt Program & Reportable Events." Comments end. 

CURTISS Commissioners (Post 750119). 91/06/04. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 26pp. 58225:244-58225:269. 

9106260268 Affirmation vote response sheet.approving in part & disapproving in part,on 
SECY-91-130, “Final Amends to 10CFR2 & 35 on Quality Mgt Program & Reportable 
Events.” 

REMICK Commissioners (Post 750119). 91/05/21. CHILK.S.J. Office of the Secretary 
of the Commission. 11pp. 58218:001-58218:011. 

9106260284 Affirmation vote response sheet approving SECY-91-134 re final rulemak¬ 
ing on procedures for direct Commission review of decisions of presiding officers & 
establishment of ofc of opinion writing. 

ROGERS Commissioners (Post 750119). 91/05/21. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 58218:012-58218:012. 

9106260290 Affirmation vote response sheet disapproving w/comments on SECY-91- 
048, “Amend to Fitness-For-Duty Rule.” 

REMICK Commissioners (Post 750119). 91/04/25. CHILK.S.J. Office of the Secretary 
of the Commission. 3pp. 58217:355-58217:357. 

9106260299 Affirmation vote response sheet,approving in part & disapproving in part,on 
SECY-91-130, “Final Amends to 10CFR2 & 35 on Quality Mgt Program & Reportable 
Events.” 

ROGERS Commissioners (Post 750119). 91/06/03. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 4pp. 58225:271-58225:274. 

9106260322 Discusses proposed mod to Fitness-For-Duty rule.Concluded to be inappro¬ 
priate for Commission to provide blanket authorization for licensees to remove em¬ 
ployees temporarily from duties based on results of initial screening tests. 

ROGERS,K.C. Commissioners (Post 750119). 91/04/11. CARR, CURTISS, REMICK 
Commissioners (Post 750119). 2pp. 58217:210-58217:211. 

9106260385 Positive ballot,w/comment,on SECY-91-093, “Reassertion Of Requlatory 
Authority in State of Idaho.” 

CURTISS Commissioners (Post 750119). 91/04/11. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 5pp. 58225:277-58225:281. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


9106030063 Notification of contract execution,Task Order 9, “Technical Assistance in 
Review of Pacific Nuclear Fuel Svcs.lnc Application for Certification of Compliance for 
Dry Concrete Spent Fuel Storage Cask." 

MEEHAN.B. Division of Contracts & Property Management (Post 890205). FIN L- 
1859-1. NRC-02-90-009. 91/05/10. BROWN,W.B. Program Management, Policy De¬ 
velopment & Analysis Staff (Post 870413). TIKTINSKY.D. NRC - No Detailed Affiliation 
Given. Ip. 57893:324-57893:329. 


—9106030097 Ltr Contract NRC-02-09-009,Task Order 9, "Technical Assistance in 
Review of Pacific Nuclear Fuel Svcs.lnc Application for Certification of Compliance for 
Dry Concrete Spent Fuel Storage Cask.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1859-1. 
91/05/10. TARPEY.L Science Applications International Corp. (formerly Science Ap¬ 
plications, Inc.). 5pp. 57893:326-57893:329. 

9106030148 Notification of contract execution,mod 12,to "Classified Waste Paper De¬ 
struction Project." Contractor:Simkins Industries,Inc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). NRC-10-82- 
403. 91/05/20. DOPP.R.A. Division of Security (Post 890205). BURNSIDE,W. NRC - 
No Detailed Affiliation Given. Ip. 57893:322-57893:323. 

-9106030157 Mod 12,extending period of performance,to "Classified Waste Paper De¬ 
struction Project.” 

SIMKINS.N. Simkins Industries, Inc. BELL.S. Division of Contracts & Property Manage¬ 
ment (Post 890205). 91/05/20. Ip. 57893:323-57893:323. 

9106030156 Notification of contract execution,mod 1,task 1,to “Review of RETRAN 
Computer Codes & Confirmatory Licensing Calculations Associated w/Safety Analy¬ 
ses." Contractor:Inti Technical Svcs.lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1318. NRC-03-90-027. 91/05/15. SCHWINK.W.S. Planning, Program & Management 
Support Branch (Post 870411). GILL.A.M. NRC - No Detailed Affiliation Given. Ip. 
57894:248-57894:249. 

-9106030162 Ltr contract rescissioning mod 1,to task order 1, “Review of DPC-NE- 
2004,Mcguire ... Methodology using VIPRE-02," to “Review of RETRAN Computer 
Codes & Confirmatory Licensing Calculations Associated w/Safety Analyses." 
EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1318. 
NRC-03-90-027. 91/05/01. KOMORIYA.H. International Technical Services, Inc. Ip. 
57894:249-57894:249. 

9106030158 Notification of contract execution.mod 7,to “Fuel Cycle Licensing Assist¬ 
ance." Contractor:Science Applications Inti Corp. 

MEEHAN.B. Contract Administration Branch 1 (Post 900603). NRC-02-90-009. 91/05/ 
11. BROWN,B.B. Program Management, Policy Development & Analysis Staff (Post 
870411). TIKTINSKY.D. NRC - No Detailed Affiliation Given. Ip. 57894:264- 
57894:266. 

“9106030166 Mod 7,moving funds from FIN L-1089 to FIN L-1859-1 & revising indirect 
rates,to “Fuel Cycle Licensing Technical Assistance.” 

TARPEY.L.M. Science Applications International Corp. (formerly Science Applications, 
Inc.). EDGEWORTH,P.J. NRC - No Detailed Affiliation Given. FIN L-1089. 91/05/11. 
2pp. 57894:265-57894:266. 

9106030163 Notification of contract execution.mod 5,to “Network Architecture.” 
Contractors BA. Subcontractor: I -Net, I nc. 

BOYD,D. Contract Administration Branch (890205-900602). NRC-33-89-166. 91/05/ 
14. NORRY.P.G. Office of Information Resources Management (Post 890205). 
RUNION.D. NRC - No Detailed Affiliation Given. Ip. 57887:311-57887:312. 

“9106030178 Ltr Contract NRC-33-89-166,Mod 5,Task Order 1,providing 1-wk no-cost 
extension through 910522, to "Network Architecture." 

BELL.S. Contract Administration Branch 2 (Post 900603). NRC-33-89-166. 91/05/13. 
SIMPSON,T. I-NET, Inc. Ip. 57887:312-57887:312. 

9106030184 Notification of contract execution.mod 2,to “Night Shift Schedule & Opera¬ 
tor Vigilance-Phase LComparison of Human Operator Alertness During 8-Hr VS-12-Hr 
Night Shifts.” Contractor.-lnst for Circadian Physiology. 

CRAMPTON.S.A. Contract Administration Branch 1 (Post 900603). NRC-04-90-060. 
FIN L-13491. 91/05/15. SHERON.B.W. Division of Systems Research (Post 880717). 
MORISSEAU.D. NRC - No Detailed Affiliation Given. Ip. 57887:326-57887:328. 

“9106030189 Mod 2, providing addl funding in stated amount,extending period of 
performance.adding item D & revising item C under section G.3,to “Night Shift Sched¬ 
ule & Operator Vigilance- Phase l:Comparison of Human Operator Night Shifts." 
CHURCHILL,S.E. Institute for Circadium Physiology. EDGEWORTH.P.J. Division of 
Contracts & Property Management (Post 890205). FIN L-13491. 91/05/15. 2pp. 
57887:327-57887:328. 

9106030190 Notification of cooperative agreement,mod 6,to “Maint & Operation of 
LPDR." Contractor:Phoenix Public Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-453. 91/05/14. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 57894:259-57894:262. 

“9106030254 Mod 6,providing FY91 funding in stated amount,extending period of per¬ 
formance & revising statement of work.to “Maint & Operation of LPDR.” 

COLLEY,J.A. Phoenix, AZ. EDGEWORTH.P.J. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN D-24161. 91/05/14. 3pp. 57894:260-57894:262. 

9106030197 Notification of contract execution.Task Order 3,mod 2,to “Fuel Cycle Li¬ 
censing Technical Assistance." Contractor: Science Applications Inti Corp. 

MEEHAN.B. Contract Administration Branch 1 (Post 900603). NRC-02-90-009. 91/05/ 
11. BROWN,W.B. Program Management, Policy Development & Analysis Staff (Post 
870413). TIKTINSKY.D. NRC - No Detailed Affiliation Given. Ip. 57887:331- 
57887:332. 

“9106030202 Ltr Contract,Mod 2,Task Order 3,extending expiration date.to “Fuel Cycle 

f i^ctncinn To/'hni/'fll Accictan^o 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-02-90-009. 
91/04/30. TARPEY.L. Science Applications International Corp. (formerly Science Ap¬ 
plications, Inc.). Ip. 57887:332-57887:332. 

9106030226 Notification of contract execution.mod 1,to “Data Entry/ Processing FBI 
Cards,Criminal History Rule." Contractor: SBA.Subcontractor:Kenrob & Assoc,Inc. 
BOYD.D. Division of Contracts & Property Management (Post 890205). NRC-10-90- 
140. 91/05/18. BRADY,R. Division of Security (Post 890205). CAREY,E. NRC - No 
Detailed Affiliation Given. Ip. 57893:314-57893:321. 

“9106030228 Mod 1,providing incremental funding.to “Data Entry/Processing FBI 
Cards,Criminal History Rule.” 

ZAHIRIEH.S. Small Business Administration. MASON.W.E. Kenrob & Associates, Inc. 
BELL.S. Division of Contracts & Property Management (Post 890205). 91/05/18. 7pp. 
57893:315-57893:321. 
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9106030306 Notification of contract execution,task order 85: “Diablo Canyon Nuclear 
Plant Requalification Exams,” to “Technical Assistance to Support Licensing Activi¬ 
ties." Contractor: Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289. 91/05/01. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Di¬ 
rector (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
57894:267-57894:269. 

-9106030317 Ltr contract NRC-03-89-031 .awarding task order 85, “Diablo Canyon Nu¬ 
clear Plant Requalification Exams,” to “Technical Assistance to Support Licensing Ac¬ 
tivities." 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
FIN L-1289-1. 91/04/24. PETERSON,L.R. Sonalysts, Inc. 2pp. 57894:268-57894:269. 

9106040077 Notification of contract execution,mod l.task 11, “Review of RETRAN 
Computer Codes & Confirmatory Licensing Calculations Associated w/Safety Analy¬ 
ses." Contractor:!ntl Technical Svcs.lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1318-1. NRC-03-90-027. 91/05/23. SCHWINK.W.S. Program Management, Policy De¬ 
velopment & Analysis Staff (Post 870411). GILL.A. NRC - No Detailed Affiliation 
Given. Ip. 57893:330-57893:331. 

“9106040089 Ltr contract NRC-03-90-027,mod l.task 11,providing incremental 
funding,to "Review of RETRAN Computer Codes & Confirmatory Licensing Calcula¬ 
tions Associated w/Safety Analyses.” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). FIN L-1318-1. 
NRC-03-90-027. 91/05/23. KOMORIYA.H. International Technical Services, Inc. Ip. 
57893:331-57893:331. 

9106040098 Notification of contract execution,mod 2,to “Support for Nuclear Power 
Plant Licensing Rulemaking.” Contractor:MITRE Corp. 

FIELDS,J. Division of Contracts & Property Management (Post 890205). FIN L-16521. 
NRC-04-90-368. 91/05/13. MINNERS.W. Division of Safety Issue Resolution (Post 
880717). SEGE.G. NRC - No Detailed Affiliation Given. Ip. 57894:016-57894:017. 

“9106040109 Mod 2,extending period of performance,to "Support for Nuclear Power 
Plant Licensing Rulemaking." 

BELL.S. MITRE Corp. PAWLOWSKI.W.R. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN L-16521. 91/05/13. Ip. 57894:017-57894:017. 

9106040117 Notification of contract execution,mod 10,to “Mail & Messenger Support 
Svc." Contractor:SBA.Subcontractor:Dynamic Concepts,Inc. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1936-1. 
NRC-39-89-131. 91/05/14. MESSENGER,G. Division of Information Support Services 
(Post 890205). WATKINS,R. NRC - No Detailed Affiliation Given. Ip. 57894:059- 
57894:062. 

-9106040127 Mod 10,adding two addl mail clerks for period of 910501 to 910930,in¬ 
creasing contract ceiling & obligated amount & revising section H.9,to “Mail & Mes¬ 
senger Support Svcs." 

CRAWFORD,M.O. Small Business Administration. ALFONSO,P. Dynamic Concepts, 
Inc. BELL.S. Division of Contracts & Property Management (Post 890205). FIN D- 
1936-1.91/05/14. 3pp. 57894:060-57894:062. 

9106040141 Notification of contract execution,Mod 7,to “Nuclear Power Reactor 
Operations,Mod & Maint Insp Svcs.” Contractor: Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). 
THOMAS,B.E. NRC - No Detailed Affiliation Given. NRC-03-89-027. 91/05/23. Ip. 
57894:091-57894:092. 

-9106040144 Mod 7,revising contract number reflected on Form 255 & SF30 under 
Mod 6,to “Nuclear Power Reactor Operations,Mod & Maint Insp Svcs.” 

' PARAMETER, Inc. EDGEWORTH.P.J. Division of Contracts & Property Management 
(Post 890205). 91/05/23. Ip. 57894:092-57894:092. 

9106040297 Corrected notification of contract execution,task 27,to “Nuclear Power Re¬ 
actor Design Insp Svcs." Contractor:AECL Technologies. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1527-1. NRC-03-90-031. 91/05/21. SCHWINK.W.S. Program Management, Policy De¬ 
velopment & Analysis Staff (Post 870411). Ip. 57902:031-57902:032. 

9106040381 Notification of contract execution,mod 1,to "Purchase of Microcomputer 
Software." Contractor:General Technology,Inc. 

DAVIN.E.K. Division of Contracts & Property Management (Post 890205). FIN D-1356- 
1. NRC-33-91-176. 91/05/08. NORRY.P.G. Office of Information Resources Manage¬ 
ment (Post 890205). NIZER,C.E. NRC - No Detailed Affiliation Given. Ip. 57895:207- 
57895:209. 

“9106040387 Mod 1,revising list of microcomputer software to be purchased & decreas¬ 
ing ceiling amount to, “Purchase of Microcomputer Software.” 

* General Technology, Inc. BELL.S. Division of Contracts & Property Management 
(Post 890205). FIN D-1356-1. 91/05/08. 2pp. 57895:208-57895:209. 

9106050052 Notification of contract execution,task order 18: “Mod Design Insp - 
Palisades,Nuclear Power Reactor Operations, Mods & Maint Insp Svcs. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1342-0. NRC-03-89-027. 91/05/23. SCHWINK.W.S. Planning, Program & Manage¬ 
ment Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 57903:120-57903:125. 

“9106050064 Ltr contract,task order 18: “Mod Design Insp - Palisades, Nuclear Power 
Reactor Operations,Mods & Maint Insp Svcs.” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). FIN L-1342-0. 
NRC-03-89-027. 91/05/17. LOFY.R.A. PARAMETER, Inc. 5pp. 57903:121-57903:125. 

9106050178 Notification of contract execution,mod 1,to “1991 Senior Executive Training 
Conference." Contractor:Holiday Inn Timonium Plaza. 

KNOX-DAVIN.E. Division of Contracts & Property Management (Post 890205). NRC- 
38-91-347. FIN D-23001. 91/05/17. MCDERMOTT,J.F. Ofc of Personnel (Post 
870413). MONACO.N. NRC - No Detailed Affiliation Given. Ip. 57918:334-57918:338. 

“9106050183 Mod 1,revising base year portion of contract pricing schedule & deobliga¬ 
tion of stated amount,to “1991 Senior Executive Training Conference." 
Contractor:Holiday Inn Timonium Plaza. 

* Holiday Inn Timonium Plaza, Timonium, MD. BELL.S. NRC - No Detailed Affiliation 
Given. FIN D-23001. 91/05/17. 4pp. 57918:335-57918:338. 


9106050200 Notification of contract execution,task order 3: "Technical Assistance for 
Accountability of Implementation Status of Licensing Actions Pertaining to Generic 
Safety Issues,” awarded to Scientech.lnc. 

MEEHAN,B. Contract Administration Branch 1 (Post 900603). NRC-03-90-030. FIN L- 
1466-1. 91/05/22. SCHWINK.W. Office of Nuclear Reactor Regulation, Director (Post 
870411). GILL.A. NRC - No Detailed Affiliation Given. Ip. 57918:300-57918:307. 

—9106050220 Ltr Contract NRC-03-90-030:task order 3 “Technical Assistance for Ac¬ 
countability of Implementation Status of Licensing Actions Pertaining to GSI," awarded 
to Scientech, Inc. 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-030 
FIN L-1466. 91/05/07. STILL,N. Scientech, Inc. 7pp. 57918:301-57918:307. 

9106050293 Notification of contract execution,amend 3 to task order 1: "Overall § 
Task-Specific Project Plan & Mgt to Agency Upgrade of Technology for Ofc Sys 
(AUTOS),” awarded to CEXEC.Inc. 

GILDENHORN.A.J. Contract Administration Branch 2 (Post 900603). NRC-33-90-178, 
91/05/28. KRUZIC.P.G. Division of Computer & Telecommunications Services (Post 
890205). GIANIOS.C. NRC - No Detailed Affiliation Given. Ip. 57916:126-57916:129. 

-9106050308 Contract:amend 3 to task order 1,changing award fee amounts & adding 
accounting data,to “Overall & Task-Specific Project Plan & Mgt to Agency Upgrade of 
Technology for Ofc Sys,” awarded to CEXEC.Inc. 

MOSS.J.W. CEXEC, Inc. EDGEWORTH.P.J. NRC - No Detailed Affiliation Given. 91/ 
05/28. 3pp. 57916:127-57916:129. 

9106050298 Notification of cooperative agreement.mod 5,to “Maint & Operation of 
LPDR." Contractor:North Central Michigan College. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-39-88-237. 91/05/17. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 57916:130-57916:133. 

“9106050300 Mod 5,providing FY91 funding in stated amount,extending period of per¬ 
formance & revising statement of work,to “Maint & Operation of LPDR.” 
GRANDSTAFF.M. North Central Michigan College, Petoskey, Ml. EDGEWORTH,P.J. 
Division of Contracts & Property Management (Post 890205). FIN D-24161. 91/05/17. 
3pp. 57916:131-57916:133. 

9106050328 Notification of contract execution,mod 4,to “Microcomputer & Peripheral 
Support Svcs.” Contractor:SBA & JC Computer Svcs, Inc. 

KNOX-DAVIN.E. Contract Administration Branch (890205-900602). NRC-33-90-179. 
FIN D-1405. 91/04/03. NORRY.P.G. Office of Information Resources Management 
(Post 890205). MCELYEA.K. NRC - No Detailed Affiliation Given. 2pp. 57931:059- 
57931:063. 

-9106050335 Mod 4,providing for two addl technicians for installation activities for 
period 901203, to "Microcomputer & Peripheral Support Svcs." 

ZAHIRIEH.S. Small Business Administration. ROBINSON,A.M. J.C. Computer Serv¬ 
ices, Inc. (formerly J.C. Services). BELL.S. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-1405-01. 91/04/03. 1. 57931:061-57931:063. 

9106050338 Notification of contract execution,mod 51,to “Technical Assistance in Sup¬ 
port of NRC Licensing Activities." Contractor:Science Applications Inti Corp. 

MEEHAN,B. Contract Administration Branch 1 (Post 900603). NRC-03-87-029. 91/05/ 
31. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 
GRENIER,B. NRC - No Detailed Affiliation Given. Ip. 57905:030-57905:032. 

-9106050345 Mod 51 .designating new project officer to, “Technical Assistance in Sup¬ 
port of NRC Licensing Activities." 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
EDGEWORTH,P.J. Division of Contracts (Pre 870413). 91/05/31. 2pp. 57905:031- 
57905:032. 

9106050351 Notification of contract execution,mod 1 to task order 86, “Diablo Canyon 
Nuclear Power Plant Reactor Operator Licensing Initial Exam,” in “Technical Assist¬ 
ance to Support Licensing Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289-1. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
57905:033-57905:035. 

-9106050358 Ltr contract NRC-03-89-031,mod l.task order 86,increasing negotiated fi¬ 
nancial ceiling to “Diablo Canyon Nuclear Power Plant Reactor Operator Licensing Ini¬ 
tial Exam.” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
FIN L-1289-1. 91/05/21. PETERSEN,L.R. Sonalysts, Inc. 2pp. 57905:034-57905:035. 

9106050360 Notification of contract execution,mod l.task order 1,to “Technical Assist¬ 
ance for Close-Out of Nuclear Power Plant Licensing Actions & Related Issues." 
Contractor:Scientech, Inc. 

MEEHAN,B. Division of Contracts & Property Management (Post 890205). FIN L- 
1466-1. NRC-03-90-030. 91/05/23. SCHWINK.W. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). GILL,A. NRC - No Detailed Affiliation Given. Ip- 
57916:067-57916:069. 


“9106050364 Ltr Contract NRC-03-90-030,mod l.task order 1,to “Technical Assistance 
for Close-Out of Nuclear Power Plant Licensing Actions & Related Issues.” 
EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). FIN L-1466-1- 
NRC-03-90-030. 91/05/23. STILL,N. Scientech, Inc. 2pp. 57916:068-57916:069. 

9106050369 Notification of contract execution,mod 1 to task order 76, “Oyster Creek 
Nuclear Power Plant Initial Exams,” in “Technical Assistance to Support Licensing Ac¬ 
tivities." Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. NRC-03-89-031. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. 1p- 
57905:041-57905:043. 

“9106050375 Ltr Contract NRC-03-89-031,mod 1 to task order 76,increasing negotiated 
task order ceiling,to “Oyster Creek Nuclear Power Plant Initial Exams.” 
EDGEWORTH.P.J. Contract Negotiation Branch-1. FIN L-1289-1. NRC-03-89-031. 9V 
05/23. Sonalysts, Inc. 2pp. 57905:042-57905:043. 
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9106050377 Notification of contract execution: “Technical Assistance to Support Li¬ 
censing Activities,” awarded to Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. NRC-03-89-031. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation. 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
57905:036-57905:040. 

—9106050380 Ltr Contract NRC-03-89-031 .-obligating funds,to "Technical Assistance to 
Support Licensing Activities.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
NRC-03-89-031. 91/05/21. PETERSON,L.R. Sonalysts, Inc. 4pp. 57905:037- 
57905:040. 

9106050379 Forwards replacement page 2 from Mod 5 to Contract NRC-33-90-179. 
KNOX-DAVIN.E. Contract Administration Branch 2 (Post 900603). NRC-33-90-179. 
91/05/28. Contract Administration Branch 2 (Post 900603). Ip. 57918:308-57918:309. 

—9106050385 Mod 5,providing incremental funding & revising Table 2, to “Microcomput¬ 
ers & Peripherals.” 

* Small Business Administration. * J.C. Computer Services, Inc. (formerly J.C. Serv¬ 
ices). * Division of Contracts & Property Management (Post 890205). 91/05/28. Ip. 
57918:309-57918:309. 

9106060005 Notification of contract execution: “Data Entry Support Svc for Region III,” 
awarded to SBA & subcontracted to NORCOM Inti Corp. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN C- 
30081. NRC-30-91-256. 91/05/01. ROY.G. Region 3 (Post 820201). STAHULAK.M. 
NRC - No Detailed Affiliation Given. Ip. 57931:278-57931:317. 

—9106060006 Contract: “Data Entry Support Svc for Region III,” awarded to SBA & 
subcontracted to NORCOM Inti Corp. 

DAVIS,J.C. Small Business Administration. NORIEGA.S. Norcom International Corp. 
(formerly Noriega Communications Corp.). EDGEWORTH,P.J. Division of Contracts & 
Property Management (Post 890205). FIN C-30081. 91/05/01. 39pp. 57931:279- 
57931:317. 

9106060035 Notification of contract execution,task order 10,mod 2, “Steam Generator 
Tube Degradation Evaluation," in “Technical Assistance in Support of NRC Licensing 
Activities.” Contractor:Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
17621. NRC-03-87-028. 91/05/20. SCHWINK.W.S. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). THOMAS,B. NRC - No Detailed Affiliation Given. Ip. 
57918:342-57918:343. 

-9106060060 Ltr Contract NRC-03-87-028,Mod 2,Task Order 10,extending period of 
performance,to "Steam Generator Tube Degradation Evaluation.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN D-17621. 
NRC-03-87-028. 91/05/13. SALUJA.J. Viking Systems International. Ip. 57918:343- 
57918:343. 

9106060C58 Notification of contract execution,mod 4,to "FTS/FTS 2000 Svcs.” 
Contractor.GSA. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
1851-1. NRC-33-89-180. 91/05/23. KRUZIC.P.G. Office of Administration & Re¬ 
sources Management (870413-890204). KELLAM.T., BALDESI.T. NRC - No Detailed 
Affiliation Given. Ip. 57931:329-57931:329. 

—9106060062 Mod 4,extending period of performance to 910930,to ‘‘FTS/FTS 2000 
Svcs.” 

FRIDMAN,P. General Services Administration. BELL.S. Division of Contracts & Proper¬ 
ty Management (Post 890205). FIN D-1851-1. NRC-33-89-180. 91/05/23. Ip. 
57931:330-57931:330. 

9106060064 Notification of contract execution,mod 4,to “NRC Sys Data Entry.” 
Contractor:SBA/Data Computer Corp of America. 

BOYD.D. Division of Contracts & Property Management (Post 890205). NRC-39-89- 
133. 91/05/03. NORRY.P.G. Office of Information Resources Management (Post 
890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 58009:236-58009:239. 

—9106060070 Mod 4,increasing contract ceiling,to "NRC Sys Data Entry." 

SMITH.L.P. Small Business Administration. HUTCHENS,T.E Data Computer Corp. of 
America. BELL.S. Division of Contracts & Property Management (Post 890205). NRC- 
39-89-133. 91/05/03. 3pp. 58009:237-58009:239. 

9106060067 Notification of contract execution: “Salem NPP Reactor Operator Licensing 
Initial Exam,” awarded to Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. NRC-03-89-031. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
57931:170-57931:174. 

-9106060073 Ltr Contract NRC-03-89-031,task order 99,obligating funds,to “Salem Nu¬ 
clear Power Plant Reactor Operator Licensing Initial Exam.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
NRC-03-89-031. 91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 57931:171- 
57931:174. 

9106060072 Notification of contract execution,mod 1 to task order 77, “Wolf Creek Nu¬ 
clear Power Plant Initial Exam" to “Technical Assistance to Support Licensing Activi¬ 
ties." Contractor: Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289-1. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
57931:167-57931:169. 

—9106060077 Ltr contract NRC-03-89-031,mod 1 to task order 77,increasing negotiated 
task order ceiling to “Wolf Creek Nuclear Power Plant Initial Exam.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
FIN L-1289-1. 91/05/22. PETERSEN,L.R. Sonalysts, Inc. 2pp. 57931:168-57931:169. 

9106060091 Notification of contract execution,mod 1 to task order 87, “LaSalle Nuclear 
Power Plant Requalification Exams” to “Technical Assistance to Support Licensing 
Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289-1. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
57931:145-57931:147. 


-9106060108 Ltr contract NRC-03-89-031,mod 1 to task order 87 to “LaSalle Nuclear 
Power Plant Requalification Exams” to “Technical Assistance to Support Licensing 
Activities.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
FIN L-1289-1. 91/05/21. PETERSEN,L.R. Sonalysts, Inc. 2pp. 57931:146-57931:147. 

9106060092 Notification of contract execution: “Examiners Training" to “Technical As¬ 
sistance to Support Licensing Activities," awarded to Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. NRC-03-89-031. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
57931:325-57931:328. 

“9106060096 Ltr Contract NRC-03-89-031,task order 101,obligating funds, to "Examin¬ 
ers Training.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
NRC-03-89-031. 91/05/21. PETERSEN,L.R. Sonalysts, Inc. 3pp. 57931:326- 

57931:328. 

9106060107 Notification of contract execution,task order 91, “Vogtle Nuclear Power 
Plant Reactor Operator Requalification Exam," in “Technical Assistance to Support Li¬ 
censing Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
1. NRC-03-89-031. 91/05/23. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
57931:140-57931:144. 

“9106060119 Ltr Contract NRC-03-89-031,task order 91,obligating funds.to "Vogrtle Nu¬ 
clear Power Plant Reactor Operator Requalification Exam, in “Technical Assistance 
to Support Licensing Activities.” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
NRC-03-89-031. 91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 57931:141- 
57931:144. 

9106060115 Notification of grant execution,mod 4 to, “Couple 3-D Spacial Kinetics W/ 
TRAC BFl to Perform BWR Stability Analysis." Grantee:Pennsyslvania State Univ. 
ANKER,B. Division of Contracts & Property Management (Post 890205). FIN G-11720. 
NRC-04-89-362. 91/05/31. GUSTAVE.R.P. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870413). SCOTT,H. NRC - No Detailed Affiliation Given. 
Ip. 57934:289-57934:290. 

“9106060120 Grant execution,mod 4,issuing no cost extension to 910831 to, “Couple 
3-D Spacial Kinetics W/TRAC BFl to Perform BWR Stability Analysis.” 

* Pennsylvania State Univ., Harrisburg, PA. MATTIA.MJ. Division of Contracts & Prop¬ 
erty Management (Post 890205). FIN G-11720. 91/05/31. Ip. 57934:290-57934:290. 

9106060123 Notification of contract execution,Task Order l.mod 2,to “Regulatory Anal¬ 
ysis Support for Proposed Rule Concerning Generally Licensed Devices." 
Contractors Cohen & Assoc,Inc. 

ANKER,B. Contract Administration Branch 2 (Post 900603). NRC-04-90-070. FIN L- 
12241. 91/05/21. MORRIS,W.M. Division of Regulatory Applications (Post 870413). 
FELD.S. NRC - No Detailed Affiliation Given. Ip. 57931:138-57931:139. 

-9106060137 Ltr Contract NRC-04-90-070,Task Order I.Mod 2,revising period of per¬ 
formance of task order at no addl cost or obligation to govt.to “Regulatory Analysis 
Support for Proposed Rule Concerning Generally Licensed Devices.” 

BELL.S. Contract Administration Branch 2 (Post 900603). NRC-04-90-070. 91/05/20. 
GOLDIN,D. S. Cohen & Associates, Inc. Ip. 57931:139-57931:139. 

9106060133 Notification of cooperative agreement,mod 7: “Maint & Operation of 
LPDR," awarded to Jacobs Memorial Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-344. 91/05/21. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). 1 p. 57934:294-57934:297. 

“9106060140 Cooperative agreement,mod 7,providing FY91 funding,extending perform¬ 
ance period & revising statement of work,to “Maint & Operation of LPDR." 
ANDERSON,E. Illinois Valley Community College, Oglesby, IL. EDGEWORTH.P.J. Divi¬ 
sion of Contracts & Property Management (Post 890205). FIN D-24161. 91/05/21. 
3pp. 57934:295-57934:297. 

9106060144 Notification of contract execution,mod l.task order 27,to “Nuclear Power 
Reactor Design Insp Svcs.” Contractor: AECL Technologies. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
90-031. FIN L-1527-1. 91/05/28. SCHWINK.W.S. Program Management, Policy Devel¬ 
opment & Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 57935:264-57935:266. 

“9106060151 Ltr Contract NRC-03-90-031,mod l.task order 27,providing 72 profession¬ 
al staff hours,to “Electrical Distribution Sys Functional Insp - Quad Cities,Nuclear 
Power Design Insp Svcs.” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 
FIN L-1527-1. 91/05/23. SHIFLETT.D.R. AECL Technologies. 2pp. 57935:265- 
57935:266. 

9106060148 Notification of contract execution,to "Univ of Missouri Research Reactor 
Operator Licensing Exams” to “Technical Assistance to Support Licensing Activities.” 
Contractor: Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289-1. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
57931:133-57931:137. 

“9106060166 Ltr contract NRC-03-89-031,task order 109, “Univ of Missouri Research 
Reactor Operator Licensing Exam" to “Technical Assistance to Support Licensing Ac¬ 
tivities.” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
FIN L-1289-1. 91/05/21. PETERSEN.L.R. Sonalysts, Inc. 4pp. 57931:134-57931:137. 

9106060149 Notification of cooperative agreement,mod 6: “Maint & Operation of 
LPDR,” awarded to York County Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-331. 91/05/28. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). Ip. 57934:300-57934:302. 



-9106060150 Cooperative agree merit, mod 6: “Maint & Operation of LPDR,” awarded to 
York County Library. 

LYON.D.A. York County, SC. EDGEWORTH,P.J. Division of Contracts & Property 
Management (Post 890205). FIN D-24161. 91/05/28. 2pp. 57934:301-57934:302. 

9106060152 Notification of contract execution.Task Order 2: “Sys Analysis,Planning & 
Baseline Design,” to “Agency Upgrade of Technology for Ofc Sys (AUTOS),” award¬ 
ed to CEXEC,lnc. 

GILDENHORN.A.J. Contract Administration Branch 2 (Post 900603). NRC-33-90-178. 
91/05/28. KRUZIC.P.G. Division of Computer & Telecommunications Services (Post 
890205). GIANIOS.C. NRC - No Detailed Affiliation Given. Ip. 57931:130-57931:132. 

~9106060164 Task Order 2,amend 3, to “Agency Upgrade of Technology for Ofc Sys 
(AUTOS).” 

MOSS.J.W. CEXEC, Inc. BELL.S. Division of Contracts & Property Management (Post 
890205). NRC-33-90-178. 91/05/28. 2pp. 57931:131-57931:132. 

9106060154 Notification of contract execution,mod 2,to “Organizational & Mgt Influ¬ 
ences on Safety of Nuclear Power Plants:Modeling & Measurements." 
Contractor:Accident Prevention Group. 

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN B-59841. NRC-04- 
90-381. 91/06/04. SHERON.B. Office of Nuclear Regulatory Research (Post 860720). 
KRAMER,J. NRC - No Detailed Affiliation Given. Ip. 57934:303-57934:304. 

“9106060159 Mod 2,providing incremental funding to, “Organizational & Mgt Influences 
on Safety of Nuclear Power Plants:Modeling & Measurements.” 

' Accident Prevention Group. MEEHAN.B.D. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN B-59841. 91/06/04. Ip. 57934:304-57934:304. 

9106060162 Notification of contract execution,mod 6,to “Network Architecture.” 
Contractor:SBA.Subcontractor:l-Net,lnc. 

BOYD.D. Division of Contracts & Property Management (Post 890205). NRC-33-89- 
166-01. FIN L-1782-1. 91/05/24. NORRY.P.G. Office of Information Resources Man¬ 
agement (Post 890205). RUNION.D. NRC - No Detailed Affiliation Given. Ip. 
57935:256-57935:258. 

-9106060168 Ltr Contract NRC-33-89-166,Mod 6,extending period of performance 
through 910615 & increasing contract ceiling & obligated amounts,to “Network Archi¬ 
tecture.” 

BELL.S. Contract Administration Branch 2 (Post 900603). NRC-33-89-166-01. FIN L- 
1782-1. 91/05/22. SlMPSON.T. I-NET, Inc. 2pp. 57935:257-57935:258. 

9106060169 Notification of contract execution: “Severe Accident Training," awarded to 
Westinghouse. 

TAYLOR.S.M. Contract Negotiation Branch-2. FIN t-1653-1. NRC-04-91-049. 91/05/ 
29. SHERON.B. Division of Systems Research (Post 880717). SCHOENFELD.I. NRC - 
No Detailed Affiliation Given. Ip. 57919:165-57919:208. 

--9106060176 Contract: “Severe Accident Training," awarded to Westinghouse. 

* Westinghouse Electric Corp. MACE.M.H. Contract Negotiation Branch-2. FIN L- 
1653-1. 91/05/29. 43pp. 57919:166-57919:208. 

9106060179 Notification of contract execution,task order 16: “WBN Seismic CAP & 
DBVP/Civil Calculation Program Review” to “Technical Assistance in Support of NRC 
Licensing Activities,” awarded to Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-03- 
87-028. FIN L-19050. 91/05/20. SCHWINK.W. Office of Nuclear Reactor Regulation, 
Director (Post 870411). THOMAS,B. NRC - No Detailed Affiliation Given. Ip. 
57931:118-57931:124. 

-9106060184 Ltr contract NRC-03-87-028,task order 16, “WBN Seismic CAP & DBVP/ 
Civil Calculation Program Review” to “Technical Assistance in Support of NRC Li¬ 
censing Activities.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028. 
FIN L-19050. 91/05/13. SALUJA.J. Vsking Systems International. 6pp. 57931:119- 
57931:124. 


9106060182 Notification of cooperative agreement,mod 5: “Maint & Operation of 
LPDR,” awarded to Joseph Mann Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-443. 91/05/20. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN.S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 57934:339-57934:342. 

“9106060186 Cooperative agreement,mod 5,providing FY91 funding,extending perform¬ 
ance period & revising statement of work,to “Maint & Operation of LPDR." 
HEITKEMPER.E.M. Two Rivers, Wl. EDGEWORTH,P.J. Division of Contracts & Prop¬ 
erty Management (Post 890205). FIN D-24161. 91/05/20. 3pp. 57934:340-57934:342. 

9106060189 Notification of contract execution.Task Order 7,mod 1,to “Regulatory Anal¬ 
ysis Support for Proposed Rule Concerning Generally Licensed Devices.” 
Contractors Cohen & Assoc,Inc. 

ANKER.B. Contract Administration Branch 2 (Post 900603). NRC-04-90-070. FIN L- 
12241. 91/05/21. MORRIS,W.M. Division of Regulatory Applications (Post 870413). 
FELD.S. NRC - No Detailed Affiliation Given. Ip. 57920:359-57920:360. 

“9106060195 Ltr Contract.Mod I.Task Order 7,revising period of performance of task at 
no addl cost or obligation to govt,to “Regulatory Analysis Support for Proposed Rule 
Concerning Generally Licensed Devices.” 

BELL,S. Contract Administration Branch 2 (Post 900603), NRC-04-90-070. 91/05/20. 
GOLDIN,D. S. Cohen & Associates, Inc. Ip. 57920:360-57920:360. 

9106060194 Notification of contract execution,mod 7,to “Maint & Sys Support for PDR 
BRS Software." Contractor:Zonar Corp. 

ANKER.B. Division of Contracts & Property Management (Post 890205). FIN D-1212- 
1. NRC-33-87-218. 91/05/29. KRUZIC.P. Division of Computer & Telecommunications 
Services (Post 890205). RATES,E. NRC - No Detailed Affiliation Given. Ip. 
57934:343-57934:347. 

-9106060198 Mod 7,extending period of performance.increasing contract 

ceiling,obligating funds in stated amount,changing indirect cost rates & adjusting 
hourly wages to, “Maint & Sys Support for PDR BRS Software." 

SULLIVAN,D.E. Zonar Corp. EDGEWORTH,P.J. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN D-1212-1. 91/05/29. 4pp. 57934:344-57934:347. 


9106060260 Notification of contract execution,mod 41,to “Operation of Ctr for Nuclea 
Waste Regulatory Analyses - FFRDC.” ContractorSWRl. 

MEARSE.S.D. Contract Administration Branch 1 (Post 900603). NRC-02-88-005. 91 
05/30. BROWN,V/.B. Program Management, Policy Development & Analysis Sta 
(Post 870413). FUNCHES.J.L. NRC - No Detailed Affiliation Given. Ip. 57934:06* 
57934:067. 

—9106060269 Mod 41 .revising paragraph F under Section B.2 to include award fe 
earned for seventh evaluation period,to “Operation of Ctr for Nuclear Waste Regula 
tory Analyses - FFRDC." 

* Southwest Research Institute. EDGEWORTH,P.J. Division of Contracts & Proper! 
Management (Post 890205). NRC-02-88-005. 91/05/30. 3pp. 57934:065-57934:067. 

9106060265 Notification of cooperative agreement,Mod 6 to “Maint & Operation c 
LPDR.” Contractor:Maude Preston Palenske Memorial Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN C 
24161. NRC-10-87-346. 91/05/24. GRIMSLEY.D.H. Division of Freedom of Inform? 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affil 
ation Given. Ip. 57919:153-57919:156. 


—9106060268 Mod 6,providing funds for FY91 & extending period of performance t 
"Maint & Operation of LPDR." 

NICHOLS,R.D. St. Joseph, MO. EDGEWORTH,P.J. Division of Contracts & Properl 
Management (Post 890205). FIN D-24161. 91/05/24. 3pp. 57919:154-57919:156. 

9106060301 Notification of contract execution,mod 2 to task order 11: “MOV Evalu; 
tions" to “Technical Assistance in Support of NRC Licensing Activities 
ContractorViking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-OI 
87-028. FIN D-17621. 91/05/20. SCHWINK.W.S. Office of Nuclear Reactor Reguli 
tion, Director (Post 870411). THOMAS,B. NRC - No Detailed Affiliation Given. 1| 
57935:025-57935:026. 


—9106060305 Ltr contract NRC-03-87-028,mod 2,extending period of performance 1 
task order 11, “MOV Evaluations.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). 91/05/1, 
SALUJA.J. Viking Systems International. Ip. 57935:026-57935:026. 

9106060309 Notification of contract execution.Task Order 90,mod 1,to "Technical A 
sistance to Support Licensing Activities," Task Order 90, “Vogtle NPP Reactor Open 
tor Licensing Exam." Contractor.Sonalysts.Inc. 

HUGHES.A. Contract Administration Branch (890205-900602). NRC-03-89-031. FIN 
1289-1. 91/05/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Direct 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 57935:02 
57935:031. 

—9106060321 Ltr contract.Mod I.Task Order 90,confirming verbal authorization to cor 
mence work under temporary ceiling,to “Technical Assistance to Support Licensir 
Activities,” Task Order 90, “Vogtle NPP Reactor Operator Licensing Exam." 
EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-03 
FIN L-1289-1. 91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 57935:028-57935:03 

9106070021 Notification of contract execution,awarding Task Order 102, “Operator I 
censing Exams,River Bend Nuclear Power Plant,” to, “Technical Assistance to Su 
port Licensing Activities," awarded to Sonalysts,Inc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L-128 
1. NRC-03-89-031. 91/05/28. SCHWINK.W.J. Office of Nuclear Reactor Regulatic 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. 1 
58039:150-58039:154. 


—9106070023 Ltr contract,awarding Task Order 102, “Operator Licensing Exams.Riv 
Bend Nuclear Power Plant,” to “Technical Assistance to Support Licensing Activities 
EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289- 
NRC-03-89-031. 91/05/21. PETERSON,L.R. Sonalysts, Inc. 4pp. 58039:15 
58039:154. 

9106070048 Notification of contract execution,task order 1: “Technical Assistance 
Cost Estimating & Financial Assurance Case Reviews,” awarded to iCF.Inc. 
MCCUBBIN.S. Contract Administration Branch 1 (Post 900603). FIN L-19011. NR 
02-91-001. 91/05/28. TIKTINSKY.D. Office of Nuclear Material Safety & Safeguarc 
BYKOSKI.L. NRC - No Detailed Affiliation Given. Ip. 57993:310-57993:316. 

—9106070055 Ltr Contract NRC-02-91-001:task order 1, “Determine Criteria for Se 
Guarantee,Technical Assistance in Cost Estimating & Financial Assurance Case R 
views," awarded to ICF.Inc. 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1901 
NRC-02-91-001. 91/05/22. DEAN.C. ICF, Inc. 6pp. 57993:311-57993:316. 

9106070081 Notification of contract execution,mod 5,to “Presentation of Two-D 
Course Entitled, ’Regulatory Process.’” Contractor: Regulatory Group. 

HUGHES.A. Contract Administration Branch 1 (Post 900603). NRC-10-86-216. 91/0 
28. GOLDMAN,P. Ofc of Personnel (Post 870413). BASSIN.C. NRC - No Detailed / 
filiation Given. Ip. 57993:007-57993:008. 

—9106070082 Mod 5,deobligating excess funds due to contract close-out to, “Preseni 
tion of Two-Day Course Entitled, ’Regulatory Process.’” 

* Regulatory Group, Inc. BELL.S. Division of Contracts & Property Management (Pc 
890205). 91/05/28. Ip. 57993:008-57993:008. 

9106070133 Notification of contract execution,mod 1,to “Data Entry Support Svcs i 
Region III.” Contractor:SBA.Subcontractor: NORCOM Inti Corp. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN 
30081. NRC-30-91-256. 91/05/29. ROY.G. Region 3 (Post 820201). STAHULAK 
NRC - No Detailed Affiliation Given. Ip. 57993:019-57993:022. 

-9106070137 Mod 1,modifying contract to include price & indirect cost rates for opti 
yr.to “Data Entry Support Svcs for Region III.” 

DAVIS,J.C. Small Business Administration. NORIEGA.S. Norcom International Co 
(formerly Noriega Communications Corp.). EDGEWORTH,P.J. Division of Contracts 
Property Management (Post 890205). FIN C-30081. 91/05/29. 3pp. 57993:0J 
57993:022. 
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9106070164 Notification of contract execution,task order 11: “Technical Assistance in 
Support of NRC Vendor Insp Program.” Contractor:Parameter,lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03- 
89-029. FIN L-1351. 91/05/31. SCHWINK.W.S. Planning, Program & Management 
Support Branch (Post 870411). GILL,A. NRC - No Detailed Affiliation Given. Ip. 
57935:281-57935:286. 

—9106070171 Ltr contract NRC-03-89-029,task order 11 .authorizing commencement of 
work & establishing financial ceiling to “Technical Assistance in Support of NRC 
Vendor Insp Program." 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-029. 
FIN L-1351. 91/05/24. LOFY.R.A. PARAMETER, Inc. 5pp. 57935:282-57935:286. 

9106070207 Notification of cooperative agreement,mod 5,to "Maint & Operation of 
LPDR.’’ Contractor:Monroe County Library Sys. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). 
NORTHERN,S.S. NRC - No Detailed Affiliation Given. FIN D-24161. NRC-10-87-340. 
91/05/31. GRIMSLEY.D.H. Division of Freedom of Information & Publications Serv¬ 
ices (Post 890205). Ip. 58040:295-58040:297. 

-9106070212 Cooperative agreement,mod 5,providing FY91 funds in stated 
amount,extending period of performance & revising statement of work,to “Maint & Op¬ 
eration of LPDR.” 

CONABLE.G.M. Monroe County, Ml. EDGEWORTH,P.J. Division of Contracts & Prop¬ 
erty Management (Post 890205). FIN D-24161. 91/05/31. 2pp. 58040:297-58040:297. 

9106070273 Notification of contract execution: “Technical Support Svcs for Telecom¬ 
munications Network Analysis" awarded to 1-Net. 

WEBBER,R. Division of Contracts & Property Management (Post 890205). NRC-33- 
91-186. FIN D-1862. 91/05/31. KRUZIC.P.G. Office of Information Resources Man¬ 
agement (Post 890205). RILEY,C. NRC - No Detailed Affiliation Given. Ip. 58119:251- 
58119:305. 

-9106070283 Contract: “Technical Support Svcs for Telecommunications Network Anal¬ 
ysis” awarded to 1-Net. 

WELLS,D.W. I-NET, Inc. WIGGINS,E.J. Division of Contracts & Property Management 
(Post 890205). FIN D-1862. 91/05/31. 54pp. 58119:252-58119:305. 

9106070324 Notification of contract execution,Task Order 90,Mod 1, “Vogtle Nuclear 
Power Plant Reactor Operating Licensing Exam” to “Technical Assistance to Support 
Licensing Activities,” awarded to Sonalysts.lnc. 

HUGHES,A. Contract Administration Branch (890205-900602). FIN L-1289-1. NRC-03- 
89-031. 91/05/28. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 58039:018- 
58039:020. 

-9106070331 Ltr Contract NRC-03-89-031 .Task Order 90,obligating funds to, “Vogtle 
Nuclear Power Plant Reactor Operator Licensing Exam.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
NRC-03-89-031. 91/05/23. PETERSON,L.R. Sonalysts, Inc. 2pp. 58039:019- 
58039:020. 

9106100087 Notification of contract execution:awarding Task Order 102 “Shearon 
Harris Nuclear Power Plant Reactor Operator Requalification Exam" to, “Technical 
Assistance to Support Licensing Activities,” awarded to Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289-1. 91/05/28. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PETERSEN,L. NRC - No Detailed Affiliation Given. Ip. 
58092:105-58092:109. 

-9106100101 Ltr contract awarding Task Order 102, “Shearon Harris Nuclear Power 
Plant Reactor Operator Requalification Exam.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). FIN L-1289-1. 
91/05/21. PETERSEN,L.R. Sonalysts, Inc. 4pp. 58092:106-58092:109. 

9106100121 Notification of contract execution,mod 3,Task Order 12, “San Onofre 
Intake Structure Evaluation" to, “Technical Assistance in Support of NRC Licensing 
Activities," awarded to Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
17621. NRC-03-87-028. 91/05/20. SCHWINK.W. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). LAKNER.A. NRC - No Detailed Affiliation Given. Ip. 
58092:110-58092:111. 

-9106100127 Ltr contract awarding Task Order 12,Mod 3, “San Onofre Intake Structure 
Evaluation.” 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028. 
FIN D-17621. 91/05/13. SALUJA.J. Viking Systems International. Ip. 58092:111- 
58092:111. 

9106110220 Notification of contract execution: “Const of Conference Rooms," awarded 
to Ronald HSU Const Co. 

WEBBER,R. Division of Contracts & Property Management (Post 890205). FIN D- 
24941. NRC-10-91-142. 91/05/30. NORRY.P. Office of Administration (Post 890205). 
FISHER,L. NRC - No Detailed Affiliation Given. 54pp. 58098:051-58098:104. 

9106120017 Notification of contract execution,mod 6,to “Data Entry for ARM/DAR.” 
Contractor:SBA.Subcontractor:Data Computer Corp of America. 

BOYD.D. Division of Contracts & Property Management (Post 890205). NRC-39-89- 
133-08. FIN D-1920-1. 91/06/04. CRANFORD,G.F. Office of Information Resources 
Management (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
58040:328-58040:331. 

-9106120023 Ltr contract NRC-39-89-133,mod 6 to task order 8,increasing level of 
effort.extending period of performance through 920531,increasing task order ceiling 
amount & providing incremental funding. 

MATTIA.M.J. Contract Administration Branch 1 (Post 900603). NRC-39-89-133. FIN D- 
1920-1. 91/05/31. HUTCHENS,T. Data Computer Corp. of America. 3pp. 58040:329- 
58040:331. 

9106120025 Notification of contract execution,mod 28,to “ADP Sys Development.” 
Contractor:Sys Automation Corp. 

FIELDS,J.A. Contract Administration Branch 2 (Post 900603). NRC-33-87-224. FIN B- 
8166-1. 91/06/10. KRUZIC.P. Division of Computer & Telecommunications Services 
(Post 890205). MADISON,W.L. NRC - No Detailed Affiliation Given. Ip. 58040:332- 
58040:334. 

-9106120029 Mod 28,providing incremental funding to, “ADP Sys Development.” 

* System Automation Corp. MATTIA.M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN B-8166-1. 91/06/10. 2pp. 58040:333-58040:334. 


9106120031 Notification of contract execution,mod 5,to "Analysis of Safety Consider¬ 
ation Re Soviet-Designed PWR.” Contractor: SBA.Subcontractor.-Intl Technical 
Svcs, Inc. 

BOYD.D. Division of Contracts & Property Management (Post 890205). NRC-04-89- 
062-03. 91/06/10. GUSTAVE,R Program Management, Policy Development & Analy¬ 
sis Staff (Post 870411). HSII.G. NRC - No Detailed Affiliation Given. Ip. 58040:335- 
58040:337. 


—9106120038 Ltr contract NRC-04-89-062,mod 5 to task order 3,extending period of 
performance thru 911015 & designating contact person for extension period. 
MATTIA.M.J. Contract Administration Branch 2 (Post 900603). NRC-04-89-062. 91/ 
05/31. KOMORIYA.H. International Technical Services, Inc. 2pp. 58040:336- 
58040:337. 


9106120033 Notification of contract execution,mod 3 to task order 5,to “NRC Sys Data 
Entry.” Contractor:SBA.Subcontractor:Data Computer Corp of America. 

BOYD.D. Division of Contracts & Property Management (Post 890205). NRC-39-89- 
133. FIN D-1920-1. 91/06/04. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
58040:338-58040:341. 

-9106120039 Ltr contract NRC-39-89-133,mod 3 to task order 5,increasing level of 
effort.extending period of performance & increasing task order amounts,to “Data Entry 
Support for SINET.NRC Sys Data Entry.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). NRC-39-89-133. FIN D- 
1920-1. 91/05/31. HUTCHENS,T. Data Computer Corp. of America. 3pp. 58040:339- 
58040:341. 


9106120036 Notification of contract execution.mod 2,to “Upgrade of Data General MV/ 
10000 to Data General MV/40000 HA for NUDOCS.” Contractor:Data General Corp. 
KNOX-DAVIN.E. Contract Administration Branch 2 (Post 900603). NRC-33-90-212. 
FIN L-1693-1. 91/06/10. CRANFORD,G.F. Office of Information Resources Manage¬ 
ment (Post 890205). SEEHERMAN.J. NRC - No Detailed Affiliation Given. Ip. 
58040:342-58040:344. 


-9106120051 Mod 2,extending duration of contract period by addl 9 months through 
910301 & increasing ceiling & obligated amounts,to “Upgrade of Data General MV/ 
10000 to Data General MV/40000 HA for NUDOCS.” 

* Data General Corp. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). NRC-33-90-212. FIN L-1693-1. 91/06/10. 2pp. 58040:343-58040:344. 

9106120043 Notification of contract execution,mod 15,to “Telecommunications Svcs.” 
Contractor:AT&T Communications/ Contracts. 

ANKER,B. Division of Contracts & Property Management (Post 890205). NRC-39-88- 
178. FIN D-1851-1. 91/06/10. KRUZIC.P. Division of Computer & Telecommunica¬ 
tions Services (Post 890205). WOOD.S. NRC - No Detailed Affiliation Given. Ip. 
58040:345-58040:347. 


-9106120046 Mod 15,providing incremental funding,raising ceiling amount & removing 
one project officer to, “Telecommunications Svcs." 

* AT&T Communications. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). FIN D-1851-1. 91/06/10. 2pp. 58040:346-58040:347. 

9106120045 Notification of contract execution,mod 2,to “Purchase of 80386 Microcom¬ 
puter Sys." Contractor:Govt Marketing Svcs, Inc. 

DAVIN-KNOX.E. Contract Administration Branch (890205-900602). NRC-33-91-211. 
FIN B-8165-1. 91/06/10. CRANFORD,G.F. Office of Information Resources Manage¬ 
ment (Post 890205). OLIVER,D. NRC - No Detailed Affiliation Given. Ip. 58054:326- 
58054:328. 


-9106120064 Mod 2,adding alternate project officer,to “Purchase of 80386 Microcom¬ 
puter Sys." 

* Government Marketing Services, Inc. MATTIA.M.J. Division of Contracts (Pre 
870413). FIN B-8165-1.91/06/10. 2pp. 58054:327-58054:328. 

9106120048 Notification of contract execution,mod 1,to “Technical Assistance for Spe¬ 
cialized Training.” Contractor:Sonalysts, Inc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-26-91- 
291. FIN L-1584-1. 91/05/31. SPESSARD.R.L. Division of Operational Assessment 
(Post 870413). ANDERSON,R. NRC - No Detailed Affiliation Given. Ip. 58040:348- 
58040:350. 

-9106120052 Ltr contract NRC-26-91-29l,mod 1 to task order 2 adding addl workshop 
to “Technical Assistance for Specialized Training." 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-26-91-291. 
FIN L-1584-1. 91/05/29. PETERSEN,L.R. Sonalysts, Inc. 2pp. 58040:349-58040:350. 

9106120055 Notification of contract execution,mod 5,to “Consolidation, Operation & 
Maint of NRC Computer Ctrs." Contractor:SBA. Subcontractor:Statistica,lnc. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1387-1. 
NRC-33-89-144. 91/06/05. MESSENGER,G. Division of Information Support Services 
(Post 890205). BARROW,D. NRC - No Detailed Affiliation Given. Ip. 58041:183- 
58041:199. 

—9106120063 Mod 5,revising statement of work,increasing contract ceiling & obligated 
amounts,revising G&A.OH & fringe benefits & project officer,to 

“Consolidation,Operation & Maint of NRC Computer Ctrs." 

SMITH,L.P. Small Business Administration. POST.H. Statistics, Inc. BELL.S. Division of 
Contracts & Property Management (Post 890205). FIN D-1387-1. 91/06/05. 16pp. 
58041:184-58041:199. 

9106120058 Notification of contract execution,mod 6,to “Microcomputers & Peripheral 
Support Svcs.” Contractor;SBA.Subcontractor: JC Computer Svcs,Inc. 

KNOX-DAVIN.E. Division of Contracts & Property Management (Post 890205). NRC- 
33-90-179. FIN L-1787-1. 91/06/10. CRANFORD,G.F. Office of Information Re¬ 
sources Management (Post 890205). MCELYEA.K. NRC - No Detailed Affiliation 
Given. Ip. 58040:351-58040:352. 

-9106120060 Mod 6,providing incremental funding to, “Microcomputers & Peripheral 
Support Svcs." 

* Small Business Administration. MATTIA.M.J. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN L-1787-1. 91/06/10. Ip. 58040:352-58040:352. 
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9106120070 Notification of contract execution,mod 2,to “Library Subscription Agent. 

ffiSStfSSg Contract Administration Branch (890205-900602). NRC-33-91-182. 
FIN B-1879-1 91/06/10 CRANFORD.G.F. Office of Information Resources Manage¬ 
ment (Post 890205). REDMOND.J. NRC - No Detailed Affiliation Given. Ip. 
58054:329-58054:331. 

—9106120079 Mod 2,providing incremental funding,increasing obligated & ceiling 

amounts,to “library Subscription Agent" . 0 . ..... n ifl7Q 1 Q1/ 

* Readmore, Inc. MATTIA,M.J. Division of Contracts (Pre 870413). FIN D-1879-1. 91/ 

06/10. 2pp. 58054:330-58054:331. 

9106120073 Notification of contract execution,mod 10,to “Signal Cable Installation in 
NRC-Occupied Space.” Contractor.Business Communication Contractorsjnc. 
KNOX-DAVIN E. Contract Administration Branch 2 (Post 900603). FIN D-2316-1. NRC- 
39-88-173 91/06/10. HALMAN.E.L Division of Contracts & Property Management 
(Post 890205). FISHER.L NRC - No Detailed Affiliation Given. Ip. 58042:208- 
58042:209. 

—9106120077 Mod 10,increasing obligated & ceiling amounts as listed to cover costs of 
unpaid invoices to, “Signal Cable Installation in NRC-Occupied Space. 

* Business Communications Contractors, Inc. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). FIN D-2316-1. 91/06/07. Ip. 58042.209- 
58042:209. 

9106120083 Notification of contract execution,task order 95: “Reactor Operator Licens- 
ina Counterpart Meeting,” to “Technical ’’Assistance to Support Licensing Activities. 
HUGHES A Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031 FIN L-1289-1. 91/05/31. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 
58042:213-58042:217. 


-9106120092 Ltr contract NRC-03-89-031 confirming authorization to commence work 
on task order 95, “Reactor Operator Licensing Counterpart Meeting” to “Technical 
Assistance to Support Licensing Activities.” 

EDGEWORTH.PJ. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
FIN L-1289-1. 91/05/29. PETERSEN,LR. Sonalysts, Inc. 4pp. 58042:214-58042:217. 


9106120085 Notification of cooperative agreement,mod 5,to “Maint & Operation of 
LPDR." ContractonUniv of Toledo. 

CHAMPION,SA. Division of Contracts & Property Management (Post 890205). NRC- 
10-87-335. FIN D-24161. 91/05/31. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN.S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 58042:218-58042:221. 


-9106120093 Mod 5,providing FY91 funding in stated amount,extending period of per¬ 
formance & revising statement of work,to “Maint & Operation of LPDR.” 

ALLEN.H.L. Toledo, Univ. of, Toledo, OH. EDGEWORTH.P.J. Division of Contracts & 
Property Management (Post 890205). FIN D-24161. 91/05/31. 3pp. 58042:219- 
58042:221. 


9106120090 Notification of contract execution.mod 6,to “Maint & Operation of LPDR.” 
Contractor.Greenfield Community College Library. 

CHAMPION,S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-343. 91/06/04. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN.S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 58042:222-58042:225. 

—9106120096 Mod 6,providing FY91 funds & extending period of performance,to “Maint 
& Operation for LPDR.” 

LETSON.C.G. Greenfield Community College, Greenfield, MA. EDGEWORTH.P.J. Divi¬ 
sion of Contracts & Property Management (Post 890205). FIN D-24161. 91/06/04. 
3pp. 58042:223-58042:225. 

9106120097 Notification of contract execution.mod 12,to “Ergonomic Chairs for Consoli¬ 
dation Into White Flint One & Two." Contractor.Harter Corp. 

DAVIN-KNOX.E. Contract Administration Branch (890205-900602). NRC-10-87-212. 
FIN D-23361. 91/06/10. HALMAN.E.L Division of Contracts & Property Management 
(Post 890205). CORREIRA.A. NRC - No Detailed Affiliation Given. Ip. 58054:332- 
58054:333. 


—9106120103 Mod 12,providing incremental funding,to “Ergonomic Chairs for Consoli¬ 
dation Into White Flint One & Two.” 

* Harter Corp. MATT1A.M.J. Division of Contracts (Pre 870413). FIN D-23361. 91/06/ 
10. Ip. 58054:333-58054:333. 


9106120099 Notification of contract execution.task order 93: “B&W Operator Examiner 
Training,” to “Technical Assistance to Support Licensing Activities.” 
ContractonSonaiystsJnc. 

HUGHESA Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289-1. 91/05/28. SCHWINK.WJ. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 
58042:226-58042:229. 


—9106120101^ Ltr contract NRC-03-89-031 .task order 93 obligating funds & awarding 
task order, “B&W Operator Examiner Training," to “Technical Assistance to Support 
Ucenstna” 

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 
FIN L-1289-1. 91/05/28. PETERSEN,LR. Sonalysts, Inc. 3pp. 58042:227-58042:229. 


9106120102 Notification of contract execution.mod 8,to “Preventive, Remedial & Or 
Cal Maint of Data General Computers & Peripheral Equipment.” ContractorrData Ger 
era! Corp. 

Div ® s ‘ on of Contracts & Property Management (Post 890205). FIN E 
16 K 3 - 1 . NRC-33-89-137. 91/05/31. MESSENGER.G.H. Division of Information Sup 

^f^^^S 413 ^ 90204 )- SEEHERMAN.J. NRC - No Detailed Affiliation Giver 
Ip. 58042:230-58042:232. 


9106120104 Notification of contract execution.mod 4,to "Integrated Library Sys.” 
Contractor:On-Line Computer Sys,Inc. 

KNOX-DAVIN,E. Division of Contracts & Property Management (Post 890205). NRC- 
33-89-145 FIN D-1418-1. 91/06/03. MESSENGER.G.H. Division of Information Sup¬ 
port Services (Post 890205). REDMOND.J. NRC - No Detailed Affiliation Given. Ip. 
58069:327-58069:329. 


-9106120109 Mod 4,extending period of performance,to “Integrated Library Sys.” 
CARTON S.E. On-Line Computer Systems, Inc. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). FIN D-1418-1. 91/06/03. 2pp. 58069:328- 
58069:329. 

9106120115 Notification of contract execution.mod l.task order 5,to “Fuel Cycle Licens- 

mIlEHAN B Contract Administration Branch 1 (Post 900603). NRC-02-90-009. FIN L- 
1700 91/05/28. BROWN,W.B. Program Management, Policy Development & Analysis 
Staff (Post 870413). TIKTINSKY.D. NRC - No Detailed Affiliation Given. Ip. 
58042:233-58042:236. 


-9106120122 Ltr Contract NRC-02-90-009,mod l.task order 5,revising statement of 
work & increasing ceiling,to “Fuel Cycle Licensing Technical Assistance." 
EDGEWORTH.PJ. Contract Administration Branch 1 (Post 900603). NRC-02-90-009. 
FIN L-1700. 91/05/13. TARPEY.L. Science Applications International Corp. (formerly 
Science Applications, Inc.). 3pp. 58042:234-58042:236. 

9106120136 Notification of contract execution.mod 5,to “Janitorial Svcs for NRC Ware¬ 
house." Contractor:Stevens & Sons,Inc. 

PLEASANT,E.M. Division of Contracts & Property Management (Post 890205). NRC- 
10-90-143. FIN R-03251. 91/05/25. HAGAN,T.F. Division of Contracts & Property 
Management (Post 890205). Ip. 58042:237-58042:239. 

-9106120146 Mod 5,extending period of performance,adding funds & increasing finan¬ 
cial ceiling to, “Janitorial Svcs for NRC Warehouse." 

STEVENS.G. Stevens & Sons, Inc. BELL.S. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN R-03251. 91/05/25. 2pp. 58042:238-58042:239. 

9106140026 Notification of contract execution.mod 12,to "Northeastern Seismic Re¬ 
search Program - Tasks 2 & 6.” Contractor:Boston College. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-04- 
85-113-01. FIN D-1607-1. 91/06/03. GUSTAVE.R.P. Office of Nuclear Regulatory Re¬ 
search (Post 860720). MCMULLEN,R. NRC - No Detailed Affiliation Given. Ip. 
58249:267-58249:273. 


-9106140033 Mod 12,revising scope of work.extending period of performance.providing 
funding to fully fund subj contract & revising option clause,to “Northeastern Seismic 
Research Program - Tasks 2 & 6.” 

MCKENZIE.P.C. Boston College, Chestnut Hill, MA. EDGEWORTH.PJ. Division of 
Contracts & Property Management (Post 890205). NRC-04-85-113-01. FIN D-1607-1. 
91/06/03. 6pp. 58249:268-58249:273. 

9106140038 Notification of contract execution.mod 6,to “Molten Core Coolant Interac¬ 
tion." Contractor:Regents of Univ of CA, Santa Barbara,CA. 

ANKER.B. Division of Contracts & Property Management (Post 890205). NRC-04-89- 
082. FIN 1-11731. 91/06/11. GUSTAVE.R.P. Office of Nuclear Regulatory Research 
(Post 860720). ELTAWILA.F. NRC - No Detailed Affiliation Given. Ip. 58249:324- 
58249:326. 


•9106140042 Mod 6,extending period of performance to 911006 & providing incremen¬ 
tal funding,to “Molten Core Coolant Interaction." 

* California, Univ. of, Santa Barbara, CA. MATTIA.M.J. Division of Contracts & Proper¬ 
ty Management (Post 890205). NRC-04-89-082. FIN 1-11731. 91/06/11. 2pp. 
58249:325-58249:326. 


9106140045 Notification of contract execution.Task 110 to “Technical Assistance to 
Support Licensing Activities," awarded to Sonalysts,Inc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). NRC-03-89- 
031. FIN L-1289-1. 91/06/07. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PETERSEN,L. NRC - No Detailed Affiliation Given. Ip. 
58249:320-58249:323. 


-9106140049 Ltr contract awarding Task Order 110, "Program Meetings," to “Technical 
Assistance to Support Licensing Activities,” to Sonalysts,Inc. 

EDGEWORTH Contract Administration Branch 1 (Post 900603). NRC-03-89-031. FIN 
L-1289-1. 91/06/07. PETERSEN,L.R. Sonalysts, Inc. 3pp. 58249:321-58249:323. 

9106140052 Notification of contract execution.Task Order 34 to "Nuclear Power Reac¬ 
tor Design Insp Svcs,” awarded to AECL Technologies. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-03* 
90-031. FIN L-1527-1. 91/05/31. SCHWINK.W.S. Program Management, Policy Devel¬ 
opment & Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 58249:277-58249:284. 

-9106140058 Ltr contract awarding Task Order 34, “Electrical Distribution Sys Function¬ 
al Insp - South Texas" to “Nuclear Power Reactor Design Insp Svcs,” to AECL Tech¬ 
nologies. 

EDGEWORTH.PJ. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 
FIN L-1527-1. 91/05/31. SHIFLETT.D.R. AECL Technologies. 7pp. 58249:278- 
58249:284. 


9106140125 Notification of contract execution.mod 1,to “Tech & Publication Assistance 
for Tech Spec Improvement Program.” Contractor:Merex,lnc. 

LITTLE,M. Contract Negotiation Branch-2. FIN L-1674-1. NRC-03-91-023. 91/06/07. 
SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 58113:322-58113:323. 

-9106140149 Mod 1,changing accounting & appropriation data,to “Technical & Publica¬ 
tion Assistance for Tech Spec Improvement Program. 

TWOREK.R. Merex, Inc. WIGGINS,E.J. Division of Contracts & Property Management 
(Post 890205). FIN L-1674-1. 91/06/07. Ip. 58113:323-58113:323. 


-9t°61»)to 7 4 Mod 8,extending period of performance through 910715 & increasing c 
*ng & opfegated fondsjo “Preventive,Remedial & On-Call Maint of Data General Cc 
porars & Peripheral Equipment.” 

ROHRA Data General Corp. EDGEWORTH.PJ. Division of Contracts & Prope 
Management (Post 890205). FIN B-1663-1. 91/05/31. 2pp. 58042:231-58042:232 


9106140162 Notification of grant execution: “Fracture Characterization & Fluid Flow,” 
awarded to National Academy of Sciences. 

UMBEL,D. Contract Negotiation Branch-2. FIN G-19321. NRC-04-91-089. 91/05/31. 
GUSTAVE.R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). Ip. 58249:274-58249:276. 
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-9106140165 Grant: “Fracture Characterization & Fluid Flow.” 

SMITH,P.M. National Academy of Sciences. MACE.M.H. Division of Contracts & Prop¬ 
erty Management (Post 890205). 91 /05/31. 2pp. 58249:275-58249:276. 

9106170021 Corrected notification of contract execution,mod 3, to “Interpreters for 
Soviet/US Program.” Contractor:US Dept of State. 

ANKER,B. Division of Contracts & Property Management (Post 890205). NRC-06-90- 
331. FIN L-10781. 91/04/02. SHEA.J.R. International Programs. SHOMAKER.E. NRC 
- No Detailed Affiliation Given. Ip. 58128:193-58128:193. 

9106170041 Notification of contract execution,mod 4,task order 12 to, “TA in Support of 
NRC Licensing Activities.” Contractor: Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-03- 
87-028. FIN D-17621. 91/06/07. BAJWA.S.S. Office of Nuclear Reactor Regulation, 
Director (Post 870411). THOMAS,B. NRC - No Detailed Affiliation Given. Ip. 
58122:268-58122:272. 

-9106170048 Ltr contract to task order 12,mod 4, “San Onofre,Intake Structure Evalua¬ 
tion” for, “TA in Support of NRC Licensing Activities," awarded to Viking Sys Inti. 
EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028. 
FIN D-1762-0. 91/06/04. SALUJA.J. Viking Systems International. 4pp. 58122:269- 
58122:272. 

9106170054 Notification of contract execution,task order 17, ‘‘Validation of Soil-Struc¬ 
ture Interaction Computer Codes for Evaluation of TVA Plants” for, “TA in Support of 
NRC Licensing Activities" awarded to Viking Sys Inti. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-03- 
87-028. FIN L-19051. 91/06/07. SCHWINK.W.S. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). THOMAS,B. NRC - No Detailed Affiliation Given. Ip. 
58128:215-58128:220. 

-9106170058 Ltr contract NRC-03-87-028 to task order 17, “Validation of Soil-Structure 
Interaction Computer Codes for Evaluation of TVA Plants" for “TA in Support of NRC 
Licensing Activities," awarded to Viking Sys Inti. 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028. 
FIN L-19051. 91/06/04. SALUJA.J. Viking Systems International. 5pp. 58128:216- 
58128:220. 

9106170065 Notification of contract execution: “Natural Circulation Induced Heating of 
Primary Sys Components,” awarded to University of Maryland at College Park. 

BAZIN,J.P. Contract Administration Branch 2 (Post 900603). FIN L-18161. NRC-04-91- 
072. 91/06/11. SHERON.B.W. Division of Systems Research (Post 880717). 
SCOTT.H. NRC - No Detailed Affiliation Given. Ip. 58165:132-58165:166. 

-9106170068 Contract: “Natural Circulation Induced Heating of Primary Sys Compo¬ 
nents," awarded to University of Maryland at College Park. 

* Maryland, Univ. of, College Park, MD. MACE.M.H. NRC - No Detailed Affiliation 
Given. FIN L-18161. NRC-04-91-072. 91/06/11. 32pp. 58165:133-58165:166. 


9106190193 Notification of contract execution,mod 5,to “Measurement Assurance Pro¬ 
gram." ContractorUS Dept of Commerce. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN B- 
51181. NRC-03-89-Q32. 91/06/10. SCHWINK.W. Planning, Program & Management 
Support Branch (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given, 
ip. 58151:331-58151:334. 

-9106190200 Mod 5,extending period of performance to 920930 & increasing contract 
ceiling,to “Measurement Assurance Program.” 

MCGUFFIN.J.C. Commerce, Dept. of. EDGEWORTH,P.J. Division of Contracts & 
Property Management (Post 890205). FIN B-51181. 91/06/10. 3pp. 58151:332- 
58151:334. 

9106190219 Notification of contract execution,mod 25,to “Coordination of Federal/State 
Radiation Control Activities & Assistance in Solving Radiation Control Problems." 
ContractonFDA. 

CRAMPTON.S. Division of Contracts & Property Management (Post 890205). FIN B- 
16201. NRC-06-76-247. 91/06/12. KAMMERER.C. State Programs (Post 900112). 
KAMMERER.C. NRC - No Detailed Affiliation Given. Ip. 58151:343-58151:345. 

-9106190223 Mod 25,extending period of performance to 920331 & revising estimated 
cost & obligation of funds,to ^Coordination of Federal/State Radiation Control Activi¬ 
ties & Assistance in Solving Radiation Control Problems." 

TIDMORE.J.L. Food & Drug Administration. EDGEWORTH,P. Division of Contracts & 
Property Management (Post 890205). FIN B-16201. 91/06/12. 2pp. 58151 CA¬ 
SSIS! :345. 

9106190248 Notification of contract execution,mod 2,to "Data Entry Support Svcs for 
Region I.” ContractonWilson Hewitt & Assoc,Inc. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
13691. NRC-28-90-240. 91/06/17. MCOSCAR.J.J. Region 1 (Post 820201). 

GROSS,R.J. NRC - No Detailed Affiliation Given. Ip. 58151:355-58151:357. 


—9106190251 Mod 2,exercising option for second year of effort & extending expiration 
period of contract to 920704,to "Data Entry Support Svcs for Region I." 

* Wilson Hewitt & Associates, Inc. EDGEWORTH,P.J. Division of Contracts & Property 
Management (Post 890205). FIN L-13691. 91/06/17. 2pp. 58151:356-58151:357. 

9106190294 Notification of contract execution,mod 3,to “Archival Record Storage & Re¬ 
lated Svcs.” Contractor:Data Base Co,Inc. 

ANKER.B. Division of Contracts & Property Management (Post 890205). FIN D-1871- 
1. NRC-33-90-210. 91/06/17. CRANFORD.G.F. Office of Information Resources Man¬ 
agement (Post 890205). DAVIS,W. NRC - No Detailed Affiliation Given. Ip. 
58152:028-58152:030. 


-9106190298 Mod 3,providing incremental funding & definitizing period of 
performance.to "Archival Record Storage & Related Svcs.” 

* Data Base, Inc. MATTIA.M.J. Division of Contracts & Property Management (Post 
890205). FIN D-1871-1. 91/06/17. 2pp. 58152:029-58152:030. 


—9106190343 Award Task Order 5, “Ofc Plans,Integration & Implementation - Ofc of 
Secretary," to “Agency Upgrade of Technology for Ofc Sys (AUTOS)." 

* Small Business Administration. L1N.B.T. CEXEC, Inc. MATTIA.M.J. Division of Con¬ 
tracts & Property Management (Post 890205). FIN L-1955. 91/06/14. 16pp. 
58152:032-58152:047. 

9106190335 Notification of contract execution,awarding Task Order 7, "Ofc 
Plans,Integration & Implementation - Ofc of Consolidation" to “Agency Upgrade of 
Technology for Ofc Sys." Contractor:SBA.Subcontractor:CEXEC,inc. 

GlLDENHORN.A.J. Contract Administration Branch 2 (Post 900603). FIN L-19571. 
NRC-33-90-178. 91/06/14. KRUZIC.P.G. Office Automation & Network Development 
Branch (Post 890827). GIANIOS.C. NRC - No Detailed Affiliation Given. Ip. 
58152:059-58152:075. 


-9106190339 Award Task Order 7, “Ofc Plans.lntegration & Implementation - Ofc of 
Consolidation," to “Agency Upgrade of Technology for Ofc Sys (AUTOS)." 

‘ Small Business Administration. LIN.B.T. CEXEC, Inc. MATTIA.M.J. Division of Con¬ 
tracts & Property Management (Post 890205). FIN L-19571. 91/06/14. 16pp. 
58152:060-58152:075. 


9106200107 Notification of grant execution,mod 7,to “Development for Guidelines to 
Select Anchor Values for Human Error Probability Estimation in Nuclear Power Oper¬ 
ations.” Grantee:George Mason Univ. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN G-11261. 
NRC-04-88-135. 91/06/14. GUSTAVE,R.P. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870413). RYAN,T. NRC - No Detailed Affiliation Given. Ip. 
58172:080-58172:081. 

-9106200114 Mod 7,extending period of performance through 910930 at no addl cost 
or obligation to govt,to “Development for Guidelines to Select Anchor Values for 
Human Error Probability Estimation in Nuclear Power Operations." 

* George Mason Univ., Fairfax, VA. MATTIA.M.J. Division of Contracts & Property 
Management (Post 890205). FIN G-11261. 91/06/14. Ip. 58172:081-58172:081. 

9106200224 Notification of cooperative agreement,mod 7 to “Maint & Operation of 
LPDR,” awarded to Pottstown Public Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). NRC- 
10-87-332. FIN D-24161. 91/06/13. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 58167:107-58167:110. 


—9106200229 Cooperative agreement,mod 7,providing funds for FY91 & extending 
period of performance to, "Maint & Operation of LPDR.” 

ARNOLD,K.B. Pottstown, PA. MEEHAN,B. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-24161. 91/06/13. 3pp. 58167:108-58167:110. 

9106200227 Notification of contract execution,task order 8: “Agency Upgrade of Tech¬ 
nology for Ofc Sys (AUTOS)," awarded to US SBA.Subcontractor:CEXEC,lnc. 
GlLDENHORN.A.J. Contract Administration Branch 2 (Post 900603). FIN L-19581. 
NRC-33-90-178. 91/06/14. KRUZIC.P.G. Office Automation & Network Development 
Branch (Post 890827). GIANIOS.C. NRC - No Detailed Affiliation Given, Ip. 
58172:033-58172:049. 


-9106200235 Task order 8 to Contract: “Agency Upgrade of Technology for Ofc Sys 
(AUTOS),” awarded to US SBA.Subcontractor:CEXEC,lnc. 

* Small Business Administration. LIN.B.T. CEXEC, Inc. MATTIA.M.J. Division of Con¬ 
tracts & Property Management (Post 890205). FIN L-19581. 91/06/14. 16pp. 
58172:034-58172:049. 


9106200241 Notification of contract execution,task order 6: “Agency Upgrade of Tech¬ 
nology for Ofc Sys (AUTOS)," awarded to US SBA.$ubcontractor:CEXEC,lnc. 
GlLDENHORN.A.J. Contract Administration Branch 2 (Post 900603). FIN L-19561. 
NRC-33-90-178. 91/06/14. KRUZIC.P.G. Office Automation & Network Development 
Branch (Post 890827). GIANIOS.C. NRC - No Detailed Affiliation Given. Ip. 
58172:050-58172:067. 

-9106200249 Task order 6 to Contract: “Agency Upgrade of Technology for Ofc Sys 
(AUTOS),” awarded to US SBA.Subcontractor:CEXEC,lnc. 

* Small Business Administration. LIN.B.T. CEXEC, Inc. MATTIA.M.J. Division of Con¬ 
tracts & Property Management (Post 890205). FIN L-19561. 91/06/14. 17pp. 
58172:051-58172:067. 

9106210156 Notification of contract execution: “Regulatory Process," awarded to Regu¬ 
latory Group,Inc. 

UMBEL,D. Division of Contracts & Property Management (Post 890205). FIN D-23001. 
NRC-38-91-321. 91/06/13. MCDERMOTT.J.F. Ofc of Personnel (Post 870413). 
ROE.M.L. NRC - No Detailed Affiliation Given. Ip. 58203:184-58203:241. 

-9106210164 Contract: “Regulatory Process," awarded to Regulatory Group, Inc. 
EMERY F J. Regulatory Group, Inc. MACE.M.R. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN D-23001. NRC-38-91-321. 91/06/13. 46pp. 58203:185- 
58203:241. 

9106210162 Notification of contract execution,mod 6,to “Maint & Operation of LPDR.” 
Contractor:Arkansas Technical Univ Library. K1P1 „ 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). NRC- 
10-87-333 FIN D-24161. 91/06/13. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affili¬ 
ation Given. 1 p. 58202:300-58202:303. 


-9106210170 Mod 6,providing FY 91 funding,extending period of performance & revis¬ 
ing statement of work, to "Maint & Operation of LPDR ” f 4 

PARTON B Arkansas Tech Univ., Russellville, AR. MEEHAN,B. Division of Contracts 
& Property Management (Post 890205). FIN D-24161. 91/06/13. 3pp. 58202:301- 


9106190305 Notification of contract execution,awarding Task Order 5, Ofc 
Plans.lntegration & Implementation-Ofc of Secretary," to “Agency Upgrade of Tech¬ 
nology for Ofc Sys (AUTOS).” Contractor:CEXEC,lnc.Task Order 5 end. 
GlLDENHORN.A.J. Contract Administration Branch 2 (Post 900603). FIN L-1955. 
NRC-33-90-178. 91/06/14. KRUZIC.P.G. Office Automation & Network Development 
Branch (Post 890827). GIANIOS.C. NRC - No Detailed Affiliation Given. Ip. 
58152:031-58152:047. 


9106210174 Notification of contract execution,mod 32,to “Transportation/Fixed Site Vul¬ 
nerability Analysis.” ContractonDept of Army. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-02- 
76-311 FIN B-15361. 91/06/12. WEST.K.S. Planning, Program & Management Sup¬ 
port Branch (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
58203:295-58203:297. 
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“9106210183 Mod 32,increasing contract ceiling & extending period of 
performance.Mod also modifies article VII of contract & provides incremental 
funding,to "Transportation/Fixed Site Vulnerability Analysis.” 

SULLIVAN,H.S. Army, Dept. of. EDGEWORTH,P.J. Division of Contracts & Property 
Management (Post 890205). FIN B-15361. 91/06/12. 2pp. 58203:296-58203:297. 

9106210175 Notification of contract execution,Task Order l.mod 4,to “Agency Upgrade 
of Technology for Ofc Sys (AUTOS),” to “Overall & Task-Specific Project Plan & 
Mgt.” Contractor: CEXEC.Inc. 

GILDENHORN.A.J. Contract Administration Branch 2 (Post 900603). NRC-33-90-178. 
FIN D-1926-1. 91/06/14. KRUZIC.P.G. Division of Computer & Telecommunications 
Services (Post 890205). GIANIOS.C. NRC - No Detailed Affiliation Given. Ip. 
58191:058-58191:073. 

“9106210187 Mod 4,Task Order 1,awarding subtasks 1E,1F,1G & 1H & adding incre¬ 
mental funding.to “Overall & Task-Specific Project Plan & Mgt” to “Agency Upgrade 
of Technology for Ofc Sys (AUTOS).” 

LIN.B.T. CEXEC, Inc. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). NRC-33-90-178. FIN D-1926-1. 91/06/14. 15pp. 58191:059- 

58191:073. 

9106210185 Notification of contract execution,mod 4,to "Validation & Testing of VAM2D 
Computer Code.” Contractor:Hydrogeologic. Inc. 

ANKER.B. Division of Contracts & Property Management (Post 890205). FIN L-12731. 
NRC-04-89-090. 91/06/12. GUSTAVE.R. Program Management, Policy Development 
& Analysis Staff (Post 870413). NICHOLSONJ. NRC - No Detailed Affiliation Given. 
Ip. 58203:298-58203:299. 

“9106210189 Mod 4,extending period of performance,to “Validation & Testing of 
VAM2D Computer Code." 

* HydroGeologic, Inc. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). FIN L-12731. NRC-04-89-090. 91/06/12. Ip. 58203:299-58203:299. 

9106210202 Notification of contract execution: “Hydrogen Combustion Research,” 
awarded to Rensselaer Polytechnic Inst. 

BAZIN,J. Contract Administration Branch 2 (Post 900603). FIN L-18411. NRC-04-91- 
076. 91/06/14. SHERON.B. Division of Systems Research (Post 880717). 
NOTAFRANCESCO,A NRC - No Detailed Affiliation Given. Ip. 58203:260-58203:294. 

-9106210205 Contract: “Hydrogen Combustion Research,” awarded to Rensselaer 
Polytechnic Inst. 

SCAMMELL.R.E. Rensselaer Polytechnic Institute, Troy, NY. MACE.M.H. Division of 
Contracts & Property Management (Post 890205). FIN L-18411. NRC-04-91-076. 91/ 
06/14. 36pp. 58203:261-58203:294. 

9106210301 Notification of contract execution.mod l.to “Development of Performance 
Indicator of Effectiveness of Human-Machine Interface for NPP." Contractor:Board of 
Trustees of Univ of IL. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-04- 
90-094. FIN B-56971. 91/06/07. SHERON.B.W. Division of Systems Research (Post 
880717). BELTRACCHI.L NRC - No Detailed Affiliation Given. Ip. 58193:187- 
58193:191. 

-9106210310 Mod 1,increasing obligated/ceiling amount & extending period of 
performance,to “Development of Performance Indicator of Effectiveness of Human- 
Machine Interface for NPP.” 

BAZZANI.C.S., THOMPSON,M.M. Illinois, Univ. of, Chicago, IL. EDGEWORTH,P.J. Di¬ 
vision of Contracts & Property Management (Post 890205). NRG-04-90-094. FIN B- 
56971. 91/06/07. 4pp. 58193:188-58193:191. 

9106210325 Notification of contract execution.mod 6,task order 13,to “PC Sys Sup¬ 
port.” Contractor.Applied Mgt Sys,Inc. 

BOYD.D. Division of Contracts & Property Management (Post 890205). NRC-33-89- 
132. FIN D-1391-1. 91/06/14. CRANFORD.G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
58186:062-58186:065. 

-9106210326 Ltr Contract NRC-33-89-132,mod 6,task order 13,increasing level of 
effort,task order ceiling & obligated amounts & extending period of performance,to 
“PC Sys Support." 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). NRC-33-89-132. FIN D- 
1391-1. 91/06/14. PERKINS,J. Applied Management Systems. Inc. 3pp. 58186:063- 
58186:065. 

9106240111 Notification of contract execution: “Electrostatic Copying Svcs" awarded to 
PM Coons. 

TAYLOR,S.M. Contract Administration Branch 2 (Post 900603). NRC-17-91-117. 91/ 
06/18. HOYLE.J.C. Office of the Secretary of the Commission. SCHROLL.R.M. NRC - 
No Detailed Affiliation Given. Ip. 58212:222-58212:276. 

“9106240114 Contract: “Electrostatic Copying Svcs” awarded to PM Coons. 

* Affiliation Not Assigned. WIGGINS,E. Contract Administration Branch 2 (Post 
900603). NRC-17-91-117. 91/06/18. 54pp. 58212:223-58212:276. 

9106260190 Notification of contract execution.mod 5,task order 13,to “PC Sys Sup¬ 
port.” Contractor:Applied Mgt Sys,Inc. 

BOYD.D. Division of Contracts & Property Management (Post 890205). FIN D-1391-1. 
NRC-33-89-132. 91/05/22. CRANFORD.G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
58225:177-58225:179. 


-9106260194 Mod 5 to task order 13,correcting level of effort to coincide w/period of 
performance negotiated & increasing task order ceiling amount,to “PC Sys Support.” 
BELL.S. Contract Administration Branch 2 (Post 900603). FIN D-1391-1. NRC-33-89- 
132. 91/05/22. PERKINS,J. Applied Management Systems, Inc. 2pp. 58225:178- 
58225:179. 

9106260231 Notification of contract execution,task order 4, “Technical Assistance- 
Public Health & Safety Impacts from Discrete Sources of Naturally-Occurring & Accel¬ 
erator-Produced Radioactive....” Contractor: SB A/Advanced Sys Technology, Inc. 
BOYD.D. Division of Contracts & Property Management (Post 890205). FIN L-16181. 
NRC-04-91-047. 91/06/17. MORRIS,W.M. Division of Regulatory Applications (Post 
870413). ROECKLEIN.A. NRC - No Detailed Affiliation Given. Ip. 58225:185- 
58225:191. 


“9106260237 Ltr contract,definitizing task order 4, “Technical Assistance - Public 
Health & Safety Impacts from Discrete Sources of Naturally-Occurring & Accelerator- 
Produced Radioactive Matls" to “Health Physics Technical...." 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN L-16181. NRC-04- 
91-047. 91/06/11. VETTER,G. Advanced Systems Technology, Inc. 6pp. 58225:186- 
58225:191. 

9106260352 Notification of contract execution.mod 7,to “Local Svc for Region III.” 
Contractor:Illinois Bell Telephone Co. 

CRAMPTON.S.A. Contract Administration Branch (890205-900602). FIN C-30241. 
NRC-30-88-287. 91/06/20. LITTLE,I. Region 3 (Post 820201). WENDOLL.R., 
MCCORMICK,C. NRC - No Detailed Affiliation Given. Ip. 58225:286-58225:288. 

“9106260362 Mod 7,providing incremental funding,to “Local Svc for Region III.” 
MEEHAN,B. Illinois Bell Telephone Co. * Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN C-30241. 91/06/19. 2pp. 58225:287-58225:288. 

9106260354 Notification of contract execution.mod 57,to “Fuel Cycle Licensing Assist¬ 
ance.” Contractor.Science Applications Inti Corp. 

MEEHAN.B. Contract Administration Branch 1 (Post 900603). NRC-02-87-004. 91/06/ 
13. BROWN,W. Program Management, Policy Development & Analysis Staff (Post 
870413). TIKTINSKY.B. NRC - No Detailed Affiliation Given. Ip. 58218:015- 
58218:017. 

-9106260358 Mod 57,extending period of performance on task order 19,to “Fuel Cycle 
Licensing Assistance.” 

RODDEHAU.T.J. Science Applications International Corp. (formerly Science Applica¬ 
tions, Inc.). MATTIA.M.J. Division of Contracts & Property Management (Post 890205). 
91/06/13. 2pp. 58218:016-58218:017. 

9106260372 Notification of contract execution: “Interagency Agreement, ’Establishment 
& Operation of Audit-Related Training Ctr at Ft. Belvoir.Va’” awarded to Dept of 
T reasury. 

HOPKINS,S. Division of Contracts & Property Management (Post 890205). FIN L- 
13631. NRC-20-91-356. 91/06/12. WILLIAMS,D.C. Office of Inspector General (Post 
890417). HICKS,M. NRC - No Detailed Affiliation Given. Ip. 58218:018-58218:024. 

-9106260378 Ltr Contract NRC-20-91-356, “Establishment & Operation of Audit-Relat¬ 
ed Training Ctr at Ft. Belvoir.VA” awarded to Dept of Treasury. 

WIGGINS,E.J. Division of Contracts & Property Management (Post 890205). FIN L- 
13631. NRC-20-91-356. 91/05/30. WALTERS,J. Treasury, Dept. of. 6pp. 58218:019- 
58218:024. 

9106260404 Notification of contract execution.mod 1,awarding Task Order 14,to “Nucle¬ 
ar Power Reactor Design Insp Svcs." Contractor: AECL Technologies. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1750-1. NRC- 
03-90-031. 91/06/12. SCHWINK.W.S. Program Management, Policy Development & 
Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
58225:289-58225:291. 

“9106260407 Ltr contract NRC-03-90-031,mod 1,awarding Task Order 14, “Design 
Baseline & Verification Program/Integrated Design Insp - Watts Bar," to "Nuclear 
Power Reactor Design Insp Svcs.” 

MEEHAN,B.D. Contract Administration Branch 1 (Post 900603). FIN L-1750-1. NRC- 
03-90-031. 91/06/05. SHIFLETT.D.R. AECL, Inc. 2pp. 58225:290-58225:291. 

9106280121 Notification of contract execution,Task Order 36: “Electrical Distribution 
Functional Insp-Hatch 1 & 2.” ContractorrAECL Technologies. 

DUBOSE.B. Division of Contracts & Property Management (Post 890205). NRC-03-90- 
031. FIN L-15271. 91/06/13. SCHWINK.W.S. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation 
Given. Ip. 58248:057-58248:065. 

“9106280133 Ltr contract NRC-03-90-031,task order 36 to “Electrical Distribution Func¬ 
tional Insp-Hatch 1 & 2,” confirming 910606 verbal authorization to establish financial 
ceiling. 

EDGEWORTH,P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-Q31. 
FIN L-15271. 91/06/11. SHIFLETT.D.R. AECL Technologies. 8pp. 58248:058- 
58248:065. 

9106280122 Notification of contract execution.mod 1,to “Electromagnetic Environ Ef¬ 
fects Within NPPs.” ContractonMission Research Corp. 

CRAMPTON.S. Division of Contracts & Property Management (Post 890205). FIN L- 
16710. 91/06/14. SHAO.L.C. Division of Engineering (Post 870413). AGGRAWAL.S. 
NRC - No Detailed Affiliation Given. Ip. 58248:040-58248:041. 

“9106280150 Mod 1,extending period of performance at no cost to govt,to “Electro¬ 
magnetic Environ Effects Within NPPs." 

GUTSCHE.S.L. Mission Research Corp. EDGEWORTH,P.J. Division of Contracts & 
Property Management (Post 890205). FIN L-16710. 91/06/14. Ip. 58248:041- 
58248:041. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


9106170125 Discusses request from P Robinson that ofc of investigation rept request 
be treated under FOIA. 

GROBE.J.A. Region 3 (Post 820201). 91/01/13. CLAYTON,K.J. Region 3 (Post 
820201). Ip. 58159:133-58159:133. 

8102050620 Application for renewal of Matl/Byproduct License 37-00030-08,reflecting 
change in corporate name from US Radium Corp,Nuclear Products Div & authorizing 
use of 5 Ci Kr-85,2 ci C-14 & 100,000 Ci tritium. 

MILLER.J. Safety Light Corp. 2682. 80/12/15. 92pp. 57976:315-57977:044. 

“8201230050 IE Insp Repts 30-05980/81-01,30-05981/81-01,30-05982/81-01, 30- 
08335/81-01 & 30-08444/81-01 on 810924-25.No noncompliance noted.Major areas 
inspected:operations, organization,contamination control .inventory & bioassay. 
CAMPBELL,M. Mat! Radiological Prot Sec,Tech Insp Br.Div of Engineering & Tech 
Insp.RI. 30-08335/81-01. 81/11/29. 10pp. 57978:281-57978:290. 

“8511060261 Forwards Safety Insp Repts 30-05981/85-01,30-05982/85-01, 30-08335/ 
85-01 & 30-08444/85-01 on 850618-20.No violation noted. 

KINNEMAN.J.D. Region 1 (Post 820201). 85/10/22. MILLER.J. Safety Light Corp. 
2pp. 57978:236-57978:237. 
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-8911070398 Forwards IT/NS-89-104, “Site Characterization Plan Safety Light Corp 
Bloomsburg.PA.” 

BATTISTA,G.J. Hannoch, Weisman (formerly Hannock, Weisman, Stern, Besser, 
Berkowitz & Kinney). 89/08/10. RUSSELL.W.T. Region 1 (Post 820201). Ip 
57971:124-57971:207. 

-9105280095 Discusses info requested in condition 19,amend 7 dtd 820331. 

MILLER,J. US Radium Corp. 82/06/28. FISHER,F.D. Division of Fuel Cycle & Material 
Safety (Pre 870413). 17pp. 57978:297-57978:299. 

—9105290073 Forwards facility radiological contingency plan to modify byproduct matl 
license 37-00030-08.W/related correspondence. 

MILLER,J. US Radium Corp. 81/09/28. CUNNINGHAM,R.E. Division of Fuel Cycle & 
Material Safety (Pre 870413). 84pp. 57976:195-57976:220. 

9106120210 Partial response to FOIA request for documents re Sequoyah Fuels 
Facility.App D documents end & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/17. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN,D. Native Americans for a Clean Environment. 
2pp. 58054:334-58055:024. 

-8803070081 Forwards check of stated amount,per 880226 settlement agreement. 
NICKLES.P.J. Covington & Burling. EA-87-108. 88/03/01. GOLDBERG,J.R. Assistant 
General Counsel for Hearings. Ip. 58055:020-58055:020. 

—9106120279 Forwards transcript of 860930 enforcement conference between Se¬ 
quoyah Fuels & NRC to discuss conditions for restart of facility. 

BEACH,A.B. Ofc of Inspection & Enforcement, Director (820201-870413). EA-86-091. 
86/12/01. RANDOLPH,J.G. Sequoyah Fuels Corp. Ip. 58054:336-58054:336. 

—9106120283 Transcript of 860930 enforcement conference w/Sequoyah Fuels Corp in 
Bethesda.MD.Attendees listed. 

* Ofc of Inspection & Enforcement, Director (820201-870413). 86/09/30. 38pp. 
58054:337-58055:013. 

-9106120288 Confirms request for rept & transcripts of interviews re investigation of fa¬ 
cility noted in 870901 Itr & 870904 telcon between PJ Nickles & J Leiberman. 
RANDOLPH,J.G. Sequoyah Fuels Corp. 87/09/11. TAYLOR,J.M. NRC - No Detailed 
Affiliation Given. 2pp. 58055:014-58055:015. 

—9106120295 Forwards executed settlement agreement re Sequoyah Fuels Inc. 
NICKLES.P.J. Covington & Burling. EA-87-108. 88/02/26. GOLDBERG,J.R. Office of 
the General Counsel (Post 860701). 4pp. 58055:016-58055:019. 


-9106120300 Matls licensing package for amend 3 to license 37-00030-10G for US 
Radium Corp. 

MILLER,W.O. Atomic Energy Commission (Pre 750119). 63/06/20. Ip. 58115:031- 
58115:031. 

-9106120302 Matls licensing package for amend 4 to license 37-00030-10G for US 
Radium Corp. 

CUNNINGHAM,R E. Atomic Energy Commission (Pre 750119). 63/08/01. 3pp. 
58115:032-58115:034. 

-9106120308 Matls licensing package to license 37-00030-07E for US Radium Corp. 
BASSIN.N. Atomic Energy Commission (Pre 750119). 65/04/16. 3pp. 58115:035- 
58115:037. 

—9106120311 Matls licensing package for amend 6 to license 37-00030-10G for US 
Radium Corp. 

MILLER,W.O. Atomic Energy Commission (Pre 750119). 65/05/20. Ip. 58115:038- 
58115:042. 

-9106120328 Matls licensing package for amend 7 to license 37-00030-10G for US 
Radium Corp. 

MILER.W.O. Atomic Energy Commission (Pre 750119). 65/07/01. Ip. 58115:043- 
58115:043. 

-9106120331 Matls licensing package for amend 8 to license 37-00030-10G for US 
Radium Corp. 

MILLER,W.O. Atomic Energy Commission (Pre 750119). 65/08/06. Ip. 58115:044- 
58115:044. 

-9106120334 Matls licensing package for amend 9 to license 37-00030-10G for US 
Radium Corp. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 65/08/23. Ip. 58115:045- 
58115:045. 

-9106120338 Matls licensing package for amend 10 to license 37-00030-10G for US 
Radium Corp. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 65/11/05. 2pp. 58115:046- 
58115:047. 

-9106120341 Matls licensing package for amend 11 to license 37-00030-10G for US 
Radium Corp. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 65/11/30. Ip. 58115:048- 
58115:048. 


-9106120303 Forwards transcript of 860314 hearing before House Govt Operations 
Subcommittee on Environ,Energy & Natural Resources re regulation of hazardous 
chemicals at facilities for review & edit. 

FAY.E.S. Office of Congressional Affairs (Pre 870413). 86/03/31. PALLADINO Com¬ 
missioners (Post 750119). STELLO.V. Deputy Executive Director for Regional Oper¬ 
ations (870413-890204). DAVIS,J.G. Office of Nuclear Material Safety & Safeguards, 
ip. 58055:021-58055:021. 

—9106120325 Provides authorization for proposed settlement agreement w/ Sequoyah 
Fuels Corp re civil penalty imposed for matl false statement. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-87-108. 88/03/04. 

CHANDLER.L. Assistant General Counsel for Enforcement. Ip. 58055:022-58055:024. 

9106120219 Partial response to FOIA request for documents re decontamination of 
Bloomsburg facility.Forwards documents listed in App A.Documents also available in 
PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/02/26. MORELLI.K.P. Waxman, S.R., P.C. 8pp. 58115:001-58118:091. 

-7905240441 Mat!/Byproduct License 37-00030-02 for US Radium Corp is amended 
per 781106 application authorizing RE Bickert & TD Brown as licensed users per Con¬ 
ditions 12 & 16. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 79/04/23. 2pp. 58115:354- 
58115:355. 

-7909170301 Matl/Byproduct License 37-00030-07E for US Radium Corp is amended 
per 790731 application.Amend 5 changes expiration date to 791130. 

BASSIN.N. Materials Licensing Branch. 79/08/15. 25pp. 58115:355-58117:094. 

-8104290483 Matl/Byproduct License 37-00030-10G for US Radium is amended per 
800923 Itr.Amend 3 changes reading of Conditions 10 & 18 re distribution of sealed 
luminous sources. 

GUINN,P.R. Materials Licensing Branch. 81/04/06. Ip. 58118:041-58118:091. 

"8607300453 Amend 8 to License 37-00030-07E for Safety Light Corp, amending li¬ 
cense in entirety. 

HICKEY,J.W. Materials Licensing Branch. 86/05/27. 5pp. 58117:119-58117:123. 


-9106120345 Matls licensing package to license 37-00030-09G for US Radium Corp. 
MILLER.W.O. Atomic Energy Commission (Pre 750119). 66/01/13. 2pp. 58115:049- 
58115:050. 

-9106120364 Matls licensing package for amend 12 to license 37-00030-10G for US 
Radium Corp. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 66/02/24. Ip. 58115:051- 
58115:051. 

-9106120367 Matls licensing package for amend 13 to license 37-00030-10G for US 
Radium Corp. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 66/04/04. Ip. 58115:052- 
58115:052. 

-9106120372 Matls licensing package for amend 1 to license 37-00030-09G for US 
Radium Corp. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 67/01/06. Ip. 58115:053- 
58115:053. 

-9106120376 Matls licensing package for amend 1 to license 37-00030-07 for US 
Radium Corp. 

* Atomic Energy Commission (Pre 750119). 67/02/27. 3pp. 58115:054-58115:056. 

-9106120379 Matls licensing package for amend 14 to license 37-00030-10G for US 
Radium Corp. 

* Atomic Energy Commission (Pre 750119). 67/07/14. 3pp. 58115:057-58115:059. 

-9106120387 Matls licensing package for amend 15 to license 37-00030-10G for US 
Radium Corp. 

BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 68/04/08. Ip. 58115:060- 
58115:060. 

-9106120390 Matls licensing package for amend 16 to license 37-00030-10G for US 
Radium Corp. 

BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 68/09/11. Ip. 58115:061- 
58115:061. 


“8810050109 Forwards “Environ Evaluation of Safety Light Corp Site, Bloomsburg.PA." 
Rept objectives & staff recommendations listed. 

SJOBLOM.G.L. Division of Industrial & Medical Nuclear Safety (Post 870729). 88/09/ 
30. EBNETER.S.D. Region 1 (Post 820201). 2pp. 58117:095-58117:118. 


-9106120391 Matls licensing package for amend 2 to license 37-00030-09G for US 
Radium Corp. 

MALARO.J.C. Atomic Energy Commission (Pre 750119). 69/03/12. Ip. 58115:062- 
58115:062. 


>8810050115 “Environ Evaluation of Safety Light Corp Site, Bloomsburg.PA.” 

* Division of Industrial & Medical Nuclear Safety (Post 870729). 88/09/30. 22pp. 
58117:097-58117:118. 

•9106120226 Matls licensing package for license 37-00030-02 for US Radium 
Corp.Forwards amends 1,2 & 3. _ _ ^ ^ 

ROGERS,L.R. Atomic Energy Commission (Pre 750119). 56/06/20. Ip. 58115:011- 
58115:021. 


-9106130104 Matls licensing package for amend 2 to license 37-00030-07E for US 
Radium Corp. 

BASSIN.N. Atomic Energy Commission (Pre 750119). 69/08/22. 4pp. 58115:063- 
58115:066. 

-9106130111 Matls licensing package for license 37-00030-10G for US Radium Corp. 
MALARO.J.C. Atomic Energy Commission (Pre 750119). 69/10/27. 3PP. 58115:067- 
58115:069. 


-9106120245 Matls licensing package to license 37-00030-10G for US Radium Corp. 
MASON,J.R. Atomic Energy Commission (Pre 750119). 62/05/16. 6pp. 58115:022- 
58115:027. 

-9106120248 Matls licensing package for amend 1 to license 37-00030-10G for US 
Radium Corp. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 62/11/29. Ip. 58115:028- 
58115:028. 

-9106120251 Matls licensing package for amend 2 to license 37-00030-10G for US 
Radium Corp. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 63/01/18. ip. 58115:029- 
58115:030. 


-9106130115 Matls licensing package for license 37-00030-09G for US Radium Corp. 
MALARO.J.C. Atomic Energy Commission (Pre 750119). 70/01/06. 3pp. 58115:070- 
58115:072. 

-9106130123 Matls licensing package for amend 1 to license 37-00030-02 for US 
Radium Corp. 

MALARO.J.C. Atomic Energy Commission (Pre 750119). 70/04/10. Ip. 58115:073- 
58115:073. 

-9106130138 Matls licensing package for license 37-00030-02 for US Radium Corp. 
MALARO.J.C. Atomic Energy Commission (Pre 750119). 70/01/06. 3pp. 58115:074- 
58115:076. 
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-9106130142 Matls licensing package for amend 1 to license 29-13537-02G for US 
Radium Corp. 

MALARO.J.C. Atomic Energy Commission (Pre 750119). 70/01/28. Ip. 58115:077- 
58115:077. 

“9106130172 Matls licensing package for amend 1 to license 29-13537-02G for US 
Radium Corp. 

MALARO.J.C. Atomic Energy Commission (Pre 750119). 70/04/21. Ip. 58115:078- 
58115:078. 

“9106130174 Matls licensing package for license 29-13537-02G for US Radium Corp. 
BELL.J.M. Atomic Energy Commission (Pre 750119). 70/05/22. Ip. 58115:079- 
58115:079. 

“9106130176 Matls licensing package for amend 4 to license 29-13537-02G for US 
Radium Corp. 

BELL.J.M. Atomic Energy Commission (Pre 750119). 70/08/07. 2pp. 58115:080- 
58115:081. 

“9106130180 Matls licensing package for amend 3 to license 29-13537-02G for US 
Radium Corp. 

BELL.J.M. Atomic Energy Commission (Pre 750119). 70/09/17. Ip. 58115:082- 
58115:082. 

“9106130182 Matls licensing package for license 37-00030-08 for US Radium Corp. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 70/12/07. 4pp. 
58115:083-58115:086. 

~9106130188 Matls licensing package for amend 3 to license 37-00030-07 for US 
Radium Corp. 

BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 71/12/08. Ip. 58115:087- 
58115:087. 

“9106130196 Matls licensing package for amend 2 to license 37-00030-08 for US 
Radium Corp. 

BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 71/12/08. Ip. 58115:088- 
58115:088. 

“9106130200 Matls licensing package for license 37-00030-10G for US Radium Corp. 
BELL.J.M. Atomic Energy Commission (Pre 750119). 71/12/13. 3pp. 58115:089- 
58115:091. 

“9106130207 Matls licensing package for license 37-00030-09G for US Radium Corp. 
BELL.J.M. Atomic Energy Commission (Pre 750119). 72/01/04. 3pp. 58115:092- 
58115:094. 

-9106130210 Matls licensing package for amend 1 to license 37-00030-10G for US 
Radium Corp. 

BELL.J.M. Atomic Energy Commission (Pre 750119). 72/03/30. Ip. 58115:095- 
58115:095. 

“9106130216 Matls licensing package for amend 1 to license 37-00030-09G for US 
Radium Corp. 

BELL.J.M. Atomic Energy Commission (Pre 750119). 73/04/06. Ip. 58115:096- 
58115:096. 

“9106130219 Matls licensing package for amend 1 to license 37-00030-09G for US 
Radium Corp. 

BELL.J.M. Atomic Energy Commission, Directorate of Licensing (720101-750118). 73/ 
08/10. Ip. 58115:097-58115:097. 

-9106130291 Matls licensing package for amend 4 to license 37-00030-07E for US 
Radium Corp. 

BASSIN.N. Atomic Energy Commission, Directorate of Licensing (720101-750118). 
74/05/07. 3pp. 58115:098-58115:100. 

“9106130294 Matls licensing package for amend 4 to license 37-00030-08 for US 
Radium Corp. 

* Atomic Energy Commission, Directorate of Licensing (720101-750118). 74/05/08. 
Ip. 58115:101-58115:101. 

“9106130297 Matls licensing package for amend 2 to license 37-00030-09G for US 
Radium Corp. 

* Atomic Energy Commission, Directorate of Licensing (720101-750118). 74/06/27. 
Ip. 58115:102-58115:102. 

“9106130308 Matls licensing package for amend 5 to license 37-00030-08 for US 
Radium Corp. 

COLLINS,D. Atomic Energy Commission, Directorate of Licensing (720101-750118). 
74/12/18. Ip. 58115:103-58115:103. 

“9106130346 Matls licensing package for amend 6 to license 37-00030-08 for US 
Radium Corp. 

* Division of Fuel Cycle & Material Safety (Pre 870413). 77/04/29. 4pp. 58115:104- 
58115:107. 

-9106130373 Matls licensing package for amend 3 to license 37-00030-09G for US 
Radium Corp. 

WRIGHT,E.G. Division of Fuel Cycle & Material Safety (Pre 870413). 77/08/02. 2pp. 
58115:108-58115:109. 

—9106130374 Matls licensing package for amend 4 to license 37-00030-09G for US 
Radium. 

WRIGHT,E.G. Division of Fuel Cycle & Material Safety (Pre 870413). 77/12/15. 2pp. 
58115:110-58115:111. 

“9106130375 Matls licensing package for amend 5 to license 37-00030-09G for US 
Radium Corp. 

BASSIN,N. Division of Fuel Cycle & Materia! Safety (Pre 870413). 78/06/01. Ip. 
58115:112-58115:112. 

“9106140018 Matls licensing package for amend 5 to license 37-00030-09G for US 
Radium Corp. 

COMBS,F.C. Radioisotopes Licensing Branch (Pre 790501). 78/08/21. 3pp. 
58115:113-58115:115. 

“9106140027 Matls licensing package for amend 2 to license 37-00030-1OG for US 
Radium Corp. 

COMBS,F.C. Division of Fuel Cycle & Material Safety (Pre 870413). 78/11/02. 3pp. 
58115:116-58115:118. 


“9106140031 Matls licensing package for license 37-00030-01G for US Radium Corp. 
MALARO.J.C. Atomic Energy Commission (Pre 750119). 69/10/13. 58pp. 58115:119- 
58115:269. 


-9106140040 “Radiological Investigation of Grounds & Ground Water." 

‘ Radiation Management Corp. (RMC). 79/04/23. 88pp. 58115:270-58115:353. 

—9106140094 “Radiological Contingency Plans.” 

* Safety Light Corp. 82/03/15. 104pp. 58117:297-58118:040. 

—9106140142 Matls licensing package for amend 4 to license 37-00030-10G for Safety 
Light Corp. 

HICKEY,J.W. Materials Licensing Branch. 83/01/20. Ip. 58117:124-58117:124. 

-9106140145 Matls licensing package for amend 7 to license 37-00030-07E for Safety 
Light Corp. 

HICKEY,J.W. Materials Licensing Branch. 83/01/20. Ip. 58117:125-58117:125. 

-9106140146 Matls licensing package for amend 6 to license 37-00030-09G for Safety 
Light Corp. 

HICKEY,J.W. Materials Licensing Branch. 83/01/20. Ip. 58117:126-58117:126. 

-9106140148 Matls licensing package for amend 41 to license 37-00030-02 for Safety 
Light Corp. 

HICKEY,J.W. Materials Licensing Branch. 83/01/30. Ip. 58117:127-58117:127. 

-9106140151 Matls licensing package for amend 9 to license 37-00030-08 for Safety 
Light Corp. 

GUINN.P.R. Materials Licensing Branch. 83/06/06. 3pp. 58117:128-58117:130. 

“9106140152 Matls licensing package for amend 7 to license 37-00030-09G for Safety 
Light Corp. 

HICKEY,J.W. Materials Licensing Branch. 83/10/24. 2pp. 58117:131-58117:132. 

-9106140154 Clarifies items previously stated in 810121 correspondence & on forward¬ 
ing organization chart. 

MILLER,J. Safety Light Corp. 83/11/11. Materials Licensing Branch. 2pp. 58117:133- 
58117:296. 

9106120233 Partial response to FOIA request for documents re facility status & 
developments.App D end & being made available in PDR.Portions of app E & all app 
F records withheld (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 8pp. 58090:210- 
58090:260. 

-9104080154 Notation vote approving in part & disapproving in part, SECY-90-386 re 
NRC policy on accumulation period for decommissioning funds for prematurely shut 
down reactors. 

CARR.K.M. Commissioners (Post 750119). 90/12/12. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 2pp. 58090:226-58090:227. 

“9106120255 Notation vote response sheet approving & disapproving w/ comments 
SECY-89-247 re Shoreham status & developments. 

CURTISS Commissioners (Post 750119). 89/08/18. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 3pp. 58090:218-58090:220. 

“9106120272 Advises that Commission does not object to issuance of proposed FR 
notice & confirmatory order. 

CHILK.S.J. Office of the Secretary of the Commission. 90/03/27. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 2pp. 58090:221 -58090:222. 

—9106120280 Submits clarification of criteria for decommissioning of early shutdown 
plants. 

CARR.K.M. Commissioners (Post 750119). 90/10/16. ROGERS, CURTISS, REM1CK 
Commissioners (Post 750119). Ip. 58090:223-58090:223. 

“9106120286 Discusses SECY-90-379 re Rancho Seco Nuclear Generating Station 
status & developments. 

CURTISS Commissioners (Post 750119). 90/11/19. TAYLOR,J.M. Ofc of the Execu¬ 
tive Director for Operations. 2pp. 58090:224-58090:225. 

“9106120304 Concurs w/staff proposal in SECY-90-391 re facility status & develop¬ 
ments. 

CURTISS Commissioners (Post 750119). 90/12/13. TAYLOR,J.M. Ofc of the Execu¬ 
tive Director for Operations. 1 p. 58090:228-58090:228. 

-9106120317 Submits staff requirements memo on SECY-90-386. 

CHILK.S.J. Office of the Secretary of the Commission. 90/12/17. CARR, CURTISS, 
REMICK Commissioners (Post 750119). 3pp. 58090:229-58090:231. 

—9106120344 Forwards draft reg guide DG 1007, “Facilitation of Decommissioning of 
Nuclear Power Reactors,” for comments. 

BOSNAK.R.J. Division of Engineering (Post 870413). 90/01/19. BANGART.R.L. Low- 
Level Waste Management Branch (Post 901230). TREBY.S.A. Office of the General 
Counsel (Post 860701). RUSSELL,W.T. Region 1 (Post 820201). Ip. 58090:232- 
58090:232. 


~9106120356 Forwards staff requirements memo on COMKC-90-19. 

CHILK.S.J. Office of the Secretary of the Commission. 90/40/26. CARR, ROGERS, 
CURTISS Commissioners (Post 750119). 2pp. 58090:233-58090:233. 

“9106120360 Submits COMKG-90-19 clarification of criteria for decommissioning of 
early shutdown plants.Requests response re staff paper within three working days. 
CHILK.S.J. Office of the Secretary of the Commission. 90/10/25. REMICK Commis¬ 
sioners (Post 750119). ip. 58090:234-58090:234. 

-9106120378 SECY-91-407 Advises Commission of receipt of two requests for hearings 
& petition to intervene re requests by LILCO for possession only license amend to 
facility OL & recommends potential choices of action. 

MALSCH.M.G. Office of the General Counsel (Post 860701). 90/12/18. 3pp. 
58090:235-58090:260. 
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9106120240 FOIA request for documents re Aspen Sys,Inc technical & business pro¬ 
posals re NRC-18-89-346 & NRC-14-85-392. 

KLEINSTEIN.B.H. Information Ventures, Inc. NRC-18-89-346. NRC-14-85-392. 91/03/ 
28. MACE.M.H. Division of Contracts & Property Management (Post 890205). 2pp. 
58131:175-58131:176. 

9106120298 FOIA request for documents re license R-36 issued in 1958,license R-72 
issued in Dec 1960 & license 19-1398-29 issued to either Penn State Univ or Martin- 
Marietta Corp. 

BRENNAN,D.F. Pennsylvania, Commonwealth of. 90/11/23. Division of Freedom of 
Information & Publications Services (Post 890205). 2pp. 58375:001-58375:002. 

9106120299 Final response to FOIA request for info.Documents subj to request already 
available in PDR in response to FOIA-91-138 (Kelley). 

PHILIPS,J.D. Printing & Audiovisual Services Branch. NRC-18-89-346. NRC-14-85-392. 
91/04/29. KLEINSTEIN.B.H. Information Ventures, Inc. Ip. 58131:174-58131:174. 

9106120312 Partial response to FOIA request for info re Sequoyah Fuel Corp U proc¬ 
essing plant in Gore,OK.Records in app I partially withheld (ref FOIA exemption 6). 
PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/29. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 3pp. 58090:198-58090:205. 

-9106120320 Partially deleted memo re concerns expressed by individual about possi¬ 
ble contamination involving Kerr McGee. 

RESNER.M.E. Office of Inspector & Auditor (Pre 890417). 86/08/22. CONNELLY,S.R. 
Office of Inspector & Auditor (Pre 890417). 2pp. 58090:201-58090:202. 

-9106120326 Partially deleted memo forwarding memo discussing concerns re NRC 
regulation of Sequoyah Fuels Corp Gore facility received on 860820. 

CONNELLY,S.R. Office of Inspector & Auditor (Pre 890417). 86/08/29. STELLO.V. 
Ofc of the Executive Director for Operations. Ip. 58090:203-58090:205. 

9106120324 Responds to FOIA request for documents re license numbers R-36,issued 
in 1958,license R-72 issued in Dec 1960 & license 19-01398-29.Forwards Apps 
A,B,C,D documents.App E documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/01. BRENNAN.D.F. Pennsylvania, Commonwealth of. 13pp. 
58375:003-58380:113. 

-9106210237 Ack receipt of 640414 Itr advising of appointment of CW Keller as Nucle¬ 
ar Accountability & Licensing representative for Nuclear Div.Martin Co. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 64/06/06. ALPER.W.H. 
Martin Marietta Corp. Ip. 

-7903140181 Forwards application for renewal of Matl/Byproduct License 37-17860-01. 
MOSLAK.J.A. Permagrain Products, Inc. 94564. 79/02/26. GUINN,P.R. Radioisotopes 
Licensing Branch (Pre 790501). 181pp. 58379:070-58379:250. 

-7910290382 Forwards IE Insp Rept 30-13573/79-01 on 790802 of activities under Li¬ 
cense 37-17860-01.No noncompliance noted. 

MCCLINTOCK.R.O. Region I, IE (720101-810228). 79/09/04. WITT.A.E. Permagrain 
Products, Inc. 2pp. 58379:263-58379:272. 

-7910290391 IE Insp Rept 30-13573/79-01 on 790802.No noncompliance noted 
noted.Major areas inspected.-radiation protection program re organization,training,tests 
of radiation & water level evacuation alarms, & receipt & transfer of licensed matl. 
FRIEDMAN,I.E. Region I, IE (720101-810228). 37-17860-01. 79/08/31. 4pp. 
58379:265-58379:272. 

-8002120387 Forwards application for amend to Matl/Byproduct License 37-17860-01. 
MOSLAK.T.A. Permagrain Products, Inc. 02421. 79/12/10. BASSIN.N. Materials Li¬ 
censing Branch. 2pp. 58375:118-58375:122. 

-8005070194 Forwards signed application for renewal of Matl/Byproduct License 37- 
17860-01 ,in response to NRC 800407 telcon request.Drawing of processing pool end. 
MOSLAK.T.A. Permagrain Products, Inc. 02421. 80/04/09. GUINN.P.R. Materials Li¬ 
censing Branch. 2pp. 58375:123-58375:126. 

-8305240514 Forwards IE Insp Rept 30-13573/83-01 on 830420 & notice of violation. 
MARTIN,T.T. Div of Engineering & Technical Programs, Rl. 83/05/10. WITT.A.E. Per¬ 
magrain Products, Inc. 2pp. 58375:210-58375:216. 

-8305240518 Notice of violation from insp on 830420. 

* Region 1 (Post 820201). 83/05/10. Ip. 58375:212-58375:212. 

-8305240526 IE Insp Rept 30-13573/83-01 on 830420.Noncompliance noted: failure to 
calibr survey instrument properly & failure to test ventilation sys properly. 

FRIEDMAN,L.F. Region 1 (Post 820201). 83/05/09. 4pp. 58375:213-58375:216. 

-8306030306 Ack receipt of 830517 Itr informing NRC of steps taken to correct viola¬ 
tions noted in IE Insp Rept 30-13573/83-01 on 830420. 

MARTIN,T.T. Div of Engineering & Technical Programs, Rl. 83/05/26. WITT.A.E. Per¬ 
magrain Products, Inc. Ip. 58375:218-58375:218. 

-8306030313 Responds to NRC 830510 Itr re violations noted in IE Insp Rept 30- 
13573/83-01 on 830420.Corrective actions:Eberline E-120 survey instrument calibr & 
hot cell air flow tests conducted. 

WITTAE. Permagrain Products, Inc. 83/05/17. MARTIN,T.T. Div of Engineering & 
Technical Programs, Rl. Ip. 58375:217-58375:217. 

-8412260037 Forwards Insp Rept 30-13573/84-01 on 840920.No violations 
noted.Concern w/high conductivity level of pool water & frequent addition of chemi¬ 
cals to retard algae growth noted. 

MARTIN,T.T. Div of Engineering & Technical Programs, Rl. 84/11/29. WITT.A.E. Per¬ 
magrain Products, Inc. 2pp. 58375:220-58375:226. 

-8412260042 Insp Rept 30-13573/84-01 on 840920.No violations noted. Major areas 
inspected:review of organization,matls & facilities,calibr of instruments,receipt & trans¬ 
fer of matl & external & internal personnel protection. 

NICOLOSI.J. Region 1 (Post 820201). 84/11/21. 5pp. 58375:222-58375:226. 

—8505170497 Ack receipt of 850204 Itr.Matter will be included in review of pending li¬ 
cense renewal. 

KINNEMAN.J.D. Region 1 (Post 820201). 85/05/02. WITT.A.E. Permagrain Products, 
Inc. Ip. 58375:229-58375:255. 


-8505170498 Discusses possible way of alleviating concerns noted in 841129 
Itr.Dummy fuel elements would be kept in irradiator environ & evaluated quarterly for 
corrosion. 

WITT.A.E. Permagrain Products, Inc. 85/02/04. MARTIN.T.T. Region 1 (Post 820201). 
2pp. 58375:227-58375:228. 

-8607220438 Forwards Safety Insp Rept 30-13573/86-01 on 860423-24.No violations 
noted.NRC understands that flow monitor will be installed on demineralization sys to 
provide indication of inadequate flow through demineralizers. 

KINNEMAN.J.D. Region 1 (Post 820201). 86/07/15. WITT.A.E. Permagrain Products, 
Inc. 2pp. 58375:256-58375:262. 

—8607220442 Insp Rept 30-13573/86-01 on 860423-24.No violations noted. Major 
areas inspected: radiation protection program,including effluent controt.waste 
disposal .environ monitoring program & emergency preparedness. 

COSTELLO,F. Region 1 (Post 820201). 86/07/11. 5pp. 58375:258-58375:262. 

-8610080185 Ack receipt of 860814 Itr informing NRC of steps taken to correct viola¬ 
tions noted in Insp 30-13573/86-01. 

KINNEMAN.J.D. Region 1 (Post 820201). 86/10/01. WITT.A.E. Permagrain Products, 
Inc. 2pp. 58375:264-58375:265. 

-8610080191 Responds to NRC Itr re violations noted in Insp 30-13573/86-01.Correc¬ 
tive actions:water flowmeter ordered & installed,filters replaced.weekly water samples 
taken from input & output cock & ion exchange resin replaced. 

ROWLES.P.A. Permagrain Products, Inc. 86/08/14. KINNEMAN.J.D. Region 1 (Post 
820201). ip. 58375:263-58375:263. 

-8704010127 Forwards “Radiological Survey of Quehanna Wild Area Karthaus.PA,” 
final rept.Survey indicates small amount of Co-60 contamination exists in Piper-1 
landfill. Understands state will develop plan to respond to contamination. 
KINNEMAN.J.D. Region 1 (Post 820201). 87/03/27. THORPE,R. Pennsylvania, Com¬ 
monwealth of. 2pp. 58376:125-58376:126. 

-8704010130 “Radiological Survey of Quehanna Wild Area Karthaus.PA," final rept. 
STYERS.D.R. Oak Ridge National Laboratory. FIN A-9076-3. 87/01/31. Region 1 
(Post 820201). 200pp. 58375:266-58376:124. 

-8709240159 Confirms understanding from 870619 meeting in Region I ofc that appli¬ 
cation for license authorizing possession of contaminated equipment & other onsite 
items will be filed by 870930. 

KINNEMAN.J.D. Region 1 (Post 820201). 87/09/18. WITT.A.E. Permagrain Products, 
Inc. 2pp. 58376:128-58376:131. 

-8709240170 Insp Rept 30-13573/87-01 on 870619.Major areas discussed: licensee 
plan for characterizing radioactive contamination at Quehanna site & eventual facility 
decontamination. Commonwealth of PA intends to participate in efforts. 

COSTELLO,F. Region 1 (Post 820201). 87/09/14. 2pp. 58376:130-58376:131. 

-8711240054 Informs recipient that atty 870921 Itr provided clarifying info re meeting 
summary included w/NRC 870918 Itr.Atty Itr will be made part of public record of 
meeting. 

KINNEMAN.J.D. Region 1 (Post 820201). 87/11/19. WITT.A.E. Permagrain Products, 
Inc. 25pp. 58376:145-58376:169. 

-8711240071 Comments on substance of 870619 meeting for clarity. Commonwealth of 
PA agreed to full responsibility for characterization,decontamination & cleanup of all 
areas w/ Sr-90 matl. 

FRIEDMAN,S.A. Leto & Friedman. 87/09/21. KINNEMAN.J.D. Region 1 (Post 
820201). Ip. 58376:132-58376:133. 

-8811290311 Discusses Safety Insps 30-13573/88-01 & 30-29288/88-01 on 

881018.No violations noted. 

WHITE,J.R. Region 1 (Post 820201). 88/11/18. WITT,A. Permagrain Products, Inc. 
2pp. 58376:170-58376:171. 

—8905310216 Forwards aerial radiological survey of Quehanna Wild Area, including 
Piper Landfill.Piper.PA in Sept 1986.W/0 end. 

KINNEMAN.J.D. Region 1 (Post 820201). 89/04/13. PARKS,N.F., OBLESKI.G.M. Af¬ 
filiation Not Assigned. RESNIKOFF.M. Radioactive Waste Campaign. 14pp. 
58376:172-58376:185. 

-8906060240 Responds to 890524 Itr re proposed change in ownership of 
licensee.Understands that no change will take place in mgt, personnel or organization 
of corporation. 

KINNEMAN.J.D. Region 1 (Post 820201). 89/05/30. WITT,A.E. Permagrain Products, 
Inc. 35pp. 58379:027-58379:061. 

-8908160008 Advises licensee on responsibility for decontamination of facility. 
KINNEMAN.J.D. Region 1 (Post 820201). 89/08/08. WITT.A.E. Permagrain Products, 
Inc. 3pp. 58376:191-58376:193. 

-8908160010 Requests advise on cleanup of Sr-90. 

WITT.A.E. Permagrain Products, Inc. 89/06/19. KINNEMAN.J.D. Region 1 (Post 

820201). Ip. 58376:189-58376:189. 

-8908160011 Responds to 890526 Itr re assistance for cleanup. 

WITT.A.E. Permagrain Products, Inc. 89/05/30. KINNEMAN.J.D. Region 1 (Post 

820201). 2pp. 58376:188-58376:188. 

—8911080315 Ack receipt of end Weston rept re Cell 3 forwarded by end 890915 
Itr.Matter will be examined during future insp. 

KINNEMAN.J.D. Region 1 (Post 820201). 89/10/26. WITT.A.E. Permagrain Products, 
Inc. Ip. 58376:259-58376:259. 

-8911080317 Forwards “Preliminary Evaluation of Radiological Conditions Cell 3 Que¬ 
hanna Facility.” 

WITT.A.E. Permagrain Products, Inc. 89/09/15. COSTELLO,F. Region 1 (Post 

820201). Ip. 58376:203-58376:253. 

-8911080320 “Preliminary Evaluation of Radiological Conditions Cell 3 Quehanna Facili¬ 
ty.” 

* Roy F. Weston, Inc. 89/06/30. 50pp. 58376:204-58376:253. 
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-9003260537 Matls licensing package for Amend 1 to License 37-17860-02 for Perma¬ 
grain Products, I nc.Control:110727. 

COSTELLO,F.M. Region 1 (Post 820201). 110727. 89/10/04. 3pp. 58376:256- 
58376:258. 

-9105200082 Matls licensing package for license 37-17860-02 for Permagrain Products 
Inc.Control: 105610. 

KINNEMAN.J.D. Region 1 (Post 820201). 105610. 88/08/08. 2pp. 58378:343- 
58378:344. 

-9105200091 Matls licensing package for amend 5 to license 37-17860-01 for Perma¬ 
grain Products,lnc.Control:120283. 

DAVIS,J. Region 1 (Post 820201). 120283. 87/09/29. 10pp. 58376:136-58376:139. 

—9106120380 Clarifies corrective actions taken re items noted on end AEC Form 
592.W/o end. 

MCGROGAN.J.F. Atlantic Richfield Co. (ARCO). 71/02/01. KIRKMAN.R.W. Atomic 
Energy Commission (Pre 750119). Ip. 58375:018-58375:018. 

—9106130252 Ack receipt of 710118 Itr informing NRC of activities at Radiation Process 
Ctr.Quehanna.PA. 

VEERLING.J.P. Atomic Energy Commission (Pre 750119). 71/02/03. 

BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). Ip. 58375:019-58375:019. 

-9106130257 Ack receipt of 710201 itr informing NRC of steps taken to correct items 
of noncompliance. 

KIRKMAN.R.W. Atomic Energy Commission (Pre 750119). 71/02/19. 

MCCROGAN.J.F. Atlantic Richfield Co. (ARCO). Ip. 58375:020-58375:020. 

-9106130271 Forwards transmittal of satisfactory response to Form AEC-392.W/0 end. 
NELSON.P.R. Atomic Energy Commission (Pre 750119). 71/02/19. ROY.G.W. Atomic 
Energy Commission (Pre 750119). Ip. 58375:021-58375:021. 

—9106130309 Provides supplemental info concerning contamination of facility,disposition 
of remaining inventory of reactor components & presence of records re license R-72. 
BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 71/03/23. BRAUNER.A. Atomic 
Energy Commission (Pre 750119). 38pp. 58375:022-58375:059. 

—9106130322 Requests temporary approval to amend license 37-12307-02 to permit ir¬ 
radiation of commercial plate glass in small section of former reactor pool w/o use of 
irradiation cans described in application for license. 

* Atlantic Richfield Co. (ARCO). 72/02/10. Atomic Energy Commission (Pre 750119). 
Ip. 58375:060-58375:060. 

—9106130327 Forwards L Higginbotham memo outlining plans for Region I emergency 
olsn packet 

NELSON.P.R. Region I, IE (720101-810228). 72/03/22. Region I, IE (720101-810228). 
Ip. 58375:061-58375:061. 

-9106130332 Provides outline for plans re Region I emergency plan packet. 
HIGGINBOTHAM,L. Region I, IE (720101-810228). 72/03/21. NELSON.P.R., 
CROCKER,H.W. Region I, IE (720101-810228). 2pp. 58375:062-58375:063. 

—9106130340 Requests info as to whether any significant damage occurred to any 
safety-related structures sys,components or matls during past wk due to serious flood¬ 
ing conditions in East. 

O’REILLY.J.P. Region I, IE (720101-810228). 72/06/27. WITT,A. Atlantic Richfield Co. 
(ARCO). Ip. 58375:064-58375:064. 

—9106130351 Requests info re transfer of research irradiators to Quehanna facilities. 
WITT.A.E. Atlantic Richfield Co. (ARCO). 72/07/05. HENDRICKS,G.W. Atomic Energy 
Commission (Pre 750119). 7pp. 58375:065-58375:071. 

-9106140017 Forwards regulatory operations bulletin 74-7 re personnel overexposure at 
irradiation facility. 

O’REILLY.J.P. Region I, IE (720101-810228). IEB-74-07. 74/06/28. Region I, IE 
(720101-810228). 3pp. 58375:072-58375:080. 

—9106140029 Forwards mfg instructions re hot cell entries via doors (MI-1,Rev 1). 
MOSLAK.T.A. Atlantic Richfield Co. (ARCO). 74/10/29. JERMAN.P. Atomic Energy 
Commission (Pre 750119). 2pp. 58375:081-58375:081. 

-9106140034 Requests that next inspector review license 37-12307-02 to assure new 
rule applied to licensee. 

MCCLINTOCK.R. NRC - No Detailed Affiliation Given. 75/02/19. NRC - No Detailed 
Affiliation Given. Ip. 58375:082-58375:082. 

-9106140064 Discusses request for installation of in-cell radiation detector during next 
license renewal. 

ROY.G.W. Atomic Energy Commission, Directorate of Regulatory Operations (720101- 
750118). 74/12/12. NELSON.P. Region I, IE (720101-810228). 2pp. 58375:083- 
58375:084. 

—9106140074 Notification of process pool water leak,which may result in subsequential 
loss of one day or more in plant operation to conduct repairs,per AEC (1QCFR20.403 
(b)). 

MOSLAK.T.A. Atlantic Richfield Co. (ARCO). 75/07/11. Region I, IE (720101-810228). 
2pp. 58375:085-58375:086. 

-9106140103 Requests cooperation in posting copies of end notice in sufficient number 
of places for employees to observe to & from work locations. 

VOLGENAU.E. Office of Inspection & Enforcement (750101-801210). 77/04/04. 
WITT.A.E. Atlantic Richfield Co. (ARCO). 3pp. 58375:087-58375:089. 

—9106140147 Requests expedited review of PermaGrain application for issuance of li¬ 
cense. 

FIELD.B.B. Atlantic Richfield Co. (ARCO). 77/11/22. WEISS,D. License Fee Manage¬ 
ment Branch (Pre 861124). 5pp. 58375:090-58375:094. 

—9106140193 License 37-17860-01 for Permagrain Products,Inc. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 77/12/21. 4op. 58375:095- 
58375:101. 

-9106170005 Notification of change of address to listed location. 

MOSLAK.T.A. Permagrain Products, Inc. 78/02/27. BASSIN.N. Radioisotopes Licens¬ 
ing Branch (Pre 790501). 3pp. 58375:102-58375:104. 


-9106170015 Supplementary sheet for license 37-17860-01 for Permagrain 
Products, Inc. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 78/03/27. 2pp. 58375:105- 
58375:106. 

-9106170020 Application for renewal of license 37-17860-01. 

MOSLAK.T.A. Permagrain Products, Inc. 78/05/08. BASSIN.N. Radioisotopes Licens¬ 
ing Branch (Pre 790501). Ip. 58375:107-58375:107. 

-9106170024 Application for renewal of license 37-17860-01. 

MOSLAK.T.A. Permagrain Products, Inc. 78/05/08. 6pp. 58375:108-58375:112. 

-9106170038 Matls licensing package for amend 2 to license 37-17860-01 for Perma¬ 
grain Products,Inc. 

GUINN,P.R. Division of Fuel Cycle & Material Safety (Pre 870413). 79/04/02. 5pp. 
58375:113-58375:117. 

-9106170115 Informs that TA Moslak designated as new radiation protection officer in 
license 37-17860-01. 

GRIEST.LW. Permagrain Products, Inc. 80/05/02. QUINN,P. Office of Nuclear Materi¬ 
al Safety & Safeguards. Ip. 58375:127-58375:127. 

-9106170127 Amend 3 to license 37-17860-01. 

QUINN,P.R. Office of Nuclear Material Safety & Safeguards. 80/05/23. 3pp. 
58375:128-58375:130. 

-9106170137 Informs that IE conducted insp of activities authorized by license on 
790802. 

HOLLOWAY,C.J. License Fee Management Branch (Pre 861124). 80/08/05. 
WITT.A.E. Permagrain Products, Inc. 3pp. 58375:131-58375:133. 

-9106170179 Advises that license 37-17860-01 reclassified from Category 3F to fee 
Category 3E per section 170.31 of 10CFR170.Check end. 

JACKSON,G. License Fee Management Branch (Pre 861124). 78/06/16. 

MOSLAK.T.A. Permagrain Products, Inc. 2pp. 58375:134-58375:136. 

—9106170190 Advises that 780508 application for renewal of license 37-17860-01 subj 
to addl fees as specified in section 170.31 (3F) of 10CFR170. 

CABELL,A.S. License Fee Management Branch (Pre 861124). 78/05/22. 

MOSLAK.T.A. Permagrain Products, Inc. Ip. 58375:137-58375:138. 

—9106170197 Advises that 780329 application for amend to license 37-17860-01 subj to 
amend fee of $110 as specified in section 170.31 (3F) of 10CFR170. 

WEISS,D. License Fee Management Branch (Pre 861124). 78/04/12. MOSLAK.T.A. 
Permagrain Products, Inc. 2pp. 58375:139-58375:141. 

—9106170224 Forwards insp rept 30-13573/81-01 on 810709.No violation noted. 
KINNEMAN.J.D. Region I, IE (720101-810228). 81/10/15. WITT.A.E. Permagrain 
Products, Inc. 2pp. 58375:142-58375:143. 

—9106170233 Insp rept 30-13573/81-01 on 810709.No violations noted. Major areas 
inspected: radiation protection program including review of 

organization.training,radiation & water level monitors & alarms. 

NICOLOSI.J.F. Region I, IE (720101-810228). 81/10/14. 5pp. 58375:144-58375:148. 

—9106170254 Forwards pages 37 to 54,inclusive,which describe cells & pages 71 to 
87,inclusive,which detail control & safety procedures,from original license under ARCO 
Chemical Co. 

GRIEST.L.W. Permagrain Products, Inc. 09344. 81/11/10. GUINN,P. Office of Nuclear 
Material Safety & Safeguards. 39pp. 58375:149-58375:189. 

-9106180026 Provides list of health & safety committee members to review qualifica¬ 
tions of all Neutron Products,Inc personnel assigned to perform any operations in 
plant. 

GRIEST.L.W. Permagrain Products, Inc. 81/12/07. GUINN,P. Division of Fuel Cycle & 
Material Safety (Pre 870413). 5pp. 58375:190-58375:194. 

-9106180036 Amend 4 to license 37-17860-01 for Permagrain Products,Inc. 

QUINN,P.E. Division of Fuel Cycle & Material Safety (Pre 870413). 81/12/18. 2pp. 
58375:195-58375:196. 

-9106180045 Requests remittal of addl fee to NRC within 20 days for amend 4 to li¬ 
cense 37-17860-01. 

JACKSON, G. License Fee Management Branch (Pre 861124). 82/04/23. 

GRIEST.LW. Permagrain Products, Inc. 2pp. 58375:197-58375:209. 

—9106180132 Ack receipt of std form Itr for notice of expiration of license 37-17860-01. 
WITT.A.E. Permagrain Products, Inc. 84/03/13. Division of Fuel Cycle & Material 
Safety (Pre 870413). Ip. 58375:219-58375:219. 

—9106180328 Forwards radiological survey of Quehanna Wild Area.Karthaus, PA,Jan 
1987 & recent correspondence w/Commonwealth of Pennsylvania re rept. 
KINNEMAN.J.D. Region 1 (Post 820201). 87/03/27. WITT.A.E. Permagrain Products, 
Inc. Ip. 58376:127-58376:127. 

—9106180349 Forwards amend to license 37-17860-01. 

DAVIS,J. Region 1 (Post 820201). 120283. 87/09/29. WITT.A.E. Permagrain Products, 
Inc. 2pp. 58376:134-58376:135. 

—9106180370 Application for amend to license 37-17860-01 .authorizing Neutron 
Products,Inc to load & unload radioprocessing sources in addition to teletherapy 
sources approved in amend 4. 

GRIEST.L.W. Permagrain Products, Inc. 123283. 87/08/14. QUINN,P.R. Office of Nu¬ 
clear Material Safety & Safeguards. 2pp. 58376:140-58376:141. 

—9106180395 Trip rept of 870921-22 visit to Permagrain Products Inc. 

GRAY.E.H. Region 1 (Post 820201). 87/10/02. COSTELLO,F. Region 1 (Post 
820201). 3pp. 58376:142-58376:144. 

-9106190052 Requests extension of date for completion of Phase I to 891231. 
WITT.A.E. Permagrain Products, Inc. 89/05/09. COSTELLO,F. Region 1 (Post 
820201). Ip. 58376:186-58376:187. 

—9106190085 Advises that application fee required for amend to license 37-17860-02. 
JACKSON,G. License Fee Management Branch (890205-890826). 89/07/19. 
WITT.A.E. Permagrain Products, Inc. Ip. 58376:190-58376:190. 
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-9106190094 Forwards amend to license 37-17860-01. 

COSTELLO,F.M. Region 1 (Post 820201). 111194. 89/09/15. Permagrain Products, 
Inc. 2pp. 58376:194-58376:195. 

-9106190098 Amend 6 to license 37-17860-01 for Permagrain Products,Inc. 

COSTELLO,F.M. Region 1 (Post 820201). 89/09/15. 5pp. 58376:196-58376:200. 

-9106190109 Requests amend to license,adding Co-60 80,000 Ci for use in large sec¬ 
tion of former pool for under water irradiation of commerce products. 

WITT.A.E. Permagrain Products, Inc. 116919. 89/08/10. COSTELLO,F. Region 1 
(Post 820201). 2pp. 58376:201-58376:202. 

-9106190152 Forwards amend to license 37-17860-02. 

COSTELLO,F.M. Region 1 (Post 820201). 110727. 89/10/04. WITT.A.E. Permagrain 
Products, Inc. 2pp. 58376:254-58376:255. 

-9106190312 Requests that license 19-1398-29 be renewed.License covers operation 
of Martin Marietta Corp Pilot Plant at Quehanna.PA utilized for production of isotopic 
heat sources. 

KELLER,C.W. Martin Marietta Corp. ACC-277. 64/04/15. JOHNSON.L.E. Atomic 
Energy Commission (Pre 750119). 2pp. 58376:260-58376:261. 

-9106190316 Application for license,authorizing use of 6,000,000 Ci Sr-90 for produc¬ 
tion of isotopic heat sources. 

KELLER,C.W. Martin Marietta Corp. 64/04/15. 2pp. 58376:262-58376:263. 

-9106200022 Recommends that rehabilitation of cells 1 & 2 proposed in 640511 appli¬ 
cation for amend to license 19-01398-29 be approved. 

RAY.W.H. Atomic Energy Commission (Pre 750119). 64/05/20. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 58376:264-58376:265. 

-9106200047 Recommends that amend to authorize rehabilitation of cells 1 & 2 incor¬ 
porate approval to employ respiratory protection equipment per sections in chapter 10 
of MND-3137. 

RAY.W.H. Atomic Energy Commission (Pre 750119). 64/05/21. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 58376:266-58376:267. 

-9106200053 Discusses 640520 meeting re review of MND-3137 & licensee application 
for renewal of license 19-01398-29. 

RAY.W.H. Atomic Energy Commission (Pre 750119). 64/05/25. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 58376:268-58376:269. 

-9106200061 Provides comments on application 59164 by Martin Marietta w/respect to 
approval of respiratory protection. 

CATLIN.R.J. Atomic Energy Commission (Pre 750119). 64/06/04. AIKENS.A. Atomic 
Energy Commission (Pre 750119). 2pp. 58376:270-58376:273. 

-9106200070 Requests advise re adequacy of info supplied in MND-3137 to support 
authorization pursuant to paragraph 20.103(c)(3) of 10CFR20 to utilize respiratory pro¬ 
tective devices. 

RAY.W.H. Atomic Energy Commission (Pre 750119). 64/05/15. CATLIN.R.J. Atomic 
Energy Commission (Pre 750119). Ip. 58376:274-58376:274. 

-9106200082 Forwards revised pages for renewal of license 19-01398-29. 

KELLER,C.W. Martin Marietta Corp. ACC-298. 64/06/05. RAY.W.H. Atomic Energy 
Commission (Pre 750119). Ip. 58376:275-58376:275. 

-9106200088 Forwards addl revised pages to original submission for renewal of license 
19-01398-29 

KELLER,C.W. Martin Marietta Corp. ACC-303. 64/06/23. RAY,W. Atomic Energy 
Commission (Pre 750119). 6pp. 58376:276-58376:281. 

-9106200096 Forwards info re flame resistance of hydraulic fluid intended for use in 
process box. 

KELLER,C.W. Martin Marietta Corp. ACC-326. 64/08/27. RAY.W. Atomic Energy 
Commission (Pre 750119). 20pp. 58376:282-58376:303. 

-9106200108 Informs of issuance for renewal of license 19-01398-29 to Martin-Marietta 
Corp for operation of Radiosotopes Pilot Plant at Quehanna.PA. 

JOHNSON.L.E. Atomic Energy Commission (Pre 750119). 64/09/21. PRICE,H.L. 
Atomic Energy Commission (Pre 750119). 2pp. 58376:304-58376:307. 

-9106200116 Requests transfer of license 37-04456-08 from NUMEC to Atlantic Rich¬ 
field Co. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 69/12/15. 

CUNNINGHAM,R.E. Atomic Energy Commission (Pre 750119). 3pp. 58377:027- 
58377:029. 

-9106200126 Application for license,authorizing use of listed licensed matl to be used in 
irradiation of commercial products. 

* Atlantic Richfield Co. (ARCO). 90/11/23. 4pp. 58377:030-58377:033. 

-9106200134 Clarifies & affirms mgt arrangements re 691215 application for transfer of 
license 37-04456-08 from NUMEC to Atlantic Richfield Co. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 70/02/26. 

CUNNINGHAM,R.E. Atomic Energy Commission (Pre 750119). 19pp. 58377:034- 
58377:052. 

-9106200139 Forwards revised pages for license 19-01398-29,which correct air sys 
pressure differentials to more feasible proper min values. 

KELLER,C.W. Martin Marietta Corp. ACC-361. 65/01/12. AIKENS.A. Atomic Energy 
Commission (Pre 750119). 4pp. 58376:308-58376:311. 

-9106200147 Clarifies & affirms mgt situation to be instituted re 691215 application for 
transfer of license 37-04456-08 from NUMEC to Atlantic Richfield Co. 

SHAPIRO,2.M. Nuclear Materials & Equipment Corp. (NUMEC). 70/03/06. 
CUNNINGHAM,R.E. Atomic Energy Commission (Pre 750119). 2pp. 58377:053- 
58377:054. 

-9106200154 Provides clarification & affirms mgt situation to be instituted re 691215 
application for transfer of license 37-04456-08. 

MCKIM.P.A. Atlantic Richfield Co. (ARCO). 70/03/06. CUNNINGHAM.R.E. Atomic 
Energy Commission (Pre 750119). 2pp. 58377:055-58377:056. 

-9106200159 Forwards revised pages 95 & 96 for license 19-01398-29, correcting air 
sys pressure differentials to more feasible & proper min values. 

KELLER,C.W. Martin Marietta Corp. ACC-366. 65/01/27. AIKENS.A. Atomic Energy 
Commission (Pre 750119). 3pp. 58376:312-58376:314. 


-9106200164 Forwards application for amend to license 37-12307-02. 

REITLER.E.K. Atlantic Richfield Co. (ARCO). 70/06/11. MALARO.J. Atomic Energy 
Commission (Pre 750119). 3pp. 58377:057-58377:059. 

-9106200167 Recommends that revs specified in 650127 submission be approved by 
issuance of appropriate amend to license 19-01398-29. 

RAY.W.H. Atomic Energy Commission (Pre 750119). 65/02/02. Atomic Energy Com¬ 
mission (Pre 750119). 4pp. 58376:315-58376:318. 

-9106200202 Amend 18 to license 19-01398-29 for Martin-Marietta Corp. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 65/02/04. 8pp. 58376:319- 
58376:328. 

-9106200206 Forwards revised pages for license 19-01398-29 which clarify & suppl 
previous submissions. 

KELLER,C.W. Martin Marietta Corp. ACC-451. 66/01/06. RAY.W. Atomic Energy 
Commission (Pre 750119). Ip. 58376:329-58376:329. 

-9106200208 Forwards revised pages for license 19-01398-29. 

KELLER,C.W. Martin Marietta Corp. ACC-435. 65/10/21. AIKENS.A.E. Atomic Energy 
Commission (Pre 750119). Ip. 58376:330-58376:330. 

-9106200219 Discusses 651021 request for amend to license 19-01398-29 by submit¬ 
ting revised pages for substitution in 255 page facility design & safety evaluation 
MND-3137. 

RAY.W.H. Atomic Energy Commission (Pre 750119). 66/01/14. Atomic Energy Com¬ 
mission (Pre 750119). 4pp. 58376:331-58376:334. 

-9106200223 Amend 19 to license 19-01398-29 for Martin Marietta Corp. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 66/01/20. Ip. 58376:335- 
58376:335. 


-9106200231 Informs of desire to terminate license & vacate Quehanna facility in most 
expeditious manner possible. 

KELLER,C.W. Martin Marietta Corp. 66/07/07. RAY.W.H. Atomic Energy Commission 
(Pre 750119). 2pp. 58376:336-58376:337. 

--9106200277 Advises that application to terminate license 19-01398-29 will be process 
when licensed matl appropriately transferred & any remaining equipment decontami¬ 
nated. 

RAY.W.N. Atomic Energy Commission (Pre 750119). 66/07/20. KELLER,C.W. Martin 
Marietta Corp. 3pp. 58376:338-58376:340. 

-9106200284 Requests amend to license 19-01398-29,authorizing decontamination of 
facility. 

KELLER,C.W. Martin Marietta Corp. ACC-498. 66/08/16. RAY.W.H. Atomic Energy 
Commission (Pre 750119). 3pp. 58376:341-58376:343. 

-9106200295 Discusses 660812 meeting to discuss residual radioactivity & licensing re¬ 
quirements for facility. 

RAY.W.H. Atomic Energy Commission (Pre 750119). 66/08/25. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 58376:344-58376:345. 

-9106210011 Recommends that request for amend to license 19-01398-29 be ap¬ 
proved. 

GLYNN,J.C. Atomic Energy Commission (Pre 750119). 66/08/26. Atomic Energy 
Commission (Pre 750119). 3pp. 58376:346-58376:348. 

-9106210022 Amend 20 to license 19-01398-29 for Martin Marietta Corp. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 66/08/29. Ip. 58376:349- 
58376:349. 

-9106210041 Application for amend to license 19-01398-29,authorizing limited control 
of facility for period of time between completion of cleanup operation by licensee & 
assumption of license responsibility by another AEC license. 

KELLER,C.W. Martin Marietta Corp. ACC-517. 66/11/11. AIKENS.A.E. Atomic Energy 
Commission (Pre 750119). 9pp. 58376:350-58376:358. 

-9106210047 Provides addl info for proposed amend to license 19-01398-29 for re¬ 
duced surveillance of Quehanna.PA facilities. 

KELLER,C.W. Martin Marietta Corp. ACC-527. 66/12/22. RAY.W. Atomic Energy 
Commission (Pre 750119). Ip. 58376:359-58376:359. 

-9106210048 Forwards application for amend to license 37-12307-02. 

REITLER.E. Atlantic Richfield Co. (ARCO). 77/07/31. MALARO.J. Atomic Energy 
Commission (Pre 750119). Ip. 58377:060-58377:060. 

-9106210052 Application for license,authorizing use of listed matl. 

REITLER.E. Atlantic Richfield Co. (ARCO). 70/07/30. 2pp. 58377:063-58377:064. 

-9106210064 Provides addl info which permits continued review of recent application 
which requests reduced surveillance of Quehanna.PA facility at time of completion of 
cleanup activities. 

KELLER,C.W. Martin Marietta Corp. ACC-535. 67/01/31. RAY.W.H. Atomic Energy 
Commission (Pre 750119). 6pp. 58377:001-58377:007. 

-9106210087 Recommends that 661111 request for amend to license 19-01398-29,au¬ 
thorizing decreased occupancy & surveillance of Sr-90 encapsulation plant at 
Quehanna.PA following shutdown.be approved. 

RAY.W.H. Atomic Energy Commission (Pre 750119). 67/02/09. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 58377:008-58377:009. 

-9106210092 Amend to license 19-01398-29 for Martin Marietta Corp. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 67/02/17. 2pp. 58377:010- 
58377:011. 

“9106210122 Discusses H Heacker 670421 telcon & 670417 site visit. Licensee not 
fully evaluating specific decontamination jobs as well as possible. 

LORENZ,W.R. Atomic Energy Commission (Pre 750119). 67/04/27. Atomic Energy 
Commission (Pre 750119). 5pp. 58377:012-58377:015. 

-9106210125 Forwards application for amend to license 37-12307-02. 

BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 70/10/09. MALARO.J. Atomic Energy 
Commission (Pre 750119). Ip. 58377:065-58377:065. 
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-9106210131 Informs of anticipation to place Quehanna facility under reduced surveil¬ 
lance in compliance w/amend 21 to license 19-01398-29 as revised by submission by 
670701. 

KELLER,C.W. Martin Marietta Corp. ACC-551. 67/05/08. RAY.W.H. Atomic Energy 
Commission (Pre 750119). 2pp. 58377:016-58377:017. 

-9106210147 Application for license.authorizing use of listed licensed matl. 

RE1TLER.E. Atlantic Richfield Co. (ARCO). 70/10/09. 2pp. 58377:066-58377:067. 

-9106210152 Confirms 701117 telcon w/Bicehouse re request for amend of license 37- 
12307-02. 

VEERLING.J.P. Atomic Energy Commission (Pre 750119). 70/12/04. 

BiCEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 2pp. 58377:068-58377:069. 

-9106210167 Responds to 701204 request for addl info re license 37-12307-02. 
BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 70/12/08. VEERLING.J.P. Atomic 
Energy Commission (Pre 750119). Ip. 58377:070-58377:070. 

-9106210177 Application for license.authorizing use of listed licensed matl. 
BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 70/12/07. 4pp. 58377:071- 
58377:074. 

-9106210180 Discusses 710108 telcon re licensee request for temporary approval to 
amend license 37-12307-02. 

REITLER.E.K. Nuclear Materials & Equipment Corp. (NUMEC). 71/01/11. MALARO.J. 
Atomic Energy Commission (Pre 750119). 3pp. 58377:075-58377:077. 

-9106210190 “Facility Design & Safety Evaluation, Radioisotopes Pilot 

Plant,Guehanna,Pennsylvania." 

RIGGS,C.O., CONWAY,T.W., CLARK.L.K. Martin Marietta Corp. 64/04/30. 300pp. 
58377:222-58378:194. 


-9106210242 Responds to EK Reitler questions re request for amend to license 37- 
12307-02. 

BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 71/02/08. VEERLING.J.P. Atomic 
Energy Commission (Pre 750119). Ip. 58377:097-58377:097. 

-9106210250 Requests Commission consent in writing for transfer of license 37-12307- 
02 from Atlantic Richfield Co to Permagrain Products,Inc. 

WITT.A.E. Martin Marietta Corp. 77 / 11 / 16 . WEISS,D. License Fee Management 
Branch (Pre 861124). 25pp. 58378:263-58378:287. 

—9106210258 Forwards request for amend to license 37-12307-02. 

BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 71/03/24. VEERLING.J.P. Atomic 
Energy Commission (Pre 750119). Ip. 58377:098-58377:098. 

-9106210260 Advises that Martin Co centralized al! radioactive matl mgt within contract 
dept including coordination of all licensing activities within nuclear div. 

ALPER.W.H Martin Marietta Corp. 64/04/14. JOHNSON.L. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 58378:210-58378:210. 

-9106210266 Amend 1 to CPRR-11 changing transfer schedule of nuclear matl from 
Commission to facility. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 58/08/28. Ip. 58378:232- 
58378:232. 

—9106210267 Application for license.authorizing use of listed licensed matl. 

BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 71/03/24. 2pp. 58377:099- 
58377:100. 

—9106210270 Application for license.authorizing use of listed licensed matl. 

BICEHOUSE.H. Atlantic Richfield Co. (ARCO). 71/03/29. 9pp. 58377:101-58377:109. 


..QinfiOiniOO FrtrwaniQ lirpncp 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 58/04/29. ROBERTS,C. Cur- 
tiss-Wright Corp. Ip. 58378:227-58378:227. 

-9106210203 License R-36 for facility. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 58/04/29. 2pp. 58378:228- 
58378:229. 

-9106210207 Forwards amend 1 to license R-36.authorizing facility to receive.possess 
& use addl 0.2 kg of U-235 as fuel for reactor.Forwards amend 1 to construction 
permit CPRR-11, converting schedule of transfers of matl to facility. 

PRICE,E.R. Atomic Energy Commission (Pre 750119). 58/08/28. ROBERTS,C. Cur- 
tiss-Wnght Corp. Ip. 58378:230-58378:230. 

-9106210211 Amend 1 to license R-36,authorizing facility to receive, possess & use 
addl 0.2 kg of U-235 as fuel for reactor. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 58/08/28. Ip. 58378:231- 
58378:231. 

-9106210218 Recommends approval of amend to license 19-01398-29, authorizing 
modest upgrading of criterion for residual contamination in process box chamber A 
during plant retirement 

RAY.W.H. Atomic Energy Commission (Pre 750119). 67/05/23. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 58377:018-58377:018. 


—9106210275 Forwards supporting info re proposed amend to license 37-17860-01 au¬ 
thorizing storage of up to 100,000 Ci Co-60 in cell 1 & 2 as encapsulated irradiation 
sources. 

MOSLAK.T.A. Permagrain Products, Inc. 78/03/28. BASSIN.N. Radioisotopes Licens¬ 
ing Branch (Pre 790501). 37pp. 58378:288-58378:324. 

—9106210276 Forwards request for amend to license 37-12307-02 authorizing posses¬ 
sion of listed licensed matl. 

BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 71/03/29. VEERLING.J.P. Atomic 
Energy Commission (Pre 750119). Ip. 58377:110-58377:110. 

-9106210278 Forwards application for renewal of license 19-01398-30. 

KELLER,C.W. Martin Marietta Corp. 65/08/27. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 58378:211-58378:211. 

-9106210279 Forwards amend 2 to license R-36,authorizing facility to operate reactor 
at power levels up to one MW w/o secondary cooling. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 59/01/14. Curtiss-Wright Corp. 
Ip. 58378:233-58378:233. 

-9106210280 Forwards amend 5 to license 37-12307-02. 

VEERLING.J.P. Atomic Energy Commission (Pre 750119). 71/04/27. 

BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). Ip. 58377:111-58377:111. 


-9106210221 Amend 22 to license 19-01398-29 for Martin Marietta Corp. 

JOHNSON,L Atomic Energy Commission (Pre 750119). 67/05/24. Ip. 58377:019- 
58377:019. 

-9106210224 Forwards application for license authorizing use & transfer of martin 
custom sealed source to be used for hi-range instrument calibr & dosimetry experi¬ 
ments. 

BR1SSON.R.J. Martin Marietta Corp. 63/08/26. Atomic Energy Commission (Pre 
750119). Ip. 58378:195-58378:195. 

—9106210225 Ack receipt of 670516 Itr reporting exposure of individual to radioactive 
matl. 

LOW.LD. Atomic Energy Commission (Pre 750119). 67/05/25. KELLER,C.W. Martin 
Marietta Corp. Ip. 58377:020-58377:020. 

—9106210227 Forwards amend 3 to license 37-12307-02 issued in response to 710111 
telcon. 

VEERLING.J.P. Atomic Energy Commission (Pre 750119). 19515. 71/01/13. 
BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). Ip. 58377:078-58377:078. 

—9106210228 Forwards rept of overexposure of individual to radioactive matl. 
KELLER.C.W. Martin Marietta Corp. ACC-553. 67/05/16. PRICE.E. Atomic Energy 
Commission (Pre 750119). 4pp. 58377:021-58377:024. 

-9106210231 Application for license.authorizing JM Toennies.RJ Brisson & LF Tripp to 
use &/or supervise use of listed byproduct matl. 

* Martin Marietta Corp. 63/08/26. Atomic Energy Commission (Pre 750119). 13pp. 
58378:196-58378:208. 

—9106210233 Discussses 710112 telcon w/E Reitler re licensee use of 165,000 Ci of 
Co-60 in hot cell 1 at Quehanna Irradiation facility. 

VEERUNGJ.P. Atomic Energy Commission (Pre 750119). 71/01/19. Atomic Enerqv 
Commission (Pre 750119). 2pp. 58377:079-58377:080. 

—9106210234 Amend to license 19-01398-29 for Martin Marietta Corp. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 67/06/16. 2pp. 58377 025- 

KQ077.00C rr 


Forwards fisted info in support of request to amend license 37-12307-02. 
Nuclear Materials & Equipment Corp. (NUMEC). 71/01/22. 
VEERUNGJ.P. Atomic Energy Commission (Pre 750119). 4pp. 58377:081-58377:084. 


-9106210281 Amend 2 to license R-36,authorizing facility to operate reactor at one MW 
w/o secondary cooling. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 59/01/14. Ip. 58378:234- 
58378:234. 

-9106210283 Application for renewal of license 19-01398-30,authorizing use of listed 
licensed matl. 

KELLER.C.W. Martin Marietta Corp. 65/08/27. Atomic Energy Commission (Pre 
750119). 2pp. 58378:212-58378:213. 

-9106210292 Requests Martin Marietta byproduct matl license 19-01398-30 amendec 
to authorize use of newly constructed custom storage cask in lieu of cask previously 
specified for storage of Sr-90 source.Forwards six oversize drawings. 

KELLER.C.W. Martin Marietta Corp. 65/01/28. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 58378:214-58378:216. 

-9106210303 Discusses mod of administrative sys described in license 37-12307- 
02.Major changes involve resident health & safety supervisor & plant safety commit¬ 
tee. 

MACKIM.P.A. Atlantic Richfield Co. (ARCO). 71/09/20. CUNNINGHAM.R.E. Atomic 
Energy Commission (Pre 750119). Ip. 58377:112-58377:112. 

-9106210308 Undated application for license.authorizing use of listed licensed matl. 

* Atlantic Richfield Co. (ARCO). 90/11/23. 14pp. 58377:113-58377:126. 

-9106210311 Forwards info requested during 711029 telcon. 

BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 71/10/29. HENDRIX,G. Atomic 
Energy Commission (Pre 750119). 2pp. 58377:127-58377:128. 

-9106210313 Responds to telcon & forwards rewritten radiation process license origi 
nally submitted on 691215. 

WITT,A.E. Atlantic Richfield Co. (ARCO). 71/10/20. HENDRIX,G. Atomic Energy Com 
mission (Pre 750119). Ip. 58377:129-58377:129. 

-9106210315 Submits telegram discussing licensee request for temporary approval tc 
permit irradiation of commercial plate glass in small section of former reactor pool w/ 
o use of irradiation cans described in application for license 37-12307-02. 
BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 72/02/02. HENDRIX,G. Atomic 
Energy Commission (Pre 750119). Ip. 58377:130-58377:130. 


—9106210237 Ack receipt of 640414 Itr advising of appointment of CW Keller as nuclear 
acwHintab^ & licensing representative for Nuclear Div,Martin Co. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 64/06/06. ALPERWH 
Martin Marietta Corp. Ip. 58378:209-58378:209. 

Application for license.authorizing use of listed licensed matl. 
BICEHOUSE.HJ. Atlantic Richfield Co. (ARCO). 71/01/14. 12pp. 58377-085- 

KflQ77*AQiC rr 


-9106240034 Forwards request for amend to license 37-12307-02. 

BICEHOUSE.HJ. Atlantic Richfield Co. (ARCO). 72/02/29. HENDRIX.G. Atomic 
Energy Commission, Directorate of Licensing (720101-750118). 4pp. 58377:131 


-^ISP^Application for license.authorizing use of listed licensed matl. 
fio77.?o SE,HJ ‘ Atlantic Richfie,d Co. (ARCO). 72/02/02. 3pp. 58377:135 
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Forwards NRC Form 313,application for amend of license 37-17860- 
01.Amend would permit use of hot cells. 

^, P ? rr 7D 9r o^ r ,°o C ! U o tS ’ ln , C ‘ 81/10/22 - GUINN,P.R. Division of Fuel Cycle 
& Material Safety (Pre 870413). 2pp. 58378:325-58378:326. y 

-9106240054 Discusses insp rept 30-07072/75-01 on 75O805.No violations noted W/o 
end. 

NELSON,P.R. Atomic Energy Commission (Pre 750119). 75/08/13. WITT A K Atlantic 
Richfield Co. (ARCO). 2pp. 58379:273-58379:274. 


-9106240056 Discusses insp of license 37-12307-02 on 740911.No safety items or vio¬ 
lations observed. W/o end. 

74/1 1/14 ' wmAE ' A,lan,ic Rich,ield 


-9106240057 Advises that HJ Bicehouse.heafth & safety supervisor, terminated employ¬ 
ment under license 37-12307-02. y 

WITT,A.E. Atlantic Richfield Co. (ARCO). 72/06/05. HENDRICKS,G. Atomic Energy 
Commission, Directorate of Licensing (720101-750118). Ip. 58377:138-58377:138. 

-9106240060 Application for license,authorizing AE Witt.GB Ensminger & JJ Andreicik 
to use or supervise use of licensed matl. 

GRIEST.L.W. Permagrain Products, Inc. 81/10/22. 14pp. 58378:327-58378:340. 

-9106240061 Discusses insp of license 37-12307-02 on 740911.No violations or devi¬ 
ations noted.Advises that Co-60 operation in hot cells offer potential for personnel 
overexposure. 

NELSON.P.R. Region I, IE (720101-810228). 74/11/15. THORNBURG,H.D. Atomic 
Energy Commission, Directorate of Regulatory Operations (720101-750118). Ip. 
58379:277-58379:277. 


—9106240062 License 19-01398-30 for Martin Marietta Corp,authorizing use of listed li¬ 
censed matl. 

BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 65/09/06. 2pp. 
58378:217-58378:218. 


-9106240064 Forwards amend application to revise required qualifications of resident 
health & safety supervisor due to resignation of former supervisor, per 720605 Itr. 
WITT.A.E. Atlantic Richfield Co. (ARCO). 72/08/29. DAVIS,F.C. Atomic Energy Com¬ 
mission, Directorate of Licensing (720101-750118). 4pp. 58377:139-58377:142. 

—9106240066 Insp rept 30-07072/74-01 on 740911.No violations noted.Major areas 
inspected:personnel exposure,bioassay.air sampling, radiation surveys,leak tests,liquid 
waste.radiation work permits,alarms,pool irradiators & hot cell areas. 

JERMAN.P.C., MCCLINTOCK.R.O. Region I, IE (720101-810228). 74/10/25. 16pp. 
58379:278-58379:293. 


-9106240067 Forwards application for amend to license 37-12307-02. 

WITT.A.E. Atlantic Richfield Co. (ARCO). 73/01/04. DAVIS.F.C. Atomic Energy Com¬ 
mission, Directorate of Licensing (720101-750118). 2pp. 58377:143-58377:144. 

-9106240069 Discusses insp rept for license 37-12307-02 on 731011.No violations or 
safety items observed.W/o end. 

NELSON.P.R. Region I, IE (720101-810228). 73/10/17. WITT.A.E. Atlantic Richfield 
Co. (ARCO). 8pp. 58379:294-58379:295. 

-9106240070 Application for amend to license 19-01398-30,terminating license to be 
concurrent w/termination of license 19-01398-29. 

KELLER,C.W. Martin Marietta Corp. 67/07/11. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 58378:219-58378:220. 

-9106240071 Ack receipt of 730703 Itr in response to NRC 730531 Itr informing NRC of 
steps taken to correct violations noted in insp rept. 

NELSON.P.R. Region I, IE (720101-810228). 73/07/16. WITT.A.E. Atlantic Richfield 
Co. (ARCO). Ip. 58379:296-58379:296. 

-9106240075 Application for license,authorizing use of Co-60 as sealed source to be 
used in NUMEC model NRI-30O irradiator for irradiation of various matls. 

* Atlantic Richfield Co. (ARCO). 73/01/04. 9pp. 58377:145-58377:154. 

-9106240076 Forwards license 37-17860-02. 

COSTELLO,F.M. Region 1 (Post 820201). 105610. 88/08/08. WITT.A.E. Permagrain 
Products, Inc. 2pp. 58378:341-58378:342. 

-9106240077 Responds to NRC Itr re violations noted in insp of license 37-12307-02 
on 730509.Corrective actions:strict observance of rules of documentation will be en¬ 
forced. 

WITT.A.E. Atlantic Richfield Co. (ARCO). 73/07/03. NELSON.P.R. Region I, IE 
(720101-810228). 3pp. 58379:297-58379:299. 

-9106240081 Forwards application for amend to license 37-12307-02, authorizing instal¬ 
lation of secondary Co-60 double plaque irradiator. 

WITT.A.E. Atlantic Richfield Co. (ARCO). 73/07/31. DAVIS.F.C. Atomic Energy Com¬ 
mission, Directorate of Licensing (720101-750118). Ip. 58377:155-58377:155. 

-9106240082 Amend 2 to license 19-01398-30 for Martin Marietta Corp, authorizing use 
of listed licensed matl. 

BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 65/09/16. 2pp. 
58378:221-58378:222. 


•9106240083 Application for license,authorizing use of listed licensed matl. 
MOSLAK.T.A. Atlantic Richfield Co. (ARCO). 73/07/31. Atomic Energy Commission 
(Pre 750119). 2pp. 58377:156-58377:157. 


-9106240093 Discusses insp of license 37-12307-02 on 740911.No violation or devi¬ 
ation from approved procedures noted. 

NELSON.P.R. Region I, IE (720101-810228). 74/11/15. THORNBURG,H.D. Atomic 
Energy Commission, Directorate of Regulatory Operations (720101-750118) Id 
58377:159-58377:159. ' M 


-yiut>^4U094 Discusses insp of license 37-12307-02 & forwards notice of violation 
NELSON.P.R. Region I, IE (720101-810228). 73/05/31. WITT.A.E. Atlantic Richfield 
Co. (ARCO). Ip. 58379:308-58379:309. 


-9106240095 Amend 3 to license 19-01398-30 for Martin Marietta Corp authorizinq use 
of listed licensed matl. ’ 

BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 67/07/25 Id 58378226- 


-9106240098 Ack receipt of 710831 Itr in response to NRC 710824 Itr informinq of 
steps taken to correct violations noted in insp of license 37-12307-02. 

O’REILLY,J.P. Atomic Energy Commission (Pre 750119). 71/09/24. WITT A Atlantic 
Richfield Co. (ARCO). Ip. 58379:311-58379:31 1 . 


■o IUQ,£<tU IU4 


nespunas to iNno nuo^4 nr re violations noted in insp of license 37- 
12307-02 on 710803-05.Corrective actionsrcyclone fence & locked gate sys installed 
WITT.A.E. Atlantic Richfield Co. (ARCO). 71/08/31. O’REILLY.J.P. Atomic Enerqy 
Commission (Pre 750119). 7pp. 58379:312-58379:317. 


-9106240113 Forwards application for license re characterization of contaminated 
areas. 

WITT.A.E. Permagrain Products, Inc. 88/01/11. COSTELLO.F. Reaion 1 (Post 
820201). Ip. 58378:345-58378:345. y V 


—9106240123 Application for license,authorizing P Rowles as user. 

WITT.A.E. Permagrain Products, Inc. 88/01/05. 43pp. 58378:346-58379:026. 

-9106240125 Notice of issuance of amend to license R-36.Amend authorizes facility to 
operate research reactor at power levels up to one MW for test runs. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 59/01/14. 2pp. 58378-235- 

CQ07Q.007 rr 


—9106240126 Ack receipt of license renewal application. 

COLLINS.D.M. Region I, IE (720101-810228). 54412. 75/02/10. MOSLAKJ.A. Atlantic 
Richfield Co. (ARCO). Ip. 58377:160-58377:160. 

-9106240127 Forwards radiation safety insp rept 30-07072/71-01 on 7l0803-G5.Vioia- 
tion noted. 

NELSON.P.R. Atomic Energy Commission (Pre 750119). 71/09/24. ROY.G.W. Atomic 
Energy Commission (Pre 750119). ip. 58379:318-58379:318. 

-9106240134 Insp rept 30-07072/71-01 on 710803-05.Violations noted.Major areas 
inspected:mgt,use of matl,records & repts,radiation safety & facilities & equipment. 
BRANDKAMP.F.N., NELSON.P.R. Atomic Energy Commission (Pre 750119). 71/08/ 
18. 9pp. 58379:319-58379:327. 

—9106240138 Forwards application for renewal of license 37-12307-02. 

MOSLAKJ.A. Atlantic Richfield Co. (ARCO). 75/01/22. DAVIS.F.C. Atomic Energy 
Commission, Directorate of Licensing (720101-750118). 6pp. 58377:161-58377:166. 

-9106240139 Discusses insp of license 37-12307-02 on 710803-05 & forwards descrip¬ 
tion of violation. 

O’REILLY.J.P. Atomic Energy Commission (Pre 750119). 71/08/24. WITT,A. Atlantic 
Richfield Co. (ARCO). 3pp. 58379:328-58379:330. 

-9106240141 Application for renewal of license 37-12307-02. 

MOSLAKJ.A. Atlantic Richfield Co. (ARCO). 75/01/21.2pp. 58377:167-58377:168. 

-9106240145 Ack receipt of 770113 Itr in response to NRC 770105 Itr informing of 
steps taken to correct violations noted in insp rept 30-07072/76-01. 

NELSON.P.R. Region I, IE (720101-810228). 77/01/26. BOSCO.L.R. Atlantic Richfield 
Co. (ARCO). Ip. 58379:331-58379:331. 

—9106240146 Requests addl info re 750121 request for renewal of license 37-12307-02. 
SHUPE.M.W. Materials Licensing Branch. 75/05/16. MOSLAH,T.A. Atlantic Richfield 
Co. (ARCO). 3pp. 58377:169-58377:171. 

—9106240147 Notice of hazards analysis re amend to license R-36. Concludes that re¬ 
actor may be operated under proposed conditions re cooling sys & operating reactor 
at one MW. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 59/01/14. 2pp. 58378:238- 
58378:239. 


—9106240149 Responds to NRC Itr re violations noted in insp rept 30-07072/76-01 .Cor¬ 
rective actions:cell 1 remotely contaminated & prefilter changed & differential pres¬ 
sures of prefilter & auxiliary prefilter repaired. 

MOSLAKJ.A. Atlantic Richfield Co. (ARCO). 77/01/13, NELSON.P.R. Region I, IE 
(720101-810228). 2pp. 58379:332-58379:333. 

—9106240151 Responds to 750516 request for addl info re licensee renewal application 
for license 37-12307-02. 

MOSLAKJ.A. Atlantic Richfield Co. (ARCO). 75/06/25. SHUPE.M.W. Materials Li¬ 
censing Branch. 11pp. 58377:172-58377:182. 


--9106240065 Insp rept 30-07072/73-01 on 730509.Violations noted.Major areas 
inspected:organization & administration,facilities, equipment,radiological safety 
procedures,personnel monitoring &. exposure to external radiation.. 

ALLEN,W.D., MCCLINTOCK.R.O. Region I, IE (720101-810228). 73/05/31. 8pp. 
58379:300-58379:307. 

-9106240086 Amend 1 to license 19-01398-30 for Martin Marietta Corp, authorizing use 
of listed licensed matl. 

BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 65/02/03. Ip. 58378:225- 
58378:225. 

-9106240090 Discusses rule change to 10CFR20.203 to require addl controls for very 
high radiation areas characteristic of gamma irradiators. 

ROY.G.W. Atomic Energy Commission, Directorate of Regulatory Operations (720101- 
750118). 74/12/12. NELSON,P. Atomic Energy Commission, Directorate of Regula¬ 
tory Operations (720101-750118). Ip. 58377:158-58377:158. 


—9106240152 Forwards insp rept 30-07072/76-01 on 761208 & notice of violation. 
NELSON.P.R. Region I, IE (720101-810228). 77/01/05. BOSCO.L.R. Atlantic Richfield 
Co. (ARCO). 2pp. 58379:334-58379:335. 

—9106240154 Forwards application for amend to license 38-12307-02. 

MOSLAKJ.A. Atlantic Richfield Co. (ARCO). 76/06/16. DAVIS.F.C. Materials Licens¬ 
ing Branch. Ip. 58377:183-58377:183. 

—9106240155 Application for license.authorizing LR Bosco as PermaGrain operations 
manager. 

‘ Atlantic Richfield Co. (ARCO). 90/11/23. 4pp. 58377:184-58377:187. 

—9106240157 Notice of violation from insp on 761208.Violation noted: air supply not 
shut down & air guages showed differential pressure below accepted min. 

* Region I, IE (720101-810228). 77/01/05. Ip. 58379:336-58379:336. 



184 NONDOCKETED ITEMS 


-9106240159 Insp rept 30-07072/76-01 on 761208.Violations noted.Major areas 
inspected:personnel exposure,bioassay,air sampling, contamination in cell 1 & emer¬ 
gency procedures,leak tests, termination repts,training & radiation alarms & tests. 
EPSTEIN.E., MCCLINTOCK.R. Region I, IE (720101-810228). 77/01/03. 36pp. 
58379:337-58380:066. 

-9106240162 Forwards TM McKinney 591203 Itr for consideration & investigation. 
LEFFLER.R. Agriculture, Dept. of. 59/12/11. PRICE,H. Atomic Energy Commission 
(Pre 750119). 2pp. 58378:240-58378:245. 

-9106240163 Forwards application for amend to license 37-12307-02. 

MOSLAK.T.A. Atlantic Richfield Co. (ARCO). 77/03/11. DAVIS,F.C. Radioisotopes Li¬ 
censing Branch (Pre 790501). 5pp. 58377:188-58377:192. 

“9106240168 Updates position to comply w/NRC 861231 Itr re Quehana 
contamination.Response will be provided following meeting between NRC & Common¬ 
wealth of Pennsylvania. 

WITT.A.E. Permagrain Products, Inc. 87/05/18. COSTELLO,F. Region 1 (Post 
820201). 3pp. 58379:062-58379:064. 

“9106240169 Notice of termination of facility license R-36 as of 601212. Ownership of 
facility being transferred by Curtiss-Wright Corp to Pennsylvania State Univ. 

KIRK.R.L. Atomic Energy Commission (Pre 750119). 60/11/29. Ip. 58378:246- 
58378:246. 

-9106240175 Application for amend to license 37-12307-02,terminating license. 
SORGENTI.H.A. Atlantic Richfield Co. (ARCO). 78/02/08. NRC - No Detailed Affili¬ 
ation Given. Ip. 58377:193-58377:193. 

“9106240176 Discusses insp of license 37-12307-02 on 710106-07 & 710107-08 & 
0121 discussion.Provides opportunity to advise of position re items of 
noncompliance,corrective actions & dates of completion. 

KIRKMAN.R.W. Atomic Energy Commission (Pre 750119). 71/01/21. 

MCGROGAN.J.F. Atlantic Richfield Co. (ARCO). Ip. 58380:067-58380:067. 

-9106240179 Forwards amend 3 to license R-72,terminating license. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 67/11/09. DONKIN.M. Penn¬ 
sylvania State Univ., University Park, PA. 2pp. 58378:247-58378:248. 

-9106240180 Amend 16 to license 37-12307-02,terminating license. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 78/03/01. Ip. 58377:194- 
58377:194. 

“9106240182 Amend 15 to license 37-12307-02,authorizing use of licensed matl by 
listed individuals. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 77/03/25. Ip. 58377:195- 
58377:195. 

-9106240183 Amend 14 to license 37-12307-02 for Atlantic Richfield Co, authorizing 
use of licensed matl by listed individuals. 

DAVIS,F.C. Radioisotopes Licensing Branch (Pre 790501). 76/07/23. Ip. 58377:196- 
58377:196. 

“9106240184 Safety insp on 710106-07 of license 37-12307-02.lnsp findings:quantity of 
Co-60 exceeds limit of possession & resident health & safety supervisor does not 
meet min requirements for position. 

EPSTEIN.E. Region I, IE (720101-810228). * US Radium Corp. 71/01/19. Ip. 
58380:068-58380:068. 

“9106240187 Amend 13 to license 37-12307-02,authorizing use of listed licensed matl. 

* Materials Licensing Branch. 75/07/25. 4pp. 58377:197-58377:200. 

“9106240190 Amend 3 to license R-72,transferring possession of facility to Common¬ 
wealth of PA. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/09. 3pp. 
58378:249-58378:251. 

“9106240191 Informs that although licensee has used excessive Co-60 in hot ceils.no 
hazard exists.Excessive radiation levels in unrestricted areas pose no hazard.Resident 
health & safety supervisor has education for job & has minimized exposure. 
EPSTEIN.E. Atomic Energy Commission (Pre 750119). 71/01/19. NELSON,P.R. 
Atomic Energy Commission (Pre 750119). 17pp. 58380:069-58380:085. 

-9106240192 Responds to 861231 request for contaminated equipment license applica¬ 
tion. 

WITT.A.E. Permagrain Products, Inc. 87/01/09. COSTELLO,F. Region 1 (Post 
820201). ip. 58379:065-58379:065. 

~9106240193 Amend 12 to license 37-12307-02,authorizing use of listed licensed matl. 
DAVIS,F.C. Materials Licensing Branch. 73/10/03. 2pp. 58377:201-58377:202. 

“9106240195 Amend 11 to license 37-12307-02,authorizing use of listed licensed matl. 
DAVIS,F.C. Materials Licensing Branch. 73/10/03. Ip. 58377:203-58377:203. 

“9106240199 Forwards order to terminate license R-72 for pool-type research reactor 
located at Quehanna,Pennsylvania. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 71/12/02. 

GOODARD.M.K. Pennsylvania, Commonwealth of. Ip. 58378:252-58378:252. 

“9106240200 Amend 10 to license 37-12307-02,authorizing use of listed licensed matl. 
DAVIS,F.C. Materials Licensing Branch. 73/03/08. 2pp. 58377:204-58377:205. 

“9106240202 Amend 9 to license 37-12307-02,authorizing use of listed licensed matl. 
DAVIS.F.C. Materials Licensing Branch. 72/10/26. Ip. 58377:206-58377:206. 

“9106240204 Amend 8 to license 37-12307-02,authorizing use of listed licensed matl. 

* Materials Licensing Branch. 72/07/26. 1 p. 58377:207-58377:207. 

“9106240205 Amend 7 to license 37-12307-02,authorizing use of listed licensed matl. 
HENDRIX.G.W. Materials Licensing Branch. 72/04/05. Ip. 58377:208-58377:208. 

—9106240214 Amend 7 to license 37-12307-02,amending license condition 15 as listed. 
HENDRIX.G.W. Materials Licensing Branch. 72/03/17. Ip. 58377:209-58377:209. 

“9106240216 Safety insp on 700615-16 of license 37-12307-02.Insp findingsrno item of 
noncompliance noted. 

EPSTEIN.E. Region I, IE (720101-810228). * Atlantic Richfield Co. (ARCO). 70/06/15. 
Ip. 58380:086-58380:086. 


—9106240225 Amend 6 to license 37-12307-02,authorizing use of listed licensed matl. 
HENDRIX.G.W. Atomic Energy Commission (Pre 750119). 71/11/11. Ip. 58377:210- 
58377:210. 

—9106240228 Informs that strict administrative controls continue at site.No present 
hazard exists.License will be inspected at normal priority at next insp in Dec. 
EPSTEIN.E. Region I, IE (720101-810228). 70/06/25. NELSON,P.R. Region I, IE 
(720101-810228). Ip. 58380:087-58380:088. 

-9106240230 Amend 5 to license 37-12307-02,authorizing use of listed licensed matl. 
MALARO.J.C. Atomic Energy Commission (Pre 750119). 71/04/27. 2pp. 58377:211- 
58377:212. 

-9106240234 Amend 4 to license 37-12307-02,authorizing use of listed licensed matl. 
MALARO.J.C. Atomic Energy Commission (Pre 750119). 71/02/12. 2pp. 58377:213- 
58377:214. 

-9106240236 Amend 3 to license 37-12307-02,authorizing use of 165,000 Ci of Co-60 
for irradiation of matls in hot cell 1. 

MALARO.J.C. Atomic Energy Commission (Pre 750119). 71/01/13. Ip. 58377:215- 
58377:215. 

“9106240237 Notice of order to terminate license R-72 re dismantlement & decontami¬ 
nation of pool reactor. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/02. 2pp. 58378:253- 
58378:254. 

—9106240239 Amend 2 to license 37-12307-02,authorizing use of listed licensed matl. 
BELL.J.M. Atomic Energy Commission (Pre 750119). 70/08/17. Ip. 58377:216- 
58377:216. 

—9106240243 Amend 1 to license 37-12307-02,authorizing use of listed licensed matl. 
MALARO.J.C. Atomic Energy Commission (Pre 750119). 70/01/30. Ip. 58377:217- 
58377:217. 

—9106240245 License R-72 for facility re light water moderated & cooled swimming 
pool-type nuclear reactor facility. 

KIRK.H.L. Atomic Energy Commission (Pre 750119). 60/11/29. 2pp. 58378:255- 
58378:256. 

—9106240248 License 37-12307-01 for Atlantic Richfield Co,authorizing use of 100,000 
Ci of Co-60 sealed sources to be used in large section of former reactor pool for irra¬ 
diation of commercial products. 

BUCHANAN.C.R. Atomic Energy Commission (Pre 750119). 70/03/25. 5pp. 
58377:218-58377:221. 

—9106240249 Forwards telegram from region 1 ofc for info & appropriate action. 
ENGELKEN.R.H. Atomic Energy Commission (Pre 750119). 71/10/13. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 2pp. 58378:257- 
58378:258. 

“9106240278 Informs of intent to issue order terminating license R-72 of Nuclear Matl 
& Equipment Corp & indemnity agreement B-33. Amend 3 to indemnity agreement B- 
33 end 

SALTZMAN.J. Atomic Energy Commission (Pre 750119). 71/10/13. Atomic Energy 
Commission (Pre 750119). 2pp. 58378:259-58378:260. 

-9106240295 Requests separate applications for each license re operation of irradiator 
& possession of contaminated hot cells & other contaminated equipment. 
KINNEMAN.J.D. Region 1 (Post 820201). 16919. 86/12/31. WITT.A.E. Permagrain 
Products, Inc. 4pp. 58379:066-58379:069. 

“9106240297 Forwards signed amend 3 to indemnity agreement B-33,per 711202 re¬ 
quest concerning termination of R-72. 

REITLER.E.K. Nuclear Materials & Equipment Corp. (NUMEC). 72/01/31. 
SKOVHOLT.D.J. Atomic Energy Commission, Directorate of Licensing (720101- 
750118). 2pp. 58378:261-58378:262. 

-9106250030 Safety insp on 690723-25 of licenses 37-04456-08, 37-04456-09 & SNM- 
1088.lnsp findingsrno items of noncompliance noted. 

EPSTEIN.E. Atomic Energy Commission (Pre 750119). * Nuclear Materials & Equip¬ 
ment Corp. (NUMEC). 69/07/23. 12pp. 58380:089-58380:100. 

—9106250038 Backup notes for insp rept for license 37-12307-02 on 700615-16.No vio¬ 
lations noted.Major areas inspected: organization & administration,facilities & 
uses,personnel monitoring,surveys,pool water & smear surveys. 

EPSTEIN.E., NELSON.P.R. Atomic Energy Commission (Pre 750119). 70/07/23. 6pp. 
58380:101-58380:106. 

-9106250167 Insp rept 30-07072/73-02 on 73101 l.No violations noted.Major areas 
inspected:personnel monitoring,bioassay records, unrestricted & restricted air 
surveys,direct radiation surveys & leak tests. 

EPSTEIN.E., MCCLINTOCK.R.O. Region I, IE (720101-810228). 73/10/17. 6pp. 
58380:107-58380:113. 

“9106250169 Notice of violation from insp on 730509.Violation noted: guage for meas¬ 
urement of differential pressure found disconnected & records of disposal of radioac¬ 
tive metal frame did not show identity or quantities of matl. 

* Region I, IE (720101-810228). 73/05/31. Ip. 58379:310-58379:310. 

“9106270176 Discusses 640225 meeting by Martin Marietta to present plans developed 
for rev of Sr-90 processing facility at Quehanna, PA. 

RAY.W.H. Atomic Energy Commission (Pre 750119). 64/03/05. Atomic Energy Com¬ 
mission (Pre 750119). 4pp. 58379:251-58379:254. 

-9106270244 Safety analysis re amend 13 to license 19-01398-29, authorizing posses¬ 
sion of 1.5 megacuries of Sr-90 rather than existing limit of 1 megacurie. 

AIKENS.A.E. Atomic Energy Commission (Pre 750119). 64/02/24. 8pp. 58379:255- 
58379:262. 

“9107100320 Application for license,authorizing use of listed licensed matl. 

REITLER.E. Atlantic Richfield Co. (ARCO). 70/06/10. Atomic Energy Commission (Pre 
750119). 2pp. 58377:061-58377:062. 
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9106120369 FOIA request for documentation that details 1990 purchases by El duPont 
& Eastman Kodak for special items 19-9 & 19-10. 

WOLLAM.J. Agfa Corp. 91/04/01. Office of Administration (Post 890205). Ip 
58090:206-58090:206. 

9106120374 Final response to FOIA request for info.NRC does not possess records 
subj to request. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/30. WOLLAM.J. Agfa Corp. Ip. 58090:207-58090:207. 

9106120384 FOIA request for info re Aspen Sysjnc winning technical proposal & 
amends submitted in response to solicitation NRC-18-89-346. 

MATZ.C.M. Skyline Government Services Corp. NRC-18-89-346. 91/04/05. 

GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 58090:208-58090:208. 

9106120388 Final response to FOIA request for info.Records subj to request already 
provided in response to FOIA 91-138 (Kelley) & available in PDR. 

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post 

890205). 91/04/29. MATZ.C.M. Skyline Government Services Corp. Ip. 58090:209- 
58090:209. 

9106120392 FOIA request for internal NRC memo or guidance that interprets or pro¬ 
vides guidance in interpreting GDC 17. 

GUILD.C.C. Winston & Strawn. 91/04/02. GRIMSLEY.D. Office of Administration 
(Post 890205). Ip. 58090:188-58090:188. 

9106120393 Final response to FOIA request for info re GDC 17.Records in app A al¬ 
ready available in PDR.App B records end & being made available in PDR. 
PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post 

890205). 91/04/29. GUILD.C.C. Winston & Strawn. 3pp. 58090:189-58090:197. 

9106130045 Partial response to FOIA request for documents re const, 
operation,licensing or relicensing of Sequoyah Fuels Corp in Gore.OK.App B records 
end & being made available in PDR. 

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post 

890205). 91/04/04. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN,D. Native Americans for a Clean Environment. 
3pp. 58055:025-58057:257. 

-9106130051 Forwards rept on environ sampling at Sequoyah Fuels Corp including re¬ 
sults of U & fluoride analyses. 

BERGER,J.D. Oak Ridge Associated Universities. 86/08/11. CROW.W. Division of 
Fuel Cycle & Material Safety (Pre 870413). 738pp. 58055:057-58057:257. 

9106130092 FOIA request for bid submitted by Aspen Sys.Corp under NRC Contract 18- 
89-346 re provision of periodic updates of NRC Practice & Procedure Digest in period 
1989-1990. 

KELLEY, J.L Kelley, J.L. NRC-18-89-346. 91/04/05. GRIMSLEY.D.H. Division of Free¬ 
dom of Information & Publications Services (Post 890205). Ip. 58131:177-58131:177. 

9106130108 Final response to FOIA request for bid submitted by Aspen Sys.Corp under 
NRC Contract 18-89-346.Partially deleted record subj to request end. 

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). NRC-18-89-346. 91/04/25. KELLEY,J.L Kelley, J.L. Ip. 58131:178- 
58131:258. 

~9106130110 Partially deleted “NRC Staff Practice & Procedure Digest.” 

* Aspen Systems Corp. 89/02/21. NRC - No Detailed Affiliation Given. 80pp. 
58131:179-58131:258. 

9106130113 FOIA request for documents re all insp at all campuses of Univ of Cincin¬ 
nati from June 1988 to present,including NOVs. 

RELYEA.C. Cincinnati, Univ. of, Cincinnati, OH. 91/01/17. GRIMSLEY.D. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 58118:092- 
58118:092. 

9106130122 Final FOIA response to request for documents re insp at Univ of Cincinnati 
from June 1988 to present.Records in app A end & being made available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/23. REYLYEA.C. Cincinnati, Univ. of, Cincinnati, OH. 2pp. 58118:093- 
58118:325. 

“8809060103 Safety insp on 880822-25 of Licenses 34-06903-05, 34-06903-09,34- 
06903-11,34-06903-12 & 34-06903-13.insp findings:Licen$e 34-06903-05 radiation 
safety instruments not calibr annually per 10CFR35.31 & License Condition 20. 
GIBBONS,D.R. Region 3 (Post 820201). 88/08/25. Ip. 58118:109-58118:325. 

“9106130128 Insp rept 30-11331/88-01 on 880824.No violations noted.Major areas 
inspected:pool irradiator. 

GIBBONS,D.R. Region 3 (Post 820201). 88/08/30. 14pp. 58118:095-58118:108. 

9106130137 Partial response to FOIA request for documents re Sequoyah Fuels Corp in 
Gore,OK.App F documents end & being made available in PDR.App G documents 
withheld in part & app H documents withheld in entirety (ref FOIA Exemptions 5 & 
7A). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/24. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN,D. Native Americans for a Clean Environment. 
5pp. 58090:261-58090:278. 

“9106130146 Requests investigation rept & documents generated by investigation re 
860104 accident at Sequoyah Fuels facility in Gore,OK. 

MARKEY.E.J. House of Rep., Energy & Commerce. 86/10/15. ZECH.L.W. Commis¬ 
sioners (Post 750119). 2pp. 58090:268-58090:269. 

~9106130155 SECY-86-247 Provides Commission w/info re Staff action on Sequoyah 
Fuels Corp request for authorization for limited operations for sys cleanup at facility. 
STELLO.V. Ofc of the Executive Director for Operations. 86/08/20. 3pp. 58090:270- 
58090:277. 

“9106130164 Advises that Ofc of General Counsel to address Commission jurisdiction 
re nonradiological hazards concerning 860104 incident at Sequoyah Fuels Corp. 
PARLER.W.C. Office of the General Counsel (Post 860701). 86/09/23. ZECH, ROB¬ 
ERTS, ASSELSTINE Commissioners (Post 750119). Ip. 58090:278-58090:278. 


9106130209 Final response to FOIA request for documents re NRC order issued to 
Safety Light Corp & USR Industries.App E records end & being made available in 
PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/24. MORELLI.K.P. Waxman, S.R., P.C. MORELU.K.P. Safety Light 
Corp 2pp. 58090:279-58090:288. 

—9106130215 Undated listing of miscellaneous handwritten notes re well & air samples. 

* Safety Light Corp. 91/04/24. 6pp. 58090:281-58090:288. 

9106130214 Final response to FOIA request for documents re DOL wage determination 
for Sol RS-IRM-91-194.App A documents encl & being made available in PDR. 

* Freedom of Information & Local Public Document Room Branch. 91/04/29. 
PATTERSON,B.J. Affiliation Not Assigned. 2pp. 58090:301-58090:324. 

-9106130224 Package consisting of register of DOL wage determinations for Sol RS- 
IRM-91 -194. 

* Labor, Dept. of. 91/04/29. 23pp. 58090:302-58090:324. 

9106130223 FOIA request for all documents re license 37-28540-01. 

TEAGUE,S.P. Nucletron Corp. 91 /03/25. GRIMSLEY.D. Division of Freedom of Infor¬ 
mation & Publications Services (Post 890205). Ip. 58131:259-58131:259. 

9106130235 Final response to FOIA request for documents re license 37-28540-01.App 
A records encl & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/24. TEAGUE,S.P. Nucletron Corp. 2pp. 58131:260-58131:320. 

—9011280441 Matls licensing package for License 37-28540-01 for Harrisburg Cancer 
Ctr.Controkl 12617. 

COURTEMANCHE.S. Region 1 (Post 820201). 112617. 90/08/03. 31pp. 58131:290- 
58131:320. 

“9012310145 Matls licensing package for Amend 1 to License 37-28540-01 for Harris¬ 
burg Cancer Ctr.Control: 113502. 

DARDEN,T.H. Region 1 (Post 820201). 113502. 90/11/02. 26pp. 58131:264- 
58131:289. 

“9106130241 Record of 910321 telcon w/D Cunningham re license 37-28540-01. 
JOUSTRA.J.A. NRC - No Detailed Affiliation Given. 91/03/21. 2pp. 58131:262- 
58131:263. 

9106130292 FOIA request for documents re contamination incident at Argonne Natl Lab 
in Aug 1980. 

PETREK.F.R. Bollinger, Ruberry & Garvey. 91/04/04. GRIMSLEY.D. Division of Free¬ 
dom of Information & Publications Services (Post 890205). 15pp. 58118:339- 
58118:353. 

9106130299 Final response to FOIA request for draft NUREG/CR-5604 re intersystem 
LOCA.App F records encl & being made available in PDR.App G document withheld in 
entirety (ref FOIA Exemption 5). 

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/26. WILLIAMS,O. JRA Associates. 4pp. 58090:289-58090:297. 

-9106130312 Minutes of Senior Contract Meeting 134 on 890705 re validation studies 
for assessing unsaturated flow & transport through factured rock. 

TAYLOR,J.M. NRC - No Detailed Affiliation Given. FIN L-1282. 89/07/12. 
BERNERO.R. Office of Nuclear Material Safety & Safeguards. JORDAN,E. Office for 
Analysis & Evaluation of Operational Data, Director. NORRY.P.G. Office of Administra¬ 
tion (Post 890205). 4pp. 58090:293-58090:297. 

9106130350 Final response to FOIA request for documents re contamination incident at 
Argonne Natl Lab.App A documents encl & being made available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/01. PETREK.F.R. Bollinger, Ruberry & Garvey. Ip. 58118:326- 
58118:338. 

9106130358 FOIA request for documents re contract for solicitation RS-IRM-910194. 
PATTERSON,B.J. Affiliation Not Assigned. 91/04/03. Division of Contracts & Property 
Management (Post 890205). 2pp. 58090:298-58090:300. 

9106140035 FOIA request for documents re vendor insp 99901081/87-01 on 870217-20 
concerning Inland Steele Co supplying defective beams for emergency core cooling 
spray array at North Anna Power Station. 

EHRET.J.B. Butler, Callahan & Ehret. EHRET.J.B. Rockwell Engineering Co., Inc. 91/ 
04/04. REED.C.A. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 58131:321-58131:321. 

9106140047 Final response to FOIA request for documents re insp rept 99901081/87- 
01.Records in app A already available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/02. EHRET,J.G. Butler, Callahan & Ehret. EHRET,J.G. Rockwell Engi¬ 
neering Co., Inc. 3pp. 58131:322-58131:324. 

9106140050 FOIA request for repts & opinions on accident of recycle manage plant of 
La Hague in Apr 1980 & matls showing cause & countermeasure of accident. 
YOSHIKAI.S. Affiliation Not Assigned. 91/02/06. Division of Freedom of Information & 
Publications Services (Post 890205). Ip. 58131:325-58131:325. 

9106140055 Final response to FOIA request for documents re repts & opinions on acci¬ 
dent of recycle manage plant of La Hague on Apr 1980.Forwards documents listed in 
app A. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/01. YOSHIKAI.S. Affiliation Not Assigned. 2pp. 58131:326-58131:344. 

“9106140056 ‘‘SN Bulletin 14 on Safety of Nuclear Facilities Mar-Apr 1980.” 

* France, Govt. of. 80/04/30. 17pp. 58131:328-58131:344. 

9106140063 FOIA request for documents re SECY 90-421. 

OLDERSHAW.C. Don’t Waste America. 91/04/25. Office of Administration (Post 
890205). ip. 58097:347-58097:347. 

9106140071 Final response to FOIA request for documents re SECY 90-421. App A 
documents totally withheld (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/02. OLDERSHAW.C. Don’t Waste America. 3pp. 58097:348- 
58097:350. 
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9106140073 Final response to FOIA request for documents re license 34-13165-01 & 
34-13231-01 issued to J Safko & E Haynes for time period 1965-75.App B records 
end & being made available in pdr. 

GRIMSLEY.D.H. Freedom of Information & Local Public Document Room Branch. 91/ 
04/30. BARONE,T.A. Good Samaritan Medical Center, Zanesville, OH. 2pp. 
58206:140-58206:313. 

—7908300023 Forwards application for renewal of Matl/Byproduct License 34-13395-01. 
CALLEDINE.G.W. CaSSendine, G.W. 79/05/30. VACCA.P.C. Materials Licensing 
Branch. Ip. 58206:261-58206:261. 

—7908300115 Ack receipt of application for renewal of Matl/Byproduct License 34- 
13395-01.License will not expire until final action has been taken by NRC. 

ST MARY.F.A. Materials Licensing Branch. 00695. 79/07/23. Drs. Jones, Haynes & 
Safka. Ip. 58206:260-58206:260. 

-8002010196 Ack receipt of 790711 application for renewal of Matl/ Byproduct License 
34-13395-01.Requests add! info re comprehensive description of survey instrument 
calibr procedures.Recommends mod of emergency procedures. 

LAMASTRA.M.A. Materials Licensing Branch. 00605. 79/12/31. Drs. Jones, Haynes & 
Safka. Ip. 58206:259-58206:259. 

-8004220492 Submits addl info re Radiology Associates.Calibr of survey instruments 
described in License 34-16779-01 & emergency procedures contain telephone num¬ 
bers. 

CALLENDINE.G.W. Callendine, G.W. 00605. 80/03/31. LAMASTRA.M.A. Materials Li¬ 
censing Branch. 1 p. 58206:258-58206:258. 

-8204270436 Discusses IE msp of License 34-13395-01 on 820317 & forwards notice 
of violation. 

SRENIAWSKI.D.J. Region 3 (Post 820201). 82/04/21. SAFKO, Drs. Jones, Haynes & 
Safka. 2pp. 58206:253-58206:257. 

-8204270445 Notice of violation from insp on 820317.Noncompliance noted: Picker GM 
survey meter not calibr since 801120 & monthly spot check measurements did not 
include determination of timer accuracy. 

SRENIAWSKI.D.J. Region 3 (Post 820201). 82/04/20. 3pp. 58206:255-58206:257. 

-9106140113 Matls licensing package for license 34-13231-01 for ER Haynes. 

* Atomic Energy Commission (Pre 750119). 69/05/08. 2pp. 58206:143-58206:144. 

-9106140130 Application for license,authorizing ER Haynes,to use or supervise use of 
byproduct matl. 

HAYNES.E.R. Good Samaritan Medical Center. Zanesville, OH. 69/04/07. Atomic 
Energy Commission (Pre 750119). 2pp. 58206:145-58206:146. 

-9106140155 Application for license,authorizing ER Haynes,to use or supervise use of 
byproduct matl. 

* Good Samaritan Medical Center, Zanesville, OH. 69/03/03. Atomic Energy Commis¬ 
sion (Pre 750119). 7pp. 58206:147-58206:153. 

-9106140187 Advises that ER Haynes is active member of staff & has privilege of ad¬ 
mitting patients to medical ctr & to practice nuclear medicine within scope of license 
34-13231-01. 

VICTIMA.M. Good Samaritan Medical Center, Zanesville, OH. 69/04/07. 
BOWYER.J.E. Atomic Energy Commission (Pre 750119). 8pp. 58206:154-58206:161. 

-9106140200 Informs of consent to permit use of byproduct matl in facility by ER 
Haynes.under private practice license. 

JONES.A.W. Bethesda Hosp., Zanesville, OH. 69/04/07. BOWYNER.J.E. Atomic 
Energy Commission (Pre 750119). 10pp. 58206:162-58206:252. 

-9106170004 Certificate of disposition of matis:ail byproduct matls procured & or pos¬ 
sessed by licensee under byproduct matl license 34-13231-02 have been disposed of 
by decay. 

HAYNES,E.R. Drs. Jones, Haynes & Safka. 10503. 75/09/19. 2pp. 58206:172- 
58206:173. 

-9106170012 Matls licensing package for license 34-13231-02 for ER Haynes. 

* Radioisotopes Licensing Branch (Pre 790501). 75/01/06. 3pp. 58206:174- 
58206:175. 

-9106170019 Forwards AEC license guide on medical program which explains differ¬ 
ence between private practice & institutional license. 

WADE.L Division of Reactor Licensing (NRR-1975 only). 75/01/24. HAYNES E R 
Drs. Jones, Haynes & Safka. Ip. 58206:176-58206:176. 


-9106170201 Matls licensing package for amend 4 to license 34-13395-01 for 

Jones.Haynes & Safko. 

* Materials Licensing Branch. 80/04/17. 5pp. 58206:201-58206:205. 

-9106170226 Matls licensing package for amend 3 to license 34-13395-01 for 

Jones.Haynes & Safko. 

VACCA.P.C. Radioisotopes Licensing Branch (Pre 790501). 78/07/31. 2pp. 
58206:206-58206:207. 

-9106170234 Matls licensing package for amend 2 to license 34-13395-01 for 

Jones.Haynes & Safko. 

VACCA.P.C. Radioisotopes Licensing Branch (Pre 790501). 78/01/05. Ip. 58206:208- 
58206:208. 

-9106170248 Matls licensing package for amend 1 to license 34-13395-01 for 

Jones.Haynes & Safko. 

* Atomic Energy Commission, Directorate of Licensing (720101-750118). 74/09/30. 
5pp. 58206:209-58206:213. 

-9106170256 Matls licensing package for license 34-13395-01 for Jones.Haynes & 
Safko. 

BUCHANAN,C.R. Radioisotopes Licensing Branch (Pre 790501). 69/09/05. 4pp. 
58206:214-58206:217. 

-9106170268 Certificate of disposition of matls:all matls procured & or possessed by 
licensee under license 34-13395-01 have been transferred to X-Ray Equipment Co. 
SAFKO,J.S. Drs. Jones, Haynes & Safka. 82/10/25. 2pp. 58206:218-58206:219. 

-9106180346 Application for license,authorizing PA Jones,ER Haynes & J Safko to use 
or directly supervise use of byproduct matl. 

HAYNES,E.R. Drs. Jones, Haynes & Safka. 79/07/11. 7pp. 58206:262-58206:270. 

-9106180375 Ack receipt of 780407 & 780705 Itrs informing NRC of steps taken to cor¬ 
rect violations noted in insp of license 34-13395-01. 

VACCA.P.C. Radioisotopes Licensing Branch (Pre 790501). 78/07/31. HAYNES,E.R. 
Drs. Jones, Haynes & Safka. 1 p. 58206:220-58206:220. 

-9106180402 Submits calculation re radiation level on roof exposer. 

* Callendine, G.W. 90915. 78/07/05. VACCA.P.C. Radioisotopes Licensing Branch 
(Pre 790501). Ip. 58206:221-58206:221. 

-9106180421 Requests addl info re restricted & unrestricted areas for teletherapy li¬ 
cense. 

VACCA.P.C. Radioisotopes Licensing Branch (Pre 790501). 90915. 78/05/09. 
HAYNES,E.R. Drs. Jones, Haynes & Safka. 3pp. 58206:222-58206:224. 

-9106190271 Response to 780302 Itr re radiation survey of teletherapy unit. 

* Callendine, G.W. 90915. 78/04/07. VACCA.P.C. Radioisotopes Licensing Branch 
(Pre 790501). 7pp. 58206:225-58206:231. 

-9106190311 Requests addl info re radiation survey of Co-60 teletherapy unit. 
VACCA.P.C. Radioisotopes Licensing Branch (Pre 790501). 90915. 78/03/02. 
HAYNES,E.R. Drs. Jones, Haynes & Safka. 3pp. 58206:232-58206:234. 

-9106190323 Forwards certification of teletherapy performance to license 34-13395-01. 
HAYNES,R.E. Radiology Associates, Inc., Zanesville, OH. 90915. 77/10/25. Atomic 
Energy Commission, Deputy Director for Fuels & Material (720101-750118). 6pp. 
58206:235-58206:240. 

—9106190333 Ack receipt of 771011-25 Itr informing NRC of steps taken to correct non- 
compliance identified in 770928 Itr to license 34-13395-01. 

FISHER,W.L. Atomic Energy Commission, Deputy Director for Fuels & Material 
(720101-750118). 77/11/15. HAYNES,E.R. Radiology Associates, Inc., Zanesville, 
OH. ip. 58206:241-58206:241. 

-9106190340 Forwards summary rept of certification of teletherapy performance. 
HAYNES.E.R. Radiology Associates, Inc., Zanesville, OH. 77/10/25. ALLEN,J.M. 
Region III, IE (720101-810228). Ip. 58206:242-58206:247. 

—9106190353 Responds to NRC 771011 Itr re violations noted in insp of license 34- 
13395-01 .Corrective actions:byproduct matl will be used only by authorized individuals 
& use by other physicians will be under supervision of license holder. 

HAYNES.E.R. Radiology Associates, Inc., Zanesville, OH. 77/10/11. ALLEN.J.M. 
Region III, IE (720101-810228). 2pp. 58206:248-58206:251. 


—9106170027 Ack reciept of license renewal form dtd 750lQ6.Requests clarification of 
license expiration date shown on license. 

HAYNES.E.R. Radiology Associates, Inc., Zanesville, OH. 75/01/16. WADE.L. Division 
of Reactor Licensing (NRR-1975 only). Ip. 58206:177-58206:177. 

-9106170056 Submits schedule for calibr checks for dose calibrators & survey instru¬ 
ments. 

HAYNES.E.R. Radiology Associates, Inc., Zanesville, OH. 74/12/16. WADE L Division 
of Reactor Licensing (NRR-1975 only), ip. 58206:178-58206:178. 

—9106170070 Ack receipt of 740919 Itr.Listed addl info required before review of appli¬ 
cation can continue. 

WADE.L Division of Reactor Licensing (NRR-1975 only). 74/10/25 HAYNES E R 
Drs. Jones, Haynes & Safka. Ip. 58206:179-58206:179. 


—9106170090 Submits addenda sheets supplying info re Hosp procedure for Good Sa¬ 
maritan Medical Ctr. 

HAYNES.E.R. Radiology Associates, Inc., Zanesville, OH. 48800. 74/09/19 WADE L 
Division of Reactor Licensing (NRR-1975 only). 7pp. 58206:180-58206:186. 


12 2■ Adv!ses that application for license should be supported by listed info. 
WADE.L Division of Reactor Licensing (NRR-1975 only). 74/07/22 HAYNES E f 
Drs. Jones, Haynes & Safka. 2pp. 58206:187-58206:188. 


-9106170129 Application for license.authorizing E R Haynes,MD to use & supervise use 
of byproduct matl. 

HAYNES.E.R. Drs. Jones, Haynes & Safka. 74/05/29. 9pp. 58206:189-58206:199. 

-9106170167 Matls licensing package for amend 5 to license 34-13395-01 for 
Jones.Haynes & Safko. 

WALKER,W.J. Materials Licensing Branch. 82/11/30. Ip. 58206:200-58206:200. 


-9106190369 Ack receipt of 771212 Itr requesting amend to license 34-13395-01 to in¬ 
clude DR Boyse.as authorized user of Cobalt teletherapy unit.Request has been re¬ 
ferred to B Singer. 

FISHER,W.L Fuel Facility & Materials Safety Branch, R3. 77/12/19. BOYSE.D.R. Ra¬ 
diology Associates, Inc., Zanesville, OH. 1 p. 58206:252-58206:252. 

-9106190398 Application for amend to license 34-13395-01,authorizing DR Boyse.as 
user of cobalt teletherapy unit. 

BOYSE.D.R. Radiology Associates, Inc., Zanesville, OH. 77/12/12. Region III, IE 
(720101-810228). Ip. 58206:271-58206:271. 

-9106200092 Forwards Amend 1 to byproduct matl license 34-13395-01, reducing pos¬ 
session limit of byproduct matl. 

DRAGONETTE.K.S. Atomic Energy Commission, Directorate of Licensing (720101- 
750118). 74/09/30. HAYNES.E.R. Radiology Associates, Inc., Zanesville, OH. Ip. 
58206:272-58206:272. 

-9106200104 Forwards application for license renewal for teletherapy license 34-13395- 
01 for Jones.Haynes & Safko at private ofc location. 

HAYNES,E.R. Radiology Associates, Inc., Zanesville, OH. 74/08/26. 
DRAGONETTE,K.S. Atomic Energy Commission, Directorate of Licensing (720101- 
750118). Ip. 58206:273-58206:273. 

-9106200112 Application for amend,renewing license 34-13395-01. 

HAYNES.E.R. Radiology Associates, Inc., Zanesville, OH. 74/08/15. 4pp. 58206:274- 


—9106200124 Ack receipt of teletherapy & survey rept submitted by Dr GW Callendine 
to license 34-13395-01. 

HENDRIX,G.W. Atomic Energy Commission (Pre 750119). 70/06/11. HAYNES.E.R. 
Drs. Jones, Haynes & Safka. 1 p. 58206:278-58206:278. 
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-9106200137 Responds to NRC 700911 Itr re violations noted in insp of license 34- 
13395-01.Corrective actions:leak tested 5,000 ci Co-60 sealed source.Tested electri¬ 
cal interlock on entrance door to teletherapy room. 

SAFKO,J.S. Radiology Associates, Inc., Zanesville, OH. 70/09/14. GRIER,B.H. Atomic 
Energy Commission (Pre 750119). 3pp. 58206:279-58206:281. 

-9106200161 Forwards form AEC-592 & Itr to licensee & copy of field notes covering 
insp of subj license. 

ALLAN.J. Atomic Energy Commission (Pre 750119). 70/09/11, ROY.G. Atomic Energy 
Commission (Pre 750119). Ip. 58206:282-58206:282. 

-9106200204 Requests response to items listed for corrective actions to be taken or 
plan to take w/respect to violations noted. 

GRIER,B.H. Atomic Energy Commission (Pre 750119). 70/09/11. HAYNES,E.R. Radi¬ 
ology Associates, Inc., Zanesville, OH. Ip. 58206:283-58206:283. 

—9106200209 Safety insp on 700910 of license 34-13395-01.Insp findings: nominal 
5,000 Ci Co-60 sealed source,used in teletherapy unit since Dec 1969 not tested for 
leakage within required six month intervals. 

HUETER.L.J. Atomic Energy Commission (Pre 750119). * Radiology Associates, Inc., 
Zanesville, OH. 70/09/10. 11pp. 58206:284-58206:294. 

-9106200225 Forwards response to comments or questions re radiation survey rept of 
teletherapy facility. 

CALLENDINE.G. Callendine, G.W. 70/05/07. DAVIS,F.C. Atomic Energy Commission 
(Pre 750119). 2pp. 58206:295-58206:296. 

-9106200234 Ack receipt of 700206 Itr from GW Callendine.enclosing radiation survey 
rept covering teletherapy facility. 

DAVIS,F.C. Atomic Energy Commission (Pre 750119). 70/03/27. HAYNES,E.R. Drs. 
Jones, Haynes & Safka. Ip. 58206:297-58206:298. 

-9106200250 Forwards survey rept on teletherapy installation at location of 
Jones,Haynes & Safko in Zanesville,OH. 

CALLENDINE.G. Callendine, G.W. 70/02/06. Atomic Energy Commission (Pre 
750119). 7pp. 58206:299-58206:305. 

-9106200275 Forwards license 34-13395-01 issued in response to application for by¬ 
product matl license authorizing teletherapy use of radioactive matl. 

BUCHANAN.C.R. Atomic Energy Commission (Pre 750119). 69/09/05. Drs. Jones, 
Haynes & Safka. 2pp. 58206:306-58206:307. 

—9106200294 Application for license,authorizing PA Jones, ER Haynes & JS Safko use 
or directly supervise use of byproduct matl. 

HAYNES,E.R. Drs. Jones, Haynes & Safka. 69/07/23. 6pp. 58206:308-58206:313. 

9106140116 Partial response to FOIA request for documents re 
const,operation,licensing & re-licensing of Sequoyah Fuels Corp.App J records end & 
being made available in PDR. App K documents withheld (ref FOIA exemption 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/02. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN,D. Native Americans for a Clean Environment. 
4pp. 58097:340-58097:346. 

9106140144 FOIA request for documents re NRC insps of Abington Memorial Hosp X- 
ray or radiation therapy equipment for period 800101-871231. 

KNIGHTLY,B. White & Williams. KNIGHTLY,B. Abington Memorial Hosp., Abington, 
PA. 91/03/11. GRIMSLEY.D.H. Division of Freedom of Information & Publications 
Services (Post 890205). Ip. 58131:157-58131:157. 

9106140150 Final response to FOIA request for documents re insp repts for period of 
800101-871231.Records in app A available in PDR.Enel app B records also being 
made available in PDR.App C records partially withheld (ref FOIA exemption 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/06. KNIGHTLY,B. White & Williams. KNIGHTLY,B. Abington Memorial 
Hosp., Abington, PA. 6pp. 58131:158-58131:173. 

—8103200011 Forwards rept re 810109 diagnostic misadministration of radiopharm.Two 
patients had similar names & scheduled for similar treatments.Patient had wrong chart 
& received technetium pyrophosphate instead of pipida. 

BRECHBIEL.R.C. Abington Memorial Hosp., Abington, PA. 81/01/20. KINNEMAN.J.D. 
Region I, IE (720101-810228). 3pp. 58131:168-58131:170. 

—8605300657 Ack receipt of 860411 Itr informing NRC of steps taken to correct viola¬ 
tions noted in Insps 30-02948/85-01 & 30-00453/85-01.Corrective actions will be ex¬ 
amined during future insp. 

GLENN,J.E. Region 1 (Post 820201). 86/05/19. JONES,R.L. Abington Memorial 
Hosp., Abington, PA. Ip. 58131:171-58131:173. 

-9106140160 Forwards proposed enforcement action for 11 violations noted in 851220 
insp for review & concurrence.W/o encl.W/related documents. 

MURLEY.T.E. Region 1 (Post 820201). 86/02/27. TAYLOR,J.M. Region 1, Ofc of the 
Director (810301-820201). 4pp. 58131:164-58131:167. 

9106140211 Appeals denial of FOIA request for 600202 memo from LK Olson to Com¬ 
missioners re facility. 

DEKOK.D. Affiliation Not Assigned. 91/04/15. Office of the Secretary of the Commis¬ 
sion. Ip. 58154:315-58154:315. 

9106140221 Response to appeal for denied document in FOIA 91-17.Affirms decision to 
withhold document (ref FOIA exemption 5). 

CHILK.S.J. Office of the Secretary of the Commission. 91/05/20. DEKOK.D. Affiliation 
Not Assigned. Ip. 58154:316-58154:332. 

9106170002 FOIA request for files re Magnesium Electron Inc for 1975 & 1983. 
TOLEN.M.B. Reed, Smith, Shaw & McClay. 91/03/18. REED.C.A. Division of Freedom 
of Information & Publications Services (Post 890205). Ip. 58163:259-58163:259. 

9106170003 FOIA request for copy of Ofc of Investigation Rept Ol 4-90-003. 
GATES.W.G. Omaha Public Power District. LIC-91-027. 91/01/14. GRIMSLEY.D.H. Di¬ 
vision of Freedom of Information & Publications Services (Post 890205). Ip. 
58132:001-58132:001. 

9106170007 Final response to FOIA request for files re Magnesium Electron Inc for 
1975 & 1983.App A documents encl & being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/29. TOLEN.M.B. Reed, Smith, Shaw & McClay. 7pp. 58163:260- 
58164:060. 


-8409270032 Amend 3 to License STC-365 for Magnesium Elektronjnc, terminating li¬ 
cense. 

FRIEDMAN,L.F. Region 1 (Post 820201). 84/09/06. Ip. 58164:037-58164:037. 

-8409270040 Forwards Amend 3 to License STC-365,terminating license. 

FRIEDMAN,L.F. Region 1 (Post 820201). 22002. 84/09/06. GWYNNE.B. Magnesium 
Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:041-58164:041. 

—8409270044 Application for amend to License STC-365,terminating license.Request for 
renewal of license withdrawn.Telcon record dtd 840815 encl. 

GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 22002. 84/08/16. 
FRIEDMAN,L Region 1 (Post 820201). 2pp. 58164:042-58164:042. 

-8409270056 Confirms 840214 telcon & responds to JE Glenn 840209 Itr re 
Cleveland,OH warehouse application for license. Reconsideration of author 830228 
application for license requested if warehouse deemed unqualified as licensee. 
GWYNNE.B.A. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 22002. 84/02/14 
FRIEDMAN,L. Region 1 (Post 820201). Ip. 58164:043-58164:043. 

—8409270061 Reiterates 830715 request for addl info re 830228 request for renewal of 
License STC-365.Reply must be received within 30 days or license will be terminated. 
GLENN,J.E. Region 1 (Post 820201). 22002. 84/02/09. GWYNNE.B. Magnesium 
Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:044-58164:044. 

—8409270066 Responds to 830627 Itr re suspension of application to renew 
license.Completion of encl Form 314 required to terminate license.Instructions re li¬ 
cense termination provided.W/o encl. 

FRIEDMAN,L.F. Region 1 (Post 820201). 22002. 83/07/15. GWYNNE.B. Magnesium 
Elektron, Inc. (formerly Melberk, Inc.). 2pp. 58164:045-58164:045. 

—8409270074 Confirms 830627 telcon re Cleveland warehouse application for license & 
author application for renewal of license. Vendor will operate undler general license 
per 10CFR40.3. Application for license renewal should be held in abeyance. 
GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 22002. 83/06/27. 
FRIEDMAN,L. Region 1 (Post 820201). 2pp. 58164:046-58164:046. 

—8409270079 Requests fee for 830228 application for renewal of License STC-365,per 
encl 10CFR170.31.W/O encl. 

JACKSON,G. License Fee Management Branch (Pre 861124). 22002. 83/03/31. 
GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:049- 
58164:049. 

—8409270090 Remits fee for renewal of License STC-365,per 830331 request. 
GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 22002. 83/04/21. 
JACKSON,G. License Fee Management Branch (Pre 861124). Ip. 58164:048- 
58164:048. 

—8409270099 Ack receipt of license renewal application.Appiication timely filed. 

GLENN,J.E. Div of Engineering & Technical Programs, R1. 22002. 83/05/09. 
GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:047- 
58164:047. 

—8409270105 Forwards application for renewal of License STC-365 & supporting docu¬ 
mentation for new warehouse in Cleveland,OH. Fee paid. 

GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 22002. 83/02/28. 
GUINN,P.R. Division of Fuel Cycle & Material Safety (Pre 870413). Ip. 58164:050- 
58164:053. 

—8409270109 Application for amend to License STC-365,renewing license. Supporting 
documentation encl. 

GWYNNE.B. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 83/02/28. 4pp. 
58164:051-58164:053. 

—9106170013 Requests authorization for new license to bring in & sell 35,000 lbs of 
magnesium alloy ingots containing 14% thorium. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 55/01/28. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). Ip. 58163:267-58163:267. 

-9106170016 Advises that quantity anticipated for distribution for yr 1955 will be 25,000 
tons re license application. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 55/02/07. Atomic 
Energy Commission (Pre 750119). Ip. 58163:268-58163:268. 

-9106170018 Application for license,authorizing distribution of 7,178 lbs of magnesium 
alloy ingots containing 14/25% thorium. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 55/12/30. 4pp. 
58163:269-58163:272. 

-9106170022 Application for license,authorizing transfer,deliver,export or receiving of 
7,000 lbs of magnesium hardener-ZTI containing 8.5-16% of thorium. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 55/02/03. 4pp. 
58163:273-58163:276. 

-9106170023 Forwards application requesting permission to receive & distribute 35,000 
lbs of magnesium alloy ingots for period 560101-1231. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 55/12/29. Atomic 
Energy Commission (Pre 750119). Ip. 58163:277-58163:277. 

-9106170026 Responds to 560611 Itr & forwards request for amend to license D-512 to 
receive 60,000 lbs magnesium alloy ingots for yr 1956. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 56/06/14. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). Ip. 58163:278-58163:278. 

-9106170028 Application for license,authorizing transfer,deliver,export & receiving of 
listed matl. 

SHEAR A, F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 56/06/14. 4pp. 
58163:279-58163:286. 

-9106170031 Forwards license D-512 authorizing possession of listed licensed matl. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). 56/02/01. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:287-58163:287. 

-9106170032 Forwards license D-512.rev 1. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 56/06/26. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.), ip. 58163:288-58163:288. 
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—9106170034 Forwards license D-512,rev 1. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 56/06/22. SHEARA.F, Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:289-58163:289. 

—9106170035 Requests renewal of license D-512,rev 1. 

FALLON.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 57/05/07. JOHNSON,L. 
Atomic Energy Commission (Pre 750119). Ip. 58163:290-58163:290. 

—9106170037 Forwards request for renewal of license D-512. 

FALLON.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 57/05/13. JOHNSON.L. 
Atomic Energy Commission (Pre 750119). Ip. 58163:291-58163:291. 

—9106170040 Application for license,authorizing transfer,deliver,export & receiving of 
listed licensed matl. 

SHEARA»F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 57/05/13. 4pp. 
58163:292-58163:295. 

—9106170044 Forwards license to receive possession of 100,000 lbs of magnesium 
alloy ingots containing 25% thorium through import from England. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 57/05/16. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:296-58163:296. 

-9106170045 Requests addl copies of 10CFR20. 

FALLON.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 57/09/09. 
KIRKMAN.R.W. Atomic Energy Commission (Pre 750119). Ip. 58163:297-58163:297. 

—9106170051 Ack receipt of 570909 Itr & forwards addl copies of 10CFR20. 
KRIEGEMAN.W.E. Atomic Energy Commission (Pre 750119). 57/09/10. FALLON.J. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:298-58163:298. 

—9106170063 Forwards insp rept for license D-512 on 570829. 

MANN.M.M., KIRKMAN.R.W. Atomic Energy Commission (Pre 750119). 57/09/19. 
Atomic Energy Commission (Pre 750119). Ip. 58163:299-58163:299. 

—9106170069 Insp rept for license D-512 on 570829.No violations noted. Major areas 
inspected:organization & administration, facilities & uses of isotopes. 

KIRKMAN.R. Atomic Energy Commission (Pre 750119). 57/08/29. 4pp. 58163:300- 
58163:303. 

—9106170073 Discusses 570905 insp rept for license D-512 on 570829. 

ROGERS.L.R. Atomic Energy Commission (Pre 750119). 58/03/25. JOHNSON.L. 
Atomic Energy Commission (Pre 750119). 2pp. 58163:304-58163:305. 

—9106170075 Notice of violation from insp on 570829.Violat;on noted: radiation survey 
not made & storage areas & containers in which thorium stored not posted. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 58/03/28. 3pp. 58163:306- 
58163:309. 

—9106170079 Ack receipt of 580328 Itr advising of violations noted in insp of license D- 
512.Corrective actions:arrangements being made for radiation surveys to be conduct¬ 
ed. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 58/04/10. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). Ip. 58163:310-58163:310. 

—9106170081 Ack receipt of 580410 Itr informing NRC of steps taken to correct viola¬ 
tions noted in insp of license D-512. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 58/05/09. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:311-58163:311. 

—9106170084 Request response to 580611 application for renewal of license D-512. 
FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 58/07/02. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). Ip. 58163:312-58163:312. 

—9106170088 Discusses licensee 580611 application & advises that addl info needed re 
storage of source matl. 

ROGERS.L.R. Atomic Energy Commission (Pre 750119). 58/07/08. JOHNSON.L. 
Atomic Energy Commission (Pre 750119). 2pp. 58163:313-58163:314. 

—9106170094 Forwards application for license to receive 60,000 lbs of magnesium alloy 
ingots during FY59. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 58/06/11. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). Ip. 58163:315-58163:315. 

—9106170104 Application for license,authorizing transfer,deIiver,export & receiving of 
listed licensed matl. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 58/06/10. 4pp. 
58163:316-58163:319. 

—9106170107 Forwards undated authorization to receive possession of listed licensed 
matl. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 91/04/29. FALLON,J.D. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:320-58163:320. 

-9106170108 Confirms address for storage of magnesium alloy ingots at facility,per re¬ 
quest 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 58/07/11. 
DANLOS.N. Atomic Energy Commission (Pre 750119). Ip. 58163:321-58163:321. 

-9106170113 Requests renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 59/04/03. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). Ip. 58163:322-58163:322. 

-9106170114 Forwards aptication for renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 59/04/14. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). Ip. 58163:323-58163:323. 

—9106170117 Application for license,authorizing transfer.deliver,export & receiving of 
listed licensed matl. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 59/04/14. 4pp. 
58163:324-58163:327. 

—9106170119 Requests response to 590414 application for renewal of license D-512. 
FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 59/06/08. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). Ip. 58163.328-58163:328. 

—9106170122 License D-512 for Magnesium Elektron,Inc authorizing use of listed li- 
censed metl 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 59/06/09. FALLON,J.D. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:329-58163:329. 


-9106170124 Expresses appreciation for renewal of license D-512 until 600731. 
FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 59/06/10. 
DELANEY.J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:330-58163:330. 

-9106170126 License D-512 for Magnesium Elektron,I nc.authorizing use of listed li- 
censed met! 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 59/06/16. Ip. 58163:331- 
58163:331. 


-9106170128 Requests renewal of license D-512. 

FALLON.J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 60/05/19. 

JOHNSON.L Atomic Energy Commission (Pre 750119). Ip. 58163:332-58163:332. 

-9106170130 Forwards request for renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 60/06/20. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:333-58163:333. 

-9106170134 Application for license,authorizing transfer,deliver,export & receiving of 
listed licensed met! 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 60/06/20. 4pp. 
58163:334-58163:337. 

-9106170136 Requests renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 61/07/13. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:338-58163:338. 

-9106170139 Forwards undated NRC regulations on 10CFR20 & 40, “Stds for Protec¬ 
tion Against Radiation” & “Licensing of Source Matl.” 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 91/04/29. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:339- 
58163:340. 


-9106170142 Requests renewal of license D-512. 

FALLON.J. D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 64/06/04. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:341-58163:341. 

-9106170148 Discusses licensee 640604 Itr re renewal of license D-512. 

LAYFIELD.R.I. Atomic Energy Commission (Pre 750119). 64/06/12. FALLON,J.D. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip 58163:342-58163:342. 

-9106170149 Forwards application for renewal of license D-512. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 61/07/19. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). Ip. 58163:343-58163:343. 

-9106170150 Application for license,authorizing use of licensed matl for alloying pur¬ 
poses. 

FALLON,J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 61/07/19. 3pp. 
58163:344-58163:346. 

-9106170151 Discusses renewal of license STC-365 for Magnesium Elektron, Inc of 
New York City .State of NY will not issue license,per NRC 640612 Itr. 

VESSELS,R.D. New York, State of. 64/07/17. LAYFIELD.R.L. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 58163:347-58163:347. 

—9106170152 Application for license,authorizing use of listed licensed matl. 

FALLON.J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 64/06/23. Atomic 
Energy Commission (Pre 750119). 2pp. 58163:348-58163:349. 

-9106170153 Forwards license STC-365. 

LAYFIELD.R.L. Atomic Energy Commission (Pre 750119). 64/07/30. FALLON.J.D. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58163:350-58163:350. 

—9106170157 Notification of REAT call on 640811 re cracking of crate during shipment 
from Magnesium Elextron Co in New Jersey. Crate contained thorium magnesium 
alloy & tagged w/std label.Personnel handling crate counseled. 

GRAVESON.R.T. Atomic Energy Commission (Pre 750119). 64/08/12. Ip. 58163:351- 
58163:351. 

—9106170160 Discusses 640814 Itr re notification of damaged shipping crate by Road¬ 
way Express,South Keary.New Jersey. 

GILBERT,R.G. Atomic Energy Commission (Pre 750119). 64/08/14. NELSON.P.R. 
Atomic Energy Commission (Pre 750119). Ip. 58163:352-58163:352. 

—9106170162 Notification of damaged shipping crate by Roadway Express, South 
Keary.New Jersey on 640811.Company requested advice re handling of problem. 
GILBERT,R.G. Atomic Energy Commission (Pre 750119). 64/08/14. NELSON.P.R. 
Atomic Energy Commission (Pre 750119). 2pp. 58163:353-58163:354. 

—9106170165 Notification of 640812 event re cracking of crate containing thorium alloy 
during transient.Missing slat replaced & shipment continued. 

RYAN.A.F. Atomic Energy Commission (Pre 750119). 64/11/25. 5pp. 58163:355- 
58163:359. 


—9106170167 Forwards application for license. 

FALLON.J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 67/04/25. Atomic 
Energy Commission (Pre 750119). Ip. 58163:360-58163:360. 

-9106170169 Application for license.authorizing use of listed licensed matl. 

FALLON.J.D. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 67/04/25. Atomic 
Energy Commission (Pre 750119). 2pp. 58164:001-58164:002. 

-9106170172 Forwards license STC-365. 

HARMON,D.F. Atomic Energy Commission (Pre 750119). 67/05/16. FALLON.J.D. 
Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:003-58164:004. 

—9106170178 Requests addl info re NRC 710521 invoice under L-1674-71. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 71/06/01. Atomic 
Energy Commission (Pre 750119). 2pp. 58164:005-58164:006. 

—9106170182 Requests response to licensee request for addl info re second billing for 
annual fee. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 71/07/07. Atomic 
Energy Commission (Pre 750119). Ip. 58164:007-58164:007. 
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—9106170184 Requests review of licensee request for info re application for renewal of 
license. 

SHEARA.F. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 72/04/14. 
MILLER,W.O. Atomic Energy Commission (Pre 750119). 2pp. 58164:008-58164:009. 

-9106170188 Advises that addl fee required re application for renewal of license. 
MILLER.W.O. Atomic Energy Commission (Pre 750119). 71/08/18. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:010-58164:010. 

-9106170193 Responds to 720414 Itr re license fee for license STC-365. 

MILLER.W.O. Atomic Energy Commission (Pre 750119). 71/08/18. SHEARA.F. Mag¬ 
nesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:011-58164:011. 

-9106170196 Requests that future correspondence for licensee forwarded to listed ad¬ 
dress. 

KINNEY,M.H. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 73/07/26. Atomic 
Energy Commission (Pre 750119). Ip. 58164:012-58164:012. 

-9106170200 Forwards application for renewal of license STC-365. 

MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 77/06/24. Office of Nu¬ 
clear Material Safety & Safeguards. Ip. 58164:013-58164:013. 

-9106170202 Application for license,authorizing use of listed licensed matl. 

MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 77/06/24. 2pp. 
58164:014-58164:015. 

-9106170204 Ack receipt of application for renewal of license STC-365. 

WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). 07064. 77/07/11. 
MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). Ip. 58164:016- 
58164:016. 

-9106170205 Ack receipt of NRC Itr acknowledging receipt of licensee application for 
renewal of license STC-365. 

MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 07064. 77/07/27. 
WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). Ip. 58164:017- 

58164:017. 

—9106170208 Requests addl info re 770624 application for renewal of license STC-365. 
WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). 07064. 77/09/13. 
MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 3pp. 58164:018- 

58164:020. 

-9106170213 Ack receipt of 770913 Itr re control 07064. Requests delay in providing 
response due to extensive traveling abroad. 

MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 77/10/11. 

WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). Ip. 58164:021- 

58164:021. 

-9106170216 Respond to 770913 request for addl info re renewal of license STC-365. 
MILES,M.J. Magnesium Elektron, Inc. (formerly Melberk, Inc.). 77/11/15. 

WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). 5pp. 58164:022- 

58164:027. 

-9106170217 Forwards Itr re Magnesium Elektron Co,per request. 

ELKER.P.A. New Jersey, State of. 81/05/26. KINNERMAN.J. NRC - No Detailed Affili¬ 
ation Given. 2pp. 58164:028-58164:029. 

-9106170223 Discusses P Elker 810526 Itr w/encl anonymous Itr re Magnesium Elek¬ 
tron Co,Flemington,New Jersey.Concludes that concentration of radioactive matls 
below limits which would require NRC license,per insp conducted on 810630. 
KINNEMAN.J.D. Region 1, Ofc of the Director (810301-820201). 81/11/23. 
COSOLITO.F. New Jersey, State of. 2pp. 58164:030-58164:031. 

-9106170229 License STC-365 for Magnesium Elektron,Inc authorizing use of listed li¬ 
censed matl. 

LAYFIELD.R.L. Atomic Energy Commission, Directorate of Licensing (720101-750118). 
72/08/02. Ip. 58164:032-58164:032. 

-9106170232 License ST-365 for Magnesium Elektron.lnc authorizing use of listed li¬ 
cense matl. 

HARMON,D.F. Atomic Energy Commission (Pre 750119). 67/05/16. Ip. 58164:033- 
58164:033. 

-9106170236 License STC-365 for Magnesium Elektron,Inc,authorizing use of listed li- 
censed met! 

LAYFIELD.R.L. Atomic Energy Commission (Pre 750119). 64/07/30. Ip. 58164:034- 
58164:034. 

-9106170238 License STC-365 for Magnesium Elektron,Inc.authorizing use of listed li- 
censed metl 

* Atomic Energy Commission (Pre 750119). 61 /07/21.2pp. 58164:035-58164:036. 

-9106170241 Amend 2 to license STC-365 amending license conditions 10, 12 & 13 to 
read as listed. 

GUINN,P.R. Division of Fuel Cycle & Material Safety (Pre 870413). 81/06/18. Ip. 
58164:038-58164:038. 

-9106170243 Amend 1 to license STC-365 amending license as listed. 

WRIGHT,E.G. Radioisotopes Licensing Branch (Pre 790501). 78/04/25. 2pp. 
58164:039-58164:040. 

-9106170271 Forwards insp rept prepared by New York Operations ofc insp div re ac¬ 
tivities of license D-512. 

MANN.M.M. Atomic Energy Commission (Pre 750119). 57/12/18. PITTMAN,F.K. 
Atomic Energy Commission (Pre 750119). 7pp. 58164:054-58164:060. 

9106170010 Final response to FOIA request for Ofc of Investigation Rept Ol 4-90- 
003.Forwards documents listed in App A.lnfo partially withheld (ref FOIA Exemptions 
3,4,6 & 7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/01. GATES,W.G. Omaha Public Power District. 3pp. 58132:002- 
58132:051. 

-9106170017 Investigation rept Ol 4-90-003.Noncompliance noted.Major areas 
investigated:allegations re potential violations of NRC security regulations & require¬ 
ments at site security division. 

CHAPMAN,L. Office of Investigations (Pre 880201). 90/11/06. 37pp. 58132:005- 
58132:051. 


9106170029 FOIA request for documents re investigation of allegation referred to in al¬ 
legation rept RII-90-A-0135. 

SOLOV.D. Tampa Tribune. 91/03/27. Region 2 (Post 820201). 2pp. 58133:336- 
58133:337. 

9106170043 Final response to FOIA request for documents re investigation of allegation 
rept RII-91-A-0135.Forwards documents listed in app A & B.Documents also available 
in PDR.Info partially withheld (ref FOIA Exemption 6 & 7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/09. SOLOV.D. Tampa Tribune. 4pp. 58133:338-58133:356. 

—9106170052 Forwards response to NRC 900728 Itr re allegation rept RII-90-A-0135. 
BEARD,P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0990-20. 90/ 
09/28. REYES,L. Region 2 (Post 820201). 12pp. 58133:342-58133:356. 

9106170053 Final response to FOIA request for documents re SECY-89-384, “...Sea 
Shipment of Plutonium’’ & all reiated info.Forwards documents listed in App 
F.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/09. LEVENTHAL.P. Nuclear Control Institute. 2pp. 58134:017- 
58134:033. 

-9106170055 Responds to 871217 Itr re proposed agreement of cooperation between 
US & Japan concerning “Peaceful Uses of Nuclear Energy,” submitted to Congress 
on 871109. 

REAGAN,R. President of U.S. & Executive Offices. 88/01/29. Commissioners (Post 
750119). 13pp. 58134:021-58134:033. 

9106170059 FOIA request for documents re insp repts 50-361/91-01 & 50-362/91- 
Ol.insp methodology & PRA-based plant specific setpoint insp guide. 

REDDA.T. Southern Technical Services, Inc. 91/04/19. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 58134:001- 
58134:001. 

9106170064 Final response to FOIA request for documents re insp repts 50-361/91- 
01,50-362/91-01,setpoint methodology & PRA-based plant specific setpoint insp 
guide.Forwards documents listed in App B.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/12. REDDA.T. Southern Technical Services, Inc. 2pp. 58134:002- 
58134:016. 

-9106170085 Setpoint methodology insp plan & PRA-based setpoint insp guidance re 
insp repts 50-361/91-01 & 50-362/91-01. 

* Division of Freedom of Information & Publications Services (Post 890205). 91/06/ 
12. 13pp. 58134:004-58134:016. 

9106170086 FOIA request for documents re all licenses held by Elscint, Inc,for time 
period of 880101-900801 or affirmation or denial of certificates of handling or licenses 
for radioactive matls listed. 

SULLIVAN,R.M. Affiliation Not Assigned. 91/04/19. NRC - No Detailed Affiliation 
Given. 2pp. 58131:348-58131:349. 

9106170089 Final response to FOIA request for documents re Elscint,Inc. No records 
subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/14. SULLIVAN,R.M. Affiliation Not Assigned. Ip. 58131:350- 
58131:350. 

9106170095 FOIA request for documents on behalf of Native Americans for Clean Envi¬ 
ron re const,operation,licensing & relicensing of facility & insp &/or enforcement 
issues. 

CURRAN,D. Native Americans for a Clean Environment. CURRAN,D. Harmon, Curran, 
Gallagher & Spielberg (formerly Harmon, Curran & Tousley). 91/02/27. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (880515- 
890204). 2pp. 58161:266-58161:267. 

9106170109 Partial response to FOIA request for documents re const, 
operation,licensing & relicensing of facility & insp &/or enforcement issues.Forwards 
App L documents.Other documents completely withheld (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (880515- 
890204). 91/05/14. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 4pp. 58161:268-58161:283. 

-9106170131 Informs that effective 870901,IOT coverage reduced to one shift per day 
per authorization.Related info end. 

STAUTER.J.C. Sequoyah Fuels Corp. 87/09/17. MARTIN,R.D. Region 4 (Post 
820201). 12pp. 58161:272-58161:283. 

9106170118 Partial response to FOIA request for documents re insp of facility.Forwards 
documents listed in app I.Documents also available in PDR.Portions of app J records 
withheld (ref FOIA exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/14. DEKOK.D. Affiliation Not Assigned. 4pp. 58133:309-58133:335. 

-9106170154 Forwards insp rept RO-1-50-146 SAX-74-2 on 731023.No violations ob¬ 
served. 

MARTIN,W.G. Region I, IE (720101-810228). 73/11/09. MONTGOMERY,C.R. General 
Public Utilities Corp. - GPU Service Corp. Ip. 58133:313-58133:313. 

-9106170161 Insp rept RO-1-50-146 SAX-74-2 on 731023-26.No violations noted.Major 
areas inspected:thermal output.matls depletion & production & records,repts & internal 
control. 

BRAIDEN.SJ. Region I, IE (720101-810228). MARTIN,W.G. Region III, IE (720101- 
810228). 73/11/07. 8pp. 58133:314-58133:321. 

—9106170168 Informs of plan to conduct insp at facility on 770428. Licensee will be 
notified of any changes in plans. 

NELSON,P.R. Region I, IE (720101-810228). 77/04/13. MONTGOMERY,C. Saxton 
Nuclear Experimental Corp. MONTGOMERY,C. General Public Utilities Corp. - GPU 
Sen/ice Corp. Ip. 58133:322-58133:322. 

—9106170175 Informs that NRC not in position to extend invitation to newsmen to ac¬ 
company inspectors because presence at licensee facility must be at invitation of li¬ 
censee. 

GRIER,B.H. Region I, IE (720101-810228). 79/07/09. BAUGHMAN,J.D. Broad Top 
Bulletin Saxton, PA. Ip. 58133:323-58133:323. 
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-9106170192 Responds to 911207 Itr re proprietary info on nuclear energy property 
insurance.Portions withheld (ref FOIA Exemption 4). 

HEES.D.R. Saxton Nuclear Experimental Corp. HEES.D.R. General Public Utilities 
Corp. - GPU Service Corp. 61/12/12. Atomic Energy Commission (Pre 750119). Ip. 
58133:324-58133:324. 

—9106170199 Discusses SNEC 700328 & 0410 request for authorization to irradiate test 
fuel rods.Portions withheld. 

WOODRUFF,R.W. Atomic Energy Commission (Pre 750119). 70/05/28. Atomic 
Energy Commission (Pre 750119). 2pp. 58133:325-58133:335. 

9106170135 Final response to FOIA request for documents re adequate staffing & cor¬ 
porate oversight pertaining to EA-90-161. Forwards documents listed in App 
A.Documents also available in PDR.Info partially withheld (ref FOIA Exemption 6 & 7). 
GRIMSLEY.D.H. Facility Management Branch. EA-90-161. 91/05/17. 

WATERMAN,J.H. Medical imaging, Inc. 5pp. 58159:134-58159:351. 

—9001300213 Forwards Mgt Meeting Rept 30-29240/89-02 on 891121 .Meeting benefi¬ 
cial & improved understanding of concerns re mgt oversight & importance of providing 
candid & accurate info to NRC.Case:1-89-019. 

KNAPP,M.R. Region 1 (Post 820201). 90/01/16. GALLAHER.D.J. Roche Professional 
Service Centers, Inc. 2pp. 58159:187-58159:191. 

—9001300218 Mgt Meeting Rept 30-29240/89-02 on 891121.Major areas 
discussed.ongoing investigation of both technical & mgt issues at facitity.Case: 1 -89- 
019. 

JOUSTRA.J.A. Region 1 (Post 820201). 90/01/04. 5pp. 58159:189-58159:191. 

-9101090280 Requests extension until 910201 to respond to NRC 901123 request for 
info re adequate staffing & corporate oversight, per Enforcement Action EA-90-161. 
WATERMAN,J.H. Medical Imaging, Inc. EA-90-161. 90/12/17. GROBE.J.A. Region 3 
(Post 820201). Ip. 58159:132-58159:133. 

—9106170140 Investigation rept 1 -89-019.Noncompliance noted.Major areas 

investigated:allegations re preparation of radiopharm doses w/o authorized user 
present.Case: 1 -89-019. 

* Region 1 (Post 820201). 91/05/17. 25pp. 58159:139-58159:163. 

—9106170143 Requests investigation to determine whether facility manager instructed 
members of staff not to inform NRC inspector of incidents involving preparing radio¬ 
pharm doses w/o authorized individuals present.Case:1-89-019. 

RUSSELL,W.T. Region 1 (Post 820201). RIR-89-014. 89/11/24. WHITE,C.W. Region 
1 (Post 820201). 23pp. 58159:164-58159:186. 

-9106170207 Rept of 891212 interview w/E Joyce re allegation that radioactive matl 
handled w/o authorized user present.Rept undtd.Case: 1-89-019. 

TEATOR.J.A. Office of investigations (Pre 880201). 91/05/17. 3pp. 58159:192- 
58159:194. 

-9106170214 Rept of 900119 telephone interview w/E Joyce re dates of allegations 
involving handling of radiopharms w/o presence of authorized individuals.Case:1-89- 
019. 

TEATOR.J.A. Region 1 (Post 820201). 90/01/19. Ip. 58159:195-58159:195. 

—9106170219 Repts of 891206 interview w/J Joustra re alleged use of radiopharms w/ 
o presence of authorized personnel.Rept undtd.Case:1-89-019. 

TEATOR.J.A. Region 1 (Post 820201). 89/12/12. 2pp. 58159:196-58159:197. 

—9106170228 Rept of L Joyce statement re 891023 insp & allegations of preparation of 
radiopharm w/o authorized personnel being present. 

TEATOR.J.A. Region 1 (Post 820201). JOYCE.L. Medi-Physics, Inc. (subs, of Hoff- 
man-La Roche, Inc.). 91/01/03. 14pp. 58159:198-58159:211. 

—9106170235 Rept of 891219 interview w/M Collman re allegations of preparation of 
radiopharms w/o authorized personnel presentRept undtd.Case:1-89-019. 
TEATOR.J.A. Region 1 (Post 820201). 89/12/20. 2pp. 58159:212-58159:213. 

—9106170247 Statement rept of M Collman re allegations of preparation of radiopharms 
w/o presence of authorized personnel.Case: 1-89-019. 

TEATOR.J.A. Region 1 (Post 820201). COLLMAN,M. Medi-Physics, Inc. (subs, of Hoff- 
man-La Roche, Inc.). 90/01/03. 7pp. 58159:214-58159:220. 

—9106170255 Rept of 891219 interview w/L Sabo re handling of radiopharms w/o au¬ 
thorized personnel present.Rept undtd.Case:1-89-019. 

TEATOR.J.A. Region 1 (Post 820201). 89/12/20. 2pp. 58159:221-58159:222. 

-9106170262 Voluntary statement by L Sabo re alleged preparation of radiopharms w/o 
authorized personnel being present. 

TEATOR.J.A. Region 1 (Post 820201). SABO.L. Medi-Physics, Inc. (subs, of Hoffman- 
La Roche, Inc.). 90/01/11. 7pp. 58159:223-58159:229. 

—9106170266 Rept of 900103 interview w/M Donnelly re alleged preparation of radio¬ 
pharms w/o presence of authorized personnel.Rept undtd.Case: 1-89-019. 

TEATOR.J.A. Region 1 (Post 820201). 90/01/04. Ip. 58159:230-58159:230. 

—9106170275 Rept of 900105 interview w/J Kerins re alleged preparation of radio¬ 
pharms w/o authorized personnel present.Rept undtd. Case:1-89-0l9. 

TEATOR.J.A. Region 1 (Post 820201). 90/01/10. 7pp. 58159:231-58159:237. 

—9106180260 Rept of 900105 interview w/J Reuther re allegation of preparation of ra¬ 
diopharms w/o presence of authorized personnel.Case:1-89-019. 

TEATOR.J.A. Region 1 (Post 820201). 90/01/11. 2pp. 58159:238-58159:239. 

—9106180261 Rept of 900118 interview w/T Edmond re allegation of preparation of ra¬ 
diopharms w/o presence of authorized personnel.Case: 1-89-019. 

TEATOR.J.A. Region 1 (Post 820201). 90/01/18. 2pp. 58159:240-58159:241. 

—9106180274 Affidavit of R Fire re allegations of preparation of radiopharms w/o pres¬ 
ence of authorized personnel.Case: 1-89-019. 

FIRE.R. Medi-Physics, Inc. (subs, of Hoffman-La Roche, Inc.). 90/02/14. 26pp. 
58159:242-58159:267. 

-9106180277 Forwards Itrs re investigation of allegations of preparation of radiopharms 
w/o presence of authorized personnel.Case: 1-89-019. 

GALLO,J. Hopkins, Sutter, Hamel & Park (formerly Hopkins & Sutter). 90/03/21. 
TEATOR.J. Region 1 (Post 820201). Ip. 58159:268-58159:268. 


-9106180282 Reiterates commitment to operation of nuclear pharmacies in full compli¬ 
ance w/all NRC requirements.Case: 1-89-019. 

KERINS,J. Medi-Physics, Inc. (subs, of Hoffman-La Roche, Inc.). PSC-K-156. 90/03/ 
01. BETTENHAUSEN.L. Region 1 (Post 820201). 4pp. 58159:269-58159:272. 

-9106180287 Informs of upcoming changes resulting from NRC investigation of prepa¬ 
ration of radiopharms w/o authorized personnel present. 

KERINS,J. Medi-Physics, Inc. (subs, of Hoffman-La Roche, Inc.). 90/03/07. ADAM.W. 
Region 3 (Post 820201). 2pp. 58159:273-58159:274. 

-9106180292 Transcript of 900215 interview in Rockville,MD re investigation of prepara¬ 
tion of radiopharms w/o presence of authorized personnel.Case: 1 -89-019. 

* Office of Investigations (Pre 880201). 90/02/15. 69pp. 58159:275-58159:351. 

9106170164 FOIA request for petitions by licensees to modify ’single pass’ waste-heat 
sys since 1980. 

HORAN,A.S. Orange County Register. 91/04/30. GRIMSLEY.D. Division of Freedom 
of Information & Publications Services (Post 890205). Ip. 58130:001-58130:001. 

9106170171 Final response to FOIA request for info re petitions by licensee to modify 
’single pass’ waste-heat sys.No agency records subj to request located. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/13. HORAN,A.S. Orange County Register. Ip. 58130:002-58130:002. 

9106170183 FOIA request for solicitation mailing list. 

BEALLE.R. TechStars. 91/05/01. MCINTIRE Division of Contracts & Property Man¬ 
agement (Post 890205). Ip. 58130:031-58130:031. 

9106170186 FOIA request for documents re RC Thornberry.SW Skidmore job perform¬ 
ance at plant,fitness-for-duty for plant managers & guidelines for QA control person¬ 
nel. 

PLATTEN.C.E. Wylie, McBride, Jesinger, Sure & Platten. 91/02/18. Region 5 (Post 
820201). 2pp. 58154:335-58154:336. 

9106170189 Final response to FOIA request for info.App A records end & being made 
available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/20. BEALLE.R. TechStars. 2pp. 58130:032-58130:042. 

-9106170194 Mailing list of all firms requesting RFP. 

* NRC - No Detailed Affiliation Given. 91/05/16. 9pp. 58130:034-58130:042. 

9106170195 Final response to FOIA request for documents re RC ThornberryA SW 
Skidmore job performance at plant,fitness- for-duty for plant managers & NRC guide¬ 
lines for QA control individuals.Forwards App B document. 

* Division of Freedom of Information & Publications Services (Post 8902 05). 91/05/ 
16. PLATTEN.C.E. Wylie, McBride, Jesinger, Sure & Platten. 5pp. 58154:337' 
58154:345. 

“9106170198 Forwards fact sheet re fitness-for-duty program for licensee per 10CFR26 
provisions. 

SCHUSTER,M.D. Region 5 (Post 820201). 89/07/07. Region 5 (Post 820201). 4pp 
58154:342-58154:345. 

9106170218 FOIA request for preliminary study on, ‘‘QA in Medical Use of Byproduc 
Matls” submitted in Mar 1991. 

FEDIO.V.A. American College of Nuclear Physicians. 91/04/22. Division of Freedom 
of Information & Publications Services (Post 890205). Ip. 58130:003-58130:003. 

9106170222 Final response to FOIA request for info.App A records end & also beint 
made available in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Pos 
890205). 91/05/20. FEDIO.V.A. American College of Nuclear Physicians. 2pp 
58130:004-58130:030. 

-9106170227 “QA in Medical Use of Byproduct Matl Task 1 & Task 3.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). FIN L 
1290-0. NRC-9-02-90-002. 91/03/29. Division of Industrial & Medical Nuclear Safet 
(Post 870729). 25pp. 58130:006-58130:030. 

9106170237 Partial response to FOIA request for documents re Nite-Site, Inc.Apps E < 
F records end & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Pos 
890205). 91/05/09. BAZZANELLA.M.A. J.R. Curcio, Ltd. 5pp. 58194:001-58194:331 

“7903120405 Forwards notice of violation from 790124 insp of Licenses 22-13585-02( 
& 22-13585-03. 

DAVIS.A.B. Fuel Facility & Materials Safety Branch, R3. 79/02/12. KNUTSEN.E.F 
SANTIAGO,J.A. Nite-Site, Inc. 2pp. 58194:165-58194:166. 

“7903120411 Notice of violation from insp on 790212.Noncompliance noted: gun sight 
being distributed & installed by general licensees & locked cabinet w/promethium-14 
gun sights not posted w/proper sign warning. 

‘ Region III, IE (720101-810228). 79/02/12. Ip. 58194:193-58194:193. 

“7903210271 In response to 790214 Itr,forwards requested copy of App A to notice c 
violation for License 22-13585-02G & 22-13585-03. 

DAVIS,A.B. Fuel Facility & Materials Safety Branch, R3. 79/03/02. KNUTSEN.E.F 
SANTIAGO,J.A. Nite-Site, Inc. Ip. 58194:194-58194:194. 

“7903210274 Ack receipt of NRC 790212 Itr.Requests that NRC forward App A t 
notice of violation which was not end. 

KNUTSEN.E.F. Nite-Site, Inc. 79/02/14. DAVIS.A.B. Fuel Facility & Materials Safe 1 
Branch, R3. Ip. 58194:195-58194:198. 

“7904210154 Ack receipt of 790319 Itr informing NRC of steps taken to correct viol: 
tions noted in IE insp of Licenses 22-13585-02G & 22-13585-03. 

DAVIS,A.B. Region III, IE (720101-810228). 79/04/13. KNUTSEN.E.F 

SANTIAGO,J.A. Nite-Site, Inc. Ip. 58194:199-58194:228. 

“7904210172 Responds to NRC 790212 & 0302 Itrs re violations noted in IE insp i 
License 22-13585-02G & 22-13585-03.Corrective actions:application for amend 
Condition 2 of License 22-13585-02G & replacement of DOT label w/required sig 
KNUTSEN.E.F. Nite-Site, Inc. 79/03/19. DAVIS.A.B. Region III. IE (720101-810228 
2pp. 58194:200-58194:228. 
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-8002070114 Responds to IE Bulletin 79-19, “Packaging of Low Level Radwaste for 
Transport & Burial." No low level radwaste transported or generated. 

KNUTSEN.E.F. Nite-Site, Inc. IEB-79-19. 79/09/13. Office of Inspection & Enforce¬ 
ment (750101-801210). Ip. 58194:230-58194:230. 

-8002110332 Responds to 791127 Itr re IE Bulletin 79-19, "Packaging of Low Level 
Radwaste for Transport & Burial.” Response was forwarded on 790913.NRC has two 
mailing addresses for company. 

KNUTSEN.E.F. Nite-Site, Inc. IEB-79-19. 79/12/03. Office of Inspection & Enforce¬ 
ment (750101-801210). Ip. 58194:231-58194:231. 

“8210040055 Discusses IE insp of License 21-19874-01 on 820824 & forwards notice 
of violation. 

SRENIAWSKI.D.J. Region 3 (Post 820201). 82/09/23. BINDER,G.A.J. Leadership 
Keys, Inc. Ip. 58194:140-58194:141. 

-8210040056 Notice of violation from insp on 820824.Noncompliance noted: required 
rept not submitted to NRC or agreement states re transfer of licensed matl in second 
quarter 1982. 

SRENIAWSKI.D.J. Region 3 (Post 820201). 82/09/21. Ip. 58194:141-58194:141. 

~9106170249 States no byproduct matl distributed under license 22-13585-02G thus far 
per 720310 insp of license 22-13585-01. 

SCHULTZ,W.H. Atomic Energy Commission (Pre 750119). 72/03/10. Region III, IE 
(720101-810228). IP. 58194:007-58194:007. 

-9106170251 Submits health physics analysis re licenses 22-13585-01 & 22-13585- 
02G. 

GREGER.L.R. Region III, IE (720101-810228). 72/05/11. ALLAN,J.M. Region III, IE 
(720101-810228). 22pp. 58194:008-58194:029. 

-9106170259 Discusses 720511-12 insp & informs of transfer of licensed devices to 
persons not licensed contrary to Section 31.5(d) (1). 

GRIER.B.H. Region III, IE (720101-810228). 72/06/05. SHAW.C.J. Caswell Equipment 
Co., Inc. 9pp. 58194:030-58194:038. 

-9106170261 Discusses insp on 720511-12 of license 22-13585-01 & 22-13585-02G. 
GRIER.B.H. Region III, IE (720101-810228). 72/06/05. KNUTSEN.E. Nite-Site, Inc. 
4pp. 58194:039-58194:042. 

-9106170265 Informs of 720627 telcon re answer to 720605 enforcement Itr per li¬ 
censes 22-13585-01 & 22-13585-02G. 

GRANT,W.B. Region ill, IE (720101-810228). 72/06/27. Region III, IE (720101- 
810228). ip. 58194:043-58194:043. 

-9106170267 Requests addl two wks for response to 720605 Itr. 

KNUTSEN.E.F. Nite-Site, Inc. 72/06/30. GRIER.B.H. Region III, IE (720101-810228). 
ip. 58194:044-58194:044. 

~9106170270 Ack receipt of Itrs dtd 720710 & 19,informing of corrective actions taken 
to correct items of apparent noncompliance per 720605 Itr. 

GRIER,B. Region III, IE (720101-810228). 72/07/25. Nite-Site, Inc. Ip. 58194:045- 
58194:045. 

“9106170272 Responds to 750605 Itr per 720710 Itr & 720718 telcon. 

KNUTSEN.E.F. Nite-Site, Inc. 72/07/19. GRIER.B.H. Region III, IE (720101-810228). 
Ip. 58194:046-58194:046. 

“9106170273 Submits answers to items on noncompliance cited in 720605 Itr. 
KNUTSEN.E.F. Nite-Site, Inc. 72/07/10. GRIER.B.H. Region III, IE (720101-810228). 
2pp. 58194:047-58194:048. 

“9106170274 Submits quarterly rept of gun sights containing Pm-147. 

* Nite-Site. Inc. 72/07/31. Atomic Energy Commission (Pre 750119). 8pp. 58194:049- 
58194:056. 

-9106190325 Responds to NRC 740726 Itr re violations noted in encl.W/o end. 
KNUTSEN.E. Nite-Site, Inc. 74/10/03. KEPPLER.J.G. Region III, IE (720101-810228). 
2pp. 58194:057-58194:058. 

“9106190364 Responds to NRC 740726 Itr as propted by telephone request for addl 
info re corrective actions to violations noted. 

KNUTSEN.E. Nite-Site, Inc. 74/10/23. KEPPLER.J.G. Region III, IE (720101-810228). 
ip. 58194:059-58194:059. 

—9106190371 Ack receipt of 741003 &23 Itr informing NRC of steps taken to correct 
violations noted in 740726 Itr. 

ALLEN,J.M. Region III, IE (720101-810228). 74/11/04. KNUTSEN.E. Nite-Site, Inc. Ip. 
58194:060-58194:060. 

“9106200074 Safety insp rept for licenses 22-13585-02G & 22-13585-03 on 
790124.Violations noted.Major areas inspected:program requirements & previous vio¬ 
lations. 

* Region III. IE (720101-810228). 79/02/08. 25pp. 58194:167-58194:191. 

“9106200090 Discusses 740613 insp of licenses 22-13585-01 & 22-13585- 

02g.Forwards violations noted in insp & draft insp repts. 

KEPPLER.J.G. Region III, IE (720101-810228). 74/07/26. KNUTSEN.E. Nite-Site, Inc. 
4pp. 58194:061-58194:062. 

“9106200094 Notice of violation from insp on 740613.Violation noted: failure to post 
documents re 10CFR19 & 20 for employees & failure to post “Caution - Radioactive 
Matl," in storage room. 

* Region III, IE (720101-810228). 74/07/26. 2pp. 58194:063-58194:064. 

”9106200100 Draft insp repts of licenses 22-13585-01 & 22-13585-2g on 740613.Viola- 
tions noted.Major areas inspected:previously identified items,licensed 
program,organization, administration & equipment. 

DOUGLAS,J.H. Region III, IE (720101-810228). 74/07/24. 8pp. 58194:065-58194:072. 

“9106200115 Forwards IE bulletin 79-19 for appropriate actions re license. 
KEPPLER.J.G. Region III, IE (720101-810228). IEB-79-19. 79/08/10. Nite-Site, Inc. 
Ip. 58194:229-58194:229. 

“9106200118 Forwards renewal of byproduct matl license 22-13585-02g.W/o encl.W/ 
related correspondence. 

STMARY,F.A. Radioisotopes Licensing Branch (Pre 790501). 76/12/06. KNUTSEN.E. 
Nite-Site, Inc. 6pp. 58194:073-58194:078. 


—9106200141 Submits third quarterly rept of Pr-147 installed into gunsights.Certifications 
available on file w/names,depts & addresses. 

KNUTSEN.E.F. Nite-Site, Inc. 80/02/22. Division of Fuel Cycle & Material Safety (Pre 
870413). Ip. 58194:232-58194:232. 

“9106200149 Informs that inspector will pick up addl info requested if not received in 
ofc by 800709. 

KEPPLER.J.G. Region III, IE (720101-810228). 80/07/09. KERR.G.W. Assistant Direc¬ 
tor for State Agreements Program. 22pp. 58194:233-58194:262. 

-9106200166 "Quarterly rept,disposal rept & housing mod," for first quarter including 
Dec 1976. 

KNUTSEN.E. Nite-Site, Inc. 77/05/24. 2pp. 58194:079-58194:080. 

—9106200222 "Quarterly rept-Apr,May,Jun 1977." 

KNUTSEN.E.F. Nite-Site, Inc. 77/08/02. Ip. 58194:081-58194:081. 

“9106200228 Matls licensing package for license 22-13585-01 for Nite- Site,Inc. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 70/02/26 3pp 
58194:264-58194:266. 

-9106200237 Matls licensing package for amend 1 to license 22-13585-01 for Nite- 
Site, Inc. 

BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 70/06/25. Ip. 58194:267- 
58194:267. 

--9106200240 Matls licensing package for amend 2 to license 22-13585-01 for Nite- 
Site,Inc. 

BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 71/03/03. Ip. 58194:268- 
58194:268. 

“9106200243 Matls licensing package for amend 3 to license 22-13585-01 for Nite- 
Site,Inc. 

BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 71/07/13. Ip. 58194:269- 
58194:269. 

“9106200247 Matls licensing package for amend 4 to license 22-13585-01 for Nite- 
Site,Inc. 

BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 72/08/09. Ip. 58194:270- 
58194:270. 

-9106200253 Matls licensing package for amend 5 to license 22-13585-01 for Nite- 
Site, Inc. 

BRINKMAN,R.E. Atomic Energy Commission, Directorate of Licensing (720101- 
750118). 73/04/09. Ip. 58194:271-58194:271. 

-9106200254 “Quarterly rept-Jul,Aaug & Sept 1977." 

KNUTSEN.E.F. Nite-Site, Inc. 77/10/24. Ip. 58194:082-58194:082. 

“9106200257 “Quarterly rept-Jan,Feb & Mar 1978.” 

KNUTSEN.E.F. Nite-Site, Inc. 78/05/09. Ip. 58194:083-58194:083. 

--9106200262 Matls licensing package for amend 6 to license 22-13585-01 for Nite- 
Site,Inc. 

BRINKMAN,R.E. Atomic Energy Commission, Directorate of Licensing (720101- 
750118). 74/03/19. 5pp. 58194:272-58194:337. 

”9106200280 Discusses insp rept requested in 800611 Itr & requests list of Texas 
customers.lf list not received in ofc by 800709 NRC representative will visit licensee to 
obtain info. 

KEPPLER.J.G. Region III, IE (720101-810228). 80/07/09. KERR.G.W. Assistant Direc¬ 
tor for State Agreements Program. Ip. 58194:092-58194:092. 

-9106200286 "Quarterly Rept-Apr,May & June 1978." 

KNUTSEN.E.F. Nite-Site, Inc. 78/08/04. Ip. 58194:084-58194:084. 

”9106200290 Submits number of gunsights containing Pm-147 that were sold or in¬ 
stalled during first & second quarter of 1980. 

KNUTSEN.E.F. Nite-Site, Inc. 80/07/30. Materials Licensing Branch. 12pp. 
58194:093-58194:104. 

-9106200299 Forwards list summarizing interviews held w/general licensees receiving 
leadership keys or Nite-Site luminous gunsights conducted 820929. 

MILLER,J.R. Div of Engineering, R3. 82/11/05. HICKEY,J.W.N. Materials Licensing 
Branch. 4pp. 58194:105-58194:108. 

“9106200300 “Quarterly Rept-Jul,Aug & Sept 1978.” 

KNUTSEN.E.F. Nite-Site, Inc. 78/11/22. 7pp. 58194:085-58194:091. 

-9106200304 Forwards safety insp rept 30-7636/82-01 & 30-11314/82-01 on 820728 & 
notice of violation. 

WIEDEMAN.D.G. Region 3 (Post 820201). 82/08/24. KNUTSEN.E.F., SANTIAGO,J.A. 
Nite-Site, Inc. 2pp. 58194:109-58194:110. 

—9106210023 Notice of violation from insp on 820824.Violation noted: failure to attach 
required label to each gun. 

WIEDEMAN.D.G. Region 3 (Post 820201). 82/08/24. Ip. 58194:111-58194:111. 

-9106210029 Insp rept 30-07636/82-01 & 30-11314/82-01 on 820728. Violations 
noted.Major areas inspecteddicensed programs, matl,facilities,receipt & transfer of 
matl,confirmatory measurements & independent insp effort. 

OBERG.C.T., WIEDEMAN.D.G. Region 3 (Post 820201). 82/08/24. 28pp. 58194:112- 
58194:139. 

—9106210045 Insp rept 30-19451/82-01 on 820824.Violations noted.Major areas 
inspecteddicensed program,matl,facilities & instrumentation,labeling,receipt & 
transfer,leak testing & waste disposal. 

MATSON,E.R., MULLAUER.J.R., SRENIAWSKI.D.J. Region 3 (Post 820201). 82/09/ 
21. 13pp. 58194:142-58194:154. 

—9106210055 Forwards reinstaement application & license fee.W/o end. W/related cor¬ 
respondence. 

KNUTSEN.E.F. Nite-Site, Inc. 75/05/01. Atomic Energy Commission (Pre 750119). 
9pp. 58194:155-58194:163. 
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-9106210086 Notice of violation from insp on 790124. Violation noted: licensee not in¬ 
stalling gunsights as required & locked cabinet containing stored Pm-147 gunsights 
posted w/DOT labels & not required sign. 

* Region III, IE (720101-810228). 79/02/08. Ip. 58194:192-58194:192. 

-9106210149 Submits fourth quarter rept for period of Oct,Nov & Dec 1979 of Pm-147 
installed into gun sights. 

KNUTSEN.E.F. Nite-Site, Inc. 80/02/22. Radioisotopes Licensing Branch (Pre 
790501). Ip. 58194:164-58194:164. 

9106170246 FOIA request for documents re studies on German-made dry storage casks 
designed to contain spent fuel rods.Requests advise on usage of FOIA. 

SKINNER,L-W. Network Opposing Nuclear Ecocide. 91/04/25. Division of Freedom of 
Information & Publications Services (Post 890205). Ip. 58163:075-58163:075. 

9106170250 Final response to FOIA request for documents re studies on German-made 
dry casks designed to contain spent fuel rods. Computer printouts of records re 
German-made storage casks already available for public insp encl.W/o end. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/29. SKINNER,L.W. Network Opposing Nuclear Ecocide. Ip. 
58163:076-58163:076. 

9106170253 FOIA request for documents re staff requirements memo.dtd 900213 con¬ 
cerning source term update & decoupling siting from design. 

WILLI AMS.O.G. JRA Associates. OGW-91-079. 91/05/03. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 58161:260- 
58161:260. 

9106170258 Final response to FOIA for document re staff requirements briefing on 
status of development of updated source term. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). M900109. 91/05/23. WILLIAMS,O.G. JRA Associates. 2pp. 58161:261- 
58161:265. 

-9106170263 Staff requirements memo re briefing on status of development of updated 
source term. 

CHILK.S.J. Office of the Secretary of the Commission. M900109. 90/02/13. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 3pp. 58161:263- 
58161:265. 

9106170260 Appeals denial of FOIA request for documents re decommissioning of 
facility.Documents should be released based on listed reasons. 

MCGRANERY.J.P. Dow, Lohnes & Albertson. 91/04/25. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 4pp. 58273:188-58273:210. 

-9106170277 Appeals denial of FOIA request for info re guidance given to NRC con¬ 
cerning various issues at facility.Documents should be released based on listed rea¬ 
sons. 

MCGRANERY.J.P. Dow, Lohnes & Albertson. 91/04/25. TAYLOR,J.M. Ofc of the Ex¬ 
ecutive Director for Operations. 7pp. 58273:192-58273:210. 

9106170264 FOIA request for documents re job positions submitted by NRC licensee 
per 1QCFR11.11(a)(1).Fee waiver requested. 

PORT.J.R. St. Petersburg Times, St Petersburg, FL. 91/05/02. REED.C.A. Division of 
Freedom of Information & Publications Services (Post 890205). 2pp. 58131:345- 
58131:346. 

9106170269 Final response to FOIA request for documents re job positions submitted 
by each NRC licensee per 10CFR11.11(a)(1).No records subj to request located. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/22. PORT.J.R. St Petersburg Times, St. Petersburg, FL. Ip. 
58131:347-58131:347. 

9106170282 Partial response to FOIA request for documents re NRC Region V insp 
guide for setpoint methodology & PRA-based plant- specific setpoint insp memo from 
NRR Risk Applications Branch.Forwards documents listed in app A. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/07. REDDA.T. Southern Technical Services, Inc. 2pp. 58167:072- 
58167:077. 


9106180366 FOIA request to place repts re code comparison review of AISC spec for 
design fabrication & erection of structural steel for bldgs in PDR. 

CHAPMAN.N.G. Bechtel Power Corp. 91/04/30. NRC - No Detailed Affiliation Given. 
Ip. 58163:077-58163:077. 

9106180371 Final response to FOIA request to place rept re comparison review of AISC 
spec for design,fabrication & erection of structural steel for bldgs in PDR.Forwards 
listed documents. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/20. Bechtel Power Corp. Ip. 58163:078-58163:204. 

9106190261 Responds to FOIA request for documents re Nite-Site Inc. Forwards docu¬ 
ments listed in app G.Documents also available in PDR.Info partially withheld (ref 
FOIA Exemption 6). 

GRIMSLEY.D.H. Facility Management Branch. 91/05/23. BA2ZANELLA.M.A. J.R. 
Curcio. Ltd. 4pp. 58163:205-58163:258. 

—8105080510 Forwards special insp rept on 801217 & notice of violation. 

FISHER.W.L Fuel Facility & Materials Safety Branch, R3. 81/02/19. KNUTSEN.E.F. 
Nite-Site. Inc. 2pp. 58163:211-58163:212. 

-8105080514 Notice of violation from insp on 801217. 

FISHER,W.L Fuel Facility & Materials Safety Branch, R3. 30-11314/80-14. 81/02/07 
2pp. 58163:213-58163:214. 

—8105080518 Special Insp Repts 30-07636/80-01 & 30-11314/80-01 on 801217.Non- 
compliance notedrrequired labels not permanently attached to guns.Required quarterly 
transfer repts not submitted to responsible Agreement State agencies. 

OBERG.C.T. Region III, IE (720101-810228). 30-1134/80-01. 81/02/07. 8pp. 
58163:215-58163:220. 

-9106190373 Forwards iist of redpients.names & addresses that received gunsights 
containing Pm-147 for second & third quarterly rept of 1981. 

KNUTSEN.E.F. Nite-Site, Inc. 81/11/24. Materials Licensing Branch. 3pp. 58163:221- 


-9106190397 Forwards list of recipients,names & addresses that received gunsights 
containing Pm-147 for first quarterly rept of 1982. 

KNUTSEN.E.F. Nite-Site, Inc. 82/06/28. Materials Licensing Branch. 3pp. 58163:226 
58163:228. 

-9106190407 Requests addl info re Nite-Site records.leak test samples, gunsights & in 
stallation of labels. 

MILLER,V.L. Materials Licensing Branch. 82/06/15. JOYNER,J.H. Region 1 (Pos 
820201). MILLER,J.R. Region 3 (Post 820201). 3pp. 58163:229-58163:231. 

-9106190428 Forwards list of redpients.names & addresses that received gunsights 
containing Pm-147 for fourth quarter 1981. 

KNUTSEN.E.F. Nite-Site, Inc. 82/08/13. Materials Licensing Branch. 2pp. 58163:232 
58163:233. 

—9106200023 Forwards list of records of model 70H gunsights,70S sights & dates o 
installation. 

KNUTSEN.E. Nite-Site, Inc. 74/10/01. NRC - No Detailed Affiliation Given. 20pp 
58163:234-58163:253. 

-9106200028 Forwards list of Texas customers of Nite-Site Corp per 800709 memo 
KEPPLER.J.G. Region 3 (Post 820201). 80/07/11. KERR.G.W. Assistant Director fo 
State Agreements Program. Ip. 58163:254-58163:254. 

-9106200031 Lists gunsights sent to State of Texas.AII contain less than .8 mCi Pm 
147. 

KNUTSEN.E.F. Nite-Site, Inc. 80/07/03. O’BERG, PAPERIELLO Region 3 (Pos 
820201). 3pp. 58163:255-58163:258. 

9106190344 FOIA request for documents re policy & visits to commercial nuclear powe 
plants in US by school groups. 

SOSLAND.J. Nuclear Information & Resource Service. 91/05/13. GRIMSLEY.D.H 
Office of Information Resources Management (Post 890205). 2pp. 58167:078 
58167:079. 

9106190348 Final response to FOIA request for documents re policy & visits to com 
mercial nuclear power plants in US by school groups.Search of pertinent files indicat 
that NRC not in possession of records subj to request. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Pos 
890205). 91/06/06. SOSLAND.J. Nuclear Information & Resource Service. If 
58167:080-58167:080. 

9106190362 Partial response to FOIA request for documents re cons 
operation.licensing or relicensing of Sequoyah Fuels Corp, Gore.OK.App P document 
end & being made available in PDR. App Q documents withheld (ref FOIA exemptio 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Pos 
890205). 91/05/24. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerl 
Harmon, Curran & Tousley). CURRAN.D. Native Americans for a Clean Environmen 
5pp. 58167:081-58167:102. 

-8612220299 Responds to 861202 memo re Sequoyah Fuels Corp oversigl 
organization.EncI minutes of 861021 meeting outlines licensee reporting requirement! 
STELLO.V. Ofc of the Executive Director for Operations. 86/12/18. CARR Commis 
sioners (Post 750119). Ip. 58167:095-58167:096. 

-8612220302 Questions licensee 861014 submittal indicating that NRC would be nol 
fied of incident only after licensee mgtltem seems to violate NRC 861002 order. 
CARR.K.M. Commissioners (Post 750119). 86/12/02. STELLO.V. Ofc of the Executiv 
Director for Operations. 2pp. 58167:094-58167:094. 

-9011270238 Forwards demand for info issued to Sequoyah Fuels Corp. Demand fc 
lowed licensee notification on 900822 of Region IV that U contaminated water disco' 
ered near solvent extraction facility.W/o end. 

BLAHA.J.L. Assistant for Operations (Post 890205). 90/11/06. WEBBER,M.F. Con 
missioners (Post 750119). Ip. 58167:099-58167:099. 

-9106190368 Discusses SECY-86-267 re Commission order concerning several miscc 
laneous filings by parties to Sequoyah Fuels informal proceeding. 

CHILK.S.J. Office of the Secretary of the Commission. 86/09/18. ROBERTS, ASSEI 
STINE Commissioners (Post 750119). Ip. 58167:086-58167:086. 

-9106190372 Discusses SECY-86-271 re options for response to presiding officers re 
ommendations that formal hearings be convened for Sequoyah Fuels Corp UF6 i 
UF4 conversion facility. 

HOYLE,J.C. Office of the Secretary of the Commission. 86/09/25. BERNTHAL, CAR 
Commissioners (Post 750119). Ip. 58167:087-58167:087. 

-9106190382 Documents Commissioners approval order denying motions from parti< 
to two informal adjudicatory proceedings convened by Commission to consider S' 
quoyah Fuels Corp request for licensing action. 

HOYLE,J.C. Office of the Secretary of the Commission. 86/09/25. Commissione 
(Post 750119). Ip. 58167:088-58167:090. 

-9106190392 Forwards Commissioner Asselstine views on Sequoyah Fuels ord< 
(SECY-86-271). 

DAVIS,P. NRC - No Detailed Affiliation Given. 86/10/03. BATES,A. NRC - No Detail* 
Affiliation Given. Ip. 58167:091-58167:091. 

--9106190403 Forwards staff requirements memo from 861002 meeting re ‘'Affirmation 
Discussion & Vote." 

CHILK.S.J. Office of the Secretary of the Commission. 86/10/07. ZECH Commissio 
ers (Post 750119). Ip. 58167:092-58167:092. 

-9106190404 Partially deleted Staff requirements memo re affirmation/ discussion 
vote on 861030 re SECY-86-315. 

CHILK.S.J. Office of the Secretary of the Commission. M861030C. 86/11/0 
PARLER.W.C. Office of the General Counsel (Post 860701). Ip. 58167:09 
58167:093. 

—9106190410 Requests that SECY-87-177 be converted to notation vote paper. 
ROBERTS.T.M. NRC - No Detailed Affiliation Given. 87/07/24. CHILK.S.J. Office 
the Secretary of the Commission. 2pp. 58167:097-58167:098. 

-9106190414 Partially deleted Staff requirements memo re SECY-87-177. 

CHILKS.S.J. Office of the Secretary of the Commission. 87/08/17. ZECH, ROBERT 
BERNTHAL Commissioners (Post 750119). Ip. 58167:100-58167:102. 
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9106190420 Responds to 910425 Itr appealing denial of FOIA request for document 
identified as C-2 in 910326 response to request for documents re facility.Forwards 
document.W/o end. 

CHILK.SJ. Office of the Secretary of the Commission. 91/05/15. MCGRANERY.J.P. 
Dow, Lohnes & Albertson. Ip. 58273:187-58273:187. 

9106210025 Partial response to FOIA request for documents re operation, 
const,licensing.re-licensing.insp & enforcement issues for Sequoyah Fuels 
Corp.Forwards documents listed in App N. Info partially withheld (ref FOIA Exemption 
5). 

GRIMSLEY.D.H. Facility Management Branch. 91/05/23. CURRAN,D. Harmon, 
Curran, Gallagher & Spielberg (formerly Harmon, Curran & Tousley). 5pp. 58181:033- 
58181:040. 

—9106210034 Informs of conversion of SECY-87-177 from negative consent paper to 
notation vote.Reply requested by 870804. 

CHILK.S.J. Office of the Secretary of the Commission. EA-87-108. 87/07/24. 2ECH, 
ROBERTS, BERNTHAL Commissioners (Post 750119). Ip. 58181:038-58181:040. 

9106210112 Final response to FOIA request for documents.App J records already avail¬ 
able in PDR.App G & releasable portions of app H records encl.App I records withheld 
in entirety (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 7pp. 58195:037- 
58195:215. 

—8912290088 Responds to 891017 memo re insp guidelines for nuclear power reactors 
undergoing decommissioning.Regions should decide extent of implementation of core 
insp procedure based on region knowledge of licensee activities. 

GILLESPIE,F.P. Program Management, Policy Development & Analysis Staff (Post 
870411). 89/12/11. MONTGOMERY,J. Region 4 (Post 820201). 2pp. 57195:047- 
58195:048. 

-9106210145 Undated memo informing recipients of 910322 biweekly meeting re de¬ 
commissioning of facility. 

KALMAN,G. Project Directorate V. 91/05/23. MURLEY.T., SNIEZEK.J., PARTLOWJ. 
NRC - No Detailed Affiliation Given. 5pp. 58195:049-58195:053. 

—9106210197 Slide presentation entitled, “ACRS Full-Committee Briefing- Shoreham 
Std-tus 11 

BROWN,S. Facility Management Branch. 90/05/11. 17pp. 58195:054-58195:070. 

—9106210210 Submits opinion re proposed amends.Believes that until alternatives to 
posssession-only license are identified & evaluated in complete environ impact 
statement,future operability of plant should not be jeopardized. 

ROSSIN.A. Environmental & Resources Conservation Organization (formerly Environ¬ 
mental Cons. 90/09/17. CARR.K. Commissioners (Post 750119). 8pp. 58195:071- 
58195:078. 

-9106210263 Undated memo re 900413 biweekly meeting to discuss decommissioning 
of plants. 

KALMAN.G. Project Directorate V. 91/05/23. MURLEY.T., SNIEZEK.J., PARTLOWJ. 
NRC - No Detailed Affiliation Given. Ip. 58195:079-58195:079. 

-9106210272 Informs of change to 900515 biweekly meeting in Rockville,MD to discuss 
decommissioning of plants. 

KALMAN.G. Project Directorate V. 90/05/14. MURLEY.T., RUSSELL,W„ PARTLOWJ. 
NRC - No Detailed Affiliation Given. 8pp. 58195:080-58195:087. 

-9106210284 Partially deleted memo re forthcoming biweekly meeting to discuss de¬ 
commissioning of plants.Memo undated. 

KALMAN.G. Project Directorate V. 91/05/23. MURLEY.T., RUSSELL.W., PARTLOWJ. 
NRC - No Detailed Affiliation Given. 3pp. 58195:088-58195:090. 

-9106210288 Informs of 900831 biweekly meeting in Rockville,MD to discuss plant de¬ 
commissioning. 

KALMAN.G. Project Directorate V. 90/08/21. MURLEY.T., MIRAGLIA.F., RUSSELL.W. 
NRC - No Detailed Affiliation Given. 17pp. 58195:091-58195:107. 

-9106210295 Transcript of 900524 briefing in Rockville,MD re decommissioning of 
plant. 

* Commissioners (Post 750119). 90/05/24. 105pp. 58195:108-58195:215. 

9106240311 Partial response to FOIA request for documents re NRC enforcement matl 
involving Radiation Technology.lnc which took place in period of May-Jul 1986.Docu¬ 
ments withheld (ref FOIA exemptions 5 & 7). 

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/29. WELT,M.A. Affiliation Not Assigned. 4pp. 58205:093-58205:111. 

-9106240319 Partially deleted memo re discussion of pending enforcement action on 
860617 involving Radiation Technology.lnc. 

CHILK.S.J. Office of the Secretary of the Commission. 86/06/20. STELLO.V. Ofc of 
the Executive Director for Operations, ip. 58205:097-58205:097. 

9106250044 FOIA request for info re names of bidders.amount of bid & winner of con¬ 
tract sol w/o number advertised on 860821 for medical svcs program for 140 NRC 
personnel in Arlington,VA. 

FOSTER,J. Affiliation Not Assigned. 91/04/20. Region 4 (Post 820201). Ip. 
58205:112-58205:112. 

9106250047 Final response to FOIA request for documents.Forwards documents listed 
in app A.Documents also being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/29. FOSTER,J. Affiliation Not Assigned. 2pp. 58205:113-58205:136. 

—9106250050 Conveys names of bidders & total costs for contract re Medical Svc Pro¬ 
gram for 140 Nuclear Regulatory Personnel Located in Arlington.VA. 

CUBORNE.J.J. NRC - No Detailed Affiliation Given. 86/10/13. 22pp. 58205:115- 
58205:136. 

9106250080 FOIA request for purchase orders & correspondence re NRC purchase of 
electronic listening equipment & other electronic equipment from Jul 1990 to present. 
DIZARD.W.P. McGraw-Hill Publications Co. 91/03/21. GRIMSLEY.D. Division of Free¬ 
dom of Information & Publications Services (Post 890205). Ip. 58198:220-58198:220. 

9106250083 Final response to FOIA request for documents.App A records being with¬ 
held in entirety (ref FOIA exemption 7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
8902Q5). 91/05/29. DIZARD.W.P. McGraw-Hill Publications Co. 3pp. 58198:221- 
58198:223. 


9106250089 FOIA request for documents re allegations concerning Northeast 
Utils.Millstone & Connecticut Yankee nuclear power stations. 

GUILD,C.C. Winston & Strawn. 91/04/17. GRIMSLEY.D. Division of Freedom of Infor¬ 
mation & Publications Services (Post 890205). Ip. 58205:137-58205:137. 

9106250092 Partial response to FOIA request for documents re allegations concerning 
Northeast Utils.Documents withheld (ref FOIA exemption 7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/29. GUILD,C.C. Winston & Strawn. 3pp. 58205:138-58205:140. 

9106250111 FOIA request for records re Umetco Minerals Corp & Uravan U Mill. 
FISHER,L.A. Lowenstein, Sandler, Kohl, Fisher & Boylan. 91/05/03. GRUNSLEY Ura¬ 
nium Recovery Field Ofc, R4. 2pp. 58205:141-58205:142. 

9106250113 Final response to FOIA request for documents re Umetco Minerals Corp & 
Uravan U Mill.App A documents end & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/14. FISHER,L. Lowenstein, Sandler, Kohl, Fisher & Boylan. 3pp. 
58205:143-58205:155. 

-9106250117 Pkg consisting of coordinators 1990 annual rept for Uravan site providing 
brief summary of activities undertaken during past yr. 

SIMPSON,D. Colorado, State of. 91/02/28. 10pp. 58205:146-58205:155. 

9106250138 FOIA request for documents re current license & amends for Radiac Re¬ 
search Corp & safety analysis & environ repts by Radiac Research Corp. 
RESNIKOFF.M. Radioactive Waste Management Associates. 91/05/2 2. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 58205:156- 
58205:156. 

9106250139 Final response to FOIA request for documents re current license & amends 
for Radiac Research Corp & safety analysis & environ repts by Radiac Research 
Corp.App a records end & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/18. RESNIKOFF.M. Radioactive Waste Management Associates. 2pp. 
58205:157-58205:165. 

-8501090084 Amend 3 to License 31-17528-01 .for Radiac Research Corp authorizing 
possession of 100 Ci H-3,50 Ci matl other than H-3,2,850 kg source matl & quantity of 
SNM defined in licensee 771114 Itr. 

GLENN,J.E. Region 1 (Post 820201). 84/12/26. 3pp. 58205:159-58205:165. 

9106250209 Partial response to FOIA request for documents re transcript of NRC en¬ 
forcement matls involving Radiation Technology.lnc. App C records end & being 
made available in PDR.App D records partially withheld (ref FOIA exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/11. WELT.M.A. RTI, Inc. (formerly Radiation Technology, Inc.). 5pp. 
58219:104-58219:237. 

-9106250223 Undated memo re insps of Radiation Technology.lnc re criminal investiga¬ 
tion into activities by licensee employees. 

JOYNER,J.H. Region 1 (Post 820201). 91/06/11. MILLERJ., JOUSTRAJ. Region 1 
(Post 820201). 2pp. 58219:109-58219:110. 

-9106250237 Investigation rept 1-84-026 on 860505.Noncompliance noted. Major areas 
investigated.-possible willful violations of conditions by licensee.lnfo partially deleted. 
NORTON,L.J., WHITE,C.W., HAYES.B.B. Office of Investigations (Pre 880201). 86/ 
05/05. 38pp. 58219:111-58219:148. 

—9106260287 Investigation rept 1-86-006. Noncompliance noted.Major areas 

investigated:possible willful violations of conditions by licensee to intentionally bypass 
safety interlocks on svc irradiator.Info partially deleted. 

NORTON,L.J., WHITE,C.W.. HAYES.B.B. Office of Investigations (Pre 880201). 86/ 
08/21. 27pp. 58219:149-58219:177. 

—9106260331 Investigation rept 1-86-009.No noncompliance noted.Major areas 
investigated:allegation re potential violations of restart order & deception.Info partially 
deleted. 

WALSH,R.J., WHITE,C.W., HAYES.B.B. Office of Investigations (Pre 880201). 86/09/ 
02. 58pp. 58219:178-58219:237. 

9106260304 FOIA request for documents re comparative bid abstract on proposal RS- 
IRM-91-186, "Technical Support Svcs for Telecommunications Network Analysis.” 
MASHAW.H.L. TEXCOM, Inc. 91/06/06. Division of Contracts & Property Manage¬ 
ment (Post 890205). 1 p. 58228:356-58228:356. 

9106260309 Final response to FOIA request for comparative bid abstract for RS-IRM- 
91-186 proposal. Listed document subj to request end. 

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/20. MASHAW.H.L. TEXCOM, Inc. Ip. 58228:357-58228:358. 

—9106260319 Submits bid/proposal log w/companies names & addresses. 

* NRC - No Detailed Affiliation Given. 91/03/13. ip. 58228:358-58228:358. 

9106270020 Appeals denial of FOIA request for documents re Sequoyah Fuels Corp 
uranium processing plant. 

CURRAN.D. Native Americans for a Clean Environment. CURRAN,D. Harmon, Curran, 
Gallagher & Spielberg (formerly Harmon, Curran & Tousley). 91/05/22. TAYLOR.W. 
Ofc of the Executive Director for Operations. 3pp. 58228:322-58228:329. 

9106270022 Responds to appeal re denial of FOIA request for documents re Sequoyah 
Fuels Corp uranium processing plant.Records remain withheld (ref FOIA Exemption 7). 
THOMPSON,H.L Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). 91/06/18. CURRAN.D. Harmon, Curran, Gallagher & Spielberg 
(formerly Harmon, Curran & Tousley). 2pp. 58228:330-58228:331. 

9106270035 FOIA request for annual NRC recommendations submitted in preparation 
for yearly federal manager fiscal integrity act Itr of assurance that is sent to President 
& Congress. 

SAAL.M. Cable News Network, Inc. 91/05/29. NORTON,L. NRC - No Detailed Affili¬ 
ation Given. 1 p. 58228:332-58228:332. 

9106270039 Final response to FOIA request for annual recommendations submitted in 
preparation for yearly federal manager fiscal integrity act Itr of assurance.Forwards 
listed documents. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/25. SAAL.M. Cable News Network, Inc. Ip. 58228:333-58228:355. 



—9106270057 Forwards review of NRC implementation of federal manager financial in¬ 
tegrity act.Concludes that NRC not in full compliance w/section 4 
requirements.Recommendations included in review. 

WILLIAMS.D.C. Office of Inspector General (Post 890417). 90/12/24. CARR, 
ROGERS, CURTISS Commissioners (Post 750119). 15pp. 58228:334-58228:346. 

—9106270061 Forwards review of NRC implementation of federal managers financial in¬ 
tegrity act.Concludes that NRC has effectively implemented 
requirements.Recommends that NRC reexamine starting date to automate license fee 
billing sys. 

WILLIAMS.D.C. Office of Inspector General (Post 890417). 89/12/18. CARR, ROB¬ 
ERTS, ROGERS Commissioners (Post 750119). 9pp. 58228:347-58228:355. 


GEN TEC IS GENERIC TECHNICAL ISSUES 

9106040120 Advises that plant walk-through for seismic verification per Generic Ltr 87- 
02 & USl A-46 deferred until generic implementation procedure approved & various 
seismic issues resolved. 

BEEDLE.R.E. New York Power Authority (formerly Power Authority of the State of 
New York). GL-87-02. 91/05/28. Document Control Branch (Document Control Desk). 
2pp. 58000:061-58000:062. 

9106060084 Comment supporting extension of time for proposed rule 56FR16130, “So¬ 
licitation of Public Comments on Generic Issue 23.” 

BOHLKE.W.H. Florida Power & Light Co. 56FR16130 00001. 91/05/28. CHILK Office 
of the Secretary of the Commission. 3pp. 57912:233-57912:235. 

9106060254 Notification of 910625 meeting w/util in Rockville,MD to discuss appeal of 
USI/A-46 backfit. 

TROTTIER.E.H. Project Directorate 1-3. GL-87-02. 91/05/30. WESSMAN.R.H. Project 
Directorate 1-3. 3pp. 57934:359-57934:361. 

9106070227 Summary of 910321,0508 & 09 meetings w/Seismic Qualification Util 
Group.EPRI & Senior Seismic Review & Advisory Panel re NRC comments on USl A- 
46 generic implementation procedure, rev 2.List of attendees end. 

NORBERG.J.A. Mechanical Engineering Branch. 91/05/31. RICHARDSON,J.E. Divi¬ 
sion of Engineering Technology (Post 890827). 41pp. 57993:240-57993:280. 

9106110247 Application for amends to licenses NPF-41.NPF-51 & NPF-74, 

respectively.Reducing allowed out of svc time for shutdown cooling sys suction relief 
valves,adding ACTION statements for SCS suction relief valve inoperability & clarifica¬ 
tion. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
161-03995-WFC/D. 91/06/07. Document Control Branch (Document Control Desk). 
8pp. 58098:187-58098:200. 

—9106110252 Proposed tech specs amend to spec 3.4.8.3 & associated surveillance re¬ 
quirements re recommendations of Generic Ltr 90-06, “Resolution of Generic Issue 
70, "Power-Operated Relief Valve & Block Valve...,& Generic Issue 94. 

" Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91/06/07. 6pp. 
58098:195-58098:200. 

9106120165 Forwards info re reanalysis of station electric distribution sys 
voltages,taking into account significant mods recently completed on 480-volt electric 
sys.lnfo submitted to complete review of Multi-Plant Action B-48. 

NANDY.F.R. Southern California Edison Co. 91/06/11. Document Control Branch 
(Document Control Desk). 19pp. 58211:202-58211:220. 

9106130099 Requests extension of comment period for generic issue 23 re reactor 
coolant pump seal failure. 

MUENCH.G.W. Entergy Operations, Inc. 56FR16130 00002. 91/05/31. CHILK.S.J. 
Office of the Secretary of the Commission. 3pp. 58041:040-58041:042. 

9106180011 NUREG-1374 TECHNICAL FINDINGS RELATED TO GENERIC ISSUE 
79.An Evaluation Of PWR Reactor Vessel Thermal Stress During Natural Convection 
Cooldown. 

PAGE.J.D. Division of Safety Issue Resolution (Post 880717). 91/05/31. 158pp. 
58130:241-58131:029. 

9106180388 Forwards SE concurring w/licensee position not to install feedwater pump 
trip on high level per generic ltr 89-19, “Request for Action re Resolution of USl A-47 
’Safety Implication of Control Sys in LWR...per 10CFR50.54(f).” 

STRANSKY.R. Project Directorate 111-1. GL-89-19. 91/06/12. BECKMAN.W.L. Con¬ 
sumers Power Co. 2pp. 58147:004-58147:008. 

9106190208 Concludes that deferred schedule for conducting plant walk through exam 
specified in generic ltr 87-02 is acceptable. Requests submittance of more specific 
schedule for facility walk-through within 60 days of NRC approval of procedure. 
MCCABE,B.C. Project Directorate 1-1. GL-87-02. 91/06/13. BEEDLE.R.E. New York 
Power Authority (formerly Power Authority of the State of New York). 4pp. 58163:049- 
58163:052. 

9106210003 Application for amend to License DPR-61 .changing Tech Specs re oper¬ 
ability & periodic testing of steam generator overfill protection sys,per USl A-47, 
“Safety Implications of Control Sys in LWRs.” 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util¬ 
ities. B13858. 91/06/14. Document Control Branch (Document Control Desk). 6pp. 
58208:183-58208:192. 

9106210239 Advises that responses to Generic Ltr 89-19 re resolution of A-47 on safety 
implications of control sys in LWRs complete & issues in ltr may be closed-out. 

SEARS,P.M. Project Directorate 1-3. GL-89-19. 91/06/14. PAPANIC.G. Yankee Atomic 
Electric Co. 2pp. 58207:352-58207:353. 

9106250210 Discusses 910228 application for amend to License DPR-21, incorporating 
Generic Ltr 89-19 changes re reactor high water level feedwater pump trip instrumen¬ 
tation. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. GL-89-19. 91/06/17. Document Control Branch 
(Document Control Desk). 2pp. 58221:124-58221:125. 

9106280025 Discusses util 900319 & 910507 Itrs in response to generic ltr 89-19.UtiI 
confirmation provides adequate basis to consider NRC review of response complete. 
LO.R.H. Project Directorate 11-1. GL-89-19. 91/06/24. EURV.L.W. Carolina Power & 
Light Co. 2pp. 58243:185-58243:186. 


I&E INSPECTION AND ENFORCEMENT 


9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/15. 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 

9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). GL-83-14. 91/ 
06/10. Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106040358 EN-91-032:on 910531,notice of proposed imposition of civil penalty in 
amount of $87,500 issued to licensee based on violation re failure of l&C tehnicians to 
perform & document steps in calibr procedure. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-045. 91/ 
05/28. Ip. 58009:002-58009:002. 

9106040366 EN-91-031:on 910530,notice of proposed imposition of civil penalty in 
amount of $50,000 issued to licensee based on violation re failure to ensure adequate 
training of contractor craft personnel. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-042. 91/ 
05/29. Ip. 58009:001-58009:001. 

9106050044 PNO-Ill-91-O22:on 910529,licensee initiated controlled shutdown to repair 
damage to backup core spray isolation valves caused by water hammer during routine 
surveillance testing of valves.Backup core spray sys inoperable. 

PLETTNER.E., DEFAYETTE.R. Region 3 (Post 820201). 91/05/30. Ip. 57895:104- 
57895:104. 


9106050150 Forwards biweekly listing of generic communications being considered or 
under development by NRC staff. 

BERLINGER.C.H. Generic Communications Branch. 91/05/22. WAGNER,P. Institute 
of Nuclear Power Operations. 10pp. 58008:184-58008:193. 

9106060124 PNO-Ii-91-O29:on 910529,higher than expected amounts of U noted in 
process tank of waste treatment sys & standby mode entered & alert declared.Site 
team dispatched to site. Vendor estimates that 26 kg U extracted. 

STOHR.P. Region 2 (Post 820201). 91/05/30. Ip. 58000:331-58000:331. 

9106060229 PNO-ll-91-030:on 910530,unusual event declared due to RCS unidentifiec 
leakage greater than 1 gpm in make-up valve alley in auxiliary bldg.Caused by packinc 
leak on MUV-3. Repairs to valve planned. 

CRLENJAK.J. Region 2 (Post 820201). 91/05/31. Ip. 58003:106-58003:106. 

9106060230 PNO-ll-91-028:on 910528,licensee notified NRC that therapeutic misadmin 
istration occurred.Caused by 1-125 seed not fully inserted into catheter as specified ir 
treatment plan. Investigation continuing. 

HOSEY.C. Region 2 (Post 820201). 91/05/29. Ip. 58003:039-58003:039. 

9106060233 PNO-II-91-029A,updating licensee actions to resolve problems of highe 
than expected amounts of U in process tank of waste treatment sys.Vendor estimate; 
that approx 100 kg U remain in tank. 

STOHR.J.P. Region 2 (Post 820201). 91/05/31. Ip. 58002:360-58002:360. 

9106070019 PNO-Il-91-O27:on 910524,investigative reporter contacted Region II r< 
levels of contamination at Dawson Forest Wildlife Mgt Area. Low levels of Co-6< 
present on property. Contaminated areas secured by fencing. 

CLINE.W., WOODRUFF,R. Region 2 (Post 820201). 91/06/07. Ip. 58015:257 
58015:257. 


9106070078 PNO-I-91-O41:on 91 
permanent replacement is found. 

RULAND.W., COLLINS,E. Region 1 (Post 820201). 91/06/03. Ip. 57918:15S 
57918:159. 

9106100033 PNO-IV-91-014:on 910531 .licensee notified NRC Operations Ctr of loss c 
ribbon containing 11 lr-192 seeds w/total activity of 14.7 mCi.Search for missin 
ribbon initiated. 

VASQUEZ.G.M. Region 4 (Post 820201). 91/06/04. 2pp. 57932:060-57932:061. 

9106110012 PNO-!I-91-O31:on 910605,unusual event declared due to loss of primar 
containment w/reactor critical,temp at 370 F & pressure at 150 psig.TVA will maintai 
unit in cold shutdown until completion of incident investigation. 

BERNHARD,R. Region 2 (Post 820201). 91/06/05. 2pp. 57995:079-57995:080. 

9106110069 PNO-ll-91-029B:on 910601 .licensee deescalated from alert emergenc 
classification after reducing quantity of U in V-104 tank by centrifuging solids fror 
tank & transferring 7,940 gallons to nearby tanks. 

STOHR.P. Region 2 (Post 820201). 91/06/01. Ip. 57997:062-57997:062. 

9106130151 Forwards biweekly listing of generic communications being considered c 
under development by NRC. 

BERLINGER.C.H. Generic Communications Branch. 91/06/06. WAGNER,P. Institut 
of Nuclear Power Operations. 5pp. 58112:001-58112:006. 

9106140209 PNO-I-91-O43:on 910611,small leak in 6,000 gallon anhydrous ammoni 
tank.located in fuel fabrication facility,noted. Ammonia in tank will be transferred t 
tanker truck to facilitate repair of gauge fitting.Fire personnel onsite. 

ROTH.J., BORES,R. Region 1 (Post 820201). 91/06/11. 2pp. 58126:328-58126:321 


NONDOCKETED ITEMS 195 


9106170078 PNO-lll-91-OOIA:on 910528,waste stream dumped into waste tank V-103 
contained matl transferred to tank V-104 & found to contain unauthorized amount of 
U.Caused by valve positioner/actuator on LCV-300 stuck in closed position. 
SCARANO.R., CLINE,B. Region 3 (Post 820201). 91/06/12. 5pp. 58122:262- 
58122:266. 

9106170093 PNO-lll-91-001B:on 910613,exit meeting scheduled at site w/ 
licensee.Short trip selected team members tentatively planned for late next week to 
witness flow control valve disassembly & msp. 

* Region 3 (Post 820201). 91/06/13. Ip. 58122:267-58122:267. 

9106170121 PNO-I-91-O42:on 910609.NRC informed of spill involving two packages 
containing 20 capsules of 1-123 each.Packages dislodged & fell from carrier 
truck.State of NJ responded to scene.No significant radiation levels noted at locations. 
TAYLOR,M. Region 1 (Post 820201). 91/06/10. 2pp. 58161:346-58161:347. 

9106170245 PNO-l-91-042A:on 910612.NRC informed of spill searching for nine missing 
iodine capsules.Shipping containers damaged, dislodged & fell from transport 
vehicle.No further action expected in matter. 

TAYLOR,M. Region 1 (Post 820201). 91/06/12. Ip. 58161:296-58161:296. 

9106180116 PNO-Ill-91-O23:on 910612,moisture-density gauge containing sealed 
sources of 40 mCi Am-241 & 8 mCi Cs-137 stolen from licensee pickup truck parked 
at employee residence.Licensee & State of Michigan informed. 

SNELL,W., GROBE.J. Region 3 (Post 820201). 91/06/12. Ip. 58120:312-58120:312. 

9106180141 PNO-!II-91-O24:on 910612,industrial gauge containing 13 mCi Cs-137 
sealed source reported missing.Gauge last seen during required leak rate test in 
1987.Onsite insp will be performed within 30 days. 

SCHULTZ,W., GROBE.J. Region 3 (Post 820201). 91/06/13. Ip. 58121:002- 
58121:002. 

9106190063 PNO-IV-91-015:on 910608,truck carrying radiography camera involved in 
accident near Minnewaukan,North Dakota.Driver received minor injuries.Radiological 
response team recovered camera w/no damage to radioactive source.Region notified. 
DODA.R.J. Region 4 (Post 820201). 91/06/12. Ip. 58142:149-58142:149. 

9106190081 EN-91-063B:on 910618,notice of order rescinding 901219 order imposing 
civil monetary penalty in amount of $7,500 to licensee based on termination of license 
by State of MS Dept of Health on 901109. 

CANT.G., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-90-095. 91/06/18. 
Ip. 58198:224-58198:224. 

9106200239 PNO-I-91-O44:on 910615,both offsite ac sources were lost due to lightning 
strike.Control room operators stabilized unit in hot standby (Mode 3) w/natural circula¬ 
tion cooling. 

ROGGE,J. Region 1 (Post 820201). 91/06/17. 2pp. 58204:019-58204:020. 

9106250159 PNO-IV-91-016:on 910617.SRO tested positive for controlled substance by 
licensed operator.SRO access to plant suspended,individual referred to employee as¬ 
sistance program & work quality review initiated by plant mgt. 

SATORIUS.M. Region 4 (Post 820201). 91/06/18. Ip. 58210:359-58210:359. 

9106250219 PNO-V-91-O11:on 910619,unit manually tripped following inadvertent actu¬ 
ation of containment spray.Approx 3,300 gallons of water from RWST sprayed into 
containment. Reactor coolant pumps meggered w/satis factory results. 

ANG.A., RINGWALD.F. Region 5 (Post 820201). 91/06/19. 2pp. 58221:086- 
58221:087. 

9106260036 PNO-lll-91-025:two addl sites w/radioactive contamination identified by 
aerial radiation survey performed in Apr 1991. Soil samples from area showed meas¬ 
urable levels of Co-60 & typical levels of Ra-226 & Cs-137. 

SRENIAWSKI.D., GROBE.J. Region 3 (Post 820201). 91/06/18. 2pp. 58225:319- 
58225:320. 

9106260125 PNO-V-91-011 A:on 910619,inadvertent containment spray of approx 3,000 
to 5,000 gallons of heated water sprayed into sys before spray pumps 
stopped.Caused by test relay hold push button not installed correctly.Updated rept. 
ANG.W. Region 5 (Post 820201). 91/06/19. Ip. 58205:086-58205:086. 

9106260151 Forwards biweekly listing of generic communications being considered or 
under development by NRC staff. 

BERLINGER.C.H. Generic Communications Branch. 91/06/18. WAGNER,P. Institute 
of Nuclear Power Operations. 5pp. 58225:180-58225:184. 

9106260257 EN-91-033:on 910619,notice of proposed imposition of civil penalty in 
amount of $37,500 issued to licensee based on violations re failure to properly control 
access to high radiation areas. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-059. 91/06/ 
14. Ip. 58255:105-58255:105. 

9106270093 PNO-ll-91-034:on 910612,portable moisture-density gauge stolen.Gauge 
contained 8 mCi of Ce-137 & 40 mCi of Am-241. Virginia state police have been noti¬ 
fied & have started investigation. 

HOSEY.C. Region 2 (Post 820201). 91/06/12. Ip. 58223:260-58223:260. 

9106270110 PNO-I!-91-O33:on 910611,licensee commenced planned reactor shutdown 
to exceed 72 h from 100% power to repair recirculation pump seals. 

WRIGHT,R.W. Region 2 (Post 820201). 91/06/12. Ip. 58223:305-58223:305. 

9106270117 PNO-Il-91-O37:on 910618,compaction technician damaged model 3400 
Series Troxler gauge when moving vehicle.No damage to source occurred.Wipe test & 
survey w/calibr G-M tube showed no excessive radiation levels. 

WALDRON,S. Region 2 (Post 820201). 91/06/19. Ip. 58223:332-58223:332. 

9106270170 PNO-l!-91-035:on 910612,State of Alabama notified Region II that portable 
moisture-density gauge has been stolen from locked trailer. 

PELCHAT.J. Region 2 (Post 820201). 91/06/13. Ip. 58224:190-58224:190. 

9106270225 PNO-Il-91-O32:on 910611 .facility shut down to conduct repairs for discon¬ 
nected control rod.Problem verified by special test of rod.Head will be removed & rod 
examined & repaired. 

FREDRICKSON,P. Region 2 (Post 820201). 91/06/11. Ip. 58224:042-58224:042. 

9106270273 PNO-Ill-91-O26:on 910618,two researchers accidentally splashed Re-186 
which contaminated workers & dose preparation area.Contamination reduced through 
decontamination process. 

SLAWINSKI.W., GROBE.J. Region 3 (Post 820201). 91/06/20. 2pp. 58233:216- 
58233:217. 


9106270389 PNO-IV-91-017:on 910620,overexposure occurred to radiographer.Caused 
by broken source connector & faulty survey instrument.State of LA continuing investi¬ 
gation & Region IV will monitor case as info becomes available. 

DODA.R.J. Region 4 (Post 820201). 91/06/24. Ip. 58245:348-58245:348. 

9106280022 PNO-lll-91-027:on 910621 .licensee discovered lr-192 brachytherapy seeds 
missing.Licensee suspects that missing seeds inadvertently adhered to dressing early 
in treatment & deposited in trash container.Continumg investigation. 

SLAWINSKI.W., SCHULTZ,W. Region 3 (Post 820201). 91/06/24. Ip. 58273:018- 
58273:018. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

9106110233 Notification that NRC is making available selected info on general licens¬ 
ees in NRC public document room.Listing names & addresses of all general licensees 
in alphabetical order. List available 910118. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/01/15. 9pp. 58098:150-58098:158. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


9106030102 Forwards notice of consideration of issuance of amend to license DPR-16 
for publication in FR.Amend regards rev to TS table 4.15.2,items 2.a & 3.a. 
DROMERICK.A.W. Project Directorate 1-4. TAC 80301. 91/05/13. BARTON,J.J. Gen¬ 
eral Public Utilities Corp. - GPU Service Corp. 2pp. 57892:261-57892:267. 

-9106030115 Notice of consideration of issuance of amend to license DPR-16 & pro¬ 
posed opportunity for hearing on 910619.Amend would modify channel functional test 
requirements for main stack monitoring sys. 

STOLZ.J.F. Project Directorate 1-4. 91/05/13. 5pp. 57892:263-57892:267. 

9106030126 Forwards NUREG-1412, “Foundation for Adequacy of Licensing Bases," & 
“Screening of Generic Safety Issues for License Renewal Considerations,” (NUREG/ 
CR-5382). 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/17. Commissioners 
(Post 750119). 200pp. 57892:033-57892:217. 

9106030217 Requests that end NUREG-1439, “Staff Technical Position on Regulatory 
Considerations in Design & Const of Exploratory Shaft Facility” be submitted for publi¬ 
cation in final form. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/05/24. MEYER,D.L. Regulatory Publications Branch. 107pp. 
57908:022-57908:128. 

9106040011 Application for amends to Licenses DPR-31 & DPR-41 .revising Tech Specs 
to remove outdated matl,incorporate administrative clarifications & correct typos for 
consistency w/NUREG-0452 re STS for Westinghouse PWRs. 

BOHLKE.W.H. Florida Power & Light Co. L-91-142. 91/05/28. Document Control 
Branch (Document Control Desk). 20pp. 57915:012-57915:066. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-82-12. 91/ 
06/10. Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106040379 NUREG/CR-4893 TECHNICAL FINDINGS REPORT FOR GENERIC ISSUE 
135.Steam Generator And Steam Line Overfill Issues. 

* Scientech, Inc. FIN D-1766. SCIE-42-89. 91/05/31. Division of Safety Issue Resolu¬ 
tion (Post 880717). 110pp. 57903:262-57904:013. 

9106040385 NUREG/CR-5663 RELAP5 THERMAL-HYDRAULIC ANALYSIS OF THE 
WNP1 PRESSURIZED WATER REACTOR. 

MARTIN,R.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-1050. EGG-2633. 91/ 
05/31. Division of Systems Research (Post 880717). 76pp. 57904:014-57904:089. 

9106040392 NUREG/CR-5682 SPECIFIC TOPICS IN SEVERE ACCIDENT MANAGE¬ 
MENT. 

MEYER,J.F., CHUNG,D.T., PANCIERA.V.W. Scientech, Inc. FIN L-1213. 91/05/31. Di¬ 
vision of Systems Research (Post 880717). 199pp. 57904:090-57904:289. 

9106050147 Identifies needs for methods & data development to analyze potential for 
thermal stratification,per AEOD Special Study Lab Rept, AEOD/S902 & ANL Rept, 
NUREG/CR-5456 dtd Mar 1990 & Apr 1991,respectively. 

JORDAN.E.L. Office for Analysis & Evaluation of Operational Data, Director. 91/05/ 
24. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 5pp. 
58008:194-58008:198. 

9106050246 Notifies of completion of actions re Generic Ltr 88-14 on instrument air 
supply sys problems affecting safety related equipment,per 890209,900330 & 0920 
Itrs & NUREG-1275,Vol 2. 

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0591-08. 91/ 
05/30. Document Control Branch (Document Control Desk), ip. 58033:049- 
58033:049. 

9106050299 Advises that util revising updated FSAR to remove statement that sampling 
& analysis of certain plant effluents performed isokinetically.per NUREG-0737,ltem 
II.F.1. Marked-up applicable updated FSAR sections end. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
161 -03972-WFC/G. 91/05/28. Document Control Branch (Document Control Desk). 
18pp. 58003:199-58003:216. 

9106050352 Forwards revised “Recorded Annual Whole Body Exposures," for 
1987,1988,1989 & 1990,consisting of addl actual TLD exposure data in format for in¬ 
clusion in NUREG-0713,Vols 10,11 & 12. 

LEITCH.G.M. Philadelphia Electric Co. 91/05/29. Office of Nuclear Regulatory Re¬ 
search (Post 860720). Ip. 57999:013-57999:017. 

9106060054 Forwards final evaluation of control room environ,to enable NRC to com¬ 
plete review of util actions to address NUREG-0737,ltem I.D.I.per SSER 9 (NUREG- 
0896). 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. NYN-91087. 91/05/31. 
Document Control Branch (Document Control Desk). 4pp. 58010:325-58010:328. 


9106060056 Confirms oral approval granted 910524 for temporary waiver of compliance 
from TS requirement to exercise MSIV each wk per TS 4.7.D.1.C,by means of 910523 
request. 

2W0LINSKU.A. Division of Reactor Projects - III,IV,V (Post 901216). 91/05/24. L1U.L. 
Iowa Electric Light & Power Co. 3pp. 57931:189-57931:191. 

9106060076 Discusses leak testing of backup ADS air supply sys to ensure adequate 
supply of air to ADS valves to support short-term operability .Testing on 910301 dem¬ 
onstrated that min 3-day air supply exists in sys w/o makeup. 

SPANGENBERG.F. Illinois Power Co. U-601831. 91/05/29. Document Control Branch 
(Document Control Desk). 7pp. 58002:316-58002:322. 

9106060323 Forwards draft NUREG/CR-4513, "Estimation of Fracture Toughness of 
Cast Stainless Steels During Thermal Aging in LWR Sys." 

SHACK,W.J. Argonne National Laboratory. 91/05/31. MUSCARA.J. Materials Engi¬ 
neering Branch. 75pp. 57935:077-57935:149. 

9106070028 Forwards detailed position on compliance w/hydrogen mitigation require¬ 
ments of 10CFR50.44.per NRC 901106 request.Topical Rept TR-081,Rev 0,utilizing 
methodology provided in App A of NUREG-0800.SRP Section 6.2.5 also end. 
LONG.R.L. General Public Utilities Corp. - GPU Service Corp. C000-91-1330. 91/05/ 
30. Document Control Branch (Document Control Desk). 41pp. 58014:012-58014:099. 

-9106070037 TR-081 R00 Rev 0 to Topical Rept TR-081, “Oyster Creek Plant Specific 
Oxygen Generation Following LOCA," per methodology described in App A of 
NUREG-0800,(SRP Section 6.2.5) re combustible gas control in containment. 
DOUGHER.J.D., TRIKOUROS.N.G., BOND.G.R. General Public Utilities Corp. - GPU 
Service Corp. 91/05/30. 47pp. 58014:053-58014:099. 

9106070084 Forwards ends 3,4,5 & 7 for SECY-91-138, “Final Rule on Nuclear Power 
Plant License Renewal." 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/31. Commissioners 
(Post 750119). 658pp. 57991:019-57992:357. 

9106100039 Clarifies status of containment vent,per NUREG-0737,ltem II.E.4.2.High ra¬ 
diation signal must still be installed on valves & orifice plate must be installed to limit 
flow through line while venting containment. 

CREEL.G.C. Baltimore Gas & Electric Co. 91/05/31. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58092:001-58092:003. 

9106100069 Forwards list of attendees & licensee handouts re evaluation of UT indica¬ 
tion for feedwater safe end/pipe extension. 

LE.N.B. Project Directorate 11-1. 91/05/31. Carolina Power & Light Co. 66pp. 
58011:062-58011:127. 

9106110010 Forwards insp rept 50-354/91-06 on 910401-05.Lack of sys approach to 
training-based program noted. 

HODGES,M.W. Region 1 (Post 820201). 91/05/30. MILTENBERGER.S. Public Serv¬ 
ice Electric & Gas Co. of New Jersey. 3pp. 57995:050-57995:078. 

-9106110016 Insp rept 50-354/91-06 on 910401-05.Major areas inspected: facility train¬ 
ing programs & implementation. 

WILLIAMS,J.H., CONTE,R.J., BETTENHAUSEN.L. Region 1 (Post 820201). 91/05/24. 
26pp. 57995:053-57995:078. 

9106110110 Forwards BECO comments on NUREG-1438 (draft rept for comment) 
“Findings on Issues of Offsite Emergency Preparedness for Pilgrim Nuclear Power 
Station." 

DAVIS,G.W. Boston Edison Co. 91-075. 91/06/06. Document Control Branch (Docu¬ 
ment Control Desk). 37pp. 58095:179-58095:215. 

9106120003 Forwards “Beaver Valley Power Station Evaluation of Adequacy of Existing 
Neutron Flux Instrumentation for NUREG-0737,Suppl 1." Rept submitted in lieu of up¬ 
grading instrumentation per Rev 2 to Reg Guide 1.97. 

SIEBER.J.D. Duquesne Light Co. TAC 51071. 91/05/31. Document Control Branch 
(Document Control Desk). 2pp. 58127:105-58127:194. 

—9106120004 “Beaver Valley Power Station Evaluation of Adequacy of Existing Neutron 
Flux Instrumentation for NUREG-0737,Suppl 1." 

* Duquesne Light Co. 91/05/31. 75pp. 58127:107-58127:194. 

9106120065 Forwards suppl 34 to NUREG-0675, “Safety Evaluation Rept re Operation 
of Diablo Canyon Nuclear Power Plant,Units 1 & 2." Util has met license 
condition,subj to submittal of analyses to confirm that seismic margins adequate. 
BOGER.B.A. Division of Reactor Projects - 111,1V,V (Post 901216). TAC 55305. 91/06/ 
06. SHIFFER.J.D. Pacific Gas & Electric Co. 400pp. 58041:200-58042:193. 

9106120180 NUREG/CR-5729 MULTIVARIABLE MODELING OF PRESSURE VESSEL 
AND PIPING J-R DATA. 

EASON,E.D., WRIGHT,J.E., NELSON,E.E. Modeling & Computer Services. FIN L- 
1274. MCS 910401. 91/05/31. Division of Engineering (Post 870413). 118pp. 
58063:227-58063:344. 

9106120185 NUREG/CR-2000 V10 N4 LICENSEE EVENT REPORT (LER) 
COMPILATION.For Month Of April 1991. 

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-200. 91/05/31. Office for 
Analysis & Evaluation of Operational Data, Director. 90pp. 58063:135-58063:226. 

9106120188 NUREG-1435 V02 STATUS OF SAFETY ISSUES AT LICENSED POWER 
PLANTS.Unresolved Safety Issues. 

* Program Management, Policy Development & Analysis Staff (Post 870411). 91/05/ 
31. 250pp. 58062:261-58063:134. 

9106120192 NUREG/CR-5691 INSTRUMENTATION AVAILABILITY FOR A PRESSUR¬ 
IZED WATER REACTOR WITH A LARGE DRY CONTAINMENT DURING SEVERE 
ACCIDENTS. 

ARCIERLW.C., HANSON,DJ. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN L-1425. 
EGG-2638. 91/03/31. Division of Systems Research (Post 880717). 128pp. 
58062:133-58062:260. 

9106120194 NUREG/CR-5546 AN INVESTIGATION OF THE EFFECTS OF THERMAL 
AGING ON THE FIRE DAMAGEABIUTY OF ELECTRIC CABLES. 

NOWLEN.S.P. Sandia National Laboratories. FIN A-1833. SAND90-0696. 91/05/31. 
Division of Engineering (Post 870413). 100pp. 58062:037-58062:132. 

9106120199 NUREG/BR-0163 V01 N1 OPPORTUNlTY.Vol 1,No 1. 

* Ofc of Small & Disadvantaged Business Utilization & Civil Rights. 91/06/01. 4pp. 
58062:033-58062:036. 


9106120204 NUREG/BR-0162 V01 N3 CAREER OPPORTUNITIES IN ENGINEERING 
AND SCIENTIFIC DISCIPLINES AT THE U.S. NUCLEAR REGULATORY COMMIS¬ 
SION. 

* NRC - No Detailed Affiliation Given. 91/06/01. 11pp. 58062:021-58062:032. 

9106120209 NUREG/BR-0056 V07 N2 ITS News.Spring 1991 .Volume 7,Number 2. 

* Information Technology Services Branch. 91/03/01. 20pp. 58062:001-58062:020. 

9106120361 Staff requirements memo re SECY-91 -102.Commission has no objections 
to intention to issue revised Suppl 4 to Generic Ltr 88-20 & revised NUREG-1407. 
CHILK.S.J. Office of the Secretary of the Commission. GL-8C-20. 91/05/17. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 3pp. 58110:012- 
58110:014. 

9106130299 Final response to FOIA request for draft NUREG/CR-5604 re intersystem 
LOCA.App F records end & being made available in PDR.App G document withheld in 
entirety (ref FOIA Exemption 5). 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/26. WILLIAMS,O. JRA Associates. 4pp. 58090:289-58090:297. 

9106130306 Requests assistance in resolving NUREG-0737,ltem III.D.3.4 re mechanical 
lock longitudinal internal duct seams sealed w/tape & overlay of sealant discovered 
during insp in Mar 1985. 

GREENMAN.E.G. Region 3 (Post 820201). 91/06/11. ZWOLINSKI.J.A. Assistant Di¬ 
rector for Region III Reactors (Post 901216). 3pp. 58112:107-58112:109. 

9106180006 NUREG/CR-5742 V01 FEASIBILITY ASSESSMENT OF A RISK-BASED 
APPROACH TO TECHNICAL SPECIFICATIONS.Executive Summary. 

ATEFI.B., GALLAGHER,D.W. Science Applications International Corp. (formerly Sci¬ 
ence Applications, Inc.). FIN D-1763. SAIC-90/1400. 91/05/31. Division of Operation¬ 
al Events Assessment (Post 870411). 12pp. 58130:129-58130:142. 

9106180007 NUREG/CR-5742 V02 FEASIBILITY ASSESSMENT OF A RISK-BASED 
APPROACH TO TECHNICAL SPECIFICATIONS.Main Report. 

ATEFI.B., GALLAGHER,D.W. Science Applications International Corp. (formerly Sci¬ 
ence Applications, Inc.). FIN D-1763. SAIC-90/1400. 91/05/31. Division of Operation¬ 
al Events Assessment (Post 870411). 84pp. 58130:043-58130:128. 

9106180008 NUREG/CR-5655 SUBMERGENCE AND HIGH TEMPERATURE STEAM 
TESTING OF CLASS IE ELECTRICAL CABLES. 

JACOBUS,M.J. Sandia National Laboratories. FUEHRER,G.F. Science & Engineering 
Associates, Inc. FIN A-1818. SAND90-2629. 91/05/31. Division of Engineering (Post 
870413). 94pp. 58130:143-58130:240. 

9106180011 NUREG-1374 TECHNICAL FINDINGS RELATED TO GENERIC ISSUE 
79.An Evaluation Of PWR Reactor Vessel Thermal Stress During Natural Convection 
Cooldown. 

PAGE,J.D. Division of Safety Issue Resolution (Post 880717). 91/05/31. 158pp. 
58130:241-58131:029. 

9106180015 NUREG-1302 OFFSITE DOSE CALCULATION MANUAL GUIDANCE: 
STANDARD RADIOLOGICAL EFFLUENT CONTROLS FOR BOILING WATER REAC¬ 
TORS. Generic Letter 89-01,Supplement No. 1. 

MEINKE.W.W., ESSIG,T.H. Division of Radiation Protection & Emergency Prepared¬ 
ness (Post 870411). GL-89-01. 91/04/30. 123pp. 58131:030-58131:156. 

9106190002 Provides info re status on progress in completing SPDS & DCRDR at 
facilities.per 910412 telcon.Changes to SPDS will continue even after sys upgraded to 
fully meet requirements of Suppl 1 to NUREG-0737. 

VAUGHN,G.E. Carolina Power & Light Co. NLS-91-137. 91/06/13. Document Control 
Branch (Document Control Desk). 2 pp. 58195:341-58195:342. 

9106190234 Forwards draft section of NUREG-0828,Suppl 1 documenting resolution of 
SEP 111-78 topic. 

STRANSKY.R. Project Directorate 111-1. TAC 72960. 91/06/12. BECKMAN,W.L. Con¬ 
sumers Power Co. 5pp. 58159:102-58159:106. 

9106210012 NUREG/CR-5565 THE RESPONSE OF BWR MARK II CONTAINMENTS 
TO STATION BLACKOUT SEVERE ACCIDENT SEQUENCES. 

GREENE,S.R., HODGE,S.A., HYMAN,C.R. Oak Ridge National Laboratory. FIN B- 
0853. ORNL/TM-11548. 91/05/31. Division of Safety Issue Resolution (Post 880717). 
338pp. 58167:216-58168:168. 

9106210013 NUREG/CR-5692 GENERIC RISK INSIGHTS FOR GENERAL ELECTRIC 
BOILING WATER REACTORS. 

TRAVIS.R., TAYLOR,J. Brookhaven National Laboratory. CHUNG,J. Risk Application 
Branch.. BNL-NUREG-52282. 91/05/31. Division of Radiation Protection & Emergen¬ 
cy Preparedness (Post 870411). 88pp. 58167:132-58167:215. 

9106210136 Advises that modified schedules to address Generic Ltr 88-14 requesting 
applicants to review NUREG-1275,Vol 2, “Operating Experience Feedback Rept - Air 
Sys Problems” acceptable.Generic ltr requirements fulfilled. 

BRINKMAN,D.S. Project Directorate 1-1. GL-88-14. 91/06/18. SYLVIA,B.R. Niagara 
Mohawk Power Corp. 4pp. 58202:167-58202:170. 

9106250161 NUR EG / CR-5440 CRITICAL ASSESSMENT OF SEISMIC AND GEOME¬ 
CHANICS LITERATURE RELATED TO A HIGH-LEVEL NUCLEAR WASTE UNDER¬ 
GROUND REPOSITORY. 

KANA.D.D., VANZANT.B.W. Center for Nuclear Waste Regulatory Analyses. 
BRADY,B.H.G. Itasca Consulting Group, Inc. FIN B-6643. CNWRA89-001. 91/06/30. 
Division of Engineering (Post 870413). 176pp. 58225:001-58225:176. 

9106250184 Summary of 910513 meeting w/owners groups re status of new STS & 
process for resolving industry comments on NUREGs-1430,1431,1432,1433 & 
1434.List of meeting attendees end. 

GRIMES,C.I. Technical Specifications Branch. 91/05/21. ROSSI,C.E. Division of Oper¬ 
ational Events Assessment (Post 870411). 6pp. 58205:345-58205:350. 

9106260055 Ack receipt of 900719 & 1214 Itrs transmitting changes to emergency plan 
& implementing procedures.Emergency action level scheme continues to meet re¬ 
quirements of 10CFR50,App E & guidance in NUREG-0654,App 1. 

COLUNS.S.J. Region 4 (Post 820201). 91/06/19. BARKHURST,R.P. Entergy Oper¬ 
ations, Inc. 3pp. 58226:205-58226:207. 
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9105090386 NRC Info Notice 91-032, “Possible Flaws in Certain Piping Sys Fabricated 
by Associated Piping & Engineering.” Svc list end. a 1 

ROSSI.C.E.. Division of Operational Events Assessment (Post 870411). 91/05/15 
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262. 


-9105080190 Forwards final exercise rept for 890808-09 exercise of offsite radiological 
emergency response plans for plant.No deficiencies noted.Seven areas requiring cor¬ 
rective action identified. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/04/18. CONGEL.F.J 
Protectlon & Emergency Preparedness (Post 870411)/Ip. 

oou ib: lob-boOl6:185. 


9105230018 SECY-91-140 Informs Commission of NRC request to FEMA to address 
T, C w, n L p /^[ ma ^ ce issues in offsite Ep for Maine Yankee Atomic Power Station 

„ of the Exe cutive Director for Operations. 91/05/16. 2pp. 

rt / 9.1.1 *flQHwh 7• nQQ 


9105230062 NRC Info Notice 91-033, “Reactor Safety Info for States During Exercises 
& Emergencies.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087. 

9105300331 NRC Info Notice 91-034, “Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106030021 Summary of operating reactors events meeting 91-09 w/utils on 910508 to 
discuss events which occurred since last briefing.List of attendees.significant elements 
of events discussed & reactor scram statistics also end. 

CHAFFEE,A.E. Division of Operational Assessment (Post 870413). OREM-91-009. 91/ 
05/15. ROSSI.C.E. Division of Operational Assessment (Post 870413). 12pp. 
57894:230-57894:241. 

9106040096 Forwards D Kwiatkowski of FEMA 910522 Itr,transmitting FEMA final rept 
for 900711 exercise of offsite radiological emergency response plans for Sequoyah 
Nuclear Power Plant.No deficiencies noted.Six areas requires corrective action. 
ERICKSON,R.A. Emergency Preparedness Branch. 91/05/29. COLLINS,D.M. Region 
2 (Post 820201). Ip. 57933:082-57933:083. 


-9105080273 Final “Exercise Rept Davis-Besse Nuclear Power Plant Toledo Edison Co 
Joint Exercise on 890808-09. 

Federal Emergency Management Agency. 91/03/08. 94pp. 58016:186-58016:279. 

9106070058 Forwards copy of Commission biweekly notice of applications & amends to 
operating licenses involving NSHC,published in Federal Register on 910515.W/O end 
MUEI^Y.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411) 91/05/ 
29. GRAHAM,B. Senate. Environment & Public Works. 2pp. 57993:317-57993:318. 

9106070105 Trip rept of 910521 & 22 meetings re ASME Boiler & Pressure Vessel 
Committee Working Group on Valves. 

KIESSEL.R.J. Generic Communications Branch. GL-89-10. 91/05/30. 

BERLINGER.C.H. Generic Communications Branch. 42pp. 58014:119-58014:177. 

9106100045 Responds to 910506 Itr inviting NRC participation m RESPONSE 91-A 
CARR.K.M. Commissioners (Post 750119). 91/05/31. STICKNEY.W.E. Federal Emer¬ 
gency Management Agency. Ip. 58133:047-58133:123. 

-9106100055 Forwards RESPONSE 91-A excercise plan which will identify exercise 
concepts,objectives & roles & responsibilities of participating response organizations & 
agencies. 

STICKNEY.W.E. Federal Emergency Management Agency. 91/05/06. CARR K M. 
Commissioners (Post 750119). 74pp. 58133:048-58133:123. 

9106110018 Forwards FEMA rept for offsite portion of “Browns Ferry Nuclear Power 
Plant Exercise of 891101-02.” 

WILSON,B.A. Region 2 (Post 820201). 91/05/17. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 57995:081-57995:155. 


—9106040102 Forwards final exercise rept for 900711 joint exercise of offsite radiologi¬ 
cal emergency response plans,site-specific to Sequoyah Nuclear Power Plant.No defi¬ 
ciencies noted.Six areas requiring corrective action identified. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/05/22. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
57933:083-57933:083. 

9106040261 Forwards EGG-HFRU-9446, “Onsite Analysis of Human Factors of Operat¬ 
ing Events," interim rept. 

ROSENTHAL,J.E. Reactor Operations Analysis Branch. 91/05/24. NOVAK,T.M. Divi¬ 
sion of Safety Programs (Post 870413). 6pp. 57940:095-57940:177. 

—9106040264 EGG-HFRU-9446 “Onsite Analysis of Human Factors of Operating 
Events," interim rept. 

MEYER,O. EG&G Idaho, Inc. (subs, of EG&G, Inc.). MEYER,O. Idaho National Engi¬ 
neering Laboratory. 91/05/31. Office for Analysis & Evaluation of Operational Data, 
Director. 78pp. 57940:101-57940:177. 

9106040285 Responds to 910503 Itr re training to respond to transportation accidents & 
radiological emergencies at nuclear facilities.Suggests that DOE or State of NC be 
contacted re proposed training & support svcs. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/ 
28. DECLUE,S.C. Army, Dept. of. 5pp. 58000:044-58000:051. 

—9106040288 Requests info re possible training opportunities re response to nuclear ac¬ 
cidents or incidents.Offers svcs of 801 Chemical Reconnaissance Detachment to col¬ 
lect biological & chemical agent samples from reactors. 

DECLUE,S.C. Army, Dept. of. 91/05/03. NRC - No Detailed Affiliation Given. 4pp. 
58000:049-58000:051. 

9106040339 NRC Info Notice 91-036, “Nuclear Plant Staff Working Hours.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-82-12. 91/ 
06/10. Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244. 

9106040362 Forwards diskettes containing latest copy of BWR generic fundamentals 
exam bank. 

GALLO,R.M. Operator Licensing Branch. 91/05/20. KLEMM.R.W. Philadelphia Electnc 
Co. 4pp. 57894:163-57894:166. 


9106110106 Forwards incident repts for period of Dec 1990 & Jan & Feb 1991. 
STOHR.J.P. Region 2 (Post 820201). 91/03/29. JORDAN,E. Office for Analysis & 
Evaluation of Operational Data, Director. 31pp. 57997:338-57998:007. 

9106110201 Discusses review of draft SECY paper re proposed rev to policy statement, 
“Cooperation w/States at Commercial Nuclear Power Plants & Other Production or 
Utilization Facilities." 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/04/ 
24. DENTON,H.R. Office of Governmental & Public Affairs (Post 870413). 6pp. 
58040:323-58040:327. 

9106110285 Request for OMB review & supporting statement re 10CFR 50, “Domestic 
Licensing of Production & Utilization Facilities.” Estimated respondent burden is 1,995 
h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0011. 91/06/05. 13pp. 58098:293-58098:305. 

9106120054 Summary of 910602 meeting of ANS Power Div Program Committee & 
Subcommittee on Procurement Engineering & Matts Mgt in Ortando.FL 
POTAPOVS.U. Vendor Inspection Branch. 91/06/06. GRIMES.B.K. Division of Reac¬ 
tor Inspection & Safeguards (Post 870411). 2pp. 58154:333-58154:334. 

9106120119 Requests that NRC reconsider rationale for requiring NRC participation in 
operator requalification at non-power reactors.in response to draft std for administra¬ 
tion of requalification exams at non-power reactors. 

BERNARD.J.A. National Organization of Test, Research & Training Reactors. 91/06/ 
04. GALLO,R.M. Operator Licensing Branch. 11pp. 58110:042-58110:052. 

9106120342 Discusses attendance at 910602 American Nuclear Society Power Div Pro¬ 
gram Committee & Subcommittee on Procurement Engineering & Matls Mgt meeting 
in Orlando,FL. 

POTAPOVS.U. Vendor Inspection Branch. 91/06/06. GRIMES.B.K. Division of Reac¬ 
tor Inspection & Safeguards (Post 870411). 2pp. 58109:017-58109:018. 

9106130377 Notification of 910621 meeting w/licensees in Rockville,MD to present by 
industry on recent formation of industry site group & action plan on siting & early site 
permits. 

ZALCMAN.B. Non-Power Reactors, Decommissioning & Environmental Proj. 
Dir (891001-901215). 91/06/06. WEISS.S.H. Non-Power Reactors, Decommissioning 
& Environmental Proj. Dir.(891001-901215). 2pp. 58111:167-58111:168. 


9106050121 Forwards yes w/comment vote on ANSI N14.30, “Design, Fabrication & 
Maint of Semi-Trailers Employed in Transport of Weight-Concentrated Radioactive 


Loads,Rev 1." 

MACDONALD.C.E. NRC - No Detailed Affiliation Given. 91/05/29. WELCH.M. Oak 
Ridge National Laboratory. 2pp. 58007:352-58007:353. 


9106050147 Identifies needs for methods & data development to analyze potential for 
thermal stratification,per AEOD Special Study Lab Rept, AEOD/S902 & ANL Rept, 
NUREG/CR-5456 dtd Mar 1990 & Apr 1991 .respectively. /ne . 

JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Director. 91/05/ 
24. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 5pp. 
58008:194-58008:198. 


9106050153 Forwards copy of Commission biweekly notice of applications & amends to 
operating licenses involving NSHC, published in federal register dtd 910501. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 87 °4j 1 )- 
56FR20025. 91/05/14. GRAHAM,B. Senate, Environment & Public Works. 36pp. 
57916:087-57916:122. 


9106060032 Informs of appointment to working group ANSI/ANS-8.23, “Nuclear Critical¬ 
ity Accident Emergency Planning & Response. ’ x . /nc/ , 0 

BECKJORD.E.S. Office of Nuclear Regulatory Research (PostJJ60720). 91/05/13. 
PRUVOST.N. Los Alamos National Laboratory. Ip. 57931:332-57931:332. 


9106070002 Forwards FEMA 910418 Itr transmitting “Exercise Rept Davis-Besse Nucle¬ 
ar Power Plant Toledo Edison Co Joint Exercise.” Offsite radiological emergency re- 

GREG^RtTr.^ egion^ (Post 820201). 91/05/30. SHELTON,D. Toledo Edison Co. 
SHELTON,D. Centerior Energy. Ip. 58016:184-58016:279. 


106140093 Summary of Operating Reactors Events Meeting 91-11 on 910605 in 
Rockville.MD.On 910529,water hammer occurred in backup emergency core spray sys 
at Big Rock PointCaused by stroking of downstream backup valves during testing. 
CHAFFEE,A.E. Generic Communications Branch. OREM-91-011. 91/06/06. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 15pp. 
58127:090-58127:104. 

106170025 OIG 89A-17 “Review of NRCs Invoice Payment Practices.” 

* Office of Inspector General (Post 890417). 91/04/30. 26pp. 58165:191-58165:218. 

106170141 Responds to 910411 Itr concerning issues raised by constituent FC Bu- 

dinger re assessment of insp fee by NRC. . cm cv t c 

TAYLOR JM Ofc of the Executive Director for Operations. 91/05/15. FOLEY.T.S. 
House of Rep. Ip. 58161:342-58161:345. 

•9106170145 Forwards 910403 Itr from constituent FC Budinger re insp fee Budinger & 

Associates was recently charged. , 

FOLEY.T.S. House of Rep. 91/04/11. RATHBUN.D. Congressional Affairs. Ip. 

58161:343-58161:343. 

•9106170146 Remits fee under protest.for unexpected insp expense & requests that li¬ 
cense be allowed to drop upon expiration. 

BUDINGER F.C. Budinger & Associates. 91/04/03. License Fee & Debt Collection 
Branch (Post *890827). 2pp. 58161:344-58161:345. 

106170156 Responds to 910416 Itr.urging favorable consideration of R Carver applica¬ 
tion for summer internship as nuclear engineer w/NRC. ~ e Q1 /nc -,. n 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/05/10. 
KASSEBAUM.N.L Senate. Ip. 58161:340-58161:341. 



-9106170158 Urges favorable consideration of R Carver application for summer intern¬ 
ship as nuclear engineer w/NRC. 

KASSEBAUM.N.L. Senate. 91/04/16. BIRD.P. Ofc of Personnel (Post 870413). Ip. 
58161:341-58161:341. 

9106170203 Responds to 910410 Itr re constituent D Villarrubia request for info re fed¬ 
erally approved drug testing labs. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/01. 
JOHNSTON,J.B. Senate. Ip. 58161:323-58161:326. 

-9106170206 Requests consideration of end Itr from D Villarrubia, requesting info re 
federally approved drug testing labs. 

JOHNSTON,J.B. Senate. 91/04/10. RATHBUN.D.K. Congressional Affairs. 3pp. 
58161:324-58161:326. 

9106170209 Responds to 910514 Itr re constituent P Cohen request for info on selec¬ 
tion of I Selin as Chairman of NRC. 

RATHBUN.D.K. Congressional Affairs. 91/05/31. LAUTENBERG.F.R. Senate. 2pp. 
58161:319-58161:322. 

-9106170211 Requests info on end Itr from P Cohen re selection of I Selin as Chair¬ 
man of NRC. 

LAUTENBERG.F.R. Senate. 91/05/14. Congressional Affairs. 2pp. 58161:321- 
58161:322. 

9106180329 Trip rept of 910530 visit to INPO re (NPRDS) & obtain info for annual rept 
to Commission on status of NPRDS in 1990 & related matters. 

CROOKS,J.L. Trends & Patterns Analysis Branch. 91/06/12. DENNING,R.L. Trends & 
Patterns Analysis Branch. Ip. 58146:317-58146:317. 

9106190104 Notification of 910618 meeting w/American College of Nuclear Physicians 
(ACNP) & SNM in Bethesda.MD to discuss ACNP-SNM petition on preparation & use 
of radiopharms. 

BAHADUR.S. Regulation Development Branch. 91/06/13. GLENN,J. Office of Nuclear 
Material Safety & Safeguards. TREBY.S. Office of the General Counsel (Post 860701). 
Ip. 58162:291-58162:291. 

9106200014 Forwards EA Olson 910613 Itr for placement in PDR. 

DUNNING,T. Technical Specifications Branch. 91/06/17. VANDUSER.K.M. Document 
Control Branch (Document Control Desk). Ip. 58173:324-58173:329. 

-9106200020 Ack receipt of background info re Generic Ltr 91-04.lnfo helpful for util 
personnel participating in investigation of benefits & costs of long cycle operations. 
OLSON,E.A. RCG/Hagler, Bailly, Inc. GL-91-04. 91/06/13. DUNNING.T. Technical 
Specifications Branch. 5pp. 58173:325-58173:329. 

9106210102 Grants exemption from l8USC208(b)(1) for recipient to participate in mat¬ 
ters affecting Merck & Co,Rollins, Tambrands,Gillette & HJ Heinz.Financial interest not 
so substantial as to affect integrity of svcs. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/18. 
THOMPTON.H.L. Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). 2pp. 58203:247-58203:248. 

9106210249 Discusses presentations at conference of Radiation Control Program 
Directors,Inc on 910514 re proposes process for gaining early & substantive input by 
Agreement States in development of NRC rulemaking & regulatory policy. 
HELTMES.E.S. Office of Nuclear Regulatory Research (Post 860720). 91/05/31. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 42pp. 
58199:137-58199:178. 

9106240198 Summary of 910610 Owners Group meeting re completion times & oper¬ 
ability for new std TSs.List of attendees end. 

GRIMES,C.I. Technical Specifications Branch. 91/06/14. ROSSI,C.E. Division of Oper¬ 
ational Events Assessment (Post 870411). 16pp. 58198:004-58198:019. 

9106240315 Request for OMB review & supporting statement re exemptions & contin¬ 
ued regulatory authority in agreement states & offshore waters under section 274.Esti- 
mated respondent burden is 150 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0032. 91/06/18. 11pp. 58206:127-58206:137. 

9106240323 Offers no comments on Senate bill S.1138, “Nuclear Waste Policy Amends 
Act ot 1991 11 

BLAHA.J. Assistant for Operations (Post 890205). 91/06/17. ROTHSCHILD,T. Deputy 
Assistant General Counsel for Enforcement. Ip. 58205:179-58205:179. 

9106240329 Forwards Commission biweekly notice of applications & amends to OLs in¬ 
volving NSHC.W/o end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/ 
17. GRAHAM,B. Senate, Environment & Public Works. KOSTMAYER,P.H. House of 
Rep., Interior & Insular Affairs. SHARP,P.R. House of Rep., Energy & Commerce. 2pp. 
58205:177-58205:178. 

9106260195 Forwards FEMA 910524 memo transmitting results of FEMA observations 
of offsite activities during State of WA emergency operations ctr offhours/unan¬ 
nounced drill held on 910403.No deficiencies noted. 

REESE,J.H. Region 5 (Post 820201). 91/06/14. SORENSEN.G.C. Washington Public 
Power Supply System. 2pp. 58238:195-58238:201. 

-9106260197 Forwards final drill rept for 910403 State of WA emergency operations ctr 
offhours/unannounced drill.No deficiencies or areas requiring corrective actions noted. 
KWIATKOWSKI.D. Federal Emergency Management Agency. 91/05/24. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). ip. 
58238:197-58238:197. 

-9106260201 “Off-Hours/Unannounced Emergency Operations Ctr Drill Held on 
910403." 

* Federal Emergency Management Agency. 91/05/31.4pp. 58238:198-58238:201. 

9106270009 Forwards 910607 ltr from FEMA & final exercise evaluation rept for offsite 
portion of facility 1989 emergency preparedness exercise. 

GREGER.L.R. Region 3 (Post 820201). 91/06/19. REED.C. Commonwealth Edison 
Co. 2pp. 58222:109-58222:206. 

-9106270013 Forwards final exercise rept for 890503 of offsite radiological emergency 
response plans,site specific to facility. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/06/07. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
58222:111-58222:111. 


-9106270017 “Exercise Rept Zion Nuclear Power Station Comm Ed Joint Exercise." 

* Federal Emergency Management Agency. 89/05/03. 60pp. 58222:112-58222:206. 

9106270034 Forwards “Brunswick Nuclear Power Plant Exercise." No deficiencies 
identified.but four areas requiring corrective actions noted & several items recom¬ 
mended for improvement. 

COLLINS,D.M. Region 2 (Post 820201). 91/05/14. EURY.L.W. Carolina Power & Light 
Co. 3pp. 58222:272-58222:314. 

—9105130196 Revised “Brunswick Nuclear Power Plant Exercise,” conducted on 
900403. 

* Federal Emergency Management Agency. 91/01/18. 42pp. 58222:275-58222:314. 

9106270129 Forwards FEMA 910605 Itr & final exercise evaluation rept for offsite por¬ 
tion of facility 1990 emergency preparedness exercise. 

GREGER.L.R. Region 3 (Post 820201). 91/06/19. REED.C. Commonwealth Edison 
Co. 2pp. 58224:144-58224:189. 

—9106170102 Forwards final “Exercise Rept Braidwood Nuclear Power Station Comm 
Ed Joint Exercise” on 901030.No deficiences noted.Four areas identified requiring 
corrective actions. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/06/05. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
58224:146-58224:147. 

-9106170103 Final “Exercise Rept Braidwood Nuclear Power Station Comm Ed Joint 
Exercise” on 901030. 

* Federal Emergency Management Agency. 91/02/06. 42pp. 58224:148-58224:189. 
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9106030238 Responds to Agsalud 910318 Itr expressing interest in Commission Below 
Regulatory Concern consensus-building initiative.Open Commission briefing on evalua¬ 
tion scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. WAIHEE.J. Hawaii, State of. Ip. 
57887:334-57887:341. 


—9106030242 Ack receipt of Itr re initiation of consensus-building process for commis¬ 
sions “Below Regulatory Concern” policy. 

AGSALUD,J.C. Hawaii, State of. 91/03/18. CARR.K.M. Commissioners (Post 750119). 
Ip. 57887:335-57887:335. 

-9106030261 Responds to 910314 Itr expressing interest in Commission “Below Regu¬ 
latory Concern” consensus-building initiative. Open Commission briefing on evaluation 
scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. SINNER,G.A. North Dakota, 
State of. Ip. 57887:336-57887:336. 

-9106030266 Ack receipt of Itr & announcement re consensus-building meetings to 
work out problems dealing w/ “Below Regulatory Concern” waste. 

SINNER,G.A. North Dakota, State of. 91/03/04. CARR.K. Commissioners (Post 
750119). Ip. 57887:337-57887:337. 

-9106030277 Responds to 910410 Itr expressing interest in Commission “Below Regu¬ 
latory Concern” consensus-building initiative. Open Commission briefing on evaluation 
scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. CLINTON,B. Arkansas, State of. 
Ip. 57887:338-57887:338. 

-9106030281 Ack receipt of info re NRC plans to revisit "Below Regulatory Concern" 
Policy. 

CLINTON.B. Arkansas, State of. 91/04/10. CARR.K.M. Commissioners (Post 750119). 
ip. 57887:339-57887:339. 

-9106030285 Responds to 910405 Itr expressing interest in Commission “Below Regu¬ 
latory Concern" consensus-building initiative. Open Commission briefing on evaluation 
scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. MARTIN,J.G. North Carolina, 
State of. Ip. 57887:340-57887:340. 

-9106030288 Ack receipt of Itr dtd Feb 26 announcing plans to initiate consensus-build¬ 
ing process to address implementation of NRC “Below Regulatory Concern” 
Policy.State concurs w/need for better public understanding & consensus on issue. 
LITTLE,L.W. North Carolina, State of. 91/04/05. CARR.K.M. Commissioners (Post 
750119). Ip. 57887:341-57887:341. 

9106040013 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;! 00% Fee Recovery.” 

KARIMEDDINI.M. Veterans Admin. Medical Center, Newington, CT. 56FR14870 
00503. 91/05/20. Docketing & Services Branch. Ip. 57891:063-57891:063. 

9106040016 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;! 00% Fee Recovery.” 

DELKA.R. HWS Technologies, Inc. 56FR14870 00518. 91/05/21. SCROGGINS,R.M. 
Office of the Controller (Post 890205). Ip. 57891:062-57891:062. 

9106040017 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

TROMBLEY,R.J. Grandview Hosp. & Medical Center, Dayton, OH. 56FR14870 00507. 
91/05/08. Docketing & Services Branch. Ip. 57891:064-57891:064. 

9106040018 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;l00% Fee Recovery.” 

BEARD.P.M. Florida Power Corp. (subs, of Florida Progress Corp.). 56FR14870 
00519. 91/05/24. Document Control Branch (Document Control Desk). 2pp. 
57891:065-57891:066. 


9106040019 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." 

EDWARDS,M.A. Blackford County Hosp., Hartford City, IN. 56FR14870 00508. 91/05/ 
17. Docketing & Services Branch. 2pp. 57891:067-57891:068. 
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9106040020 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

BERKLEY,D.A. Westmoreland Hosp., Greensburg, PA. 56FR14870 00506. 91/05/21. 
Docketing & Services Branch. Ip. 57891:069-57891:069. 

9106040021 Forwards late filed comments of Alabama Public Svc Commission re pro¬ 
posed rulemaking concerning rev of fee schedule. 

NEWMEYER.M.E. Alabama, State of. 91/05/23. CHILK.S.J. Office of the Secretary of 
the Commission. Ip. 57891:073-57891:076. 

-9106040025 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

NEWMEYER.M.E. Alabama. State of. 56FR14870 00509. 91/05/23. CHILK.S.J. Office 
of the Secretary of the Commission. 3pp. 57891:074-57891:076. 

9106040022 Comments on proposed rules 10CFR71.170 & 171, "Rev of Fee Sched- 
ules;l00% Fee Recovery." Informs that not all category 7C licensees generate & dis¬ 
pose of radwaste to licensed disposal facility & should therefore be exempt from fee. 
CHIN.D. Manning General Hosp., Manning, I A. 56FR14870 00520. 91/05/07. Docket¬ 
ing & Services Branch. Ip. 57891:077-57891:077. 

9106040024 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

* Portage View Hosp., Hancock, Ml. 56FR14870 00505. 91/05/16. Docketing & Serv¬ 
ices Branch. Ip. 57891:070-57891:070. 

9106040027 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

BOVINO.M.J. Interstate Nuclear Services Corp. dba INS Corp. 56FR14870 00504. 91/ 
05/23. Docketing & Services Branch. 2pp. 57891:071-57891:072. 

9106040028 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

MINDEN.L., GOODEN,D.S. Jane Phillips Episcopal Memorial Medical Center, Bartles¬ 
ville, OK. 56FR14870 00502. 91/05/10. Docketing & Services Branch. Ip. 57891:078- 
57891:078. 

9106040035 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

BAKER,T. Centennial Engineering & Research, Inc. 56FR14870 00510. 91/05/13. 
Office of the Controller (Post 890205). 2pp. 57891:079-57891:080. 

9106040038 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

ALLEN,S.W.C. Bunker Hill Community College, Boston, MA. 56FR14870 00512. 91/ 
05/22. Docketing & Services Branch. Ip. 57891:081-57891:081. 

9106040041 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;!00% Fee Recovery.” 

POLONIS.J.J., HOCK.J. Standish Community Hosp., Inc., Standish, Ml. 56FR14870 
00521. 91/05/24. Docketing & Services Branch. Ip. 57891:082-57891:082. 

9106040045 Comment supporting proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedu!es;100% Fee Recovery." 

MATTOX,A. Marine Biologic Laboratory. 56FR14870 00513. 91/05/23. Docketing & 
Services Branch. Ip. 57891:083-57891:083. 

9106040047 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

SEARS,C.F. Connecticut Yankee Atomic Power Co. 56FR14870 00501. 91/05/17. 
CHILK.S.J. Office of the Secretary of the Commission. 3pp. 57891:084-57891:086. 

9106040050 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

CRAWFORD,R.V. Royal C. Johnson Veterans Memorial Hosp. & Regional Office Ctr., 
Sioux Falls, SD. 56FR14870 00511. 91/05/10. Docketing & Services Branch. 2pp. 
57891:098-57891:099. 

9106040056 Comment on proposed rules 10CFR71.170 & 171, “Rev of Fee Sched- 
ules;100% Fee Recovery.” Increase in fee structure noted in 10CFR170 not 
excessive,but annual fee proposed in 10CFR171 extremely excessive. 

WALKER.W.F. Troxler Electronic Laboratories, Inc. WALKER,W.F. Troxler Internation¬ 
al, Ltd. 56FR14870 00514. 91/05/13. Docketing & Services Branch. 2pp. 57891:059- 
57891:061. 

9106040061 Forwards 910429 comments opposing proposed rules 10CFR71, 170 & 
171, “Rev of Fee Schedules; 100% Fee Recovery." 

GLENN,J. Senate. 56FR14870. 91/05/23. Office of Congressional Affairs (Pre 
870413). 3pp. 57891:087-57891:089. 

9106040064 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

SCHMIDT,R.P. Bradford Hosp., Bradford, PA. 56FR14870 00515. 91/05/20. Docket¬ 
ing & Services Branch. Ip. 57891:090-57891:090. 

9106040065 Forwards 910510 comments opposing proposed rules 10CFR71, 170 & 
171, “Rev of Fee Schedules; 100% Fee Recovery.” 

GLENN,J. Senate. 56FR14870. 91/05/23. Office of Congressional Affairs (Pre 
870413). 3pp. 57891:091-57891:093. 

9106040070 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

KOLODJESKI.C.J. Sensor Services, Inc. 56FR14870 00516. 91/05/23. Docketing & 
Services Branch. 2pp. 57891:094-57891:095. 

9106040076 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

CHIOTELLIS.P.N. Chiotellis, P.N., MD. 56FR14870 00517. 91/05/24. Docketing & 
Services Branch. Ip. 57891:096-57891:096. 

9106040090 Comment on proposed rules 10CFR71.170 & 171, “Rev of Fee Sched¬ 
ules;! 00% Fee Recovery.” AS Baker & B Shapiro requested that Commission consid¬ 
er lowering cost of fees &/or delay of effective date for implementation of revs. 
FOGLIETTA.T.M. House of Rep. 56FR14870. 91/05/15. CARR.K. Commissioners 
(Post 750119). Ip. 57891:097-57891:097. 

9106060026 Transcript of 910521 briefing in Rockville,MD re below regulatory concern 
consensus process.Pp 1-56. 

* Commissioners (Post 750119). 91/05/21. 61pp. 57934:068-57934:127. 


9106060027 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." 

BATEMAN,T.M. Cardiovascular Consultants, Inc. 56FR14870 00527. 91/05/21. Dock¬ 
eting & Services Branch, ip. . 57912:222-57912:222. 

9106060030 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100%. Fee Recovery." 

SCHNELL.D.F. Union Electric Co. 56FR14870 00529. 91/05/30. CHILK.S.J. Office of 
the Secretary of the Commission. 3pp. 57912:223-57912:225. 

9106060031 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." 

WALL.M.J. Bellevue Hosp., Bellevue, OH. 56FR14870 00526. 91/05/29. Docketing & 
Services Branch. Ip. 57912:226-57912:226. 

9106060033 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedu!es;100% Fee Recovery." 

WALKER,W.P. Guernsey Memorial Hosp., Cambridge, OH. 56FR14870 00524. 91/05/ 
28. Docketing & Services Branch. Ip. 57912:227-57912:227. 

9106060036 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

BRAUN,M.D. Central Maine Medical Center, Lewiston, ME. 56FR14870 00523. 91/ 
05/28. Docketing & Services Branch. Ip. 57912:228-57912:228. 

9106060041 Comment opposing proposed rules 10CFR71,170 & 171, "Rev of Fee 
Schedules;100% Fee Recovery." 

FAERBER.G.O. Doctors Hosp., Columbus, OH. 56FR14870 00528. 91/05/30. Docket¬ 
ing & Services Branch. Ip. 57912:229-57912:229. 

9106060045 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;! 00% Fee Recovery." Increase in fees will affect potential welfare of indi¬ 
viduals within 85 mile radius of Joplin,Missouri. 

KLOECKENER.M.J. Diagnostic Scanning Technologies, Inc., Joplin, MO. 
KLOECKENER.M.J. Affiliation Not Assigned. 56FR14870 00522. 91/05/21. Docketing 
& Services Branch. 2pp. 57912:230-57912:231. 

9106060048 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;! 00% Fee Recovery.” 

PEGG.R., VARGOSKO.S.P. Med-Serv, Inc. 56FR14870 00525. 91/05/28. Docketing & 
Services Branch, ip. 57912:232-57912:232. 

9106060084 Comment supporting extension of time for proposed rule 56FR16130, “So¬ 
licitation of Public Comments on Generic Issue 23." 

BOHLKE.W.H. Florida Power & Light Co. 56FR16130 00001. 91/05/28. CHILK Office 
of the Secretary of the Commission. 3pp. 57912:233-57912:235. 

9106070034 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." NRC has proposed large increases in licensing & 
insp fees.Proposed annual fees will prohibit ability to provide nuclear logging svc. 
COCHRAN.T. Senate. 56FR14870. 91/05/29. RATHBUN.D.K. Congressional Affairs. 
3pp. 57918:059-57918:061. 

9106070039 Requests info re DH McCorkle 910510 inquiry concerning proposed revs to 
10CFR170 & 171 on license.insp & annual fees.Constituent Itr end. 

BENTSEN.L. Senate. 56FR14870. 91/05/28. RATHBUN.D. Office of Congressional 
Affairs (Pre 870413). 2pp. 57918:078-57918:081. 

—9106070043 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

MCCORKLE,D.H. Century Inspection, Inc. (formerly Consolidated X-Ray Service Corp. 
West). 56FR14870. 91/05/10. Docketing & Services Branch. 2pp. 57918:080- 
57918:081. 

9106070054 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

SHERRELL.M. Allegheny Nuclear Surveys, Inc. 56FR14870 00530. 91/06/03. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 57918:089-57918:089. 

9106070060 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

PRESSLER.L. Senate, Commerce, Science & Transportation. 56FR14870. 91/05/24. 
CARR.K.M. Commissioners (Post 750119). 4pp. 57918:090-57918:093. 

9106070077 Forwards J Trudeau 910517 Itr expressing concern over proposed rev of 
fee schedules for NRC licensees. 

PRESSLER.L. Senate, Commerce, Science & Transportation. 56FR14870. 91/05/27. 
CARR.K.M. Commissioners (Post 750119). Ip. 57918:157-57918:158. 

—9106070087 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

TRUDEAU,J.J. FMG, Inc. (formerly Francis, Meador, Gellhaus, Inc.). 56FR14870. 91/ 
05/17. Docketing & Services Branch. Ip. 57918:158-57918:158. 

9106070084 Forwards ends 3,4,5 & 7 for SECY-91-138, “Final Rule on Nuclear Power 
pi a nt Licfinsfi Renewal 1 * 

TAY'LOR.J.M. Ofc of the Executive Director for Operations. 91/05/31. Commissioners 
(Post 750119). 658pp. 57991:019-57992:357. 

9106120011 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

LIPOTI.J. New Jersey, State of. 56FR14870 00541. 91/06/04. Docketing & Services 
Branch. 3pp. 58017:029-58017:031. 

9106120012 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of of Fee 
Schedules;! 00% Fee Recovery." 

WHEELER,P.A. Pensacola Testing Laboratories, Inc. 56FR14870 00551. 91/06/05. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58017:032-58017:032. 

9106120013 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;!00% Fee Recovery.” 

PARK.G.L. Thomas Memorial Hosp., South Charleston, WV (formerly Herbert J. 
Thomas Memorial. 56FR14870 00544. 91/05/29. Docketing & Services Branch. Ip. 
58017:033-58017:033. 
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9106120014 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

HOFFMAN,D.N. International Testing Laboratories, Inc. 56FR14870 00536. 91/06/05. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58017:034-58017:034. 

9106120016 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of of Fee 
Schedules; 100% Fee Recovery." 

KUHN.G. Mahlo America, Inc. KUHN.G. Affiliation Not Assigned. 56FR14870 00550. 
91/06/06. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58017:035- 
58017:035. 

9106120020 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules^ 00% Fee Recovery.’ - 

NOLTON.M.H. Law Engineering. 56FR14870 00535. 91/06/03. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 58017:036-58017:036. 

9106120021 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

BENNETT,R. Technical Micronics Control, Inc. 56FR14870 00543. 91/06/05. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58017:038-58017:038. 

9106120022 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of of Fee 
Schedules; 100% Fee Recovery." 

HOPKINS.J.A. SAM-SON Inspection & Technical Services, Inc. 56FR14870 00548. 
91/06/04. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58017:039- 
58017:039. 

9106120026 Comment opposing proposed rules 10CFR71.170 & 170, “Rev of Fee 
Schedules^ 00% Fee Recovery.” 

NIESZCZUR.G.M. St. Alexis Hosp., Cleveland, OH. 56FR14870 00542. 91/05/21. 
Docketing & Services Branch. Ip. 58017:040-58017:040. 

9106120027 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." 

WHEAT,R. Specialized Imaging Services, Inc. 56FR14870 00531. 91/05/30. Docket¬ 
ing & Services Branch, p. 58017:041-58017:041. 

9106120032 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

CARLSON.R.E. Commercial Resins Co. 56FR14870 00549. 91/06/04. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 58017:042-58017:042. 

9106120034 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." 

RENTLER.M.E. Technical Welding Laboratories, Inc. 56FR14870 00534. 91/06/04. 
CHILK.SJ. Office of the Secretary of the Commission. Ip. 58017:043-58017:043. 

9106120040 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

MARSH.T.F. Oakland General Hosp. Osteopathic, Madison Heights, Ml (formerly 
Martin Place Ho. 56FR14870 00532. 91/05/30. Docketing & Services Branch. Ip. 
58017:044-58017:044. 

9106120044 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." 

TRAHAN,J.L. Drilling Measurements, Inc. TRAHAN,J.L. Affiliation Not Assigned. 
56FR14870 00540. 91/06/03. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58017:058-58017:058. 

9106120047 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;1 00% Fee Recovery.” 

FINK-BENNETT.D. William Beaumont Hosp., Royal Oak, Ml. 56FR14870 00533. 91/ 
05/15. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 58017:059- 
58017:060. 

9106120049 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

AVENIUS.J.J. Princeton Gamma-Tech, Inc. 56FR14870 00539. 91/06/05. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 58017:061-58017:061. 

9106120056 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

COX.D.L. Scientific Inspection Technology, Inc. 56FR14870 00538. 91/06/04. 
CHILK.SJ. Office of the Secretary of the Commission. Ip. 58017:064-58017:064. 

9106120059 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

CROWLEY,J.L. CTL Engineering, Inc. (formerly Columbus Testing Laboratory, Inc.). 
56FR14870 00547. 91/06/05. CHILK.SJ. Office of the Secretary of the Commission. 
Ip. 58017:065-58017:065. 

9106120075 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;! 00% Fee Recovery." 

DUNBAR.R.R. Drilling Measurements, Inc. DUNBAR,R.R. Affiliation Not Assigned. 
56FR14870 00537. 91/06/04. CHILK.SJ. Office of the Secretary of the Commission. 
Ip. 58017:080-58017:080. 

9106120076 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

AUFSEESER.L.S. Aufseeser, L.S., DPM. 56FR14870 00546. 91/06/06. Docketing & 
Services Branch. 3pp. 58017:072-58017:074. 

9106120081 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

MILLER,P.M. General Welding Works, Inc. MILLER,P.M. Affiliation Not Assigned. 
56FR14870 00545. 91/06/05. CHILK.S.J. Office of the Secretary of the Commission, 
ip. 58017:075-58017:075. 

9106120089 Comment supporting Michigans MOU w/NRC for operation of Emergency 
Response Data Sys.Clarification is needed in Section IV, “NRC General Responsibil¬ 
ities.” 

WILLIAMS,J.R. Ohio, State of. 56FR21178 00004. 91/06/06. MEYER.D.L. Regulatory 
Publications Branch. Ip. 58017:077-58017:077. 

9106120098 Comments on draft MOU between NRC & State of Ml for operation of 
emergency response data sys. 

REILLY,M.A. Pennsylvania, Commonwealth of. 56FR21178 00003. 91/05/31. 
MEYER.D.L Regulatory Publications Branch. 2pp. 58017:078-58017:079. 


9106120301 Responds to 900724 Itr re proposed rule changes to make them compati¬ 
ble w/similar regulations adopted by Inti Atomic Energy Agency. 

MILLS,L.E. Edison Electric Institute. 53FR21550. 90/08/09. HOPKINS,D.R. Office of 
Nuclear Regulatory Research (Post 860720). Ip. 58109:011-58109:011. 

9106120309 Requests EPRI RP2424-10 (Mar 1988) or advice on where to obtain reptlf 
rept does not exist,requests written confirmation that rept was never published as 
formal written document. 

HOPKINS,D.R. Office of Nuclear Regulatory Research (Post 860720). 53FR21550. 
90/07/24. MILLS,L.E. Edison Electric Institute. 2pp. 58109:013-58109:014. 

9106130001 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

EVANS.D.A. Law Engineering. EVANS,D.A. Affiliation Not Assigned. 56FR14870 
00579. 91/06/06. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58041:016-58041:016. 

9106130002 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

MAY,M. Decisive Testing, Inc. MAY,M. Affiliation Not Assigned. 56FR14870 00578. 
91/06/06. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58041:017- 
58041:017. 

9106130003 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

LETCHWORTH.A.B. INDESERV, Inc. LETCHWORTH.A.B. Affiliation Not Assigned. 
56FR14870 00577. 91/06/06. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58041:018-58041:018. 

9106130004 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

HATHORN.R.L. Florida Power Corp. (subs, of Florida Progress Corp.). HATHORN.R.L. 
Affiliation Not Assigned. 56FR14870 00576. 91/06/06. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58041:019-58041:019. 

9106130005 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules,! 00% Fee Recovery.” 

REA.R.A. Senior Boiler Tube Co. REA.R.A. Affiliation Not Assigned. 56FR14870 
00563. 91/06/07. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58041:006-58041:006. 

9106130007 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

GROTE.R.E. Missouri Precision Castings, Inc. (formerly Missouri Steel Castings Co.). 
GROTE.R.E. Affiliation Not Assigned. 56FR14870 00556. 91/06/07. CHILK.S.J. Office 
of the Secretary of the Commission. Ip. 58041:020-58041:020. 

9106130010 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

MOCKLI.R. Nova Enterprises. MOCKLI.R. Affiliation Not Assigned. 56FR14870 00575. 
91/06/05. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58041:007- 
58041:007. 

9106130013 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;! 00% Fee Recovery." 

PATTON.R.F. Law Engineering. PATTON.R.F. Affiliation Not Assigned. 56FR14870 
00555. 91/06/06. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58041:021-58041:021. 

9106130016 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;!00% Fee Recovery." 

CALLIHAN.D.R. CMI-Quaker Alloy, Inc. (formerly Quaker Alloy, Inc. ; Quaker Alloy 
Casting Co.). CALLIHAN.D.R. Affiliation Not Assigned. 56FR14870 00574. 91/06/05. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58041:008-58041:008. 

9106130022 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules-^ 00% Fee Recovery.” 

DORSEY,N.A. MQS Inspection, Inc. (formerly Magnaflux Corp.). DORSEY,N.A. Affili¬ 
ation Not Assigned. 56FR14870 00562. 91/06/06. CHILK.S.J. Office of the Secretary 
of the Commission. Ip. 58041:014-58041:014. 

9106130023 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

BETANCOURT,B. Energy, Dept. of. 56FR14870. 91/06/04. GRAMM,P. Senate. 3pp. 
58041:022-58041:028. 

9106130025 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

* Industrial Radiography. * Affiliation Not Assigned. 56FR14870 00573. 91/06/04. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58041:003-58041:003. 

9106130026 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

MECHLING,M. ATEC Associates, Inc. MECHLING.M. Affiliation Not Assigned. 
56FR14870 00561. 91/06/06. CHILK.SJ. Office of the Secretary of the Commission, 
ip. 58041:029-58041:029. 

9106130027 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

CLIFTON,R.W. Cedtech Testing Laboratories. CLIFTON,R.W. Affiliation Not Assigned. 
56FR14870 00554. 91/06/05. CHILK.SJ. Office of the Secretary of the Commission. 
Ip. 58041:005-58041:005. 

9106130028 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

BARNHILL, S.A. Law Engineering. BARNHILL.S.A. Affiliation Not Assigned. 
56FR14870 00572. 91/06/06. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58041:030-58041:030. 

9106130030 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

HARRIS.E.G. Cedtech Testing Laboratories. HARRIS,E.G. Affiliation Not Assigned. 
56FR14870 00553. 91/06/06. CHILK.S.J. Office of the Secretary of the Commission. 
1 p. 58041.004-58041:004. 
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91 2 6 u 3 S°, 32 £5!S pposing P r °POsed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.*’ 

A« r S ? N '?i' E ; ? BI . Ser If ic ^i nc - ( f o™rly Chicago Bridge & Iron Co.). NELSON R E 
Affiliation Not Assigned. 56FR14870 00571. 91/06/07. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 58041:031-58041:031. 

9106ISO 034 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

GREEN.S.R MOS Inspection. Inc. (formerly Magnaflux Corp.). GREEN.S.R. Affiliation 
Not Assigned 56FR14870 00560. 91/06/06. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 58041:015-58041 015 y 


91 0 61 30035 Comment opposing proposed rules 10CFR71.170 & 171. "Rev of Fee 
Schedules;100% Fee Recovery." 

9°!T>- SLEMP.G.E. Affiliation Not Assigned. 56FR14870 00552. 
91/06/07. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58041 032- 

corM i •nio r 


-9106170170 Forwards communication from R James of Black Warrior Wireline Corp 
outlining hardships & devastating effects NRCs proposals to increase licensing & msp 
^imposition of large annual fee would be on small companies 

A?nh.^« ERY ;D V ; Rep> 91/05/13 - DENTON.H.R. Office of Governmental 

& Public Affairs (Post 870413). 3pp. 58161:337-58161:339. 

9106170173 Responds to 910509 5tr concerning issues raised by constituent re pro¬ 
posed revs to NRC license & annual fees charged to licensees to possess & use ra¬ 
dioactive matl. 

-95 of ,5® Exe cutive Director for Operations. 91/05/30. 
STAGGERS,H.O. House of Rep. Ip 58165:180-53165:183. 


•9106170176 Forwards communication from constituent re proposed revs to NRC li- 
^ r i s ^^i-^? n , uai fees char 9 ®d to licensees to posses & use radoactive matl 
IJp^SlTsMSl^S^S-Ts 3 ^ ReP ‘ 9l/05/09 - r ATHBUN,D.K. Congressional Affairs. 


9106130038 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

WALSH.W.F. CBI Services, Inc. (formerly Chicago Bridge & Iron Co.). WALSH,W.F. Af¬ 
filiation Not Assigned. 56FR14870 00570. 91/06/07. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 58041:033-58041:033. 

9106130053 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

TUMER.S.H. NOVA Electronics & Software. TUMER.S.H. Affiliation Not Assigned. 
56FR14870 00559. 91/06/06. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58041:009-58041:009. 

9106130054 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery.” 

ORLOSKY.D.M. Cramer & Lindell Engineers, Inc. ORLOSKY.D.M. Affiliation Not As¬ 
signed. 56FR14870 00569. 91/06/05. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58041:034-58041:034. 

9106130057 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules;100% Fee Recovery." 

COHEN,W.S. Senate. 56FR14870. 91/05/31. CARR.K.M. Commissioners (Post 
750119). Ip. 58041:035-58041:035. 

9106130060 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

GREENE,S.J. Ironton Iron, Inc. GREENE,SJ. Affiliation Not Assigned. 56FR14870 
00568. 91/06/05. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58041:011-58041:011. 

9106130062 Comment on proposed rule re draft MOU w/Michigan on emergency re¬ 
sponse data sys.ltlinois Dept of Nuclear Safety recommends that NRC define limits of 
"premature public release" & "sensitive info." 

ORTICIGER.T.W. Illinois, State of. 56FR21178 00005. 91/06/07. MEYER,D.L. Office 
of Administration (Post 890205). 2pp. 58041:001-58041:002. 

9106130063 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

YAW.R.B. Inspactech Corp. YAW.R.B. Affiliation Not Assigned. 56FR14870 00558. 
91/06/06. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58041:010- 
58041:010. 

9106130064 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

DEMCHAK.M. Herron Testing Laboratories, Inc. DEMCHAK.M. Affiliation Not As¬ 
signed. 56FR14870 00567. 91/06/07. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58041:036-58041:036. 

9106130069 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery.” 

SARUWATARI.M. Spokane Industries, Inc. SARUWATARI.M. Affiliation Not Assigned. 
56FR14870 00566. 91/06/07. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58041:013-58041:013. 

9106130071 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

HASKINS,J.H. Arrow Tank & Engineering Co. HASKINS,J.H. Affiliation Not Assigned. 
56FR14870 00557. 91/06/06. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58041:037-58041:037. 

9106130078 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

BACH.D.F. HUMCO, Inc. BACH.D.F. Affiliation Not Assigned. 56FR14870 00565. 91/ 
06/07, CHILK.S.J. Office of the Secretary of the Commission. Ip. 58041:012- 
58041:012. 

9106130084 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

BRIODY.W.W. Froehling & Robertson, Inc. BRIODY.W.W. Affiliation Not Assigned. 
56FR14870 00564. 91/06/07. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58041:038-58041:038. 

9106130095 Requests extension of comment period for 56FR22187 re Maine Yankee 
Atomic Power Co consideration of licensing action & opportunity for public 
comment,due to importance of matter. 

LARSON,A.M. New England Coalition on Nuclear Pollution. 56FR22187 00001. 91/ 
06/07. Division of Freedom of Information & Publications Services (Post 890205). 1 p. 
58041:039-58041:039. 

9106130099 Requests extension of comment period for generic issue 23 re reactor 
coolant pump seal failure. 

MUENCH.G.W. Entergy Operations, Inc. 56FR16130 00002. 91/05/31. CHILK.S.J. 
Office of the Secretary of the Commission. 3pp. 58041:040-58041:042. 

9106170166 Responds to 910513 Itr concerning issues raised by constituent re pro¬ 
posed revs to NRC license & annual fees charged to licensees to possess & use ra¬ 
dioactive matl. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/30. 
MONTGOMERY,G.V. House of Rep. Ip. 58161:336-58161:339. 


91 ,^l 7 o 01 ? 1 -r Forwar i s notice of rulemaking amending 10CFR110 to permit return to 
USSR of Topaz I Reactor Sys,which was imported to US per impcrt license issued by 
NRC on 910104.W/O end. 

RATHBUN.D.K. Congressional Affairs. 91/05/28. KOSYMAYER.P.H. House of Rep. 
Interior & Insular Affairs. SHARP,P. House of Rep., Energy & Commerce GRA HAM b’ 
Senate, Environment & Public Works. 6pp. 58161:297-58161:302. 

9106170215 Responds to 910507 Itr concerning constituent JW Talnagi concerns re 
proposed revs to NRC license & annual fees charged to licensees to possess & use 
radioactive matl. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/30 WYLIE CP 
House of Rep. Ip. 58161:303-58161:318. 

-9106170221 Requests info on proposed rules on 100% fee recovery.per constituent 
JW Talnagi end Itr & attached comments. 

WYLIE,C.P. House of Rep. 91/05/07. DENTON,H. Office of Governmental & Public 
Affairs (Post 870413). 2pp. 58161:304-58161:318. 

9106170230 Responds to 910513 Itr concerning constituent BL Dutton concerns re pro¬ 
posed revs to NRC license & annual fees charged to licensees to possess & use ra¬ 
dioactive matl. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/30. WILLIAMS,P. 
House of Rep. Ip. 58161:287-58161:289. 

—9106170239 Forwards constituent BL Dutton 910508 Itr,opposing fees for small nucle¬ 
ar measuring devices since fees will effectively eliminate use of devices used to 
measure soil moisture in irrigated farm fields. 

WJLLIAMS.P. House of Rep. 91/05/13. CARR.K. Commissioners (Post 750119). Ip. 
58161:288-58161:289. 

9106180066 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." 

MCARDLE.J.G. Glitsch Field Services/NDE, Inc. (formerly Industnal Inspection Indus¬ 
tries, Inc. MCARDLE.J.G. Affiliation Not Assigned. 56FR14870 00599. 91/06/10. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58120:350-58120:350. 

9106180069 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedu!es;100% Fee Recovery." 

HOLLANDER,W.D. Harrison Steel Castings Co. 56FR14870 00598. 91/06/10. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58120:200-58120:200. 

9106180073 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

PRENDERGAST.W. LFE Corp. 56FR14870 00597. 91/06/10. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 58120:206-58120:206. 

9106180080 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 

iljac* 10H Pop Ror'fH/orv/ n 

REDHAGE.L.H. X-R-l Testing^ Michigan. 56FR14870 00596. 91/06/10. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 58120:235-58120:235. 

9106180095 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

RIDGWAY.J. FT I Industries, Inc. RIDGWAY.J. Affiliation Not Assigned. 56FR14870 
00595. 91/06/10. CHILK.S.J. Office o* the Secretary of the Commission. Ip. 
58121:229-58121:229. 

9106180100 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

MONTGOMERY,J. Pomont, Inc. MONTGOMERY,J. Affiliation Not Assigned. 
56FR14870 00594. 91/06/04. CHILK.SJ. Office of the Secretary of the Commission. 
Ip. 58121:230-58121:230. 

9106180139 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;!00% Fee Recovery." 

VIDIMOS.R.J. Calumet Testing Services, Inc. 56FR14870 00593. 91/06/05. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58121:001-58121:001. 

9106180144 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

RANDLE,T. X-Ray Industries, Inc. 56FR14870 00592. 91/06/06. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 58121:003-58121:003. 

9106180149 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;! 00% Fee Recovery.” 

FERGUSON.D. 1CI Tracerco. 56FR14870 00591. 91/06/04. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 58121:008-58121:008. 

9106180151 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

DAVIS,B. Mitternight Boiler Works, Inc. 56FR14870 00590. 91/06/05. CHILK.SJ. 
Office of the Secretary of the Commission. Ip. 58121:009-58121:009. 

9106180153 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

YOUNG.R. Triad Chemical. YOUNG,R. Affiliation Not Assigned. 56FR14870 00584. 
91/06/03. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58121-231- 
58121:231. 




9106180154 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules,] 00% Fee Recovery ” 

FUNDERBURK.! N Gammax Inc. FUNDERBURK,'T.N. Affiliation Not Assigned 
56FR1487C CC569 9!, 06-36 CHiLK.S J Office of the Secretary of the Commission. 
Ip 58121 232-58121 232 


9106180234 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” _ .... . 

AKINS,G.S. A & A Nondestructive Testing Services, Inc. AKINS,G.S. Affiliation Not As¬ 
signed 56FR14870 00602. 91/06/05. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58121:245-58121:245. 


9106180157 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules, 100°o Fee Recovery.” 

MCNABB.M Slaughter & Allred. MCNABB.M. Affiliation Not Assigned. 56FR14870 
00583 91 .-06.05 CHiLK.S J. Office of the Secretary of the Commission. Ip. 

58121.233-58121 233 


9106180236 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules;100% Fee Recovery.” ______ 

THAMS K.R. X-Ray Industries, Inc. THAMS.K.R. Affiliation Not Assigned. 56FR14870 
00605. 91/06/11. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58121:105-58121:105. 


9106180178 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules, 100°o Fee Recovery ” 

TORRES.R Longview Inspection, Inc TORRES,R. Affiliation Not Assigned. 
56FR14870 C0582. 9V06/06. CHILK.S.J. Office of the Secretary of the Commission. 
Ip 58121 235-58121.235 

9106180180 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules I00°o Fee Recovery " 

BROWN,B Siemens Gamrr.asomcs, Inc. 56FR14870 00588. 91/06/05. CHILK.S.J. 
Office of me Secretary of the Commission. Ip. 58121:050-58121:050. 

9106180181 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;10Q% Fee Recovery” 

' Oilfield Testers, Inc 56FR14870 00617. 91/06/10. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 58121:236-58l2T236 


9106180238 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

THAMS,K.A. X-Ray Industries, Inc. 56FR14870 00607. 91/06/11. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 58121:106-58121:106. 

9106180242 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery.” 

THAMS,R.W. X-Ray Industries, Inc. 56FR14870 00606. 91/06/11. CHILK.S.J. Office 
of the Secretary of the Commission. Ip. 58121:208-58121:208. 

9106180243 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery.” 

MCCOMBS,M.C. Shafer Valve Co. MCCOMBS,M.C. Affiliation Not Assigned. 
56FR14870 00604. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58121:209-58121:209. 


9106180185 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100°« Fee Recovery.” 

QUIST.C.D. Rosemount, Inc. 56FR14870 00587. 91/06/05. CHILK.S.J Office of the 
Secretary of the Commission. Ip. 58121:051-58121:051. 

9106180188 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

WEAVER.T.W Sauder Custom Fabricators, Inc. WEAVER.T.W. Affiliation Not As¬ 
signed. 56FR14870 00586 91/06/06. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58121-238-58121:238. 

9106180190 Comment opposing proposed rules 1GCFR71.170 & 171, “Rev of Fee 
Schedules; 100°o Fee Recovery." 

KEESiNG.A.V Affiliation Not Assigned. KEESING.A.V. Affiliation Not Assigned. 
56FR14870 00616. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58121:239-58121:239 

9106180195 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

DIDION.D. Didion’s Mechanical DIDION.D. Affiliation Not Assigned. 56FR14870 
00585. 91/06/05. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58121:240-58121:240. 


9106180247 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

BOURDON,R.A. X-R-l Testing of Michigan. BOURDON,R.A. Affiliation Not Assigned. 
56FR14870 00601. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58121:210-58121:210. 

9106180253 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

WILLIAMSON,R.L. World Technical Services, Inc. WILLIAMSON.R.L. Affiliation Not 
Assigned. 56FR14870 00600. 91/06/07. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 58121:211-58121:211. 

9106180258 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

MATTHEIS.M. Wayne Hosp. Co.. Greenville, OH. 56FR14870 00580. 91/06/05. 
SCROGGINS,R.M. Office of the Controller (Post 890205). Ip. 58121:226-58121:226. 

9106180262 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery.” 

BORS.W.P. Gamma Instruments, Inc. BORS.W.P. Affiliation Not Assigned. 56FR14870 
00619. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58121:227-58121:227. 


9106180205 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

SHAMEL.W.H. Northwest X-Ray, Inc. SHAMEL.W.H. Affiliation Not Assigned. 
56FR14870 00615. 91/06/06. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58121:094-58121:094. 

9106180211 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

ZIMMER,S. St. Louts Testing Laboratones, Inc. ZIMMER,S. Affiliation Not Assigned. 
56FR14870 00613. 91/06/07. CHILK.S.J. Office of the Secretary of the Commission 
Ip. 58121:095-58121:095. 


9106180267 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

BREWTON.E.A. Jacksonville Shipyards, Inc. BREWTON.E.A. Affiliation Not Assigned. 
56FR14870 00620. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58121:228-58121:228. 

9106180271 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

FOX.C.E. Intermountain Testing Co. FOX.C.E. Affiliation Not Assigned. 56FR14870 
00618. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58121:246-58121:246. 


9106180212 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;!00% Fee Recovery.” 

SSHERLOCK.F NOT Laboratory. 56FR14870 00610. 91/06/13. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 58121:096-58121:096. 

9106180217 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

KALLMES.O. M/K Systems, Inc. KALLMES.O. Affiliation Not Assigned. 56FR14870 
00609. 91/06/07. CHILK.S.J. Office of the Secretary of the Commission. Ip 
58121:241-58121:241 K ‘ 

9106180220 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

KEENEY,D. K & N Perforators, Inc. KEENEY,D. Affiliation Not Assigned. 56FR14870 
00612. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission Id 
58121:242-58121:242. K ‘ 


9106180223 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

YEOMAN,W.G. Huntington Testing. 56FR14870 00603. 91/06/10. CHILKSJ Office 
of the Secretary of the Commission. 1 p. 58121:097-58121 -.097. 


9106180225 Comment opposing proposed rules 10CFR71.170 & 171 “Rev of Fei 
Schedules; 100% Fee Recovery." 

CABLE.G.D. WekJtek Testing Laboratories, Inc. CABLE,G.D. Affiliation Not Assianec 
56FR14870 00608. 91/06/07. CHILK.S.J. Office of the Secretary of the Commissior 
Ip. 58121:243-5812T243. 


9106190028 Forwards 910510 comment from Met-Cam Testing Labs of Utah, 
Inc,opposing propose rules 10CFR71.170 & 171, “Rev of Feo Schedules; 100% Fee 
Recovery." 

GARN.J. Senate. 56FR14870. 91/06/06. ZECH.L.W. Commissioners (Post 750119). 
Ip. 58142:077-58142:079. 

9106190041 Forwards comment opposing proposed rules 10CFR71.170 & 171, “Rev of 
Fee Schedules; 100% Fee Recovery.” 

BOREN,D.L. Senate. 56FR14870. 91/06/02. BRADBURNE.J.C. Congressional Affairs. 
Ip. 58142:120-58142:122. 

-9106190050 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." Believes that avenues available to recover funds 
other than increasing fees. 

EDWARDS,D.E. Edwards Pipeline Testing, Inc. 56FR14870. 91/05/08. Docketing & 
Services Branch. 2pp. 58142:121-58142:122. 

9106190117 Comment on proposed rules 10CFR71.170 & 171, "Rev of Fee Sched¬ 
ules;! 00% Fee Recovery." 

GLENN,J. Senate. 56FR14870. 91/06/04. Congressional Affairs. 2pp. 58142:264- 


9106190192 Forwards comments on proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

BENTSEN.L. Senate. 56FR14870. 91/06/05. RATHBUN.D. Office of Congressional 
Affairs (Pre 870413). 2pp. 58143:285-58143:289. 


9106180228 Comment opposing proposed rules 10CFR71.170 & 171 “Rev of Fe 
Schedules, 100% Fee Recovery.” 

BURNETT,C. Data Measurement Corp. BURNETT,C. Affiliation Not Assianec 

CH| LK.S.J Office of the Secretary of theCommissloI 

lp dcSi2i.^44-58121:244. 


-9106190198 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

GIBSON,H.W. H & G Inspection Co., Inc. 56FR14870. 91/05/07. Docketing & Serv¬ 
ices Branch. 2pp. 58143:287-58143:289. 


9106180231 Comment opposing proposed rules 10CFR71.170 & 171 "Rev of Fee 
Schedules; 100% Fee Recovery.” ’ 

ABERNATH V .S.F, WOOOS.S. Halliburton Services. 56FR14870 00611 91/06/07 
CHILK.S.J. Office o f the Secretary of the Commission. Ip. 58121:099-58121:099 


9106180233 Commen* opposing proposed rules 10CFR71.170 & 171 “Rev nf Fe 
Schedules; 100% Fee Recovery.” ’ 

KAHN.H J. ASEA Brown Boven, Inc. 56FR14870 00614. 91/06/05. Office of the Se< 
rotary of the Commission. 5pp 5812T100-58121-104 


9106190367 Forwards documents for regulatory history on final rule 10CFR2 re proce¬ 
dures applicable to proceedings for issuance of licenses for receipt of high level rad- 
was { e at geoiogic repository.EncI filed in Central Files. 

WINSBERG.K.L. Office of the General Counsel (Post 860701). AD27-2 01. 91/06/13. 
Document Control Branch (Document Control Desk). 3pp. 58161:284-58161:286. 

91062 0 0013 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

House of Re P- 56FR14870. 91/05/28. CARR.K.M, Commissioners 
(Post 750119). Ip. 58161:093-58161:093. 
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9106200045 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery," on behalf of Penngraph Inc,small corporation locat¬ 
ed in district.Believes license fee for small companies would be burdensome 
CLINGER.W.F. House of Rep. 56FR14870. 91/06/04. Docketing & Services Branch 
ip. 58161.224-58161:224. a c * 

9106210001 Requests extension of 910627 deadline for comment on draft staff techni¬ 
cal position re 56FR22020. 

GARRISON,S.L. Association of Engineering Geologists. 56FR22020. 91/06/12 
MEYER,D.L. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 58173:200-58173:200. 

9106210056 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules: 100% Fee Recovery." 

SAVINI.R.J. LIXI, Inc. 56FR14870 00625. 91/06/12. Docketing & Services Branch 
2pp. 58173:201-58173:202. 

9106210057 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules: 100% Fee Recovery." 

PALMER.J.G. Kleinfelder, Inc. PALMER.J.G. Affiliation Not Assigned. 56FR14870 
00622. 91/06/12. CHILK.S.J. Office of the Secretary of the Commission. Ip 
58173:203-58173:203. 

9106210059 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

GWISDALLA.G.J. Affiliation Not Assigned. 56FR14870 00641. 91/06/11. CHILK.S.J. 
Office of the Secretary of the Commission. 1 p. 58173:204-58173:204. 

9106210060 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules: 100% Fee Recovery." 

GREEN,D. Industrial Testing, Inc. GREEN,D. Affiliation Not Assigned. 56FR14870 
00624. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58173:205-58173:205. 

9106210061 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

JONAS,J.W. Ebasco Services, Inc. (subs, of Enserch Corp.). JONAS,J.W. Affiliation 
Not Assigned. 56FR14870 00621. 91/06/11. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 58173:206-58173:206. 

9106210062 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

HARLLEE.J.W. ATEC Associates, Inc. 56FR14870 00637. 91/06/05. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 58173:207-58173:207. 

9106210063 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

MOCKLI.B. Diamond H. Testing Co. MOCKLI.B. Affiliation Not Assigned. 56FR14870 
00631. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58173:208-58173:208. 

9106210065 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

LEROY,P.G. Urenco, Inc. 56FR14870 00636. 91/06/14. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 4pp. 58173:209-58173:212. 

9106210066 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules;l00% Fee Recovery." 

GRASS,C. Inspection Services & Testing, Inc. (formerly Inspection Services & Engi¬ 
neering). GRASS, C. Affiliation Not Assigned. 56FR14870 00627. 91/06/10. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58173:213-58173:213. 

9106210067 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

MYERS,D.L. Independent Inspection Corp. MYERS,D.L. Affiliation Not Assigned. 
56FR14870 00635. 91/06/05. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58173:214-58173:214. 

9106210068 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

BADIALI.J. Eastern Testing & Inspection, Inc. BADIALI.J. Affiliation Not Assigned. 
56FR14870 00628. 91/06/11. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58173:215-58173:215. 

9106210069 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

WRIGHT,L.D. Duraloy. WRIGHT,L.D. Affiliation Not Assigned. 56FR14870 00623. 91/ 
06/13. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58173:216- 
58173:216. 

9106210070 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

KUMAR,P. St. Charles Hosp., Oregon, OH. 56FR14870 00639. 91/06/14. Docketing 
& Services Branch. Ip. 58173:217-58173:217. 

9106210072 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

GARMAN.J. Unitor Ships Services, Inc. GARMAN.J. Affiliation Not Assigned. 
56FR14870 00626. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission, 
ip. 58173:218-58173:218. 

9106210075 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

JOHNSON,A.G. Industrial Testing International, Inc. JOHNSON,A.G. Affiliation Not As¬ 
signed. 56FR14870 00629. 91/06/07. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58173:219-58173:219. 

9106210077 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

KRUEGEL.R.E. 3 E’s Corp. KRUEGEL.R.E. Affiliation Not Assigned. 56FR14870 
00640. 91/06/11. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58173:220-58173:220. 

9106210084 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” NRC fee schedules will have negative impact on 
users of radioactive matl by increasing fees assessed on users. 

* Construction Materials Testing, Inc. 56FR14870 00634. 91/06/06. CHILK.S.J. Office 
of the Secretary of the Commission. Ip. 58173:221-58173:221. 


9106210088 Comment opposing proposed rules 10CFR71,170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

BUCHANAN,I. Computalog, Inc. 56FR14870 00638. 91/06/12. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 58173:222-58173:222. 

9106210091 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recoveiy." NRC schedules will have negative impact on users 
of radiocactive matl by increasing fees assessed. 

ZURAN.A. MQS Inspection, Inc. (formerly Magnaflux Corp.). ZURAN.A. Affiliation Not 
Assigned. 56FR14870 00633. 91/06/06. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 58173:223-58173:223. 

9106210097 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of of Fee 
Schedules; 100% Fee Recovery." NRC fee schedules will have negative impact on 
users of radioactive matls by increasing fees assessed on users. 

WAGGONER,J. Northeast X-Ray Service, Inc. WAGGONER.J. Affiliation Not As¬ 
signed. 56FR14870 00630. 91/06/11. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58173:224-58173:224. 

9106210101 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of of Fee 
Schedules; 100% Fee Recovery.” NRC fee schedules will have negative impact on ra¬ 
dioactive matls by increasing fees assessed on users. 

FRANCIS,K.E. Francis Systems, Inc. FRANCIS,K.E. Affiliation Not Assiqned. 
56FR14870 00632. 91/06/12. CHILK.S.J. Office of the Secretary of the Commission, 
ip. 58173:225-58173:225. 

9106240012 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

WELLS,B.M. Patzig Testing Laboratories Co., Inc. WELLS,B.M. Affiliation Not As¬ 
signed. 56FR14870 00648. 91/06/14. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58185:115-58185:115. 

9106240028 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovey.” NRC should extend comment period for at least 180 
days. 

LEWIS,G.S. Optimus Corp. LEWIS,G.S. Affiliation Not Assigned. 56FR14870 00644. 
91/06/17. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58185:155- 
58185:155. 


9106240037 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

BECKER,M.A. Progress Services, Inc. BECKER.M.A. Affiliation Not Assigned. 
56FR14870 00649. 91/06/14. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58185:161-58185:161. 

9106240044 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” Comment period should be extended for 180 
days.More time required to ensure that fee schedules reasonable & equitable. 

LEWIS,G.S. Chanute Manufacturing Co., Inc. LEWIS,G.S. Affiliation Not Assigned. 
56FR14870 00646. 91/06/17. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58185:162-58185:162. 

9106240046 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

BOREN,D.L. Senate. 56FR14870. 91/06/11. Docketing & Services Branch. 5pp. 
58185:163-58185:170. 

9106240052 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” Comment period should be extended for 180 days. 
HOLLOWELL.B.A. Atwood & Morrill Co., Inc. (subs, of Foster Wheeler Corp.). 
HOLLOWELL.B.A. Affiliation Not Assigned. 56FR14870 00645. 91/06/17. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 58185:171-58185:171. 

9106240072 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." NRC should reconsider assumption that 100% cost 
recovery is appropriate,in view of enormous negative cost impact rev will have on US 
industry. 

NELSON,S.N. Law Engineering. 56FR14870 00643. 91/06/06. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 58185:194-58185:194. 

9106240074 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

HENDERSON,T.R. X-Ray Industries, Inc. HENDERSON,T.R. Affiliation Not Assigned. 
56FR14870 00647. 91/06/17. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58185:198-58185:198. 

9106240078 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

OLSON,D.W. MQS Inspection, Inc. (formerly Magnaflux Corp.). OLSON,D.W. Affiliation 
Not Assigned. 56FR14870 00642. 91/06/14. WELLSTONE.P. Senate. Ip. 58185:199- 
58185:199. 

9106240165 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

AUFSEESER.L.S. Aufseeser, L.S., DPM. 56FR14870. 91/06/06. PALLONE.F. House 
Of Rep. Ip. 58185:244-58185:244. 

9106250002 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

JOHNSON.D.W. Computalog Wireline Services, Inc. JOHNSON,D.W. Affiliation Not 
Assigned. 56FR14870 00650. 91/06/17. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 58196:001-58196:001. 

9106250003 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Sched¬ 
ules; 100% Fee Recovery." 

* Unitor Ships Services, Inc. * Affiliation Not Assigned. 56FR14870 00651. 91/06/17. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58196:002-58196:002. 

9106250004 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

DIVER, W.S. M.M.P. Quality Inspections, Inc. DIVER,W.S. Affiliation Not Assigned. 
56FR14870 00657. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58196:003-58196:003. 
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9106250005 Comment opposing proposed rules 10CFR71,170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.’’ 

HOOK.B.H. M.M.P. Quality Inspections, Inc. HOOK.B.H. Affiliation Not Assigned. 
56FR14870 00656. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58196:004-58196:004. 

9106250006 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery." 

ARVIZU.J.F. M.M.P. Quality Inspections, Inc. ARVIZU.J.F. Affiliation Not Assigned. 
56FR14870 00658. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58196:005-58196:005. 

9106250007 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;!00% Fee Recovery." 

BAGARRY.A.A. M.M.P. Quality Inspections, Inc. BAGARRY.A.A. Affiliation Not As¬ 
signed. 56FR14870 00659. 91/06/10. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58196:006-58196:006. 

9106250009 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery." 

MURPHY,L. M.M.P. Quality Inspections, Inc. MURPHY,L. Affiliation Not Assigned. 
56FR14870 00660. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58196:007-58196:007. 

9106250011 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules;! 00% Fee Recovery." 

ILIFF.J. M.M.P. Quality Inspections, Inc. 1LIFF.J. Affiliation Not Assigned. 56FR14870 
00661. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58196:008-58196:008. 

9106250012 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

* M.M.P. Quality Inspections, Inc. * Affiliation Not Assigned. 56FR14870 00665. 91/ 
06/10. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58196:009- 
58196:009. 

9106250013 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules'100% Fee Recovery.” 

* M.M.P. Quality Inspections, Inc. * Affiliation Not Assigned. 56FR14870 00662. 91/ 
06/10. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58196:010- 
58196:010. 

9106250015 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;!00% Fee Recovery.” 

* M.M.P. Quality Inspections, Inc. * Affiliation Not Assigned. 56FR14870 00664. 91/ 
06/10. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58196:011- 
58196:011. 

9106250016 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

BRYANT,P. M.M.P. Quality Inspections, Inc. BRYANT,P. Affiliation Not Assigned. 
56FR14870 00663. 91/06/10. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58196:012-58196:012. 

9106250018 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

CAV1NESS.J. United Ships Service VA, Inc. CAVINESS.J. Affiliation Not Assigned. 
56FR14870 00652. 91/06/17. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58196:013-58196:013. 

9106250021 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;!00% Fee Recovery." 

PICKARD,M.M. M.M.P. Quality Inspections, Inc. PICKARD,M.M. Affiliation Not As¬ 
signed. 56FR14870 00654. 91/06/10. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58196:014-58196:014. 

9106250025 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

MCKNIGHT,K.C Curtis F. McKnight Testing Laboratory, Inc. MCKNIGHT,K.C. Affiliation 
Not Assigned. 56FR14870 00653. 91/06/17. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 58196:015-58196:015. 

9106250027 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules;100% Fee Recovery." 

LEADBEATER.T. M.M.P. Quality Inspections, Inc. LEADBEATER.T. Affiliation Not As¬ 
signed. 56FR14870 00655. 91/06/10. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58196:016-58196:016. 

9106260018 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery.” 

PAYNE,D.F. TET, Inc. PAYNE,D.F. Affiliation Not Assigned. 56FR14870 00667. 91/ 
06/17. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58205:012- 
58205:012. 

9106260020 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

* Maynard Steel Casting Co. * Affiliation Not Assigned. 56FR14870 00678. 91/06/21. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 58205:013-58205:013. 

9106260021 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

BUCCI.R.L. Parkview Hosp., Toledo, OH. 56FR14870 00673. 91/06/19. Docketing & 
Services Branch. 2pp. 58205:014-58205:015. 

9106260024 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

WEST.P. Applied Technical Services, Inc. WEST.P. Affiliation Not Assigned. 
56FR14870 00679. 91/06/18. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58205:016-58205:016. 

9106260027 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

WABISZEWSKI.E. Maynard Steel Casting Co. WABISZEWSKI.E. Affiliation Not As¬ 
signed. 56FR14870 00668. 91/06/18. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58205:017-58205:017. 


9106260028 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

HENDERSON,G. Welding Testing-X-Ray, Inc. HENDERSON,G. Affiliation Not As¬ 
signed. 56FR14870 00669. 91/06/18. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. Ip. 58205:018-58205:018. 

9106260030 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

PERRY.R.L. Texas Steel Co. PERRY,R.L. Affiliation Not Assigned. 56FR14870 00676. 
91/06/19. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58205:019- 
58205:019. 

9106260038 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

VAN REENEN.W.J. Atlanta Testing & Engineering. VAN REENEN.W.J. Affiliation Not 
Assigned. 56FR14870 00671. 91/06/18. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 58205:033-58205:033. 

9106260045 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

PENN.W. Affiliation Not Assigned. PENN.W. Big State X-Ray. 56FR148 70 00672. 91/ 
06/18. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58205:035- 
58205:035. 

9106260057 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

PRICE,D.G. Southeastern Atomic Labs. PRICE,D.G. Affiliation Not Assigned. 
56FR14870 00680. 91/06/19. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58205:038-58205:038. 

9106260065 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

GRIEBEL.T.P. CoNel, Inc. GRIEBEL.T.P. Affiliation Not Assigned. 56FR14870 00666. 
91/06/12. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58205:041- 
58205:041. 


9106260067 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery.” 

RICHEY,D. Barnesville Hosp. Association, Inc., Barnesville, OH. 56FR14870 00677. 
91/06/19. Docketing & Services Branch. Ip. 58205:042-58205:042. 

9106260071 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery." 

RUSSELL,J.R. Twin Ports Testing, Inc. RUSSELL.J.R. Affiliation Not Assigned. 
56FR14870 00670. 91/06/19. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58205:043-58205:043. 

9106260105 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules; 100% Fee Recovery.” 

DICHLER.C.R. D&S Testing, Inc. DICHLER.C.R. Affiliation Not Assigned. 56FR14870 
00675. 91/06/20. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
58205:060-58205:060. 

9106260141 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;100% Fee Recovery.” 

ARMSTRONG,T.K. Texas Steel Co. ARMSTRONG,T.K. Affiliation Not Assigned. 
56FR14870 00674. 91/06/19. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58205:091-58205:091. 

9106270193 Forwards info re final rule 10CFR34, “ASNT Certification of Industrial Ra¬ 
diographers." (56FR11504) 

NELLIS.D.O. Radiation Protection & Health Effects Branch. AD35-2 01. 91/06/18. 
EXUM.P. NRC - No Detailed Affiliation Given. 2pp. 58267:020-58267:095. 

—9106270208 Informs of 910304 approval of final rule amending 10CFR34, “ASNT Cer¬ 
tification of Industrial Radiographers.” Congressional Itr package,public announcement 
& regulatory analysis end for transmittal. 

COOL.D.A. Radiation Protection & Health Effects Branch. AD35-2 02. 91/03/11. 
MEYER,D.L. Regulatory Publications Branch. 7pp. 58267:022-58267:028. 

-9106270214 Forwards copy of final rule amending 10CFR34 for publication in 
FR.Amend permits license applicants to affirm radiographer certification in radiation 
safety by ASNT. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD35-2 03. 
91/03/14. GRAHAM,B. Senate, Environment & Public Works. SHARP,P.R., 
KOSTMAYER.P.H. Senate. 3pp. 58267:029-58267:031. 

-9106270266 Forwards final rule for publication in FR that amends 10CFR34, “Licenses 
for Radiography & Radiation Safety Requirements for Radiographic Operations." Sig¬ 
nature requested. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD35-2 04. 
91/02/28. TAYLOR,J.M. Ofc of the Executive Director for Operations. 2pp. 
58267:032-58267:033. 


-9106270283 Requests review of end final rule package & comments. 
HELTEMES.C.J. Office of Nuclear Regulatory Research (Post 860720). AD35-2 05. 
90/09/27. BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 
DENTON,H.E. Office of Governmental & Public Affairs (Post 870413). 3pp. 58267:034- 
58267:036. 

-9106270300 Informs that during 366th 901004-06 ACRS meeting,Committee decided 
not to review amend to 10CFR34 re ASNT certification of industrial radiographers. 
FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. AD35-2 06. 90/ 
10/12. COOL.D.A. Advanced Reactor & Generic Issues Branch. Ip. 58267:037- 
58267:037. 

“9106270308 Forwards final rule package 10CFR34 & amends for ofc review & concur¬ 
rence. 

COOL.D.A. Radiation Protection & Health Effects Branch. AD35-2 07. 91/06/18. 
ALLISON,D.P. Office for Analysis & Evaluation of Operational Data, Director. Ip. 
58267:038-58267:038. 
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“9106270337 Informs that NRC has signed final rule entitled, “ANST Certification of In¬ 
dustrial Radiographers,” amending 10CFR34 to provide license applicants option to 
affirm certification of radiographers by ASNT. 

TAYLOR,J.M. Ofc of the Executive Drector for Operations. AD35-2 08. 91/06/18. 
CARR, ROGERS, CURTISS Commissioners (Post 750119). 15pp. 58267:039- 
58267053. 

9106270327 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules;! 00 % Fee Recovery.” 

KOLB.C.R. CBI Na-Con, Inc. KOLB.C.R. Affiliation Not Assigned. 56FR14870 00683. 
91/06/19. CHILK.S.J. Office of the Secretary of the Commission. Ip. 58233 218- 
58233:218. 

9106270332 Comment opposing proposed rules 10CFR71.170 & 17 i, "Rev of Fee 
Schedules;!00% Fee Recovery.” 

STEVENS,R.S. Integrated Industrial Systems. STEVENS,R.S. Affiliation Not Assigned. 
56FR14870 00684. 91/06/21. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 58233:123-58233:123. 

9106270338 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 100% Fee Recovery.” 

BOSWELL,G. Industrial NDT Co. BOSWELL,G. Affiliation Not Assigned. 56FR14870 
00682. 91/06/20. CHILK.S.J. Office of the Secretary of the Commission, ip. 
58233:219-58233:219. 

9106270349 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee 
Schedules; 1 00% Fee Recovery.” 

CALHOUN,F.L. Industrial Dynamics. 56FR14870 00681. 91/06/20. CHILK.S.J. Office 
of the Secretary of the Commission. Ip. 58233:220-58233:220. 


PROJ PROJECTS - PREDOCKET LICENSING 


9106040094 Discusses presentation for advisory committee meeting to be held on 
910613-14. 

NEASF.R.L. Advanced Reactors Project Directorate (Post 901216). 91/05/28. 
KENNEDY.E.H. Combustion Engineering, Inc. 3pp. 57914:243-57914:245. 

9106040123 Summary of 910514 meeting w/NUMARC,EPRI,GE,C-E & Westinghouse re 
schedules for review of future LWR projects. List of attendees end. 

KENYON,T.J. Standardization Project Directorate (Post 901216). 91/05/22. Standardi¬ 
zation Project Directorate (Post 901216). 54pp. 57917:279-57917:334. 

9106050039 Advises that NSRRC will meet on 910613-14 to address current & planned 
research that will provide technical basis for prototype licensing & design 
certification.Invites recipient to present info on safety research at meeting. 

GUTTER,J.G. Advanced Reactors Project Directorate (Post 901216). 91/05/28. 
SHIFLETT.D.R. AECL, Inc. 3pp. 58003:187-58003:189. 

9106050130 Forwards draft agenda for Nuclear Safety Research Review Committee 
910613-14 meeting in Rockville,MD to address research that will provide technical 
basis for prototype licensing & design certification of advanced reactors. 
DONOHEW.J.N. Advanced Reactors Project Directorate (Post 901216). 91/05/28. 
ROSEN,S. Energy, Dept. of. 3pp. 58008:163-58008:165. 

9106050292 Responds to 910513 Itr requesting requirements for certifying N/V SEV- 
MORPUT to allow for entrance into US. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 91/05/14. USDIN.J. Resource Recycling Corp. 3pp. 57916:123-57916:125. 

9106050305 Informs of invitation to make presentation on safety research to support 
licensing safety analysis for simplified boiling water reactor during Advisory Committee 
910613-14 meeting.Meeting agenda end. 

MCCREE.V.M. Standardization Project Directorate (Post 901216). 91/05/24. 

MCCANDLESS.R.J. General Electric Co. 4pp. 57916:134-57916:137. 

9106050316 Informs of invitation to make presentation on safety research to support 
licensing safety analysis for AP-600 design during Advisory Committee meeting sched¬ 
uled for 910613-14. 

DONATELL.L.F. Standardization Project Directorate (Post 901216). 91/05/24. 

MCINTYRE,B. Westinghouse Electric Corp. 4pp. 57916:140-57916:143. 

9106070072 Requests info re AP-600 containment design & containment cooling inte¬ 
gral test facility. 

DONATELL.L.F. Standardization Project Directorate (Post 901216). 91/05/31. 

MCINTYRE,B. Westinghouse Electric Corp. 2pp. 57993:005-57993:006. 

9106110137 Accepts invitation for presentation of safety research & R&D program in 
support of future application for std design certification at RES Advisory Committee 
910613 meeting. Curriculum vitae end. 

SHIFLETT.D.R. AECL, Inc. 91/06/04. GUTTER,J.G. NRC - No Detailed Affiliation 
Given. 3pp. 58095:288-58095:290. 

9106120305 Notification of 910617 meeting w/DOE in Rockville,MD to discuss coordi¬ 
nation of monitored retrievable storage interactions between NRC & DOE.Agenda will 
1^0 forwarded at later date 

STURZ.F.C. Fuel Cycle Safety Branch. 91/06/10. HAUGHNEY.C.J. Fuel Cycle Safety 
Branch. Ip. 58109:012-58109:012. 

9106130203 Forwards request for addl info to complete review of Vol II of EPRI ALWR 
requirements document for evolutionary plant designs. 

WILSON.J.H. Standardization Project Directorate (Post 901216). TAC M77976. 91/06/ 
05. KINTNER.E.E. A.LWR Utility Steering Committee. 4pp. 58111:289-58111:292. 

9106130302 Forwards WVNS SAR-004,Rev 6 ,Draft A.4, “SAR for Supernatant Treat¬ 
ment Sys” (STS) for review.Operational safety requirements/technical requirements 
applicable to STS end also. 

ROWLAND,T.J. Energy, Dept. of. 91/06/10. HURT,R.D. NRC - No Detailed Affiliation 
Given. 4pp. 58149:033-58149:352. 

-9106130315 WVNS-SAR-004 R06 DRF Draft A.4 of Rev 6 to WVNS-SAR-004, ‘‘Super¬ 
natant Treatment Sys.” 

BURNS,D.C. West Valley Nuclear Services Co., Inc. 91/05/31. 2600pp. 58149:037- 
58149:317. 

“9106130319 Draft E of Rev 7 to Technical Requirement TR/IRTS-5, “STS Process 
Limits.” 

* West Valley Nuclear Services Co., Inc. 91/01/31. 7pp. 58149:318-58149:335. 


-9106130321 Rev 2 to Operational Safety Requirement OSR/GP-7, ‘‘Criticality Safety 
for Liquid Transfers ” 

* West Valley Nuclear Services Co., Inc. 90/01/31. 8pp. 58149:336-58149:343. 

-9106130328 Draft Rev 0 to Operational Safety Requirement OSR-IRTS-10, “Criticality 
Control During Processing of High-Level Waste Through Ion Exchange Columns Con¬ 
taining Tl-Coated Zeolite." 

* West Valley Nuclear Services Co., Inc. 91/03/14. 9pp. 58149:344-58149:352. 

9106130357 Requests written concurrence w/position on aisle space for storage of ra¬ 
dioactive mixed waste in solid waste mgt Units 15 & 16A. 

ROWLAND,T.J. Energy, Dept. of. 90/11/29. GORMAN,J. Environmental Protection 
Agency. COUNTERMAN,P. New York, State of. 3pp. 58111:164-58111:166. 

9106130360 Requests written concurrence w/understanding on storage of spent nucle¬ 
ar fuel at West Valley Demonstration Project. Current plan calls for DOE to begin re¬ 
moving fuel in certified casks by 940701. 

ROWLAND,TJ., HARBISON.S.G., BUGGY,J.J. Energy, Dept. of. 90/10/29. 
GORMAN,J. Environmental Protection Agency. COUNTERMAN,P. New York, State of. 
2pp. 58111:229-58111:230. 

9106130364 Responds to 901011 Itr re rooms in main processing bldg, inaccessible or 
of restricted access due to high radiation levels. 

COUNTERMAN,P.R. New York, State of. GORMAN,J. Environmental Protection 
Agency. 90/12/13. ROWLAND,T.J. Energy, Dept. of. HARBISON.S.G. New York. 
State of. BUGGY,J.J. West Valley Nuclear Services Co., Inc. 2pp. 53111:231- 
58111:232. 

9106130366 Responds to 901010 Itr re regulatory determination to allow continued use 
of low-level radwaste treatment facility lagoons. 

COUNTERMAN,P.R New York, State of. GORMAN,J. Environmental Protection 
Agency. 90/12/13. ROWLAND,T.J. Energy, Dept. of. HARBISON.S.G. New York, 
State of. BUGGY,J.J. West Valley Nuclear Services Co., Inc. 2pp. 58111:233- 
58111:234. 

9106130368 Requests written concurrence w/understanding on continued use of low- 
level radwaste treatment facility lagoons. 

ROWLAND,T.J. Energy, Dept. of. HARBISON.S.G. New York, State of. BUGGY,J.J. 
West Valley Nuclear Services Co., Inc. 90/10/10. GORMAN,J. Environmental Protec¬ 
tion Agency. COUNTERMAN,P. New York, State of. 2pp. 58111:235-58111:236. 

9106130371 Requests written concurrence w/understanding on confirmation of compli¬ 
ance w/land disposal restrictions for storage & treatment of high-level radioactive 
mixed waste at West Valley Demonstration Project. 

ROWLAND,T.J. Energy, Dept. of. BUGGY,J.J. West Valley Nuclear Services Co., Inc. 
HARBISON.S.G. New York, State of. 91/04/29. GORMAN,J. Environmental Protection 
Agency. COUNTERMAN,P. New York, State of. 5pp. 58112:018-58112:022. 

9106170105 Notification of 910523 meeting w/General Nuclear Sys,Inc in Livermore,CA 
to discuss review of CASTOR X Topical SAR. 

SCHNEIDER,J.F. Fuel Cycle Safety Branch. 91/06/11. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. Ip. 58161:327-58161:327. 

9106180214 Discusses status of sealed rooms in West Valley Demonstration Project 
main process bldg. 

ROWLAND,T.J., HARBISON.S.G., BUGGY,J.J. Energy, Dept. of. 90/10/11. 
GORMAN.J. Environmental Protection Agency. COUNTERMAN,P. New York, State of. 
2pp. 58174:107-58174:108. 

9106180276 Forwards hand-marked changes to pages of Vol II of util requirements doc¬ 
ument & Vol III page changes.Addl page changes expected as result of future interac¬ 
tion w/NRC. 

BOCKHOLD.G. Electric Power Research Institute. 91/06/11. Document Control 
Branch (Document Control Desk). 135pp. 58170:008-58170:198. 

9106200050 Forwards weekly update of Level II schedule for resumption of waste tank 
farm processing for info. 

YEAZEL.J.A. Energy, Dept. of. 91/06/12. MCINTOSH,T. Energy, Dept. of. 5pp. 
58200:067-58200:071. 

9106210318 Notification of 910701-02 meeting w/GE,BNL,RES & EG&G in San 
Jose.CA to discuss Std BWR,testing & verification.Discussion topics end. 
MCCREE.V.M. Standardization Project Directorate (Post 901216). 91/06/18. 

MILLFR.C.L. Standardization Project Directorate (Post 901216). 4pp. 58186:006- 
58186:009. 

9106240203 Requests info re current AP-600 design. 

DONATELL.L.F. Standardization Project Directorate (Post 901216). 91/06/13. 
MCINTYRE,B.A. Westinghouse Electric Corp. 4pp. 58198:020-58198:023. 

9106250059 Forwards TK50 tape & DOS diskette containing SBWR version of TRAC & 
compressed set of input files & instructions & figures that may be used in analysis.W/ 
o end. 

BAECHLER.J.C. General Electric Co. 91/06/21. MODRO.S.M. EG&G Idaho, Inc. 
(subs, of EG&G, Inc.). MODRO.S.M. Idaho National Engineering Laboratory. 2pp. 
58213:339-58213:340. 

9106250151 Trip rept of 910513-17 visit to DOE West Valley Demonstration Project site 
to review activities w/West Valley Nuclear Svcs Co (DOE contractor) re transportation 
of radioactive matl.List of attendees end. 

BORES,R.J. Region 1 (Post 820201). 91/06/18. HURT.R.D. Fuel Cycle Safety 
Branch. 6pp. 58221:133-58221:138. 

9106250173 Solicits NRC help in ensuring that coping meeting re proposed U enrich¬ 
ment plant to be built in Homer,LA will be held in affected community. 

GILMORE,M. Affiliation Not Assigned. 91/06/17. LOYSEN.P. NRC - No Detailed Affili¬ 
ation Given. Ip. 58211:001-58211:001. 

9106270310 Trip rept of 910603 visit to West Valley site to review modeling subsurface 
flow & transport at West Valley FDA waste disposal area using VAM2D flow & trans¬ 
port code. List of attendees & viewgraphs end. 

PARROTT,J.D. Decommissioning & Regulatory Issues Branch (Post 901230). 
NICHOLSON,T.J. Waste Management Branch. 91/06/25. HURT.R.D. Fuel Cycle 
Safety Branch. 53pp. 58268:267-58268:320. 
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PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 

9106060055 Advises that util identified five addl transmitters of type described in NRC 
Bulletin 90-001, “Loss of Fill-Oil in Transmitters Mfg by Rosemount.” Transmitters lo¬ 
cated in warehouse & returned to Rosemount. 

KElSER.H.W. Pennsylvania Power & Light Co. IEB-90-001. 91/05/30. BUTLER,W.R. 
Project Directorate 1-2. 2pp. 58010:329-58010:330. 

9106060236 Discusses licensee responsibilities under 10CFR21 re replacement parts 
for safety-related hydrogen analyzers.per 910403 telcon. 

POTAPOVS,U. Vendor Inspection Branch. GL-89-02. 91/04/17. PUST.H. Teledyne 
Analytical Instruments, Inc. 11pp. 57934:348-57934:358. 

9106100224 Followup to 910502 Part 21 rept,consisting of list of customers who pur¬ 
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII 
customers notified via registered mail. 

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58052:091-58052:092. 

9106100243 Part 21 rept re possible mfg problem w/220339-001-G coils or solenoid 
valves incorporating 220339-001-G coils.List of customers possessing potentially af¬ 
fected product end. Expects to notify customers on or before 910607. 

BYRNE,A.G. Automatic Switch Co. 91/05/31. MURLEY.T.E. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 3pp. 58052:099-58052:101. 

9106100381 Part 21 rept re discovery of resonant frequencies during testing of NH90 
hydramotor actuator.Addl analysis performed. Analysis results does not indicate any 
defect in design or mfg of actuator. 

EVARTS.D.P. ITT Corp. 91/05/02. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 2pp. 58017:295-58017:296. 

9106110022 Interim Part 21 rept re E7000 Agastat relays.lnitialiy reported on 9l0520.Ltr 
sent to customers,offering free replacement & copy of return shipping label end. 
GERARD,J.F. Amerace Corp. 91/06/05. Office of Nuclear Reactor Regulation, Direc¬ 
tor (Post 870411). 3pp. 58095:250-58095:252. 

9106110185 Forwards test rept 81-90-E which summarizes investigation & findings of 1“ 
& 3/4" x 12“ Hilti Kwik Bolt expansion anchors. 

WOLLMERSHAUSER Hilti Fastening Systems. 91/03/14. MARTIN,R.D. Region 4 
(Post 820201). 6pp. 58095:335-58095:340. 

9106110198 Part 21 rept re Edward controlled closure check valves & testable piston 
check valves dashplate bolt failures due to rapid valve opening or impulsive differen¬ 
tial pressure surge across dashplate.Design changes recommended. 

SOOK.R. Rockwell International Corp. 91/04/23. ROSSI,C. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 25pp. 58114:207-58114:237. 

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace¬ 
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of 
power supply rendering single channel area monitor inoperable. 

PARKER.J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp. 
58109:025-58109:026. 

9106120125 Part 21 rept re failure to comply w/purchase orders when shipping 12 
3000# socket weld unions,ASTM B247 Alloy 6061-T6 & three 150# pipe 
flanges,ASTM B62 cast brass.Matl supplied following commercial program. 
WOOTTON.M.H. Connex Pipe Systems, Inc. 91/04/05. KEPPLER.J.G. Region 3 (Post 
820201). 3pp. 58125:238-58125:240. 

9106130061 Part 21 rept re seat leakage in valves during normal operation &/or when 
tested in accordance w/local leak rate testing & exceeded allowable leakage rate. 
SHIEH.J. Valcor Engineering Corp. 91/05/22. PETROSINO.J.J. Division of Reactor In¬ 
spection & Safeguards (Post 870411). 4pp. 58112:110-58112:113. 

9106180024 Interim Deviation/Noncompliance Rept 067 re dry-type insulator cracking in 
transformer supplied by Westinghouse.lnitially reported on 910513.Util notified vendor 
on 910430 that problem affects Class IE transformer. 

SORENSEN,G.C. Washington Public Power Supply System. GO3-91-082. 91/06/10. 
Document Control Branch (Document Control Desk). 7pp. 58176:036-58176:042. 

9106180318 Part 21 rept re potential deviation where Agastat E7022 & E7024 A - L 
series relays may not time out within specified time.Caused by poorly plated core 
stops.Customers possessing relays will be requested to return relays for repair. 
GERARD,J.F. Amerace Corp. 91/05/20. Office of Nuclear Reactor Regulation, Direc¬ 
tor (Post 870411). 5pp. 58178:343-58178:347. 

9106190004 Final deficiency rept re Limitorque SMB 00 torque switches w/potentially 
defective roll pins installed or. valve actuators.lnitially reported on 910312.Defective 
switches at Unit 2 will be replaced prior to fuel load. 

WALLACE.E.G. Tennessee Valley Authority. WBRD-50-391/91-09. 91/06/11. Docu¬ 
ment Control Branch (Document Control Desk). 5pp. 58195:336-58195:340. 

9106210223 Advises that 900717 response to NRC Bulletin 90-001, “Loss of Fill Oil in 
Transmitters Mfg by Rosemount” acceptable, based on verification that subj transmit¬ 
ters not installed in safety-related sys. 

SHIRAK1.C.Y. Project Directorate 111-3. IEB-90-001. 91/06/18. LIU.L. Iowa Electric 
Light & Power Co. 3pp. 58208:004-58208:006. 

9106210230 Forwards notification received from Amalgamated Svcs.lnc per Part 21 re 
non-qualified power supply being used in single channel area monitor,for info.Branch 
plans no further generic action on matter. 

CUNNINGHAM,L.J. Radiation Protection Branch. 91/06/18. JOYNER,J.H., 
COLLINS.D.M. Region 1 (Post 820201). GREGER.L.R. Region 3 (Post 820201). 5pp. 
58181:026-58181:032. 

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257- 
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils 
end .Training session scheduled for in-house personnel. 

KOELLER.M. Dieterich Standard Corp. 91/06/17, Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 8pp. 58213:214-58213:221. 

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby 
diesel generator sys involving intake & exhaust power valve springs mfg by Associat¬ 
ed Spring.Recommends that springs be inspected on periodic basis. 

GUNTRUM.B.C. Cooper Industries, Inc. 157. 91/06/19. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 7pp. 58244:022-58244:028. 


9106270260 Final Part 21 Rept 91-02 re electrical penetration assembly module seals 
made of polyurethane & mfg by Parker Packing. Polyurethane matl may degrade in 
use as containment pressure boundary seal.Polyurethane seals will be replaced. 
CROSS,J.E. Portland General Electric Co. 91-02. 91/06/24. MARTIN,J.B. Region 5 
(Post 820201). 4pp. 58254:353-58254:356. 


QA999 QUALITY ASSURANCE INSPECTIONS 


9106070318 Forwards Insp Rept 99900728/91-01 on 910211-15 & notice of violation. 
POTAPOVS,U. Vendor Inspection Branch. 91/06/03. LANDBERG.G. Valcor Engineer¬ 
ing Corp. 2pp. 58017:115-58017:129. 

—9106070322 Notice of violation from insp on 910211-15.Violations noted: S2110, 
“10CFR21 Defects & Non-Compliance Reporting Procedure,” not adequate. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/03. 2pp. 
58017:117-58017:118. 

—9106070326 Insp Rept 99900728/91-01 on 910211-15.Violations noted:Major areas 
inspected:reviewed circumstances surrounding recent solenoid valve problems identi¬ 
fied re Fyrquel 150 hydraulic fluid. 

PETROSINO.J.J. Vendor Inspection Branch. MCINTYRE,R. Division of Reactor In¬ 
spection & Safeguards (Post 870411). 91/05/16. 11pp. 58017:119-58017:129. 

9106100137 Discusses current transformer cracking problem at facility. Proprietary cur¬ 
rent transformer data sheet encI.EncI withheld. 

EGLI.A.W. Piedmont Dielectrics Corp. 91/05/14. NAIDU.K. NRC - No Detailed Affili¬ 
ation Given. 9pp. 58165:307-58165:315. 

9106120239 Responds to violations noted in Insp 99901176/90-01 on 900716-18.Cor- 
rective actions:any purchase orders with listed info will not be honored & participation 
in producing structural steel tubing for nuclear applications stopped. 

LASKOWSKI.S.J. Palmer Tube Mills, Ltd. EA-90-167. 91/04/02. GRIMES,B.K. Division 
of Reactor Inspection & Safeguards (Post 870411). 2pp. 58125:242-58125:244. 

—9106120242 Requests addl 30-day extension to respond to violations noted in Insp 
99901176/90-01 due to illness of QC manager. 

MILTON,G.J. Palmer Tube Mills, Ltd. EA-90-167. 90/11/29. GRIMES,B.K. Division of 
Reactor Inspection & Safeguards (Post 870411). Ip. 58125:244-58125:244. 

9106120336 Forwards list of customers notified of seat leakage concern. 

SHIEH.J. Valcor Engineering Corp. 91 /05/22. PETROSINO.J.J. Division of Reactor In¬ 
spection & Safeguards (Post 870411). 4pp. 58109:019-58109:022. 

9106140035 FOIA request for documents re vendor insp 99901081/87-01 on 870217-20 
concerning Inland Steele Co supplying defective beams for emergency core cooling 
spray array at North Anna Power Station. 

EHRET,J.B. Butler, Callahan & Ehret. 91/04/04. REED.C.A. Division of Freedom of 
Information & Publications Services (Post 890205). Ip. 58131:321-58131:321. 

9106140047 Final response to FOIA request for documents re insp rept 99901081/87- 
01.Records in app A already available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/05/02. EHRET,J.G. Butler, Callahan & Ehret. 3pp. 58131:322-58131:324. 

9106180084 Ack receipt of 910503 Itr informing NRC of steps taken to correct violations 
noted in insp rept 99900067/91-01. 

NORRHOLM,L.J. Vendor Inspection Branch. 91/06/12. KOENDERMAN.P.P. Babcock 
& Wilcox International. 2pp. 58120:239-58120:240. 

9106180099 Ack receipt of 910402 Itr informing NRC of steps taken to correct violations 
noted in insp rept 99901176/90-01.NRC understands that licensee terminated produc¬ 
ing or supplying steel tubing designated as nuclear safety-related. 

NORRHOLM.L.J. Vendor Inspection Branch. EA-90-167. 91/06/12. MILTON,G. 
Palmer Tube Mills, Ltd. 2pp. 58120:351-58120:352. 

9106190006 Forwards proposed changes or clarifications to Rev F to Std Nuclear OA 
Program (SWSQAP 1-74A).W/o end. 

BURNS,R.G. Stone & Webster Engineering Corp. 91/06/13. SPRAUL.J. Document 
Control Branch (Document Control Desk). 23pp. 58249:089-58249:111. 


REGGD REGULATORY GUIDES 


9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of 
Emergency Diesel Generator Malfunctions. ” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03. 
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172. 

9106030160 Forwards SSER granting licensee 901023 request for deviation from rec¬ 
ommendations of reg guide 1.97 re RCS soluble boron concentration instrumentation. 
MARTIN,R. Project Directorate 11-3. TAC 79196. 91/05/16. TUCKMAN.M.S. Duke 
Power Co. 2pp. 57892:301-57892:304. 

—9106030169 SSER granting licensee request for deviation from recommendations of 
reg guide 1.97 re RCS soluble boron concentration instrumentation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/16. 2pp. 
57892:303-57892:304. 

9106060084 Comment supporting extension of time for proposed rule 56FR16130, "So¬ 
licitation of Public Comments on Generic Issue 23." 

BOHLKE.W.H. Florida Power & Light Co. 56FR16130 00001. 91/05/28. CHILK Office 
of the Secretary of the Commission. 3pp. 57912:233-57912:235. 

9106060212 Forwards SER re plant station blackout analysis review & concluded that 
some actions & verifications need to be completed. 

HOLIAN.B. Project Directorate 111-3. TAC 68578. 91/05/20. SLADE.G.B. Consumers 
Power Co. 4pp. 57920:347-57920:357. 

—9106060216 SER accepting util submittal re station blackout evaluation, if stated ac¬ 
tions & verifications completed. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 7pp. 
57920:351-57920:357. 
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91060 7 °105 Trip rapt of 910521 & 22 meetings re ASME Boiler & Pressure Vessel 
Committee Working Group on Valves. 

KIESSEL.R.J. Generic Communications Branch. GL-89-10 91/05/30 

BERLINGER.C.H. Generic Communications Branch. 42pp. 58014:119-58014.177. 

9106100047 Forwards insp rept 50-266/91-10 & 50-301/91-10 on 910513-17 No viola¬ 
tions noted. 

RING,M.A. Region 3 (Post 820201). 91/06/04. FAY,C.W. Wisconsin Electric Power 
Co. 2pp. 57932:062-57932:070. ciecinc, rower 

-9106100054 Insp repts 50-266/91-10 & 50-301/91-10 on 910513-17.No violations 
noted.Major areas inspected.licensee implementation of post accident monitoring in¬ 
strumentation in accordance w/reg guide 1.97,rev 2. 

KOPP.M.J., GAINTY.C.A., JABLONSKI.F.J. Region 3 (Post 820201) 50-301/91-10 
91/06/03. 6pp. 57932:064-57932:070. ' 


9106120003 Forwards Beaver Valley Power Station Evaluation of Adequacy of Existing 
Neutron Flux Instrumentation for NUREG-0737,Suppl 1.” Rept submitted in lieu of up¬ 
grading instrumentation per Rev 2 to Reg Guide 1.97. 

SIEBER.J.D. Duquesne Light Co. TAC 51071. 91/05/31. Document Control Branch 
(Document Control Desk). 2pp. 58127:105-58127:194. 

9106130099 Requests extension of comment period for generic issue 23 re reactor 
coolant pump seal failure. 

MUENCH.G.W. Entergy Operations, Inc. 56FR16130 00002. 91/05/31. CHILK.S.J. 
Office of the Secretary of the Commission. 3pp. 58041:040-58041:042. 

9106140021 Responds to NRC 910131 Itr identifying deviation from Reg Guide 1.97 re 
min flow for shield bldg stack instrumentation.Existing calculations demonstrated that 
10CFR100 offsite dose limits not exceeded. 

WALLACE,E.G. Tennessee Valley Authority. 91/06/11. Document Control Branch 
(Document Control Desk). 4pp. 58143:329-58143:332. 


9106180001 Requests approval to revise tornado design criteria,per Reg Guide 
1.76,Section C.1.2 for rotational & translational velocities. “Justification for Revised 
Tornado Design Criteria” end. 

SORENSEN,G.C. Washington Public Power Supply System. G02-91-116. 91/06/07. 
Document Control Branch (Document Control Desk). 3pp. 58175:048-58175:064. 

9106180119 Forwards SE re licensee 900530 & 910212 responses to station blackout 
rule per 10CFR50-63.NRC finds that util conforms w/ station blackout rule & guidance 
provided in Reg Guide 1.155. 

FAIRTILE.M. Project Directorate 1-3. TAC 68620. 91/06/05. TREMBLAY,L.A. Vermont 
Yankee Nuclear Power Corp. 5pp. 58147:174-58147:224. 

—9106180125 SE re util responses to station blackout rule.NRC finds that licensee con¬ 
forms w/station blackout rule & guidance provided in Reg Guide 1.155. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/05. 15pp. 
58147:179-58147:193. 


9106180249 Rev to 901207 application for amend to License NPF-12, consisting of TS 
Change TSP 900004-1 to include requirements of Reg Guide 1.8,Rev 2 to differentiate 
between training requirements for licensed & nonlicensed staff. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 91/06/11. Document Control Branch 
(Document Control Desk). 2pp. 58170:001-58170:007. 

9106190285 Provides commitments as required per insp & compliance to reg guide 
1.97.Updated list of post-accident instrumentation & status of compliance will be pro¬ 
vided by 911215. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. B-13862. 91/06/14. Document Control Branch 
(Document Control Desk). 2pp. 58187:313-58187:314. 

9106200010 Application for amend to License NPF-12,consisting of Tech Spec Change 
TSP 900002-0,revising TS 4.8.2.1 & bases to reflect improvements to dc electrical 
power sources in compliance w/Reg Guide 1.155. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 91/06/12. Document Control Branch 
(Document Control Desk). Ip. 58200:319-58200:329. 

9106250086 Submits results of steam generator tube evaluation,per Reg Guide 
1.121 .Evaluation undertaken as result of identification of steam generator tubes w/cir- 
cumferential cracking.Insp frequency of once per outage sufficient. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. MN-91-97. 91/06/20. Document 
Control Branch (Document Control Desk). 3pp. 58213:341-58213:343. 

9106260254 Updates status & confirms 910610 telcon notification re completion of in¬ 
stallation of containment high radiation signal on containment vent line for Unit 2.Con- 
tainment vent path established per Reg Guide 1.97 & TMI Item II.E.4.2. 

CREEL,G.C. Baltimore Gas & Electric Co. TAC 53365. 91/06/14. Document Control 
Branch (Document Control Desk). 2pp. 58244:133-58244:138. 

9106260316 Responds to NRC 910417 Itr re main feedwater piping elbow cracking & 
misalignment.Temp & displacement instrumentation installed at certain locations on 
main feedwater piping loops A & C. Marked-up FSAR end. 

SIEBER.J.D. Duquesne Light Co. TAC 79769. 91/06/14. Document Control Branch 
(Document Control Desk). 16pp. 58238:171-58238:186. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 

9106030120 Forwards recently revised & approved charter for CRGR.Rev for clarifica¬ 
tion & updating purposes. 

JORDAN,E.L. Committee to Review Generic Requirements. 91/05/08. Affiliation Not 
Assigned. 2pp. 57894:185-57894:211. 

9106040216 Forwards comments & requests for addl info on proposed std language for 
NUMARC/NUPLEX industry rept,per NUMARC 910228 Itr.Mark-ups on NUMARC 
submittal,including editorial changes also provided. 

CRAIG,J.W. License Renewal Project Directorate (Post 901216). 91/05/30. 

GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 24pp. 57914:076-57914:099. 

9106040226 Requests performance of evaluation to determine critical flaw size(s) which 
would maintain structural stability & demonstration that specific insp program would 
detect critical flaw to permit timely corrective action. 

CRAIG.J.W. License Renewal Project Directorate (Post 901216). 91/05/29. 

GRIFFING.E. Nuclear Management & Resources Council (NUMARC) (formerly Nucle¬ 
ar Utility Manage. 3pp. 57917:148-57917:150. 


9106040433 Notification of 910612 meeting w/NUMARC in Rockville,MD to discuss res¬ 
olution of NUMARC responses to staff request for addl info re PWR RCS industry 
rept. 

KIM.T.J. License Renewal Project Directorate (Post 901216). 91/05/29 GRAIG J Li¬ 
cense Renewal Project Directorate (Post 901216). 2pp. 57917:153-57917:154. 

9106050043 Forwards EPRI proprietary Repts NP 7147, “Seismic Ruggedness of 
Relays” & NP 5223, “Generic Seismic Ruggedness of Power Plant Equipment” in 
support of generic implementation procedure.W/o ends. 

SMITH,N.P. Seismic Qualification Utility Group. 91/05/24. MURLEY.T E Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). Ip 58033058-58033:658. 

9106050310 Notification of 910528 meeting w/NUMARC in Rockville.MD to identify in¬ 
dustry questions re implementation of new major rev of 10CFR20. 

CUNNINGHAM,L.J. Radiation Protection Branch 91/05/24 MURLEY T. 
RUSSELL,W., GODY.A. NRC - No Detailed Affiliation Given. 2pp 57916 138- 


9106050331 2523 “Changes in Emergency Plans for Protection of Personnel & Popula¬ 
tion After Accident at Chernobyl Nuclear Power Plant.” 

KONUEVOI.A. SCITRAN Co. 91/05/30. 24pp. 57905:006-57905:029. 

9106050388 Forwards detailed side-by-side presentation of 901105 draft discussion 
paper,industry alternatives & justification in order to help identify enhancements & pro¬ 
posed alternatives which can meet mutual objectives,per 901114 meeting. 
GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 91/05/29. CRAIG.J.W. License Renewal Project Directorate 
(Post 901216). 33pp. 58007:316-58007:348. 

9106060069 NRC 2525 “Actions Taken by USSR state Committee for Oversight of Nu¬ 
clear Power Industry Reporting Radiation Incidents at Nuclear Power Plants 
MAZALOV.A. SCITRAN Co. 91/05/31. 15pp. 57935:167-57935:181. 

9106060080 NRC 2526 “Inspectorate of State Committee of Soviet Union for Supervis¬ 
ing Operational Safety in Industry & Nuclear Power at Zaporozhe Nuclear Power 
Plant." 

* SCITRAN Co. 91/05/31. 9pp. 57934:280-57934:288. 

9106060100 NRC 2524 “Press Release.” 

* SCITRAN Co. 91/05/31. 7pp. 57935:182-57935:188. 

9106060106 NRC 2521 “Regulation Governing Procedure for Investigating & Recording 
Disruptions In Operation Of Nuclear Power Plants.” 

* SCITRAN Co. 91/05/31. 50pp. 57935:189-57935:238. 

9106060112 NRC 2528 “Allocation Of Insp Resources of Region Depending on Level of 
Nuclear Power Plant Safety.” 

KHROMOV.V. SCITRAN Co. 91/05/31. 17pp. 57935:239-57935:255. 

9106060244 Summary of 910528 meeting w/NUMARC in Rockville.MD re implementa¬ 
tion of new major rev of 10CFR20. 

CUNNINGHAM,L.J. Radiation Protection Branch. 91/05/31. CONGEL.F.J. Division of 
Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 57919:163- 
57919:164. 

9106070141 Summary of 910514 meeting w/NUMARC in Rockville.MD to discuss seis¬ 
mic evaluation procedure proposed in EPRI rept NP-6628. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 91/05/30. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 46pp. 58017:147-58017:192. 

9106070148 Summary of 910502 meeting w/NUMARC in Rockville.MD re implementa¬ 
tion of fitness-for-duty programs.List of attendees & meeting announcements end. 
MCPEEK.E. Reactor Safeguards Branch. 91/06/04. MCKEE,P.F. Reactor Safeguards 
Branch. 3pp. 57993:023-57993:053. 

9106070227 Summary of 910321,0508 & 09 meetings w/Seismic Qualification Util 
Group,EPRI & Senior Seismic Review & Advisory Panel re NRC comments on USI A- 
46 generic implementation procedure, rev 2.List of attendees end. 

NORBERG.J.A. Mechanical Engineering Branch. 91/05/31. RICHARDSON,J.E. Divi¬ 
sion of Engineering Technology (Post 890827). 41pp. 57993:240-57993:280. 

9106110276 Notification of CRGR Meeting 208 on 910611 in Rockville, MD to discuss 
generic Itr transmitting new insp guidance on interpreting Tech Spec operability re¬ 
quirements. 

JORDAN,E.L. Committee to Review Generic Requirements. 91/06/03. ARLOTTO.G.A. 
Office of Nuclear Material Safety & Safeguards. MIRAGLIA.F.J. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). MOORE,J.E. Office of the General Counsel 
(Post 860701). 3pp. 58040:320-58040:322. 

9106120322 Advises that NUMARC supports Alternative 1,described in SECY 91-138 to 
replace current requirements to compile current licensing basis.Marked-up statement 
of considerations end. 

COLVIN,J.F. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 91/06/11. CARR.K.M. Commissioners (Post 750119). 41pp. 
58106:121-58106:161. 

9106130091 Summary of 910501 meeting w/NUMARC,Joint Owners Group Accident 
Mgt Advisory Committee & EPRI for NUMARC & EPRI to present selected portions of 
revised EPRI Technical Basis Rept.Encl withheld. 

PALLA.R.L. Risk Application Branch. 91/05/21. CONGEL.F.J. Division of Radiation 
Protection & Emergency Preparedness (Post 870411). 38pp. 58112:141-58112:178. 

9106130168 Notification of 910606 meeting w/NUMARC in Rockville.MD to discuss po¬ 
tential for working group on simulator scenario const. 

GALLO,R.M. Operator Licensing Branch. 91/06/05. ROE,J.W. Division of Licensee 
Performance & Quality Evaluation (Post 870411). Ip. 58110:306-58110:306. 

9106130203 Forwards request for addl info to complete review of Vol II of EPRI ALWR 
requirements document for evolutionary plant designs. 

WILSON.J.H. Standardization Project Directorate (Post 901216). TAC M77976. 91/06/ 
05. KINTNER.E.E. ALWR Utility Steering Committee. 4pp. 58111:289-58111:292. 
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9106130354 NRC 2527 “Planning Operations of State Committee of Soviet Union for 
Supervising Operational Safety in Industry & Nuclear Power on Basis of Results of 
Analysis of Safety Relevant Events at Nuclear Power Plants.” 

MAZALOV.A. SCITRAN Co. JCCCNRS WG-1. 91/05/31. 205pp. 58122:001- 
58122:243. 

9106180207 Summary of 910606 meeting w/NUMARC re results of NUMARC recent 
study re scope,depth & complexity of requalification simulator scenerios. 

ROE.J.W. Division of Licensee Performance & Quality Evaluation (Post 870411). 91/ 
06/14. TIPTON,T.E. Nuclear Management & Resources Council (NUMARC) (formerly 
Nuclear Utility Manage. 2pp. 58146:280-58146:297. 

9106180229 Notification of 910621 meeting w/NUMARC in Rockville,MD to discuss 
NUMARC activities re shutdown plant issues. 

PERCH,R.L. Instrumentation & Control Systems Branch. 91/06/13. JONES,R.C. Re¬ 
actor Systems Branch. 2pp. 58146:344-58146:345. 

9106180321 Notification of 910617 telcon in Rockville,MD to discuss resolution of 
NUMARC response to NRC supplemental comments on NUMARC BWR RPV & inter¬ 
nals industry repts. 

PARKHILL.R. License Renewal Project Directorate (Post 901216). 91/06/07. 
CRAIG,J. License Renewal Project Directorate (Post 901216). 2pp. 58146:312- 
58146:313. 

9106180324 Summary of 910528 telcon w/NUMARC re status of NRC evaluation of 
NUMARC 910315 response.Participants as listed. 

PARKHILL.R. License Renewal Project Directorate (Post 901216). 91/06/10. 
CRAIG.J. License Renewal Project Directorate (Post 901216). 3pp. 58146:314- 
58146:316. 

9106210139 Submits proposal of adding task to Working Group 2,analysis of safety of 
NPPs in USSR & US,for consideration.Task would involve study of operating practices 
of Soviet NPP in achieving low radiation level. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. JCCCNRS WG-2. 91/05/ 
31. SIDORENKO,V.A. Union of Soviet Socialist Republics. 3pp. 58178:164-58178:166. 

9106210158 Ack receipt of 910430 request that NRC represent V Strizhov credentials to 
NAS.While NRC cannot speak for either NAS or DOE.it should be noted that lab such 
as BNL has expertise in some aspects of research which interest Strizhov. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. JCCCNRS WG-1. 91/05/ 
31. SIDORENKO,V.A. Union of Soviet Socialist Republics. 2pp. 58178:159-58178:163. 

--9106210163 Requests that NRC support V Strizhov visits to natl labs in US by repre¬ 
senting Strizhov credentials to NAS. 

SIDORENKO,V.A. Union of Soviet Socialist Republics. JCCCNRS WG-1. 91/04/30. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 3pp. 58178:161- 
58178:163. 

9106240304 Summary of 910530 meeting w/NUMARC to discuss resolution of NRC 
comments re BWR primary coolant pressure boundary license renewal industry rept. 
KIM.T.J. License Renewal Project Directorate (Post 901216). 91/06/18. CRAIG,J.W. 
License Renewal Project Directorate (Post 901216). 8pp. 58205:180-58205:187. 

9106270215 Reiterates comments expressed in 910530 meeting w/NRC re generic 
issues associated w/NRC procurement assessment rept for facility. 

MARION,A. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. GL-89-Q2. 91/06/20. GRIMES,B.K. Division of Reactor Inspection & 
Safeguards (Post 870411). 6pp. 58254:303-58254:308. 

9106270269 Forwards suggested industry response to selected comments in NRC draft 
Itr on EPRI fire-induced vulnerability evaluation methodolgy. 

NG,R.M. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 91/05/07. KSNG.T.L. Division of Safety Issue Resolution (Post 
880717). 7pp. 58266:318-58266:324. 

9106280152 Forwards advanced info re issues for discussion w/NRC on 
910625.NUMARC Ad Hoc Advisory Committee formed to address pending rev of 
10CFR50,Appendix J, “Leakage Rate Testing of Containments of Light-Water-Cooled 
Nuclear Power Plants." 

HALL.W.J. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 91/06/18. ARNDT,G. Structural & Seismic Engineering Branch. 42pp. 
58273:133-58273:186. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


9008289021 SECY-90-300 Requests approval of proposed,revised NRC/FBI MOU re 
safeguards contingency response planning. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/08/22. 20pp. 
58217:069-58217:088. 

9101030294 SECY-90-421 Recommends approval of recommended criteria for each 
phase of plant decommissioning process & issuance of “possession only” license 
amend. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/12/27. 39pp. 

70633:132-70633:170. 

9102040162 SECY-91-021 Requests Commission action on disposition of outstanding 
CP CPXSF-4. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/01/29. 5pp. 

57933:084-57933:088. 

9103010132 SECY-91-048 Repts to Commission,actions taken to respond to 900508 
staff requirements memo directing staff to prepare FR notice to solicit public com¬ 
ments on proposed amend 10CFR26.Commission must determine whether to publish 
final amend to 10CFR26. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/02/21. 33pp. 

58224:260-58224:292. 

9104050176 SECY-91-088 Requests Commission approval of proposal to implement 
section 206(b) of Chief Financial Officers Act of 1990. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/04/02. 73pp. 

58217:001-58217:068. 

9104150064 SECY-91-093 Requests Commission approval of proposed Commission 
order & FR notice on reassertion of regulatory authority in State of ID. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 91/04/09. 
30pp. 58217:089-58217:118. 


9104240168 SECY-91-102 Responds to Commission request to summarize discussions 
at workshop,address concerns,identify proposed mods to draft suppl 4 to to generic Itr 
88-20 & guidance document & address further ACRS comments. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. GL-88-20. 91/04/17. 
171pp. 58133:124-58133:294. 

9104300392 SECY-91-106 Requests Commission approval to publish notice of denial of 
petition for rulemaking to modify design basis threat for radiological sabotage at power 
reactors. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. GL-89-07. 91/04/22. 
14pp. 58133:295-58133:308. 

9104300399 SECY-91-108 Requests Commission approval to publish proposed rulemak¬ 
ing for training & qualification of nuclear power plant personnel. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/04/25. 134pp. 
58277:218-58277:351. 

9105060039 SECY-91-115 Informs Commission of plans by EPA to explore possibility of 
using negotiated rulemaking to develop HLW stds. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/01. 14pp. 
58132:052-58132:065. 

9105080262 SECY-91-120 Weekly info rept for wk ending 910426. 

BLAHA.J.L. Ofc of the Executive Director for Operations. 91/05/02. 46pp. 57888:013- 
57888:055. 

9105080304 SECY-91-116 Informs Commission of working group 1 & 4 activities under 
US-USSR stated committee discussed during 910315-0401 meeting held in the US. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/01. 27pp. 
57893:262-57893:288. 

9105090290 SECY-91-118 Litigation Rept 1991-07. 

CORDES.J.F. Solicitor (Post 860701). 91/05/02. 41pp. 57893:021-57893:061. 

9105140123 SECY-91-125 Provides Commission w/quarterly progress rept (Jan-Mar 
1991) on pre-licensing phase of DOE civilian HLW mgt program. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/08. 8pp. 

57889:245-57889:252. 

9105140377 SECY-91-122 Informs Commission of conversion order issued per 
10CFR2.204 to require compliance w/IOCFR 50.64 & that nonpower reactors convert 
from HEU to LEU fuel. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/06. 8pp. 

57889:237-57889:244. 

9105140389 SECY-91-121 Informs Commission that NRC intends to hold open meeting 
w/agreement states & other interested states on 910514 in conjunction w/CRCPD 
meeting in Wichita,KS. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/06. 12pp. 

57888:001-57888:012. 

9105140401 SECY-91-124 Provides Commission w/semiannual rept re LLW mgt pro¬ 
gram. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/07. 10pp. 

57893:252-57893:261. 

9105170217 SECY-91-131 Advises Commission of results of research to evaluate indi¬ 
cator of safety-sys unavailability & to explore alternative data source. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/13. 5pp. 
57933:089-57933:093. 

9105210152 SECY-91-136 Requests Commission approval of final rule amending 
10CFR110 to permit return of Topaz II reactor sys to Soviet Union. 

PARLER.W.C. Office of the General Counsel (Post 860701). 91/05/15. 23pp. 

57933:059-57933:081. 

9105210157 SECY-91-135 Informs Commission of conclusions of probabilistic studies 
conducted to help resolve Charleston earthquake issue,raised by USGS in 1982. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/14. 11pp. 

70796:182-70796:192. 

9105210159 SECY-91-133 Litigation Rept 1991-08. 

CORDES.J.F. Office of the General Counsel (Post 860701). 91/05/15. 34pp. 

57934:030-57934:063. 

9105230018 SECY-91-140 Informs Commission of NRC request to FEMA to address 
recent performance issues in offsite EP for Maine Yankee Atomic Power Station. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/16. 2pp. 

57933:098-57933:099. 

9105230028 SECY-91-143 Informs Commission of status of activities re MOVs & check 
valves. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. GL-89-04. 91/05/16. 
17pp. 57933:008-57933:032. 

9105230029 SECY-91-139 Responds to staff requirements memo re analysis of misad- 
ministrations & reporting thresholds. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/15. 10pp. 

57933:100-57933:109. 

9105230031 SECY-91-137 Requests approval of final policy statement on economic 
performance incentive regulation that sets forth views of Commission re EPIs. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/15. 19pp. 

58211:143-58211:161. 

9105230033 SECY-91-138 Requests Commission approval for publication of final rule 
on nuclear power plant license renewal & required supporting documents. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/15. 169pp. 

57893:062-57893:230. 

9105230105 SECY-91-145 Informs Commission of FEMA views re offsite EP for WNP-2 
& Trojan Nuclear Power Plant. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/16. 232pp. 

57933:158-57934:029. 

9105230119 SECY-91-144 Litigation Rept 1991-09. 

CORDES.J.F. Solicitor (Post 860701). 91/05/16. 49pp. 57933:110-57933:157. 



NONDOCKETED ITEMS 209 


9105280085 SECY-91-147 Informs Commission of status of licensing actions & progress 
achieved in meeting inventory goals. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/17. 4pp 
57933:094-57933:097. 

9106030036 SECY-91-119 Informs Commissioners of results of US delegation review of 
USSR research capabilities associated w/passive plants & related areas. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/02. Commissioners 
(Post 750119). 28pp. 57892:001-57892:028. 

9106040386 SECY-91-151 Weekly info rept for wk ending 910517. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/05/22. 34pp. 57901:325- 
57901:358. 

9106050171 SECY-91-160 Presents program & schedule for completing guidance docu¬ 
ments for nonpower reactor licensing process,per 910411 staff requirements memo. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/31. 14pp. 
58211:188-58211:201. 


9105210170 SECY-91-134 Requests Commission approval of final amends to 10CFR0.1 
& 2 instituting discretionary sys of agency appellate review to replace sys of mandato¬ 
ry review formerly provided by appeal boards. 

PARLER.W.C. Office of the General Counsel (Post 860701). 91/05/15. 125pp. 
58179:001-58179:125. 

9106210245 SECY-91-179 Requests Commission approval of final rule that would revise 
license & annual fees in 10CFR170 & 171 to recover approx 100% of NRC budget 
authority through fees. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/13. 250pp. 
58221:154-58222:090. 

9106240311 Partial response to FOIA request for documents re NRC enforcement matl 
involving Radiation Technology,Inc which took place in period of May-Jul 1986.Docu- 
ments withheld (ref FOIA exemptions 5 & 7). 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/29. WELT.M.A. Affiliation Not Assigned. 4pp. 58205:093-58205:111. 


9106050174 SECY-91-161 Provides estimates of realistic schedules & resource needs 
for completing review of evolutionary & passive advanced LWR design certification 
applications. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/31. 27pp. 

70822:144-70822:170. 

9106050214 SECY-91-159 Informs Commission of results of visit of US delegation to 
USSR research facilities to review capabilities associated w/passive plants. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/30. 53pp. 

58224:207-58224:259. 

9106060141 SECY-91-157 Discusses litigation rept 1991-10. 

CORDES.J.F. Solicitor (Post 860701). 91/05/28. 3pp. 70819:263-70819:265. 


STATE PROG STATE PROGRAMS 

9105230053 Forwards memo of agreement between NRC & INPO re control within NRC 
& INPO documents & info considered proprietary that is provided to protect from dis¬ 
closure insofar as law permits. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. WEINER,S.A. New Jersey, 
State of. 17pp. 57893:231-57893:251. 

-9105230058 Forwards copy of Itr received concerning release of repts generated by 
INPO & requests reexam of NRC policy concerning disclosure of INPO repts. 

WEINER,S.A. New Jersey, State of. 91/04/12. CARR.K.M. Commissioners (Post 
750119). 8pp. 57893:249-57893:251. 


9106060314 SECY-91-163 Informs Commission of history of NRC participation in Mont¬ 
gomery County FARE SHARE program & recent developments re NRC participation in 
program. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/31. 17pp. 
58211:171-58211:187. 

9106070096 SECY-91-164 Provides Commission w/staff evaluation of two recently re¬ 
leased repts on decommissioning cost estimates,costs & methods of 

assessment.Staff does not recommend mod of decommissioning procedures at this 
time. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/31. 9pp. 

58211:162-58211:170. 

9106070166 SECY-91 -153 Informs Commission of NRC intent to issue selected sec¬ 
tions of draft SER on GE advanced BWR design. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/24. 3pp. 

70825:186-70825:188. 

9106070183 SECY-91-149 Informs Commission of action affecting NRC ENS & remain¬ 
ing communications functions re proposed emergency telecommunications sys. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/21. 3pp. 

70825:177-70825:179. 

9106070194 SECY-91-0169 Weekly info rept for wk ending 910531. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/06/05. 35pp. 57993:081- 
57993:115. 


9106030032 Forwards “TLD Monitoring Rept Direct Radiation Survey & Contamination 
Survey Results Environ Sample Analysis Rept" & "Areas Surveyed Lower Secondary 
Containment Starboard & Port Stabilizer,Starboard & Port Pump Rooms Cold Chem 
Lab...." 

CHANDLER,H.G. South Carolina, State of. 91/03/22. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 57917:050-57917:119. 

-9106030033 "TLD Monitoring Rept Direct Radiation Survey & Contamination Survey 
Results Environ Sample Analysis Rept,” conducted on 910313-14. 

* South Carolina, State of. 91/03/14. 6pp. 57917:053-57917:058. 

-9106030035 "Areas Surveyed Lower Secondary Containment Starboard & Port Stabi¬ 
lizer Starboard & Port Pump Rooms Cold Chem Lab,Hot Chem Lab,Exhibit 
Areas,Cargo Areas," conducted on 910313-14. 

* South Carolina, State of. 91/03/14. 60pp. 57917:059-57917:119. 

9106030079 Responds to Itr to Chairman Carr transmitting constituent RH Stapleton Itr 
raising concerns re proposed low level radwaste disposal facility in State of 
CA.Address of responsible state agency listed.Draft Itr end. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/17. 
LAGOMARSINO.R. House of Rep. Ip. 58159:098-58159:101. 

-9106170276 Requests comments on end Itr from constituent RH Stapleton re pro¬ 
posed Ward Valley low-level nuclear disposal facility in Southern CA. 
LAGOMARSINO.R. House of Rep. 91/04/24. CARR.K. Commissioners (Post 750119). 
3pp. 58159:099-58159:101. 


9106070258 SECY-91-154 Requests Commission approval to publish final rule revising 
10CFR55.53 & 55.61 to require that compliance w/conditions & cutoff levels of 
10CFR26, "Fitness-for-Duty Programs," is condition of operator or senior operator li¬ 
cense. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/28. 34pp. 
58211:109-58211:142. 

9106070330 SECY-910 Weekly info rept for wk ending 910524. 

BLAHA.J.L. Assistant for Operations (Post 890205). 91/05/31. 36pp. 58039:056- 
58039:091. 

9106110397 SECY-91-168 Informs Commission of potential issues likely to be raised if 
EPA pursues negotiated rulemaking on HLW stds. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/05. 14pp. 
58243:001-58243:014. 

9106120233 Partial response to FOIA request for documents re facility status & 
developments.App D end & being made available in PDR.Portions of app E & all app 
F records withheld (ref FOIA exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/23. MCGRANERY.J.P. Dow, Lohnes & Albertson. 8pp. 58090:210- 
58090:260. 

-9106120378 SECY-91-407 Advises Commission of receipt of two requests for hearings 
& petition to intervene re requests by LILCO for possession only license amend to 
facility OL & recommends potential choices of action. 

MALSCH.M.G. Office of the General Counsel (Post 860701). 90/12/18. 3pp. 
58090:235-58090:260. 

9106130137 Partial response to FOIA request for documents re Sequoyah Fuels Corp in 
Gore.OK.App F documents end & being made available in PDR.App G documents 
withheld in part & app H documents withheld in entirety (ref FOIA Exemptions 5 & 
7A). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/24. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN,D. Native Americans for a Clean Environment. 
5pp. 58090:261-58090:278. 

-9106130155 SECY-86-247 Provides Commission w/info re Staff action on Sequoyah 
Fuels Corp request for authorization for limited operations for sys cleanup at 
STELLO.V. Ofc of the Executive Director for Operations. 86/08/20. 3pp. 58090:270- 
58090:277. 

9106200293 SECY-91-178 Requests Commission guidance on form & content of ITAAC 
for design certification rule & combined license as required by 10CFR52. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/12. 13pp. 
58249:076-58249:088. 


9106030140 Forwards comprehensive annual rept for mine permit 352 amended for re¬ 
porting period Apr 1990 - Apr 1991. 

FERGUSON.J.C. American Nuclear Corp. 91/04/18. MOXLEY.M. Wyoming, State of. 
Ip. 57892:294-57892:294. 

9106030153 Provides listed figures for 910430 market value of GNMA account,permit 
352.Market value in excess of required bond amount. 

SHAFFER,R. Wyoming, State of. 91/05/15. FERGUSON.J.C. American Nuclear Corp. 
Ip. 57894:318-57894:318. 

9106030154 Forwards original receipts for certified mailings & affidavit of publication 
from Casper Star Tribune. 

WICHERS.D.L. Rio Algom Mining Corp. 91/05/07. SHAFFER,R. Wyoming, State of. 
25pp. 57887:279-57887:302. 

9106030159 Forwards rept describing events & remedial actions resulting from liner tear 
at evaporation pond. „ . _ ± 

FERDINAND,B. Quivira Mining Co. 91/04/26. OHRBOM.R. New Mexico, State of. 
8pp. 57887:303-57887:310. 

9106030187 Discusses comment & response document presenting DOE responses to 
open issues identified in draft technical evaluation rept.W/o end. 

MATTHEWS.M.L. New Mexico, State of. 91/04/30. SURMEIER.J.J. Uranium Recov¬ 
ery Branch (Post 901230). 2pp. 57887:329-57887:330. 

9106030214 Advises that Highland U West amend application reviewed & found 
incomplete.Comments from review will be forwarded. 

SMITH,G. Wyoming, State of. 91/05/14. KEARNEY,B. Wyoming, State of. 11pp. 
57892:347-57892:357. 


1106030238 Responds to Agsalud 910318 Itr expressing interest in Commission Below 
Regulatory Concern consensus-building initiative.Open Commission briefing on evalua¬ 
tion scheduled for 910521. tt A 

CARR K.M. Commissioners (Post 750119). 91/05/10. WAIHEE.J. Hawaii, State of. Ip. 
57887:334-57887:341. 

-9106030242 Ack receipt of Itr re initiation of consensus-building process for commis¬ 
sions "Below Regulatory Concern” policy. 

AGSALUD,J.C. Hawaii, State of. 91/03/18. CARR.K.M. Commissioners (Post 750119). 
Ip. 57887:335-57887:335. 

-9106030261 Responds to 910314 Itr expressing interest in Commission “Below Regu¬ 
latory Concern” consensus-building initiative. Open Commission briefing on evaluation 

scheduled for 910521. __ , _ , 

CARR K.M. Commissioners (Post 750119). 91/05/10. SINNER.G.A. North Dakota, 
State of. Ip. 57887:336-57887:336. 



—9106030266 Ack receipt of Itr & announcement re consensus-building meetings to 
work out problems dealing w/ “Below Regulatory Concern” waste. 

SINNER,G.A. North Dakota, State of. 91/03/04. CARR.K. Commissioners (Post 
750119). Ip. 57887:337-57887:337. 

—9106030277 Responds to 910410 Itr expressing interest in Commission “Below Regu¬ 
latory Concern” consensus-building initiative. Open Commission briefing on evaluation 
scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. CLINTON,B. Arkansas, State of. 
ip. 57887:338-57887:338. 

—9106030281 Ack receipt of info re NRC plans to revisit “Below Regulatory Concern” 
Policy. 

CLINTON,B. Arkansas, State of. 91/04/10. CARR.K.M. Commissioners (Post 750119). 
1 p. 57887:339-57887:339. 

—9106030285 Responds to 910405 Itr expressing interest in Commission "Below Regu¬ 
latory Concern" consensus-building initiative. Open Commission briefing on evaluation 
scheduled for 910521. 

CARR.K.M. Commissioners (Post 750119). 91/05/10. MARTIN.J.G. North Carolina, 
State of. Ip. 57887:340-57887:340. 

—9106030288 Ack receipt of Itr dtd Feb 26 announcing plans to initiate consensus-build¬ 
ing process to address implementation of NRC “Below Regulatory Concern” 
Policy.State concurs w/need for better public understanding & consensus on issue. 
LITTLE,L.W. North Carolina, State of. 91/04/05. CARR.K.M. Commissioners (Post 
750119). Ip. 57887:341-57887:341. 

9106030300 Forwards mod 4 to preliminary revised remedial action plan for site.Mod 
requests approval for supplemental stds application. 

MATTHEWS,M.L. New Mexico, State of. 91/05/15. HALL.R.E. Uranium Recovery 
Field Ofc, R4. 4pp. 57894:287-57894:290. 

9106030313 Discusses mod submittal of "Aquifer Restoration & Wellfield Decommis¬ 
sioning Plan" dtd 910517.All comments,clarifications & items of concern incorporated. 
CHAPMAN,W.J. Total Minerals Corp. 91/05/17. MOONEY.G. Wyoming, State of. Ip. 
57894:316-57894:316. 

9106030321 Forwards Part 62, “Criteria & Procedures for Emergency Access to Non- 
Federal & Regional Low Level Waste Disposal Facilities." 

CARR.K.M. Commissioners (Post 750119). 91/05/10. NELSON,E.B. Nebraska, State 
of. 20pp. 57893:290-57893:309. 

-9106030325 Requests info on two questions of concern to Nebraska as host state for 
low level radioactive site in regional compact. 

NELSON.E.B. Nebraska, State of. 91/03/26. CARR.K.M. Commissioners (Post 
750119). Ip. 57893:309-57893:309. 

9106030323 Requests addl info necessary before permitting termination of license in 
accordance w/10CFR150.15a.Addl info listed end. 

HALL.R.E. Uranium Recovery Field Ofc. R4. 91 /Q5/20. ROBERTSON,G. Washington, 
State of. 3pp. 57894:215-57894:217. 

9106040021 Forwards late filed comments of Alabama Public Svc Commission re pro¬ 
posed rulemaking concerning rev of fee schedule. 

NEWMEYER.M.E. Alabama, State of. 91/05/23. CHILK.S.J. Office of the Secretary of 
the Commission. Ip. 57891:073-57891:076. 

-9106040025 Comment opposing proposed rules 10CFR71.170 & 171, “Rev of Fee 
Schedules;!00% Fee Recovery.” 

NEWMEYER.M.E. Alabama, State of. 56FR14870 00509. 91/05/23. CHILK.S.J. Office 
of the Secretary of the Commission. 3pp. 57891:074-57891:076. 

9106040361 Requests that State of MO Dept of Natural Resources assume responsibil¬ 
ity for administering section 106 process of Natl Historic Preservation Act for three 
sites within area of potential effect at facility. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). TAC M72749. 91/05/ 
21. MEHAN.G.T. Missouri, State of. 2pp. 57894:319-57894:320. 

9106040372 Forwards two 5-1/4 inch diskettes containing BWR generic fundamental 
exam bank,per D Mineck 910318 Itr. 

GALLO,R.M. Operator Licensing Branch. 91/05/20. ETTEN.F.V. Iowa, State of. 4pp. 
57894:167-57894:170. 

9106050237 Forwards “New Hampshire Yankee Objection to Certain Data Requests," 
from S Nelkens to State of NH Nuclear Decommisioning Financing Committee. 
HAFFER.E.A. Sheehan, Phinney, Bass & Green, Professional Association. 91/05/31. 
SMUKLER.L. New Hampshire, State of. 9pp. 58003:110-58003:118. 

9106050248 NPDES noncompliance notification:on 910512,cooling tower experienced 
failure,causing large vol of cooling tower water to bypass normal blowdown discharge 
pathway.Cooling tower will be inspected during mid-yr outage. 

DOERING,J. Philadelphia Electric Co. 91/05/17. BAUER,R. Pennsylvania, Common¬ 
wealth of. 4pp. 58003:340-58003:343. 

9106050326 Responds to 910426 Itr verifying that NRC did not issue federal govt order 
to shut down or prohibit total or partial physical use of units in connection w/outages 
in 1989. 

DYER.J.E. Project Directorate V. 91/05/22. DUSCH.Y.M. Arizona, State of. Ip. 
57916:070-57916:070. 

9106060063 Advises that on 910415,small amount of diesel fuel contamination found 
while drilling cathodic protection well. Groundwater monitoring well will be installed 
where well drilled for cathodic protection well. 

NIETERING.A. Duke Power Co. 91/04/18. BERENBROK.M. South Carolina, State of. 
3pp. 58010:284-58010:287. 

9106060199 Forwards “NPDES Discharge Monitoring Rept for Apr 1991 for Hope Creek 
Generating Station." Frequency for Discharge Point 461 A,cooling tower blowdown & 
river done at approx 5 h intervals to provide cycles of concentration in sys. 

HAGAN,J. Public Service Electric & Gas Co. of New Jersey. 91/05/24. 
CORPORALE.G. New Jersey, State of. 5pp. 58003:006-58003:027. 

9106060267 Forwards annual mining & reclamation repts for period of Mar 1990- 
1991.W/o end. 

WICHERS.D.L. Rio Algom Mining Corp. 91/05/13. SHAFFER.R. Wyoming, State of. 
2pp. 57935:012-57935:013. 


9106070019 PNO-Il-91-O27:on 910524,investigative reporter contacted Region II re 
levels of contamination at Dawson Forest Wildlife Mgt Area. Low levels of Co-60 
present on property. Contaminated areas secured by fencing. 

CLINE,W., WOODRUFF.R. Region 2 (Post 820201). 91/06/07. Ip. 58015:257- 
58015:257. 

9106070111 Agrees w/recommendations on licensing & compliance,per NRC 910320 
Itr.determining that State of CA adequate & compatible w/federal program.State in 
process of implementing procedures & change to meet recommendations. 

BAILEY,E.D. California, State of. 91/05/29. KAMMERER.C. Office of Governmental & 
Public Affairs (Post 870413). Ip. 58039:165-58039:165. 

9106100407 Forwards Chemtron Corp radiological control plan & health & safety 
plan,per 910506 request.Chemetron preliminary site characterization rept dtd 910513 
also encl.W/o ends. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 91/05/ 
29. JONES,K. Ohio, State of. Ip. 58224:293-58224:293. 

9106110210 Advises of notification to NRC div of High-Level Waste Mgt re Inyo County 
designation as affected unit of local govt under Nuclear Waste Policy Act as 
amended,in response to 910423 Itr. 

VIRGILIO.R.O. Assistant Director for State, Local & Indian Relations. 91/05/24. 
THISTLETHWAITE California, State of. Ip. 58098:036-58098:049. 

“9106110214 Requests that Inyo County Planning Dept receive notification of all meet¬ 
ings of NRC high-level waste division. 

THISTLETHWAITE California, State of. 91/04/23. VIRGILIO.R. Division of High-Level 
Waste Management (Post 870413). 13pp. 58098:037-58098:049. 

9106110236 Confirms 910426 discussions following review of State of NV radiation con¬ 
trol program.Concern noted that certain radiation monitoring instruments outdated or 
nonrepairable. Guidelines for NRC review of Agreement State programs end. 
KAMMERER.C. State Programs (Post 900112). 91/06/05. GRIEPENTROG.J. Nevada, 
State of. 6pp. 58098:159-58098:164. 

9106110241 Responds to 910417 Itr to AB Davis re observations of NRC low level 
waste insps in State of Ml.Enel protocol must be followed in preparation for & during 
course of insp accompaniments. 

LICKUS.R. Region 3 (Post 820201). 91/05/07. JAGER.L.E. Michigan, State of. 4pp. 
58098:182-58098:185. 

9106110245 Confirms 910603 meeting w/Ofc of Governmental & Public Affairs in 
Lincoln,NE,per 910412 request during Natl Conference of State Legislatures. 

COMBS,F. Assistant Director for State, Local & Indian Relations. 91/05/24. 
HICKEY,T.J. Nevada, State of. Ip. 58098:186-58098:186. 

9106110299 Confirms 910111 discussions following review & evaluation of State of AR 
radiation control program for Agreement State matls.Concern noted that radiation con¬ 
trol program continues to lose supervisory & experienced personnel. 

KAMMERER.C. State Programs (Post 900112). 91/05/22. ELDERS,J. Arkansas, State 
of. 10pp. 58098:318-58098:326. 

9106120019 Reviews issues to be discussed at 910717 E-5 committee meeting in 
Rockville,MD.NRC particularly interested in work re Activity 1 to develop repts summa¬ 
rizing existing environ monitoring data from commercial waste disposal sites. 
LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
WEAVER,K. Colorado, State of. 3pp. 58110:132-58110:134. 

9106120089 Comment supporting Michigans MOU w/NRC for operation of Emergency 
Response Data Sys.Clarification is needed in Section IV, “NRC General Responsibil¬ 
ities." 

WILLIAMS,J.R. Ohio, State of. 56FR21178 00004. 91/06/06. MEYER.D.L. Regulatory 
Publications Branch. Ip. 58017:077-58017:077. 

9106120098 Comments on draft MOU between NRC & State of Ml for operation of 
emergency response data sys. 

REILLY,M.A. Pennsylvania, Commonwealth of. 56FR21178 00003. 91/05/31. 
MEYER.D.L. Regulatory Publications Branch. 2pp. 58017:078-58017:079. 

9106120252 Clarifies transfer of Mississippi X-Ray Svc & assets to H&H X-Ray 
Svc.Inc.New buyers incorporated under name of Mississippi X-Ray Svc. 

CONERLY.L. Conerly, Bass & Associates. EA-90-095. 91/05/23. LIEBERMAN.J. Ofc 
of Enforcement (Post 870413). 2pp. 58106:114-58106:115. 

9106120324 Responds to FOIA request for documents re license numbers R-36,issued 
in 1958,license R-72 issued in Dec 1960 & license 19-01398-29.Forwards Apps 
A,B,C,D documents.App E documents partially withheld (ref FOIA Exemption 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/01. BRENNAN,D.F. Pennsylvania, Commonwealth of. 13pp. 

58375:003-58380:113. 


—9106240199 Forwards order to terminate license R-72 for pool-type research reactor 
located at Quehanna,Pennsylvania. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 71/12/02. 

GOODARD.M.K. Pennsylvania, Commonwealth of. Ip. 58378:252-58378:252. 

9106130062 Comment on proposed rule re draft MOU w/Michigan on emergency re¬ 
sponse data sys.lllinois Dept of Nuclear Safety recommends that NRC define limits of 
“premature public release” & “sensitive info.” 

ORTICIGER.T.W. Illinois, State of. 56FR21178 00005. 91/06/07. MEYER.D.L Office 
of Administration (Post 890205). 2pp. 58041:001-58041:002. 

9106130357 Requests written concurrence w/position on aisle space for storage of ra¬ 
dioactive mixed waste in solid waste mgt Units 15 & 16A. 

ROWLAND,T.J. Energy, Dept. of. 90/11/29. GORMAN,J. Environmental Protection 
Agency. COUNTERMAN.P. New York, State of. 3pp. 58111:164-58111:166. 

9106130360 Requests written concurrence w/understanding on storage of spent nucle¬ 
ar fuel at West Valley Demonstration Project. Current plan calls for DOE to begin re¬ 
moving fuel in certified casks by 940701. 

ROWLANDJ.J., HARBISON.S.G., BUGGY,J.J. Energy, Dept. of. 90/10/29. 
GORMAN,J. Environmental Protection Agency. COUNTERMAN.P. New York, State of. 
2pp. 58111:229-58111:230. 
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9106130364 Responds to 901011 Itr re rooms in main processing bldg, inaccessible or 
of restricted access due to high radiation levels. 

COUNTERMAN,P.R. New York, State of. GORMAN,J. Environmental Protection 
Agency. 90/12/13. ROWLAND,T.J. Energy, Dept. of. HARBISON.S.G. New York, 
State of. BUGGY,J.J. West Valley Nuclear Services Co., Inc. 2pp. 58111:231- 
58111:232. 

9106130366 Responds to 901010 Itr re regulatory determination to allow continued use 
of low-level radwaste treatment facility lagoons. 

COUNTERMAN,P.R. New York, State of. GORMAN,J. Environmental Protection 
Agency. 90/12/13. ROWLAND,T.J. Energy, Dept. of. HARBISON.S.G. New York, 
State of. BUGGY,J.J. West Valley Nuclear Services Co., Inc. 2pp. 58111:233- 
58111:234. 

9106130368 Requests written concurrence w/understanding on continued use of low- 
level radwaste treatment facility lagoons. 

ROWLAND,T.J. Energy, Dept. of. HARBISON.S.G. New York, State of. BUGGY,J.J. 
West Valley Nuclear Services Co., Inc. 90/10/10. GORMAN,J. Environmental Protec¬ 
tion Agency. COUNTERMAN,P. New York, State of. 2pp. 58111:235-58111:236. 

9106130371 Requests written concurrence w/understanding on confirmation of compli¬ 
ance w/land disposal restrictions for storage & treatment of high-level radioactive 
mixed waste at West Valley Demonstration Project. 

ROWLAND,T.J. Energy, Dept. of. BUGGY,J.J. West Valley Nuclear Services Co., Inc. 
HARBISON.S.G. New York, State of. 91/04/29. GORMAN,J. Environmental Protection 
Agency. COUNTERMAN,P. New York, State of. 5pp. 58112:018-58112:022. 

9106140223 Forwards matl safety data sheets for each product to be tested in circulat¬ 
ing water chemical treatment programs not listed in NPDES Permit PA 0047325.Test- 
ing will begin in June & scheduled to continue for 6 months. 

FIELDS,J.S. Pennsylvania Power & Light Co. PLE-14354. 91/06/07. LEHMAN,S.J. 
Pennsylvania, Commonwealth of. 52pp. 58128:103-58128:154. 

9106170007 Final response to FOIA request for files re Magnesium Electron Inc for 
1975 & 1983.App A documents end & being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/04/29. TOLEN.M.B. Reed, Smith, Shaw & McClay. 7pp. 58163:260- 
58164:060. 

-9106170217 Forwards Itr re Magnesium Elektron Co,per request. 

ELKER.P.A. New Jersey, State of. 81/05/26. KINNERMAN.J. NRC - No Detailed Affili¬ 
ation Given. 2pp. 58164:028-58164:029. 

—9106170223 Discusses P Elker 810526 Itr w/encl anonymous Itr re Magnesium Elek¬ 
tron Co.Flemington.New Jersey.Concludes that concentration of radioactive matls 
below limits which would require NRC license,per insp conducted on 810630. 
KINNEMAN.J.D. Region 1, Ofc of the Director (810301-820201). 81/11/23. 
COSOLITO.F. New Jersey, State of. 2pp. 58164:030-58164:031. 

—9106170151 Discusses renewal of license STC-365 for Magnesium Elektron, Inc of 
New York City.State of NY will not issue license,per NRC 640612 Itr. 

VESSELS,R.D. New York, State of. 64/07/17. LAYFIELD.R.L. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 58163:347-58163:347. 

9106180280 Expresses concerns & requests clarification of 910319 Itr from Shieldalloy 
Metallurgical Co to NRC requesting exemption,mod or amend to license to allow han¬ 
dling & sale of 55,920 pounds ferrosilicon zirconium. 

STERN,R. New Jersey, State of. 91/06/07. FARAZ.Y. Fuel Cycle Safety Branch. 3pp. 
58165:333-58165:335. 

9106180313 Transmits rept entitled ‘‘Hazard Determination for Solid Waste from NFS 
Pond #3 Surface Impoundment Using Toxicity Characteristic Leach Procedure.” 
PAINE,D. Nuclear Fuel Services, Inc. 21G-91-0095. 91/06/11. LEMMING,E. Tennes¬ 
see, State of. 2pp. 58178:229-58178:327. 

-9106180386 Forwards rept entitled ‘‘Hazard Determination for Solid Waste from NFS 
Pond #3 Surface Impoundment Using Toxicity Characteristic Leach Procedure.” 
PAINE,D. Nuclear Fuel Services, Inc. 21G-91-0095. 91/06/18. GILLIAM,D.L. Tennes¬ 
see, State of. 2pp. 58178:231-58178:232. 

—9106180394 Forwards rept entitled "Hazard Determination for Solid Waste from NFS 
Pond #3 Surface Impoundment Using Toxity Characteristic Leach Procedure.” 

PAINE,D. Nuclear Fuel Services, Inc. 21G-91-0095. 91/06/18. TIESLER.T. Tennes¬ 
see, State of. 2pp. 58178:233-58178:234. 

9106190162 Ack receipt of 910506 Itr informing NRC of steps taken to correct violations 
noted in insp rept 150-0042/91-01. 

BEACH,A.B. Region 4 (Post 820201). 91/06/11. HARVEY.B. Tracer Service. Ip.pp. 
58143:241-58143:244. 

9106190301 Notifies of environ soil samples exceeding action levels for Cs-134,Cs-137 
& K-40 at low-level radwaste disposal facility for first quarter 1991. 

NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 90/06/06. 
ROBERTSON,G. Washington, State of. 4pp. 58193:269-58193:272. 

9106190308 Notifies of 12 occupational & breathing zone air samples collected between 
910326 & 0410 which exceeded action level for gross beta of 1 E-12 uCi per cubic 
centimeter at low- level radwaste disposal facility. 

NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/06/06. 
ROBERTSON,G. Washington, State of. 4pp. 58193:257-58193:260. 

9106190318 Notifies of environ samples at air monitoring Stations 1-9 which exceeded 
action levels at low-level radwaste disposal facility during period 910422-29 & 0506. 
NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 91/06/06. 
ROBERTSON,G. Washington, State of. 3pp. 58193:261-58193:263. 

9106190390 Forwards SE approving 910408 request for relief from first 10-yr ISI interval 
for facility submitted by State of NJ. 

STONE,J.C. Project Directorate 1-2. TAC 67948. 91/06/05. TOSCH.K. New Jersey, 
State of. 6pp. 58177:337-58177:357. 

9106200044 Discusses licensee responses to NRC 901219 order imposing civil mone¬ 
tary penalty in amount of $7,500.0rder rescinded following consideration of info pro¬ 
vided. 

THOMPSON,H.L. Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). EA-90-095. 91/06/18. RUSSELL,H.K. Mississippi, State of. Ip. 
58161:219-58161:223. 


-9106200055 Order rescinding 901219 order imposing civil monetary penalty. 
THOMPSON,H.L. Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). EA-90-095. 91/06/18. 4pp. 58161:220-58161:223. 

9106210106 Forwards monthly State Programs & Regional Rept for May 1991. 
KAMMERER.C. State Programs (Post 900112). 91/06/18. CARR, ROGERS, CUR¬ 
TISS Commissioners (Post 750119). 11pp. 58202:304-58202:314. 

9106210249 Discusses presentations at conference of Radiation Control Program 
Directors,!nc on 910514 re proposes process for gaining early & substantive input by 
Agreement States in development of NRC rulemaking & regulatory policy. 
HELTMES.E.S. Office of Nuclear Regulatory Research (Post 860720). 91/05/31. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 42pp. 
58199:137-58199:178. 

9106250113 Final response to FOIA request for documents re Umetco Minerals Corp & 
Uravan U Mill.App A documents end & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/14. FISHER,L. Lowenstem, Sandler, Kohl, Fisher & Boylan. 3pp 
58205:143-58205:155. 

-9106250117 Pkg consisting of coordinators 1990 annual rept for Uravan site providing 
brief summary of activities undertaken during past yr. 

SIMPSON,D. Colorado, State of. 91/02/28. 10pp. 58205:146-58205:155. 

9106260094 Responds to 910308 request for NRC staff review of document entitled 
‘‘Site Characterization Plan for Vernon/Vermont Yankee Site,Mar 1991.” Staff review 
of SCP end. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/06/21. 
NEWBERRY,W. Vermont, State of. 3pp. 58225:338-58225:340. 

9106260099 Provides Public Svc Commission perspective on question re LILCO contin¬ 
ued financial support of decommissioning process. 

COWAN,W.J. New York, State of. 91/06/20. CRUTCHFIELD.D. Document Control 
Branch (Document Control Desk). 1 p. 58225:345-58225:345. 

9106260132 Ack receipt of K Kizer 910405 Itr.D Womeldorf 910426 Itr & E Bailey 
910529 Itr in response to NRC 1991 review of radiation control program for agree¬ 
ment matl. 

KAMMERER.C. State Programs (Post 900112). 91/06/21. COYE.M.J. California, State 
of. 2pp. 58205:087-58205:088. 

9106260137 Ack receipt of 910524 Itr in response to NRC 1991 review of radiation con¬ 
trol program for agreement matl.Informs proposed changes will enable program to sat¬ 
isfy guidelines. 

KAMMERER.C. State Programs (Post 900112). 91/06/21. SKEELS.M.R. Oregon, 
State of. Ip. 58205:090-58205:090. 

9106260198 Forwards Ofc of Consumer Advocate addl data requests. 

HOLMES,M.W. New Hampshire, State of. 91/06/10. HAFFER.E.A. Sheehan, Phinney, 
Bass & Green, Professional Association. 5pp. 58226:352-58226:356. 

9106260206 Forwards Ofc of Consumer Advocate second set of discovery requests re 
facility witnesses,TS LaGuardia & GJ Caine. 

HOLMES,M.W. New Hampshire, State of. NDFC 91-1. 91/05/27. HAFFER.E.A. Shee¬ 
han, Phinney, Bass & Green, Professional Association. 4pp. 58227:322-58227:325. 

9106260280 Forwards matl safety data sheets for three laundry detergent chemicals,for 
concurrence.Would like to evaluate detergents to determine if they are more effective 
cleaners than RC-8. 

FIELDS,J.S. Pennsylvania Power & Light Co. PLE-14387. 91/06/17. LEHMAN.S. 
Pennsylvania, Commonwealth of. 10pp. 58234:314-58234:323. 

9106260385 Positive ballot,w/comment,on SECY-91-093, "Reassertion Of Requlatory 
Authority in State of Idaho.” 

CURTISS Commissioners (Post 750119). 91/04/11. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 5pp. 58225:277-58225:281. 

9106270054 Discusses insp rept 150-00032/91-02 & forwards notice of 

violation.Indication of need for increased attention to NRC requirements by RSO & 
mgt noted concern. 

CLINE.W.E. Region 2 (Post 820201). 91/06/06. STRAND,W. North Carolina, State of. 
2pp. 58222:347-58222:350. 

—9106270059 Notice of violation from insp on 910514.Violation noted: radiographer ob¬ 
served performing radiography in Arlington,VA & had not filed four copies of NRC 
form-241 at least three days prior to activity. 

CLINE.W.E. Region 2 (Post 820201). 91/06/06. 2pp. 58222:349-58222:350. 

9106270150 “NPDES Discharge Monitoring Rept for May 1991." W/910617 Itr. 
KEISER.H.W., FIELDS,J.S. Pennsylvania Power & Light Co. CCN 741326. 91/05/31. 
WILKES,J.J. Pennsylvania, Commonwealth of. 12pp. 58266:294-58266:305. 

9106270170 PNO-N-91-O35:on 910612,State of Alabama notified Region II that portable 
moisture-density gauge has been stolen from locked trailer. 

PELCHAT.J. Region 2 (Post 820201). 91/06/13. Ip. 58224:190-58224:190. 

9106270253 Confirms 910620 telcon re NRC rental of Homer High School cafeteria on 
910730 to hold public scoping meeting in connection w/preparation of environ impact 
statement on Louisiana Energy Svcs proposed U enrichment plant. 

HAUGHNEY.C.J. Fuel Cycle Safety Branch (870413-870728). 91/06/21. SCRIBER.J. 
Louisiana, State of. Ip. 58268:219-58268:219. 

9106270372 Safety insp on 910516 of North Carolina license 041-0766-1. Insp 
findings:failure to check each alarm ratemeter to ensure that alarm functions properly 
prior to use at start of each shift. 

LOO.W.T. Region 2 (Post 820201). BUCHANNAN.J.E. S.K. McBryde, Inc. 91/05/22. 
Ip. 58233:227-58233:227. 

9106280168 Forwards “Final Nine Mile Point Nuclear Station 1990 SPDES Annual Bio¬ 
logical Monitoring Rept," consisting of monitoring requirements for Unit 1. 
DAHLBERG.K.A. Niagara Mohawk Power Corp. NMP81211. 91/06/21. 

COLQUHOUN.J. New York, State of. Ip. 58272:273-58272:326. 
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TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 

9106030038 Forwards revised response to Condition 4 re boron dilution recriticality 
times of SER for Topical Rept BAW-10173. 

TUCKMAN.M.S. Duke Power Co. 91/05/15. Document Control Branch (Document 
Control Desk). 20pp. 57915:283-57915:302. 

9106030064 Forwards GE affidavit requesting that NEDC-31858P, “BWR Owners Group 
Rept for Increasing MSIV Leakage Rate Limits & Elimination of Leakage Control Sys” 
be withheld.Rept submitted in support of amend to License NPF-57. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. NLR-N91089. 91/05/ 
21. Document Control Branch (Document Control Desk). 5pp. 57915:330-57915:334. 

9106030241 Provides revised response to NRC 910117 request for addl info relating to 
Topical Repts BAW-10176, "Mark-BW Reload Analysis for Trojan Nuclear Unit” & 
BAW-10178P, “Mark-BW Thermal-Hydraulic Application for Trojan Nuclear Plant.” 
CROSS.J.E. Portland General Electric Co. TAC 77313. 91/05/16. Document Control 
Branch (Document Control Desk). 12pp. 57915:110-57915:120. 

9106030295 Forwards proprietary Addendum 4 to WCAP-12610, “Addl Info for Appendi¬ 
ces F & G of WCAP-12610 VANTAGE + Fuel Assembly Ref Core Rept.” Rept with¬ 
held (ref 10CFR9.5(4)). 

TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3589. 91/05/22. Document 
Control Branch (Document Control Desk). 2pp. 57999:167-57999:170. 

—9106030303 Informs that Addendum 4 to WCAP-12610, “Addl Info for Appendices F & 
G of WCAP-12610 VANTAGE+ Fuel Assembly Ref Core Rept,” proprietary & should 
be withheld from public disclosure.per 10CFR9.5(4). 

DIPIAZZA,R.P. Westinghouse Electric Corp. AW-91-160. 91/05/22. JONES.R.C. Re¬ 
actor Systems Branch. 2pp. 57999:169-57999:170. 

9106030332 Forwards proprietary Rev 1 to ANF-89-98(P), “Generic Mechanical Design 
Criteria for BWR Fuel Designs." Rept withheld (ref 10CFR2.790). 

COPELAND,R.A. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
RAC:064:91. 91/05/16. Office of Nuclear Reactor Regulation, Director (Post 870411). 
3pp. 57999:163-57999:166. 

9106040003 Application for amend to License NPF-87,consisting of License Amend Re¬ 
quest 91-007,changing Tech Specs to remove cycle-specific parameters,including 
moderator temp coefficient & FQ surveillance.Safety evaluation end. 

CAHILL,W.J., BRUNER,H.D. Texas Utilities Electric Co. (TU Electric). GL-88-16. 91/ 
05/24. Document Control Branch (Document Control Desk). 16pp. 57940:178- 
57940:269. 

-9106040004 “Safety Evaluation for Operation of Comanche Peak Unit 1 W/ Positive 
Moderator Temp Coefficient.” 

OSBORNE.M.P., HUEGEL.D.S. Westinghouse Electric Corp. 91/03/31. 29pp. 
57940:194-57940:222. 

9106040125 Discusses NRC rereview of topical rept HFA 135 (P-A) re leak testing per¬ 
formed by HAFA Inti Inc.Believes technical aspects of issue resolved & NRC with¬ 
drawal of rept proper. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/17. LEWIS.T. 
House of Rep. Ip. 57902:043-57902:054. 

-9104260031 Informs that reconsideration of findings re HAFA implementation of topi¬ 
cal rept HAFA 135 (P-A) complete. Technical aspects of issue resolved. 

RICHARDSON,J.E. Division of Engineering Technology (Post 890827). 91/04/11. 
WEHRMEISTER,A. H.A.F.A. International, Inc. Ip. 57902:044-57902:044. 

-9103210435 Discusses independent review of implementation of Topical Rept HAFA 
135 (P-A), “Instrumented Insp Technique (IIT) as Alternative to Hydrostatic Testing 
Requirements for ASME Class 1,2 & 3 Sys & Components.” 

MUSCARA.J. Division of Engineering (Post 870413). 91/03/14. RICHARDSON,J.E. Di¬ 
vision of Engineering Technology (Post 890827). 10pp. 57902:045-57902:054. 

9106040267 Forwards diskettes containing latest copy of PWR generic fundamentals 
exam bank. 

GALLO,R.M. Operator Licensing Branch. 91/05/20. SANDSTROM.R.L. Southern Cali¬ 
fornia Edison Co. 3pp. 57894:149-57894:151. 

9106040274 Forwards memo of 910524 telcon w/P Kadambi & N Campbell re potential 
interference condition in GE Model AKS-50 circuit breakers. 

STRAMBACK.G.B. General Electric Co. GBS91011.WP. 91/05/24. BERLINGER.C.H. 
Generic Communications Branch. 5pp. 58000:080-58000:084. 

9106040359 Discusses Itrs resolving issues re leak testing performed by HAFA Inti at 
facility.NRC withdrawal of approval of topical rept HAFA 135 (P-A) proper. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/17. GILLMOR.P.E. 
House of Rep. Ip. 57895:195-57895:206. 

9106050043 Forwards EPRI proprietary Repts NP 7147, “Seismic Ruggedness of 
Relays" & NP 5223, “Generic Seismic Ruggedness of Power Plant Equipment” in 
support of generic implementation procedure.W/o ends. 

SMITH.N.P. Seismic Qualification Utility Group. 91/05/24. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). Ip. 58033:058-58033:058. 

9106050115 Informs of NRC believe that technical aspects of issue re leak testing per¬ 
formed by HAFA Intl.lnc are resolved & that NRC withdrawal of approval of TR HAFA 
135 (P-A) is proper. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/05/17. LEWIS,T. 
House of Rep. Ip. 57918:322-57918:333. 

9106050194 Provides final response to Topical Report BAW-10177, “Mark-BW Reload 
LOCA Analysis for Trojan Nuclear Plant.” Submittal of repts noted in Items 4 & 5 will 
complete actions on NRC review of BAW-10177. 

CROSS.J.E. Portland General Electric Co. 91/05/29. Document Control Branch (Doc¬ 
ument Control Desk). 25pp. 57918:275-57918:299. 

9106050235 Summary of 910513 meeting w/EPRI/SG reliability project in Rockville,MD 
re status update on ongoing activities. List of attendees & presentation matls end. 
CHENG.C.Y. Materials & Chemical Engineering Branch. 91/05/22. RICHARDSON,J.E. 
Division of Engineering Technology (Post 890827). 102pp. 57919:209-57919:311. 

9106050332 Provides copy of facilities Jan 1991 technical rept, “Analysis of Human 
Performance Trends in Precursor Database.” 

INGRAM,F. Office of Governmental & Public Affairs (Post 870413). FIN L-1170. 91/ 
05/29. Document Control Branch (Document Control Desk). Ip. 57919:312- 
57920:024. 


-9106050362 L-1170 1/91 “Analysis Of Human Performance Trends In Precursor Date- 
I33S6 ** 

* Brookhaven National Laboratory. FIN L-1170. 91/01/31. NRC - No Detailed Affili¬ 
ation Given. 69pp. 57919:313-57920:024. 

9106060068 Forwards Westinghouse 910412 application for withholding WCAP-11953, 
“Safety Evaluation Supporting More Negative EOL Moderator Temp Coefficient for JM 
Farley....” Rept provided as technical justification for 900713 Tech Spec change. 
WOODARD,J.D. Alabama Power Co. 91/05/28. Document Control Branch (Document 
Control Desk). Ip. 58001:350-58001:360. 

-9106060071 Forwards affidavit for withholding WCAP-11953, “Safety Evaluation Sup¬ 
porting More Negative EOL Moderator Temp Coefficient for JM Farley Nuclear Power 
Plant Units 1 & 2” (ref 10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. NL-OPLS-91-135. 91/04/12. MURLEY.T. 
Document Control Branch (Document Control Desk). 10pp. 58001:351-58001:360. 

9106060081 Forwards response to questions re Topical Rept,BAW-10177, “Mark-BW 
Reload LOCA Analysis for Trojan Nuclear Plant," per NRC meeting summary cltd 
910515. 

CROSS.J.E. Portland General Electric Co. 91 /05/22. Document Control Branch (Doc¬ 
ument Control Desk). 55pp. 58001:241-58001:295. 

9106070028 Forwards detailed position on compliance w/hydrogen mitigation require¬ 
ments of 10CFR50.44,per NRC 901106 request.Topical Rept TR-081,Rev 0,utilizing 
methodology provided in App A of NUREG-0800.SRP Section 6.2.5 also end. 
LONG.R.L. General Public Utilities Corp. - GPU Service Corp. COOO-91-1330. 91/05/ 
30. Document Control Branch (Document Control Desk). 41pp. 58014:012-58014:099. 

-9106070037 TR-081 R00 Rev 0 to Topical Rept TR-081, “Oyster Creek Plant Specific 
Oxygen Generation Following LOCA," per methodology described in App A of 
NUREG-0800,(SRP Section 6.2.5) re combustible gas control in containment. 
DOUGHER.J.D., TRIKOUROS.N.G., BOND.G.R. General Public Utilities Corp. - GPU 
Service Corp. 91/05/30. 47pp. 58014:053-58014:099. 

9106070239 Forwards Rev 0 to ANF-89-80(NP), "Dresden Units 2 & 3 8X8 Extended 
Burnup Design Rept.” 

RICHTER,M.H. Commonwealth Edison Co. 91/06/04. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 58016:280-58016:300. 

-9106070240 ANF-89-80(NP) R00 Rev 0 to “Dresden Units 2 & 3 8X8 Extended 
Burnup Design Rept.” 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 91/05/23. 19pp. 
58016:282-58016:300. 

9106100062 Forwards safety evaluation re Topical Rept BAW-10174,Rev 1, mark-BW 
reload LOCA analysis for Catawba & McGuire Units & “Final Review of LOCA Analy¬ 
ses for Duke Power Co Catawba & McGuire Units W/B&W Fuel Co Reload Fuel 
BAW-10174,Rev 1.” 

MARTIN,R.E. Project Directorate 11-3. TAC 75139. 91/05/28. TUCKMAN.M.S. Duke 
Power Co. 4pp. 58011:001-58011:054. 

—9106100072 Safety evaluation re Topical Rept BAW-10l74,Rev 1 mark-BW reload 
LOCA analysis for Catawba & McGuire Units,Duke Power Co.Catawba Nuclear Station 
& McGuire Nuclear Station. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/28. 5pp. 
58011:006-58011:010. 

9106100131 Forwards nonproprietary WCAP-12935-NP & proprietary WCAP-12909-P, 
“Westinghouse ECCS Evaluation ModekRevised Large Break LOCA Power Distribu¬ 
tion Methodology.” Proprietary WCAP-12909-P withheld (ref 10CFR2.790). 
TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3578. 91/05/22. WILSON,V.H. 
Planning, Program & Management Support Branch (Post 870411). 2pp. 58092:254- 
58092:305. 

—9106100136 Requests that WCAP-12909-P, “Westinghouse ECCS Evaluation 
Model:Revised Large Break LOCA Power Distribution Methodology" be withheld (ref 
10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. AW-91-166. 91/05/22. WILSON.V.H. 
Planning, Program & Management Support Branch (Post 870411). 9pp. 58092:256- 
58092:264. 

—9106100144 WCAP-12935-NP Nonproprietaiy “Westinghouse ECCS Evaluation 
ModelrRevised Large Break LOCA Power Distribution.” 

YOUNG,M.Y., DOSHI.P.K. Westinghouse Electric Corp. 91/05/31. 40pp. 58092:265- 
58092:305. 

9106100443 Forwards Topical Rept NEDO-31960, “Long-Term Stability Solutions Li¬ 
censing Methodology” for NRC review & approval. 

BECK.G.J. BWR Owners Group. 91/05/31. Office of Nuclear Reactor Regulation, Di¬ 
rector (Post 870411). 2pp. 58093:085-58093:347. 

-9106100471 NEDO-31960 “Long-Term Stability Solutions Licensing Methodology.” 

* BWR Owners Group. 91/05/31. NRC - No Detailed Affiliation Given. 262pp. 
58093:087-58093:347. 

9106110133 Forwards proprietary response to request for addl info re topical rept DPC- 
NE-3001.Response withheld. 

TUCKMAN.M.S. Duke Power Co. 91/06/03. Document Control Branch (Document 
Control Desk). 2pp. 58095:137-58095:138. 

9106110290 Forwards Westinghouse rept, “Engineering Analysis Rept,Small Break 
LOCA Analyses for Revised ECCS Tech Spec Limits for Trojan Nuclear Plant." 
CROSS.J.E. Portland General Electric Co. 91 /06/06. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 58123:171-58123:249. 

—9106110292 “Engineering Analysis Rept Small Break LOCA Analyses for Revised 
ECCS Tech Spec Limits for Trojan Nuclear Power Plant.” 

BASKERVILLE.F., FISHER,K.A., VON HOLLEN.J. Westinghouse Electric Corp. 91/06/ 
06. 63pp. 58123:174-58123:249. 

9106110291 Forwards non proprietary & proprietary, “Fort St Vrain Decommissioning 
Cost Estimate for PSC of CO,” for June 1991. Proprietary rept withheld (ref 
10CFR2.790). 

CRAWFORD,A.C. Public Service Co. of Colorado. P-91198. 91/06/06. WEISS,S.H. 
Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 6pp. 
58043:292-58045:052. 
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“9106110301 Requests that proprietary document entitled, “Fort St Vram Decommis¬ 
sioning Cost Estimate for PSC of CO for June 1991," be withheld per 10CFR2.790. 
DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-91-170. 91/06/05. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 12pp. 58043:298-58043:310. 

“9106110308 Nonproprietary, “Fort St Vram Decommissioning Cost Estimate for PSC of 
CO.“ 

’ Public Service Co. of Colorado. 91/06/05. 400pp. 58043:311-58045:052. 

9106120268 Forwards memo of telcon w/P Kadambi on 910603 re large magnitude ir¬ 
regular density wave oscillations. 

STRAMBACK.G.B. General Electric Co. MFN-061-91. 91/06/03. BERLINGER.C.H. 
Generic Communications Branch. 4pp. 58110:001-58110:004. 

9106130091 Summary of 910501 meeting w/NUMARC,Joint Owners Group Accident 
Mgt Advisory Committee & EPRI for NUMARC & EPRI to present selected portions of 
revised EPRI Technical Basis Rept.EncI withheld. 

PALLA.R.L. Risk Application Branch. 91/05/21. CONGEL.F.J. Division of Radiation 
Protection & Emergency Preparedness (Post 870411). 38pp. 58112:141-58112:178. 

9106130229 Notification of 910617 meeting w/ASEA Brown Boveri & INEL in 
Rockville,MD to discuss disposition of initial questions & review schedule for “Realistic 
Small Break LOCA Evaluation Model’’ topical rept. 

HUANG,P. Reactor Systems Branch. 91/06/06. JONES,R.C. Reactor Systems 
Branch. 2pp. 58111:297-58111:298. 

9106170074 Forwards Rev 14 to QA program. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). B13835. 
91/06/06. Document Control Branch (Document Control Desk). 3pp. 58147:025- 
58147:168. 

“9106170083 Rev 14 to QA program. 

* Northeast Utilities. B13835. 91/06/30. 100pp. 58147:028-58147:168. 

9106170144 Updates NRC on BWROG stability activities w/emphasis on BWROG/GE 
plans re ATWS stability analysis results discussed w/NRC on 910109. 

BECK.G. BWR Owners Group. BWROG 91-039. 91/04/15. THADANI.A.C. Division of 
Systems Technology (Post 890827). 2pp. 58165:186-58165:187. 

9106180003 Application for amend to License DPR-20,changing Tech Specs to incorpo¬ 
rate change to reactor variable high power trip setpoint.ANF-90-181, “Review & Anal¬ 
ysis of SRP Chapter 15 Events for Palisades W/15% Variable High Power...’’ end. 
SLADE,G.B. Consumers Power Co. 91/05/30. Document Control Branch (Document 
Control Desk). 4pp. 58175:067-58175:152. 

-9106180005 ANF-90-181 “Review & Analysis of SRP Chapter 15 Events for Palisades 
W/ 15% Variable High Power Trip Reset.” 

WELZBACKER.R.T., LINDQUIST,T.R. Advanced Nuclear Fuels Corp. (formerly Exxon 
Nuclear Co., Inc.). 90/11/09. 74pp. 58175:079-58175:152. 

9106180216 Notification of 910807 meeting w/BWROG,GE & ORNL in Rockville,MD to 
discuss BWR thermal hydraulic stability. 

RICHINGS.H. Reactor Systems Branch. 91/06/14. JONES,R.C. Reactor Systems 
Branch. 2pp. 58146:342-58146:343. 

9106180380 Notification of 910617 meeting w/EPRI,TVA,NUMARC & TECO in 
Rockville,MD to discuss future interaction between NRC & EPRI MOV TAG on per¬ 
formance prediction program. 

NORBERG.J.A. Mechanical Engineering Branch. 91/06/12. RICHARDSON,J.E. Divi¬ 
sion of Engineering Technology (Post 890827). 2pp. 58146:360-58146:361. 

9106180408 Summary of 900328 meeting w/WOG Steering Committee re program to 
develop peer groups of Westinghouse NSSS plants. 

HICKMAN,D.E. Trends & Patterns Analysis Branch. 91/06/12. VOYTELL.K. Westing¬ 
house Operating Plants Owners Group. 5pp. 58151:318-58151:322. 

9106190211 Advises that WCAP-11953, "SE Supporting More Negative EOL Moderator 
Temp Coefficient TS for JM Farley Nuclear Plant Units 1 & 2" will be withheld from 
public disclosure,per 10CFR2.790. 

HOFFMAN.S.T. Project Directorate 11-1. 91/06/14. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 4pp. 58151:335-58151:338. 

9106190217 Forwards proprietary Rev 1 to ANF-90-082(P), “Application of ANF Design 
Methodology for Fuel Assembly Reconstitution.” Rept withheld (ref 10CFR2.790(b)). 
COPELAND,R.A. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
RAC:075:91. 91/06/06. Office of Nuclear Reactor Regulation, Director (Post 870411). 
4pp. 58193:252-58193:255. 

9106190330 Forwards SE accepting topical rept WCAP-12639, “Pressurizer Surge Line 
Thermal Stratification Generic Detailed Analysis Program MUHP-1091 Summary 
Rept.” 

HSIA.A.H. Project Directorate 111-2. TAC 72116. 91/06/06. KOVACH,T.J. Common¬ 
wealth Edison Co. 4pp. 58159:115-58159:126. 

-9106190351 SE of WOG rept WCAP-12639, “Pressurizer Surge Line Thermal Stratifi¬ 
cation Generic Detailed Analysis Program MUHP-1091 Summary Rept." Rept accept¬ 
ed. 

* Project Directorate 111-2. 91/06/06. 8pp. 58159:119-58159:126. 

9106210161 Notification of 910627 meeting w/BWR Owners Group in Rockville,MD to 
discuss long-term solution for stability concerns re some tight inlet orifice plants. 
RICHINGS.H. Reactor Systems Branch. 91/06/13. JONES,R.C. Reactor Systems 
Branch. 2pp. 58191:076-58191:077. 

9106250199 Advises that Suppl 2,Rev 0 to WCAP-8687,Suppl 2,Rev 1 to WCAP-10271- 
P-A,WCAP-11733,WCAP-12374,WCAP-12632 & WCAP-12641 will be withheld from 
public disclosure,per 900822 & 1220 requests. 

AULUCK.R. Project Directorate 11-2. 91/06/18. DIPIAZZA,R.P. Westinghouse Electric 
Corp. 3pp. 58205:342-58205:344. 

9106250243 Application for amend to License DPR-58,decreasing min measured flow 
requirement as found in Table 3.2-1 & revising RCS limit Figure 2.1-1 & Table 2.2-1 
functional unit 12 footnote.Rept withheld. 

ALEXICH.M.P. American Electric Power Co., Inc. AEP:NRC:1130. 90/07/23. 
MURLEY.T.E. Document Control Branch (Document Control Desk). 20pp. 58220:234- 
58220:260. 


9106260052 Grants util request for withholding "BWROG Rept for Increasing MSIV 
Leakage Rate Limits & Elimination of Leakage Control Sys," NEDC-31858P,from 
public disclosure. 

DEMBEK.S. Project Directorate 1-2. TAC 80098. 91/06/19. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 6pp. 58217:256-58217:261. 

9106260100 Grants request for withholding WCAP-12914, “Structural Evaluation of 
Salem Nuclear Plant Units 1 & 2 Pressurizer Surge Lines,Considering Effects of Ther¬ 
mal Stratification,” from public disclosure. 

STONE,J.C. Project Directorate 1-2. TAC 72161. 91/06/12. DIPIAZZA,R.P. Westing¬ 
house Electric Corp. 5pp. 58217:277-58217:281. 

9106260263 Withdraws request for NRC review of WCAP-11157, “Integrity of Fuel Rods 
During Locked Rotor/Shaft Bread Accident" & WCAP-10484, "Spacer Grid Heat 
Transfer Effects During Reflood." 

TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3598. 91/06/04. JONES,R.C. 
Reactor Systems Branch. Ip. 58230:341-58230:341. 

9106260306 Forwards nonproprietary & proprietary Addendum 2,Rev 3 to WCAP-12245 
& WCAP-12244, “Addendum 2 to Steam Generator Tube Plug Integrity Summary 
Rept." Rept withheld (ref 10CFR2.790). 

TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3596. 91/05/31. 

RICHARDSON,J.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
58238:275-58239:004. 

-9106260311 Informs that Addendum 2,Rev 3 to WCAP-12244, “Addendum 2 to Steam 
Generator Tube Plug Integrity Summary Rept,” proprietary,per 10CFR2.790. 

DIPIAZZA,R.P. Westinghouse Electric Corp. AW-91-167. 91/05/31. MURLEY.T. Docu¬ 
ment Control Branch (Document Control Desk). 11pp. 58238:277-58238:287. 

-9106260313 WCAP-12245 ADD02 R03 Addendum 2,Rev 3 to “Addendum 2 to Steam 
Generator Tube Plug Integrity Summary Rept." 

KEATING,R.F. Westinghouse Electric Corp. 91/05/31. 71pp. 58238:288-58239:004. 

9106260307 Forwards Rev 12 of Topical Rept CPC-2A, “Quality Program Description for 
Operational Nuclear Power Plants" for review. 

HOFFMAN,D.P. Consumers Power Co. 91/06/14. Document Control Branch (Docu¬ 
ment Control Desk). 72pp. 58230:188-58230:340. 

-9106260314 CPC-2A R12 Rev 12 of Topical Rept CPC-2A, "Quality Program Descrip¬ 
tion for Operational Nuclear Power Plants. 

* Consumers Power Co. 91/06/05. 81pp. 58230:260-58230:340. 

9106260325 Forwards nonproprietary WCAP-12876 & proprietary WCAP-12877, "Tech¬ 
nical Justification for Eliminating Pressurizer Surge Line Rupture...,’’ in response to 
Action l.d of NRC Bulletin 88-011.WCAP-12877 withheld (ref 10CFR2.79Q(b)(4)). 
PARKER,T.M. Northern States Power Co. IEB-88-011. 91/06/17. Document Control 
Branch (Document Control Desk). 7pp. 58249:327-58250:054. 

-9106260332 WCAP-12876 Nonproprietary “Technical Justification for Eliminating Pres¬ 
surizer Surge Line Rupture as Structural Design Basis for Praire Island Unit 1." 
WITT.F.J., PALUSAMY.S.S. Westinghouse Electric Corp. 91/03/31. 70pp. 58249:334- 
58250:044. 

9106260357 Forwards updated VEP-1-5A, “Operational QA Program Topical Rept. ’ 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91-304. 91/06/20. 
Document Control Branch (Document Control Desk). 9pp. 58242:128-58242:241. 

-9106260367 VEP-1-5A Updated VEP-1-5A, “Operational QA Program Topical Rept." 

* Virginia Power (Virginia Electric & Power Co.). 91/04/30. 101pp. 58242:137- 
58242:241. 

9106260368 Forwards nonproprietary WCAP-12951 & proprietary WCAP-12950, “Steam 
Generator Plugged Tube Presentation Matl." Rept withheld (ref 10CFR2.790). 
TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3599. 91/05/23. 

RICHARDSON,J.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
58239:005-58239:052. 

-9106260371 Informs that WCAP-12590, ‘Steam Generator Plugged Tube Presenta¬ 
tion," proprietary,per 10CFR2.790. 

DIPIAZZA,R.P. Westinghouse Electric Corp. AW-91-164. 91/05/23. MURLEY.T. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 58239:007-58239:016. 

-9106260374 WCAP-12951 “Steam Generator Plugged Tube Presentation Matl.” 
WHITEMAN,G.W. Westinghouse Electric Corp. 91/05/31. 35pp. 58239:017- 

58239:052. 

9106260398 Forwards Rev 6 to Topical Rept CENPD-210, “Description of Nuclear QA 
Program." 

KENNEDY,E.H. Combustion Engineering, Inc. LD-91-029. 91/06/13. BRACH.E.W. 
Document Control Branch (Document Control Desk). 8pp. 58237:001-58237:056. 

-9106260402 CENPD-210 R06 "Description of Nuclear QA Program." 

* Combustion Engineering, Inc. 91/06/13. 48pp. 58237:009-58237:056. 
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9106030049 Forwards notice of upcoming meetings re NRC High Level Waste Mgt 
Program.NRC/DOE interactions meetings will be held on 910530 in Rockville,MD & 
NRC/DOE QA bimonthly meeting will be held on 910625 in Rockville,MD. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/05/27. Affiliation Not Assigned. 3pp. 57914:329-57914:330. 

9106030058 Forwards comments on US positions on upcoming meeting of Radwaste 
Mgt Committee in June 1991.Comments cover groundwater flow heterogeneity work¬ 
shop & groundwater flow through argillaceous media workshop. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/05/28. 
ISAACS,T.H. Energy, Dept. of. 7pp. 57994:127-57994:133. 

9106030074 Forwards documents re review efforts on US Ecology topical rept on high 
strength asphalt solidification for radwaste. Interim approval will be granted for boric 
acid waste stream formulation under narrowly bounded conditions. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/05/22. 
MILLER.V.L. State Programs (Post 900112). 2pp. 57915:335-57915:346. 



-9106030075 Summary of 910508 meeting w/US Ecology in Rockville,MD re solidifica¬ 
tion of low level radwaste w/high strength asphalt to resolve issues on compliance w/ 
10CFR61 for proposed waste streams. 

SHEWMAKER.R.E. Low-Level Waste Management Branch (Post 901230). 91/05/16. 
LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 4pp. 57915:337- 
57915.346. 

9106030079 Responds to Itr to Chairman Carr transmitting constituent RH Stapleton Itr 
raising concerns re proposed low level radwaste disposal facility in State of 

CA.Address of responsible state agency iisted.Draft Itr end. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/17. 

LAGOMARSINO.R. House of Rep. 15pp. 57915:253-57915:267. 

9106030079 Responds to Itr to Chairman Carr transmitting constituent RH Stapleton Itr 
raising concerns re proposed low level radwaste disposal facility in State of 

CA.Address of responsible state agency Iisted.Draft Itr end. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/17. 

LAGOMARSINO.R. House of Rep. Ip. 58159:098-58159:101. 

-9106170276 Requests comments on end Itr from constituent RH Stapleton re pro¬ 
posed Ward Valley low-level nuclear disposal facility in Southern CA. 
LAGOMARSINO.R. House of Rep. 91/04/24. CARR.K. Commissioners (Post 750119). 
3pp. 58159:099-58159:101. 

9106030114 Forwards Ofc of Civilian Radwaste Mgt QA Audit YMP-91-06 of Science 
Applications Inti Corp in support of Yucca Mountain Site characterization 
project,during period of 910617-21. 

HORTON.D.G. Energy, Dept. of. HLWR. 91/05/22. NELSON,J.H. Science Applica¬ 
tions International Corp. (formerly Science Applications, Inc.). 11pp. 57994:025- 
57994:035. 

9106030114 Forwards “Ofc of Civilian Radwaste Mgt Audit Plan for YMP 91-06 of Sci¬ 
ence Application Inti Corp - Las Vegas,NV - 910617-21.” 

HORTON.D.G. Energy. Dept. of. HLWR. 91/05/22. NELSON,J.H. Science Applica¬ 
tions international Corp. (formerly Science Applications, Inc.). 3pp. 58179:147- 
58181:011. 

-9106170210 YMP-91-06 “Ofc of Civilian Radwaste Mgt QA Audit Plan for Audit YMP- 
91-06 of Science Application Inti Corp,Las Vegas,NV 910617-21." 

MAUDLIN,R.L., HORTON.D.G. Energy, Dept. of. HLWR. 91/05/20. 12pp. 58179:150- 
58179:159. 

-9106170220 Rev 1 to “Meteorological Monitoring Plan for Yucca Mountain Project.” 
NELSON.J.H. Science Applications International Corp. (formerly Science Applications, 
Inc.). DIXON.W.R., WILMOT.E.L. Energy, Dept. of. SAIC 84/7600. 89/06/05. 97pp. 
58179:160-58179:257. 

-9106170225 Rev 1 to YMP/88-14, “Radiological Monitoring Plan.” 

DIXON.W.R., GERTZ C.P., HORTON.D.G. Energy, Dept. of. HLWR. 90/12/31. 89pp. 
58179:258-58179:343. 

-9106180126 Rev 1 to “Scientific Investigation Package for Radiological Monitoring.” 
QA checklist enci 

* Energy, Dept. of. HLWR. 91/05/31. 175pp. 58179:344-58181:011. 

9106030137 Rev 3 to QMP-06-04, “Project Ofc Document Development, 
Review.Approval & Rev Processes." 

’ Science Applications International Corp. (formerly Science Applications, Inc.). 91/ 
05/29. 37pp. 57994:036-57994:071. 

9106030145 Submits inquiry to ASME NQA-1-1989 edition,Suppl 17S-1, Paragraph 2.2 
& 2.3 for clarification. 

VERDEN.J.D. Science Applications International Corp. (formerly Science Applications, 
Inc.). 91/05/22. KOZLIK.M. American Society of Mechanical Engineers. 2pp. 
58091:180-58091:181. 

9106030151 Rev 3 to QMP-02-01, “Project Ofc Indoctrination & Qualification Training.” 
GERTZ.C. Science Applications International Corp. (formerly Science Applications, 
Inc.). HLWR. 91/05/10. 22pp. 58091:182-58091.203. 

9106030179 Rev 1 to QMP-02-09, “Development & Conduct of Training.” 

’ Science Applications International Corp. (formerly Science Applications, Inc.). 
HLWR. 91 /05/02. 3pp. 58009:055-58009:057. 

9106030186 Rev 2 to QMP-Q1-01, “Organization.” 

HORTON.D.G. Science Applications International Corp. (formerly Science Applica¬ 
tions. Inc.). HLWR. 91/05/20. 4pp. 58091:174-58091:177. 

9106030187 Discusses comment & response document presenting DOE responses to 
open issues identified in draft technical evaluation rept.W/o encl. 

MATTHEWS.M.L. New Mexico, State of. 91/04/30. SURMEIER.J.J. Uranium Recov¬ 
ery Branch (Post 901230). 2pp. 57887:329-57887:330. 

9106030194 Forwards FR notice announcing availability of final staff technical position 
re regulatory considerations in design & const of exploratory shaft facility. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/05/24. MEYER,D.L. Regulatory Publications Branch. Ip. 
57994:182-57994:185. 

“9106030215 FR notice announcing availability of final staff technical position re regula¬ 
tory considerations in design & const of exploratory shaft facility. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/05/24. 
3pp. 57994:183-57994:185. 

9106030195 Forwards draft agenda for 910618-20 Engineered Barrier Sys Concepts 
Workshop in Denver,CO.Workshop will solicit opinions of experts re extended-life en¬ 
gineered barrier sys concepts. 

GERTZ.C.P. Energy, DepL of. 91/05/20. LINEHAN.J.J. Division of High-Level Waste 
Management (Post 870413). 6pp. 57994:353-57994:357. 

9106030207 Updates DOE 910304 Itr re two observations made by NRC on Sandia Natl 
Labs QA Audit 90-04 conducted at Albuquerque,NM on 900820-24.Policy decision 
made by DOE not to retain audit & surveillance checklists as QA records. 

DESELL,L.J. Energy, Dept. of. HLWR. 91/05/28. LINEHAN.J.J. Division of High-Level 
Waste Management (Post 870413). 2pp. 58091:178-58091:179. 


9106030210 Forwards Surveillance Observation Rept 91 -S7 on adequacy of procedural 
controls & status of implementation under selected program elements of Sandia Natl 
Labs QA program. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/05/28. SHELOR.D.E. Energy, Dept. of. 5pp. 57994:235- 
57994:239 

9106030217 Requests that encl NUREG-1439, “Staff Technical Position on Regulatory 
Considerations in Design & Const of Exploratory Shaft Facility” be submitted for publi¬ 
cation in final form. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/05/24. MEYER,D.L Regulatory Publications Branch. 107pp. 
57908:022-57908:128. 

9106030225 YMP-91-01 “QA Audit Plan for Yucca Mountain Site Characterization 
Project Ofc Audit of LLL,Audit YMP-91-01,910603-07.” 

POWE.R.E., KRATZINGER.F.J., HORTON.D.G. Energy, Dept. of. 91/04/30. 400pp. 
57905:113-57906:175. 

9106030300 Forwards mod 4 to preliminary revised remedial action plan for site.Mod 
requests approval for supplemental stds application. 

MATTHEWS.M.L. New Mexico, State of. 91/05/15. HALL.R.E. Uranium Recovery 
Field Ofc, R4. 4pp. 57894:287-57894:290. 

9106030323 Requests addl info necessary before permitting termination of license in 
accordance w/10CFR150.15a.Addl info listed encl. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/05/20. ROBERTSON,G. Washington, 
State of. 3pp. 57894:215-57894:217. 

9106040100 Requests development of reg guide on performance assessment of low- 
level radwaste disposal facilities.Reg guide will provide guidance to applicants for li¬ 
censing low-level radwaste disposal facilities. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/05/23. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 16pp. 
57914:222-57914:236. 

9106040238 Forwards Code of Federal Regulations (Energy),Parts 0 to 50 & Parts 51 to 
199.W/0 encl. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 91/05/28. BONEFAS,S. 
Graham Community Hosp., Safford, AZ. Ip. 57999:302-57999:302. 

9106040280 Responds to 901206 Itr to DC Williams requesting investigation concerning 
NRC regulation of Shpack Landfill near Attleboro,MA. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/05/23 

SULLIVAN,J.W. Affiliation Not Assigned. 2pp. 58000:052-58000:054. 

-9106040289 Discusses Itr from JW Sullivan expressing concern re NRC radwaste reg¬ 
ulation in Attleboro & Norton,MA.Exam determined that NRC addressing problems as¬ 
sociated w/contamination at matl facilites sites nationwide. 

NORTON,L.J. Office of Inspector General (Post 890417). 91/04/05. TAYLOR.J.M. Otc 
of the Executive Director for Operations. Ip. 58000:054-58000:054. 

9106040295 Notification that Yucca Mountain Site Characterization Project Ofc to con¬ 
duct QA audit YMP 91-01 of LLL QA program plan & quality-related activities during 
period of 910603- 07. 

DESELL,L.J. Energy, Dept. of. 91/05/29. LINEHAN.J.J. Division of High-Level Waste 
Management (Post 870413). 6pp. 58009:008-58009:013. 

9106040389 Corrected pages of Rev 1 to YMP/CM-0011, “YMP Site Characterizatior 
Program Baseline.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). 91 1 
05/23. 94pp. 58091:204-58091:298. 

9106050306 Discusses completion of requirements for Intermediate Milestone 3704 
064-002 of geochemical analog of contaminant transport in unsaturated rock research 
project. 

RUSSELL,J.L. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-001. 91; 
05/24. KOVACH,L. NRC - No Detailed Affiliation Given. Ip. 58005:252-58005:256. 

—9106050315 Trip rept of 910515-17 visit to Pennsylvania State Univ, State College.P/ 
re professional development travel. 

PEARCY.E.C., RUSSELL,J.R. Center for Nuclear Waste Regulatory Analyses. 91/05; 
24. KOVACH,L„ FUNCHES.J., STILTENPOLE.B. NRC - No Detailed Affiliation Given 
3pp. 58005:253-58005:256. 

9106050334 “Rept on Analysis of Criteria for Self-Guarantee by NRC Licensees." 
COLLIER,J., DEAN.C., ESSAK.S. ICF, Inc. FIN D-1047. 91/03/31. Office of Nuclea 
Material Safety & Safeguards. 54pp. 58008:228-58008:279. 

9106060075 Provides verification of corrective action & closure of corrective action re 
quest YM-91-035 resulting from Yucca Mountain QA Div Audit 91-02 of Reynold: 
Electrical & Engineering Co,Inc. 

HORTON.D.G. Energy, Dept. of. HLWR. 91/05/29. PRITCHETT,R.F. Reynolds Electri 
cal & Engineering Co., Inc. 10pp. 58009:155-58009:164. 

9106060082 Discusses evaluation of response to corrective action request YM-91-04’ 
resulting from Yucca Mountain QA Div Audit 91-03 of LASL. 

HORTON.D.G. Energy, Dept. of. HLWR. 91/05/29. HERBST.R.J. Los Alamos Nations 
Laboratory. 6pp. 58009:165-58009:170. 

9106060089 Forwards Rev 9 to Yucca Mountain Site Characterization Project Ofc Q/ 

ciirv/oillfirtro Cf'hflHnlfi fnr CVQ1 

HORTON.D.G. Energy, Dept. of. HLWR. 91/05/29. HOOKS,K.R. NRC - No Detailet 
Affiliation Given. 3pp. 58009:177-58009:179. 

9106060104 Forwards evaluation of amended response to corrective action request YM 
91-037 resulting from Yucca Mountain QA Div Audit 91-02 of Reynolds Electrical l 
Engineering Co. Inc. 

HORTON.D.G. Energy, Dept. of. HLWR. 91/05/29. PRITCHETT.R.F. Reynolds Electri 
cal & Engineering Go., Inc. 12pp. 58009:143-58009:154. 

9106060158 Submits Yucca Mountain Project site rept,including exploratory studies facil 
ity activities & responses to GAO testimony re readiness to start new work. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 91/05/28 
HOLONICH.J. Repository Licensing & Quality Assurance Project Directorate (Pos 
881120). 73pp. 58010:149-58010:226. 
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9106060163 Trip rept of 910425 visit to Commonwealth Edison - Nuclear Engineering 
Dept,Chicago, IL re waste solidification sys for West Valley Demonstration project. 
LAMPING,G.A., NAIR.P.K. Center for Nuclear Waste Regulatory Analyses. 91/05/24. 
Center for Nuclear Waste Regulatory Analyses. 5pp. 58009:245-58009:251. 

9106060174 Notifies,per 901024 request,that remaining exception, “Personnel Qualifica¬ 
tions,” for Ofc of Civilian Radwaste Mgt acceptance of USGS QA program addressed. 
SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/03. LINEHAN.J.J. Division of High- 
Level Waste Management (Post 870413). 2pp. 58009:191-58009:198. 

9106070230 Forwards EPA draft final ground-water protection std dtd 910103,in re¬ 
sponse to Commissioner Curtiss questions re SECY-90-268. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/31. CARR, 
ROGERS, CURTISS Commissioners (Post 750119). 87pp. 58015:130-58015:216. 

9106070243 Responds to 910402 Itr re NRC ongoing interest in obtaining samples of 
simulated borosilicate glass waste of type to be produced at Defense Waste Process¬ 
ing Facility & West Valley Demonstration Project.Separate agreement w/DOE unnec¬ 
essary. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/05/30. SHELOR.D.E. Energy, Dept. of. 4pp. 58054:322- 
58054:325. 

9106070301 Advises that 910426 revised application & environ rept to receive & dis¬ 
pose of byproduct matl acceptable,per Atomic Energy Act,Section 11e.(2).List of miss¬ 
ing & addl info needed by 910630 for completion of technical review end. 
SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/04. SEMNANI.K.B. 
Envirocare of Utah, Inc. 17pp. 58015:003-58015:097. 

9106100177 Forwards revised draft “Staff Technical Position on Investigations to Identi¬ 
fy Fault Displacement & Seismic Hazards at Geologic Repository” for info.per MOU 
between Advisory Committee on Nuclear Waste & EDO. 

YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/05/31. FRALEY,R.F. Advisory Committee on Nuclear Waste. Ip. 58091:069- 
58091:153. 

-9104290316 Revised draft “Staff Technical Postition on Investigations to Identify Fault 
Displacement & Seismic Hazards at Geologic Repository." 

BLACKFORD,M.E. Division of High-Level Waste Management (Post 870413). HLWR. 
91/04/30. 84pp. 58091:070-58091:153. 

9106100229 Transmits NRC Surveillance Observation Rept 91-S5 for DOE Yucca 
Mountain Site Characterization Project Ofc QA Surveillance YMP-SR-91-013 of LLNL 
programs conducted in Livermore,CA on 910408-10. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/05/29. SHELOR.D.E. Energy, Dept. of. 5pp. 58091:154- 
58091:158. 

9106100255 Responds to 910503 Itr urging Commission to allow continued, indefinite 
storage of LLW at existing generator & storage sites. 

CARR.K.M. Commissioners (Post 750119). 91/06/03. D’AMATO.A.M. Senate. 2pp. 
58052:093-58052:098. 

-9106100258 Discusses title transfer & possession provisions of Low-Level Radwaste 
Policy Amends Act of 1985.Urges Commission to allow continued.indefinite storage of 
LLW at existing sites. 

D’AMATO.A.M. Senate. 91/05/03. CARR.K.M. Commissioners (Post 750119). 4pp. 
58052:095-58052:098. 

9106100295 Concurs w/proposed Class I change to Project Interface Document 12-S- 
01 .submitted via DOE 910521 Itr. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/05. 

MATTHEWS,M.L. Energy, Dept. of. Ip. 58092:053-58092:053. 

9106100300 Advises that Div of Low Level Waste Mgt does not wish to continue fund¬ 
ing Cooperative Agreement FIN L-1566, “Conferences on Radwaste:Distinguished 
Lecturer Series,” for second yr of agreement. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). FIN L-1566. 91/ 
06/05. BEVERIDGE,G.G. Program Implementation Branch (Post 870729). Ip. 
58091:332-58091:333. 

9106100304 Forwards draft completion rept review comments on Spook,WY 
UMTRAP.W/resolution of minor items,NRC concurs w/completion & will issue final 
completion review rept. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/04. 

MATTHEWS,M.L. Energy, Dept. of. 2pp. 58017:304-58017:305. 

9106100400 Forwards rept on DOE QA Grading Workshop in Las Vegas,NV on 910402- 
03 & 16-19.Attendees listed. 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/04. YOUNGBLOOD,B.J. Division of 
High-Level Waste Management (Post 870413). 47pp. 58150:002-58150:048. 

9106110151 informs that training course planned to be given by CNWRA. Course will be 
presented to staff on 9106l8-19.Managers reminded that adequate coverage in 
section.approx half, should be maintained. 

YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/06/04. Division of High-Level Waste Management (Post 870413). Ip. 58091:167- 
58091:167. 

9106110179 Invites new NRC groundwater hydrologists to visit for hands-on overview of 
UMTRA project.Visit would present opportunity to discuss missions & exhibit DOEs 
groundwater-hydrologic capabilities at project. 

MATTHEWS.M.L. Energy, Dept. of. 91/06/05. SURMEIER.J.J. Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 2pp. 58095:310-58095:311. 

9106110197 Rev 3 to Quality Mgt Procedure QMP-02-02, “Qualification of QA Audit Per¬ 
sonnel.” 

KUNICH.M.E., RINALDI,J. f GERTZ.C. Science Applications International Corp. (former¬ 
ly Science Applications, Inc.). 91/06/10. 28pp. 58146:189-58146:216. 

9106110257 Notification of 910620 meeting w/licensees in Rockville,MD to discuss 
study objectives & tasks to be pursued during proposed experimental phases for 3-yr 
project. 

STABLEIN.K. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/06/06. LINEHAN.J.J. Repository Licensing & Quality Assurance 
Project Directorate (Post 881120). Ip. 58150:049-58150:049. 


9106110263 Forwards “Selected NRC Products High Level Waste Program," dtd Apr 
1991. 

GARCIA,A. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 91/04/16. Affiliation Not Assigned. Ip. 58098:227-58098:263. 

—9106110264 “Selected NRC Products High Level Waste Program.” 

* NRC - No Detailed Affiliation Given. 91/04/30. 36pp. 58098:228-58098:263. 

9106110309 Replacement Page 8 to Rev 3 to QMP-06-04, “Project Ofc Document 
Development,Review,Approval & Rev Processes." 

" Science Applications International Corp. (formerly Science Applications, Inc.). 
HLWR. 91/06/03. 3pp. 58150:050-58150:052. 

9106110363 Forwards “Yucca Mountain QA Div Surveillance Rept of Technical & Mgt 
Support Svcs Surveillance YMP-SR-91-017," conducted on 910506-08. 

HORTON,D.G. Energy, Dept. of. HLWR. 91/06/04. NELSON,J.H. Science Applica¬ 
tions International Corp. (formerly Science Applications, Inc.). HOOKS,K.R. NRC - No 
Detailed Affiliation Given. 2pp. 58146:217-58146:228. 

—9106110374 YM-SR-91-017 “Yucca Mountain QA Div Surveillance Rept of Technical & 
Mgt Support Svcs Surveillance YMP-SR-91-017," conducted on 910506-08. 

HARRIS,D.J., NOLAND.T.W., MCFALL.K.T. Energy, Dept. of. HLWR. 91/05/31. 10pp. 
58146:219-58146:228. 


9106110395 Forwards “Yucca Mountain QA Div QA Surveillance Rept of SANL Surveil¬ 
lance YMP-SR-91-015,” conducted on 910422-24. 

HORTON,D.G. Energy, Dept. of. HLWR. 91/06/04. BLEJWAS.T.E. Sandia National 
Laboratories. HOOKS,K.R. NRC - No Detailed Affiliation Given. 2pp. 58146:229- 
58146:239. 


--9106110402 YM-SR-91-015 “Yucca Mountain QA Div QA Surveillance Rept of SANL 
Surveillance YMP-SR-91-015," conducted on 910422-24. 

HARRIS,D.J., NOLAND.T.W., MCFALL.K.T. Energy, Dept. of. HLWR. 91/05/31. 9pp. 
58146:231-58146:239. 


9106110447 Forwards Yucca Mountain Project weekly highlights rept for wks of 910517 
& 24. 

PRESTHOLT.P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. HLWR. 91/06/ 
03. HOLONICH.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 17pp. 58096:240-58096:256. 

9106120019 Reviews issues to be discussed at 910717 E-5 committee meeting in 
Rockville,MD.NRC particularly interested in work re Activity 1 to develop repts summa¬ 
rizing existing environ monitoring data from commercial waste disposal sites. 
LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/06/07. 
WEAVER,K. Colorado, State of. 3pp. 58110:132-58110:134. 

9106120035 Responds to 910426 proposal that certain land transfer procedures be im¬ 
plemented for UMTRAP to permit early initiation of land transfer actions to streamline 
licensing process.Early title transfer work can be conducted. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/07. NOHAVA.C.J. 
Energy, Dept. of. Ip. 58110:128-58110:128. 

9106120037 Responds to 910430 Itr providing rev of existing closeout insps section of 
Albuquerque operations manual.ltems summarized in NRC proposed addendum ac¬ 
ceptably incorporated into operations manual procedures. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/07. MATTHEWS.M. 
Energy. Dept. of. ip. 58110:127-58110:127. 

9106120327 Responds to NRC 901127 request for info on near-term activities DOE 
considers important so that NRC may better organize review of study plans.Listing of 
site characterization plan studies & activities end. 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/05. LINEHAN.J.J. Division of High- 
Level Waste Management (Post 870413). 25pp. 58150:055-58150:079. 

9106120366 Rev 1 to QMP-07-04, “Supplier Evaluation/Qualified Supplier List.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
HLWR. 91/05/28. 7pp. 58150:080-58150:086. 

9106120382 Forwards computer disk providing Yucca Mountain Project monthly repts 
for Mar & Apr 1991. 

GILRAY.J.W., PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 91/06/ 
07. NRC - No Detailed Affiliation Given. Ip. 58150:053-58150:054. 

9106130318 Forwards notice of upcoming meetings re HLW mgt program,per 840824 
NRC FRN. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/06/10. Repository Licensing & Quality Assurance Project Direc¬ 
torate (Post 881120). 2pp. 58162:065-58162:066. 

9106180213 Forwards updated version of rept,outlining QA concerns expressed by S 
Singer.Rept UC1D-21867, "Rept of Committee to Review Use of J-13 Well Water in 
Nevada Nuclear Waste Storage Investigations” by LLL also end. 

SHELOR.D. Energy, Dept. of. 91/06/07. LINEHAN.J. Repository Licensing & Quality 
Assurance Project Directorate (Post 881120). 100pp. 58174:109-58174:328. 

-9106180221 UCID-21867 “Rept of Committee to Review Use of J-13 Well Water in 
NNWSI.” 

HARRAR.J.E., CARLEY.J.F., ISHERWOOD.W.F. Lawrence Livermore National Labora¬ 
tory. 88/09/30. 100pp. 58174:220-58174:328. 

9106180265 Requests assistance in obtaining 13 copies of WordPerfect software for ofc 
computers now equipped w/PCLINK software in order to use interactive input support 
subsystem. 

YOUNGBLOOD.B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
91/06/07. BROWN,W.B. Program Management, Policy Development & Analysis Staff 
(Post 870413). 2pp. 58178:064-58178:065. 

9106180312 Advises that Yucca Mountain Site Characterization Project ofc intends to 
perform exploratory studies facility Title I design reviews during Fall 1991.Review will 
evaluate status of north access location selection process. 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/07. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 2pp. 58178:066-58178:067. 



9106180316 Responds to 910206 Itr raising concerns that QA qualification audits of Ofc 
of Civilian Radwaste Mgt,Yucca Mountain Project & SAIC inadequately addressed en¬ 
viron program compliance w/QA program requirements. 

HORTON,D.G. Energy, Dept. of. HLWR. 91/06/12. HIEDZIELSKI-EIC Nye County, 
NV. 6pp. 58178:068-58178:073. 

9106190095 Advises of closure of Std Deficiency Rept 135,Rev 0, resulting from Yucca 
Mountain QA div Audit 88-03 of US Geological Survey.Closure based on satisfactory 
verification of completed corrective actions. 

HORTON,D.G. Energy, Dept. of. 91/06/11. HAYES,L.R. Interior, Dept, of, Geological 
Survey. 17pp. 58198:256-58198:272. 

9106190231 Forwards Corrective Action Requests YM-91-50.YM-91-51, YM-91-52 & 
YM-91-53 generated as result of Yucca Mountain QA Div Audit YMP 91-05 of 
USGS.W/o ends. 

HORTON.D.G. Energy, Dept. of. 91/06/06. HAYES,L.R. Interior, Dept, of, Geological 
Survey. 2pp. 58191:001-58191:002. 

9106190239 Forwards “Yucca Mountain QA Div Surveillance Rept of Yucca Mountain 
Site Characterization Project Ofc Surveillance YMP-SR-91-018 Conducted on 910509- 
10." QA program satisfactorily implemented. 

HORTON.D.G. Energy, Dept. of. 91/06/10. GERTZ.C.P. Energy, Dept. of. Ip. 
58191:003-58191:013. 

-9106190245 YMP-SR-91-018 “Surveillance Rept of Yucca Mountain Site Characteriza¬ 
tion Project Ofc Surveillance YMP-SR-91-018 Conducted on 910509-10.” 

HARRIS,D.J., NOLAND,T.W., HORTON.D.G. Energy, Dept. of. 91/06/10. 10pp. 
58191:004-58191:013. 

9106190270 Forwards eight completed summaries for end 11 terminated research & 
test reactor docket files.Comments on 47 docket file summaries ORAU has completed 
to-date also end. 

FAUVER.D.N. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/06/07. BERGER,J.D. Oak Ridge Associated Universities. 3pp. 
58199:342-58199:344. 

9106190287 Forwards summary of 910514 & 1 5 meetings to discuss DOE response to 
open items in draft technical evaluation rept for preliminary remedial action plan for 
Fall City,TX UMTRAP & status summary of open items. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/12. MATTHEWS,M. 
Energy, Dept. of. 21pp. 58187:289-58187:309. 

9106190315 Forwards comments on supplemental stds for floodplains at Grand 
Junction.CO,per 910517 request.Floodplain area needs to be characterized in greater 
detail. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/17. MATTHEWS,M. 
Energy, Dept. of. 2pp. 58195:293-58195:294. 

9106190341 Forwards “Guidelines for NRC Staff Groundwater Protection Evaluation of 
DOE UMTRCA Title I Remedial Action Plans." Document developed to provide guid¬ 
ance to new staff hydrologists & ensure more consistency in staff reviews. 
SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/14. HALL.R.E. Ura¬ 
nium Recovery Field Ofc, R4. Ip. 58193:322-58193:360. 

-9106190345 “Guidelines for NRC Staff Groundwater Protection Evaluation of DOE 
UMTRCA Title I Remedial Action Plans.” 

THAGGAD.M. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/06/14. 38pp. 58193:323-58193:360. 

9106190408 Forwards Audit Plan YMP-91-1-01, “Ofc of Civilian Radwaste Mgt QA Audit 
YMP-91-1-01 of Yucca Mountain Site Characterization Project Ofc.Las Vegas,NV - 
910708-12." 

HORTON.D.G. Energy, Dept. of. HLWR. 91/06/12. GERTZ.C.P. Energy, Dept. of. Ip. 
58198:273-58198:278. 

-9106190409 Audit Plan YMP-91-1-01, “Ofc of Civilian Radwaste Mgt QA Audit Plan for 
Audit YMP-91-1-01 of Yucca Mountain Site Characterization Project Ofc.Las Vegas,NV 
- 910708-12.” 

POWE.R.E., HORTON.D.G. Energy, Dept. of. HLWR. 91/05/11. 4pp. 58198:274- 
58198:278. 

9106200051 Forwards YMP-SR-91-019, “Yucca Mountain QA Div QA Surveillance Rept 
of Reynolds Electrical & Engineering Co," conducted 910529-30. 

HORTON.D.G. Energy, Dept. of. HLWR. 91/06/12. PRITCHETT,R.F. Reynolds Electri¬ 
cal & Engineering Co., Inc. Ip. 58209:146-58209:152. 

“9106200052 YMP-SR-91-019 YMP-SR-91-019, “Yucca Mountain QA Div QA Surveil¬ 
lance Rept of Reynolds Electrical & Engineering Co," conducted 910529- 30.Activities 
surveil!ed:mgt assesment & readiness reviews. 

MARTIN.J.S., HIGGINS.T.J., HORTON.D.G. Energy, Dept. of. HLWR. 91/06/11. 6pp. 
58209:147-58209:152. 

9106200065 Rev 1 to Procedure QMP-02-03, “Mgt Assessment,” reflecting removal of 
procedure from QMP binder,effective 910607. 

* Science Applications International Corp. (formerly Science Applications, Inc.). 91/ 
06/19. Ip. 58256:117-58256:117. 

9106200072 Rev 2 to QMP-15-01, “Control of Nonconformances,” replacing Pages 15 
& 16 w/Interim Change Notice Pages 15 & 16. 

* Science Applications International Corp. (formerly Science Applications, Inc.). 91/ 
06/19. 4pp. 58209:063-58209:066. 

9106200073 Addresses DOEs definition of not readily available refs & fulfillment of 
DOEs response to NRC Comment 4 on Study Plan 8.3.1.5.2.1,Rev 0, “Characteriza¬ 
tion of Quarternary Regional Hydrology.” 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/05. LINEHAN.J.J. Division of High- 
Level Waste Management (Post 870413). 96pp. 58209:153-58209:248. 

9106200106 Forwards EEG-48, “Assessment of Flammability & Explosion Potential of 
Transuranic ^^3St© M 

NEILL,R.H. Environmental Evaluation Group. HLWR. 91/06/10. YOUNGBLOOD.R.E. 
NRC - No Detailed Affiliation Given. Ip. 58209:249-58209:351. 

“9106200110 EEG-48 “Assessment of Flammability & Explosion Potential of Transuran¬ 
ic Waste." 

SILVA.M. Environmental Evaluation Group. HLWR. 91/06/30. 98pp. 58209:250- 
58209:351. 


9106200170 Forwards CNWRA 91-01Q, “Rept on Research Activities for Quarter Jan- 
Mar 1991.” 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
91/05/31. MEARSE.S.D. Division of Contracts & Property Management (Post 
890205). Ip. 58199:001-58199:134. 

—9106200172 CNWRA 91-01Q "Rept on Research Activities for Quarter Jan-Mar 1991." 
PATRICK,W.C. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 
HLWR. 91/05/31. NRC - No Detailed Affiliation Given. 144pp. 58199:002-58199:134. 

9106200193 Advises that Technical & Mgt Support Svcs general support functions of air 
quality/meteorology & radiological monitoring neither prerequisites nor constraints to 
Midway Valley & calcite-silica activities. 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/17. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 2pp. 58209:352-58209:353. 

9106210001 Requests extension of 910627 deadline for comment on draft staff techni¬ 
cal position re 56FR22020. 

GARRISON,S.L. Association of Engineering Geologists. 56FR22020. 91/06/12. 
MEYER,D.L. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 58173:200-58173:200. 

9106210016 Submits followup to 910521 telcon re NRC request that practice of sending 
Yucca Mountain Site Characterization Project personnel to App 7 site visits be 
stopped.Request abrogates notice provisions of App 7. 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/06. LINEHAN.J.J. Division of High- 
Level Waste Management (Post 870413). 3pp. 58198:279-58198:281. 

9106210309 Forwards “Yucca Mountain QA Div QA Surveillance Rept of Reynolds 
Electrical & Engineering Co.lnc Surveillance YMP-SR-91-007 Conducted on 910204." 
SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/17. LINEHAN.J.J. Division of High- 
Level Waste Management (Post 870413). 2pp. 58198:282-58198:301. 

9106240022 Requests response to 910206 Itr raising concerns that 1990 Ofc of Civilian 
Radwaste Mgt & technical & mgt support svc inadequately assessed environ program 
QA compliance.County will be unable to observe audit on 910617. 

NIEDZIELSKI.P. Nye County, NV. HLWR. 91/06/14. HORTON,G.D. Energy, Dept. of. 
ip. 58226:029-58226:029. 

9106240150 Trip rept of 910205-08 visit to Las Vegas,NV re DOE performance assess- 
ment t3.sk tssm 

ROSS.F.W. Low-Level Waste Management Branch (Post 901230). 91/06/14. 
LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 3pp. 58210:037- 
58210:039. 

9106240161 Requests refs,listed on encl.for Phase I review of DOE study plan for char¬ 
acterization of unsaturated-zone infiltration. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/05/31. SHELOR.D.E. Energy, Dept. of. 4pp. 58226:030- 
58226:033. 

9106250014 Submits results of review of Mod 1 to final remedial action plan & site 
design for stabilization submitted via 910422 Itr.Supplementa! stds proposed in Rev 2 
acceptable & in compliance w/EPA stds. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/18. MATTHEWS,M. 
Energy, Dept. of. Ip. 58211:036-58211:040. 

—9106250017 Reviews Mod 1 to remedial action plan for supplemental stds application 
for select windblown area & locations adjacent to Clear Creek at Lowman Processing 
Site.Criteria of 40CFR 192.21 (b) met by locations shown on end figure. 

JACOBY,D.L. Uranium Recovery Field Ofc, R4. 91/06/13. Uranium Recovery Field 
Ofc, R4. 4pp. 58211:037-58211:040. 

9106250183 Forwards notice of proposed action & public hearing by State of NV & 
State of NV Div of Environ Protection re DOE request for underground injection con¬ 
trol permit. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 91/06/19. HOLONICH.J. Re¬ 
pository Licensing & Quality Assurance Project Directorate (Post 881120). 26pp. 
58216:271-58216:296. 

9106260004 Forwards YMP-SR-91-016, “Yucca Mountain QA Div QA Surveillance Rept 
of SANL Conducted on 910506-10.” Procedural controls under Criteria II & XVIII ade¬ 
quate. 

HORTON.D.G. Energy, Dept. of. HLWR. 91/06/17. BLEJWAS.T.E. Sandia National 
Laboratories. Ip. 58226:155-58226:165. 

—9106260005 YMP-SR-91-016 “Yucca Mountain QA DivQA Surveillance Rept of SANL 
Conducted on 910506-10.” 

ARCEO.A.L, HORTON.D.G. Energy, Dept. of. 91/06/19. 10pp. 58226:156-58226:165. 

9106260016 Responds to 910513 Itr to Chairman Carr requesting prompt action by 
NRC.in regulatory role,for Colorado sites of UMTRAP & raising concerns re schedules 
for Rifle & Gunnison Sites. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 91/06/17. 
LEFEVRE.T. Associated Governments of Northwest Colorado. 3pp. 58244:019- 
58244:021. 

9106260019 Forwards draft agenda for 910723-25 Workshop on Role of Natural Ana¬ 
logs in Geologic Disposal of High Level Nuclear Waste in San Antonio,TX. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/06/19. SHELOR.D.E. Energy, Dept. of. 4pp. 58255:101- 
58255:104. 

9106260031 Forwards June 1991 issue of monthly topical rept tracking sys.consisting of 
single page summary listing of all active & non-active topical repts & dispositions.Rept 
will be updated monthly. 

TOKAR.M. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 91/06/18. LOHAUS.P. Low-Level Waste Management Branch (Post 
901230). 60pp. 58228:174-58228:234. 

9106260062 Forwards SAND 90-1721C, “Tunnel Damage Resulting From Seismic 
Loading,” presented at Inti Conference on Geotechnical Earthquake Engineering & 
Soil Dynamics on 910311-15 in St Louis,MO. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 91/06/18. STABLEIN.K. NRC - 
No Detailed Affiliation Given. 3pp. 58224:331-58224:360. 
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—9106260063 SAND 90-1721C ‘‘Tunnel Damage Resulting From Seismic Loading," pre¬ 
sented at Inti Conference on Geotechnical Earthquake Engineering & Soil Dynamics 
in St Louis,MO on 910311-15. 

PHILLIPS,J.S., LUKE.B.A. Sandia National Laboratories. 91/03/11. 27pp. 58224:334- 
58224:360. 

9106260070 Forwards Yucca Mountain Project weekly highlights for wks of 910531 & 
0607. 

PRESTHOLT.P.T., GILRAYJ.W. NRC - No Detailed Affiliation Given. 91/06/17. 
HOLONICH.J. Division of High-Level Waste Management (Post 870413). 25pp. 
58224:302-58224:326. 

9106260094 Responds to 910308 request for NRC staff review of document entitled 
"Site Characterization Plan for Vernon/Vermont Yankee Site.Mar 1991." Staff review 
of SCP end. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 91/06/21. 
NEWBERRY,W. Vermont, State of. 3pp. 58225:338-58225:340. 

9106260173 Provides comments on ‘‘Draft Greater-Than-Class C Low-Level Waste 
Characterization Rept,” DOE/LLWM-114. 

AUSTIN,J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 91/06/20. 
HULSE.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 2pp. 58225:343-58225:344. 

9106260229 Requests extension on resolution of rulemaking petition from DOE on 
design basis accident dose limit for geologic repository for high-level radwaste. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/06/20. 
THOMPSON.H.L. Region 1 (Post 820201). 5pp. 58224:295-58224:299. 

9106260232 Forwards “Site Characterization Progress ReptYucca Mountain,NV.Apr- 
Sept 1990." 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/17. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 4pp. 58229:192-58230:003. 

—9106260233 “Site Characterization Progress Rept.Yucca Mountain,NV Apr-Sept 1990.” 

* Energy, Dept. of. HLWR. 91/05/31. 185pp. 58229:197-58230:003. 

9106260289 Forwards Audit Rept YMP-91-05, “DOE Ofc of Civilian Radwaste Mgt Ofc 
Of QA Audit Rept of USGS," conducted 910520-24. 

HORTON,D.G. Energy, Dept. of. HLWR. 91/06/14. HAYES,L.R. Interior, Dept, of, Ge¬ 
ological Survey. Ip. 58255:106-58255:140. 

-9106260291 YMP-91-05 Audit Rept YMP-91-05, “DOE Ofc of Civilian Radwaste Mgt 
Ofc of QA Audit Rept of USGS," conducted 910520-24. 

WARREN,C.C. Energy, Dept. of. HLWR. 91/06/11.34pp. 58255:108-58255:140. 

9106260300 Proposes mod to Green River,UT remedial action plan to delete require¬ 
ment to test for methylene chloride in groundwater at site.Summary & agenda from 
890405 NRC/DOE meeting in Rockville,MD end. 

MATTHEWS,M.L. Energy, Dept. of. 91/06/18. SURMEIER.J.J. Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 24pp. 58236:335-58236:358. 

9106260330 Forwards Rev 0 to Study Plan 8.3.1.5.1.4, “Analysis of Paleoenviron Histo¬ 
ry of Yucca Mountain Region.” 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/24. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 2pp. 58272:007-58272:086. 

—9106260336 Rev 0 to Study Plan 8.3.1.5.1.4, "Analysis of Paleoenviron History of 
Yucca Mountain Region." 

* Energy, Dept. of. HLWR. 91/05/29. 78pp. 58272:011-58272:086. 

9106260340 Forwards Rev 0 to Study Plan 8.3.1.2.1.1, “Characterization of Meteorology 
for Regional Hydrology.” 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/21. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 2pp. 58243:200-58244:016. 

-9106260344 Rev 0 to Study Plan 8.3.1.2.1.1, “Characterization of Meteorology for Re¬ 
gional Hydrology.” 

¥ Energy, Dept. of. HLWR. 91/03/25. 175pp. 58243:204-58244:016. 

9106260414 Forwards Rev 0 to 8.3.1.2.2.6, “Characterization of Yucca Mounatain Un- 
saturated-Zone Gaseous Phase Movement.” 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/24. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 2pp. 58237:077-58237:155. 

—9106260415 Rev 0 to Study Plan 8.3.1.2.2.6, "Characteration of Yucca Mountain Un- 
saturated-Zone Gaseous-Phase Movement.” 

* Energy, Dept. of. HLWR. 90/10/04. 150pp. 58237:081-58237:155. 

9106270037 Forwards minutes of 910425 QA meeting w/DOE,US Geological 
Survey,State of NV & Edison Electric Institute to discuss audit/surveillance 
schedules,QA grading,root cause determination & QA procedure consolidation. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/06/18. SHELOR.D.E. Energy, Dept. of. 2pp. 58255:223- 
58255:253. 

-9106270040 Summary of 910425 QA meeting w/DOE,US Geologial Survey,State of 
NV & Edison Electric Institute to discuss audit/ surveillance schedules,QA grading,root 
cause determination, revamping audits & QA procedure consolidation. 

VERMA.T.R. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). MACALUSO.C.J. Energy, Dept. of. HLWR. 91/06/12. Repository Licensing & 
Quality Assurance Project Directorate (Post 881120). 29pp. 58255:225-58255:253. 

9106270081 Rev 0 to YMP/CC-0011, “Yucca Mountain Mined Geologic Disposal Sys 
Repository Design Requirements." 

PETRIE,E.H., HORTON,D.G., GERTZ.G.P. Energy, Dept. of. HLWR. 91/04/04. 22pp. 
58270:146-58272:006. 

—9106270083 YMP/91-13 “Plan for Phased Approach to ESF Design Development & 
Implementation.” 

PETRIE,E.H., GERTZ.C.P., HORTON,D.G. Energy, Dept. of. HLWR. 91/02/28. 13pp. 
58270:168-58270:180. 

-9106270086 Revised Vols 1 & 2 of YMP/CC-0013, “Exploratory Shaft Facility Design 
Requirements.” W/two oversize drawings. 

PETRIE,E.H., HORTON,D.G., GERTZ.C.P. Energy, Dept. of. HLWR. 91/05/31. 200pp. 
58270:181-58272:006. 


9106270099 Forwards Rev 0 to Study Plan 8.3.1.15.1.3, “Lab Determination of Mechan¬ 
ical Properties of Intact Rock." 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/21. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 5pp. 58244:245-58244:345. 

-9106270119 Rev 0 to Study Plan 8.3.1.15.1.3, “Lab Determination of Mechanical Prop- 

er t, es Qf Flock " 

* Energy, Dept. of. HLWR. 91/05/21. 150pp. 58244:253-58244:345. 

9106270120 Forwards Observation Rept 91-S8 on QA Surveillance YMP-SR-91-017 of 
Science Applications Inti Corp/Techmcal Mgt Support Svcs. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/06/24. SHELOR.D.E. Energy, Dept. of. 5pp. 58270:032- 
58270:036. 

9106270126 Forwards Observation Rept 91-S9 on QA Surveillance YMP-SR-91-018 of 
Yucca Mountain Site Characterzation Project Ofc. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/06/24. SHELOR.D.E. Energy, Dept. of. 5pp. 58255:254- 
58255:258. 

9106270130 Forwards notice of upcoming high-level NRC/DOE technical/ programmat¬ 
ic meetings re high-level waste programs. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 91/06/24. NRC - No Detailed Affiliation Given. 2pp. 58255:259- 
58255:260. 

9106270139 Informs that review of Science Applications Inti Corp/ Technical & Mgt 
Support Svcs QA Program Description Document,Rev 3 consistent & in compliance 
w/requirements. 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/19. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 2pp. 58268:011-58268:126. 

-9106270145 N-QA-093 R03 Rev 3 to "Technical & Mgt Support Svcs QA Program De¬ 
scription." 

HARPER,J.B., NELSON,J.H. Science Applications International Corp. (formerly Sci¬ 
ence Applications, Inc.). HLWR. 91/05/09. 100pp. 58268:013-58268:126. 

9106270148 Responds to 910513 Itr re request by NRC that DOE support independent 
QA audit of USGS.DOE cannot support time frame due to audit schedule & USGS 
reorganization.Can support audit during wk of 910916-20. 

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/19. LINEHAN.J.J. Repository Licensing 
& Quality Assurance Project Directorate (Post 881120). 5pp. 58255:218-58255:222. 

9106270186 Forwards “Program Manager Period Rept" for 910511-0607. 
ST1LTENPOLE.B. NRC - No Detailed Affiliation Given. 91/06/21. LINEHAN.J. Division 
of High-Level Waste Management (Post 870413). BALLARD,R., HOLONICH.J. NRC - 
No Detailed Affiliation Given. 2pp. 58255:261-58255:356. 

-9106270196 Forwards “Program Manager Periodic Rept," which reflects activities of 
Ctr 910511-0607.Diskette containing text of rept in std ASCII format end. 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 91/06/19. 
FUNCHES.J.L. Division of High-Level Waste Management (Post 870413). Ip. 
58255:263-58255:263. 

-9106270205 PMPR 91-09 “Ctr for Nuclear Waste Regulatory Analyses" 

* Center for Nuclear Waste Regulatory Analyses. FIN D-1035-8. NRC-02-88-005. 91/ 
06/21. Division of High-Level Waste Management (Post 870413). 102pp. 58255:264- 
58255:356. 

9106270361 Advises that Ofc of QA Internal Audit YMP-91-1-01 of Yucca Mountain Site 
Characterization Project originally scheduled for wk of 910708-12 postponed.Rev 4 to 
siudit schGdul© Gncl 

HORTON,D.G. Energy, Dept. of. HLWR. 91/06/21. GERTZ.C.P. Energy, Dept. of. 2pp. 
58282:324-58282:325. 

9106270368 Forwards Rev 4 of Ofc of Civilian Radwaste Mgt QA audit schedule for 
FY91. 

HORTON,D.G. Energy, Dept. of. HLWR. 91 /06/24. HOOKS,K.R. NRC - No Detailed 
Affiliation Given. 3pp. 58282:326-58282:328. 

9106270371 Responds to 910522 memo re proposed reg guide for mgt of radioactive 
hospital waste. 

THOMPSON.H.L. Office of Nuclear Material Safety & Safeguards. 91/06/21. 
MARCUS,C.S. California. Univ. of, Los Angeles, Medical School. Ip. 58245:350- 
58245:350. 

9106280135 Trip rept of 910602-03 ANS annual meeting & Executive Committee of Fuel 
Cycle & Waste Mgt Div meeting in Orlando,FL. 

ADLER,R.E., PATRICK.W. Center for Nuclear Waste Regulatory Analyses. 91/06/17. 
Center for Nuclear Waste Regulatory Analyses. 4pp. 58273:021 -58273:024. 

9106280195 Notification of 910604 final insp of Durango UMTRAP site while RAC still 
on site. 

GONZALES,R.O., JACOBY.D.L. Uranium Recovery Field Ofc, R4. 91/06/14. Uranium 
Recovery Field Ofc, R4. 3pp. 58273:130-58273:132. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

9106050334 “Rept on Analysis of Criteria for Self-Guarantee by NRC Licensees.” 
COLLIER,J., DEAN.C., ESSAK.S. ICF, Inc. FIN D-1047. 91/03/31. Office of Nuclear 
Material Safety & Safeguards. 54pp. 58008:228-58008:279. 


XPORTLIC EXPORT AND IMPORT LICENSES 

9106040178 Forwards addl info for export license for enriched UF6 & or U02 to be con¬ 
sidered w/910410 application. 

HAUBER.R.D. International Programs. 91/05/21. THORNE.C.E. State, Dept, of, 
Bureau of Oceans & Inti. Environmental & Scientific Affairs. Ip. 57931:001-57931:002. 

-9106040189 Requests amend to listed columns of 910404 application for export li¬ 
cense. 

UEMIYA.S. Marubeni America Corp. (subs, of Marubeni Corp.). 91/05/16. 
WRIGHT,B.L. International Programs. Ip. 57931:002-57931:002. 
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9106040219 Forwards export license application to export 35.8 kgs U-235 contained in 
38.285 kgs U to Petten,Netherlands. 

QUAIN.P.B. Transnuclear, Inc. 91/05/07. WRIGHT,B. NRC - No Detailed Affiliation 
Given. 9pp. 57902:033-57902:042. 

-9106040234 Application for license to export 35.8 kg U,containing 38.285 kg U-235,to 
Petten, Netherlands. 

QUAIN.P.B. Transnuclear, Inc. NUK-521. 91/05/07. 1pp. 57902:042-57902:042. 

9106040239 Requests withdrawl of application for license to export SNM re 910328 Itr. 
CONANT.J.F. ASEA Brown Boveri, Inc. ML-91-018. 91/05/14. HAUBER.R.D. Interna¬ 
tional Programs. Ip. 57895:316-57895:316. 

9106040263 Forwards application for license to export equipment or components de¬ 
scribed in 10CFR110.8(d).Ltr of assurance requested. 

HAUBER.R.D. International Programs. 91/05/14. THORNE,C.E. Energy, Dept. of. Ip. 
57901:316-57901:324. 

—9106040331 Application for license to export ultrasonic weld insp sys to Mexico. 
FLOWES.F.D. General Electric Co. FDF91.60. 91/04/30. International Programs. 8pp. 
57901:317-57901:324. 

9106040324 Forwards 910514 Itr from ABB Combustion Engineering requesting with¬ 
drawal of export license application. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/21. ROONEY.J.M. Energy, Dept. of. Ip. 57931:335-57931:336. 

9106040348 Forwards application for license to export high enriched U for use in 
Netherlands.Ltr of assurance requested. 

HAUBER.R.D. International Programs. 91/05/21. THORNE,C.E. Energy, Dept. of. Ip. 
57901:305-57901:315. 

9106040360 Forwards application for license to export high enriched Pu-230 & U-235 
electrodeposited onto nickel disc for use in Iran.Ltr of assurance requested. 
HAUBER.R.D. International Programs. 91/05/21. THORNE.C.E. Energy, Dept. of. Ip. 
57901:298-57901:304. 

9106040384 Application for license to export reactor control rod to Japan. 
KARAHASHI.H. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). SFRGE-YS-05- 
097. 91/05/29. WRIGHT,B. International Programs. Ip. 57940:358-57940:358. 

9106040388 Forwards application for license to export U,as UF6 to Korea. 

FISK.R.H. Edlow International Co. 91/05/29. WRIGHT,B. International Programs. Ip. 
57940:356-57940:357. 

-9106040390 Application for license to export 1,053 kg U,as UF6,to Japan. 

FISK.R.H. Edlow International Co. SAMDO-E-4. 91/05/29. Ip. 57940:357-57940:357. 

9106040396 Amend 1 to license for M&T Harshal changing licensee name from M&T 
Chemicals,Inc to M&T Harshaw. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/31. Ip. 58017:001-58017:004. 

-9106040397 Application to amend license,changing license to reflect new 
Somerset NJ sundress 

BUCCARELLI.M. M&T Harshaw. 91/05/15. WRIGHT,B. NRC - No Detailed Affiliation 
Given. Ip. 58017:002-58017:004. 

9106040399 License for Mitsubishi Inti Corp to export 458 kg U-235, contained in 
13,265 kg U,to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/31. 2pp. 57940:332-57940:333. 

9106040403 License to Mitsui & Co (USA),Inc to export 58 kg U-235, contained in 1,191 
kg U,to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). MBK-TR-20(A). 91/05/31. 2pp. 57940:337-57940:338. 

9106040406 Application to amend export license,extending license from 910701 to 
911231. 

QUESADA.E. Gerard Kluyskens Co., Inc. 91/05/15. WRIGHT,B.L. International Pro¬ 
grams. Ip. 57940:334-57940:336. 

-9106040409 Amend 1 to license for Gerard Kluyskens Co,Inc,extending license expira¬ 
tion date from 910701 to 911231. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/31. 2pp. 57940:335-57940:336. 

9106040407 Forwards amend 1 to export license XSOU-8703,changing Condition 9 to 
read “No re-export of depleted U allowed from France w/o prior US Govt permis¬ 
sion." 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/21. CARPENITO.T. Nuclear Metals, Inc. Ip. 57902:055-57902:057. 

—9106040401 Amend 1 to license for Nuclear Metals,Inc to export 75,000 kg of deplet¬ 
ed U in form of metal.to France. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/15. Ip. 57902:056-57902:057. 

9106050139 Forwards 910521 ltr from Braunkole Transport requesting withdrawal of 
export license application XU-8684. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/29. ROONEY,J. Energy, Dept. of. Ip. 58008:161-58008:162. 

9106050151 Requests info re end application to export bulk nuclear grade graphite to 
United Kingdom for fabrication into electrodes & continous casting dies or for resale 
purposes. 

HAUBER.R.D. Assistant Director for Cooperative Exchange Programs (Post 901104). 
91/05/29. THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environmental & 
Scientific Affairs. Ip. 58017:005-58017:008. 

—9106050173 Application for license to export bulk nuclear grade graphite to United 
Kingdom for fabrication electrodes & continous casting dies or for resale purposes. 
MCMAHON,D.R. MWI, Inc. 91/03/25. Ip. 58017:006-58017:006. 

—9106050179 Submits requested addl info re 910325 application for export license. 
EAKIN.J. MWI, Inc. 91/05/20. WRIGHT.B. international Programs. 2pp. 58017:007- 
58017:008. 


9106050190 Application to amend License XCOM-1043,changing ultimate consignee ad¬ 
dress to I matron Voima Oy, Helsinki, Finland (forward to Loviisa Nuclear Power Sta¬ 
tion). 

HEALY.K. Imaging & Sensing Technology Corp. 91/05/31. HAUBER.R. NRC - No De¬ 
tailed Affiliation Given. Ip. 57918:235-57918:235. 

9106050201 Amend 1 to license for Imaging & Sensing Technology Corp, changing ulti¬ 
mate consignee to Imatron Voima Oy,Helsinki, Finland (forward to Lovissa Nuclear 
Power Station). 

HAUBER.R.D. Assistant Director for Cooperative Exchange Programs (Post 901104). 
91/05/31. Ip. 58008:143-58008:144. 

9106050206 Responds to 910327 Itr requesting views whether subject application for 
export license in accordance w/Atomic Energy Act of 1954,as amended.Recommends 
request be denied. 

STRATFORD,RJ. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/05/22. SHEA.J.R. International Programs. Ip. 58033:046-58033:046. 

9106050211 Denies application,dtd 910220,for license to export 14,728 tons tantalum & 
columbium dried ore to Peoples Republic of China.per Executive Branch recommen¬ 
dation. 

HAUBER.R.D. Assistant Director for Cooperative Exchange Programs (Post 901104). 
91/05/31. VAUGHN.C. Fansteel, Inc. Ip. 58033:047-58033:047. 

9106060003 Advises that NRC may extend license XCOM-OQ57 as requested by GE.in 
response to 910510 Itr. 

THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific Af¬ 
fairs. 91/05/28. HAUBER.R.D. Assistant Director for Exports, Security & Safety Coop¬ 
eration (Post 901104). Ip. 57931:318-57931:318. 

9106060181 Application for license to export 4.45 kg of enriched UF6 to Japan. 
IKEDA.M. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). MBK-K1-R6. 91/05/ 
28. Ip. 57919:144-57919:145. 

9106060203 Provides govt of Japan assurances for cooperation re export license 
XSNM-2578,per request. 

’ U.S. Embassies. 91/05/29. State, Dept. of. Ip. 57920:358-57920:358. 

9106060247 Provides govt of Japan assurance for cooperation re export license XSNM- 
2592,per request. 

* U.S. Embassies. 91/05/29. State, Dept. of. Ip. 57919:146-57919:147. 

9106060249 Provides govt of Japan assurance for cooperation re export license XSNM- 
2590,per request. 

* U.S. Embassies. 91/05/29. State, Dept. of. Ip. 57919:148-57919:148. 

9106060272 Responds to 910510 request for Executive Branch views as to whether 
amend of export license meets applicable criteria of Atomic Energy Act of 1954. 
STRATFORD,R.J. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/05/29. SHEA.J.R. International Programs. Ip. 57919:149-57919:149. 

9106060275 Request for Govt of Japan assurances for cooperation re license XSNM- 
2589. 

* U.S. Embassies. 91/05/29. State, Dept. of. Ip. 57935:166-57935:166. 

9106060293 Forwards application for license to export 1,508 kg U containing 75 kg U- 
235,to Japan. 

MAEKITA.M. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5491-09. 
91/05/23. WRIGHT.B. International Programs. 3pp. 57935:032-57935:035. 

—9106070149 Application for license to export 1,508 kg U,containing 75 kg U-235,to 
Japan. 

MAEKITA.M. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 91/05/23. Ip. 
57935:035-57935:035. 


9106070095 Discusses request for govt of Japan assurances for cooperation re export 
license XSNM-2583. 

* U.S. Embassies. 91/05/29. State, Dept. of. Ip. 57935:333-57935:333. 

9106100040 Informs of listed changes to application for license to export 126,795 kg of 
UF6 to Japan. 

IKEDA.M. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). 91/06/04. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 2pp. 58010:343-58010:347. 

9106100053 Forwards application for license to export low-enriched U to Korea.Ltr of 
assurance requested. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/31. ROONEY,J. Energy, Dept. of. Ip. 58010:348-58010:350. 

9106100065 Amend 1 to license for GE to export nuclear reactor components to Portu¬ 
gal & US. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). FDF91.57. 91/05/31. Ip. 58011:059-58011:059. 

9106100068 License for GE to export 736.0 kg U-235 contained in 23,873.0 kg 
U,enriched to 3.95 w/o max,to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). FDF 90-147. 91/05/31. 2pp. 58011:060-58011:061. 

9106100071 Responds to 900524 Itr requesting views as to whether issuance of export 
license XCOM-1041 meets applicable criteria & recommends that license be issued. 
STOIBER.C.R. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/06/03. SHEA.J.R. International Programs. Ip. 58011:128-58011:128. 

9106100079 License for Edlow Inti Co to export 6.4 kg U-235 contained in 32.16 kg 
U,enriched to 19.8 w/o max,to Indonesia. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). UG-E-1. 91/05/31. Ip. 58011:129-58011:129. 

9106100089 Requests amend to data in authori 2 ation Itr dtd 910514,as listed. 

* European Communities, Commission of. 91/06/04. ROONEY,J.M. Energy, Dept. of. 
Ip. 58011:132-58011:132. 
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9106100096 Certifies terms & conditions of addl agreement for cooperation,dtd 
600725,will apply to matl mentioned in export license XSNM-2610 & as listed. 
FLINGOU.C. EURATOM Supply Agency. 91/06/04. ROONEY,J.M. Energy, Dept. of. 
ip. 58011:133-58011:133. 

9106100140 Forwards application for license to export low-enriched U for fabrication 
purposes to Japan.Ltr of assurance required. 

HAUBER.R.D. International Programs. 91/05/31. THORNE,C.E. State, Dept, of, 
Bureau of Oceans & Inti. Environmental & Scientific Affairs. Ip. 58011:134-58011:138. 

9106100148 Lists data to be amended in 880602 authorization ltr. 

FLINGOU.C. European Communities, Commission of. 91/06/04. ROONEY,J.M. 
Energy, Dept. of. Ip.pp. 57994:345-57994:345. 

9106100178 Forwards application from Mitsui & Co,Inc for license to export reactor con¬ 
trol rods to Japan.Executive branch position requested. 

HAUBER.R.D. International Programs. 91/05/31. THORNES,C.E. State, Dept, of, 
Bureau of Oceans & Inti. Environmental & Scientific Affairs. Ip. 58040:298-58040:299. 

9106100204 Forwards FR notice re application for license to export nuclear matl for 
filing & publication. 

HAUBER.R.D. International Programs. 91/05/31. SHOWMAN,S. Correspondence & 
Records Branch. Ip. 58011:139-58011:141. 

-9106100211 Notice of application for license to export nuclear matl to United King¬ 
dom. 

HAUBER.R.D. International Programs. 91/05/31.2pp. 58011:140-58011:141. 

9106100213 License for Mitsui & Co (USA),Inc to export 486.0 kgs U-235, contained in 
15,476 kgs U to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). MBK-01-R8. 91/05/31. 2pp. 58052:102-58052:103. 

9106100222 Advises that action on export license XCOM-1036 for export of zircaloy 
TREX to Finland via Germany is pending receipt of written assurances from Govt of 
Finland confirming that items will not be retransferred w/o prior US approval. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/31. AERNl.B.L. Teledyne Wah Chang Albany (formerly Wah Chang 
Corp.). ip. 58092:075-58092:075. 


-9106130141 Application for license to export 75,000 kgs U as UF6 to Spain. 

FISK.R.H. Edlow International Co. ENUSA-BLK. 91/06/05. 4pp. 58111:352- 
58111:355. 

9106130145 Forwards application for license to export 242 kg UF6 to Japan. 

FISK.R.H. Edlow International Co. 91/06/03. WRIGHT,B. Assistant Director for Ex¬ 
ports, Security & Safety Cooperation (Post 901104). Ip. 58111:356-58111:357. 

-9106130149 Application for license to export 242 kgs UF6 to Japan. 

FISK.R.H. Edlow International Co. KLK-64. 91/06/03. Ip. 58111:357-58111:357. 

9106130173 License for Edlow Inti Co to export 819 kg U-235 contained in 22,432 kg U 
to Spain. 

HAUBER.R.D. International Programs. ENUSA-E-8. 91/06/10. 2pp. 58111:284- 
58111:285. 

9106130187 License for Mitsui & Co to export 35 kg U-235 contained in 1,104 kg U to 
Japan. 

HAUBER.R.D. International Programs. MBK-TR-20(B). 91/06/10. 2pp. 58111:287- 
58111:288. 

9106130195 License for Braunkohle Transport USA,Inc to export 317.22 kg U-235 con¬ 
tained in 9,330 kg U to Spain. 

HAUBER.R.D. International Programs. RLG/002. 91/06/10. 2pp. 58111:306- 
58111:307. 

9106130208 License for General Electric to export specially designed replacement or 
spare parts & components for installation in Sys 531 & Sys 692 of TVO 1 & 2 Nuclear 
Power Reactors to Finland. 

HAUBER.R.D. International Programs. FDF91.64. 91/06/07. Ip. 58111 do¬ 
ssil 1:299. 

9106140086 Responds to 910503 ltr re status of export license application to export 
Zircaloy-2 tubeshell to Canada via Argentina.Dept of State advised NRC that action 
pending receipt of written assurances from govt of Argentina. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/06/07. AERNl.B.L. Teledyne Wah Chang Huntsville (formerly Wah Chang 
Corp., Huntsville Div.). Ip. 58113:324-58113:325. 


9106100230 Forwards application for export license for low enriched U for use as reload 
fuel for Kashiwazaki Kariwa Unit 1 .Ltr of assurance requested. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/05/31. THORNE,C.E. State, Dept, of, Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 58092:072-58092:074. 

9106100325 Forwards authorization to receive nuclear matl document for 6.4 kg U-235 
in 32.16 kg U enrichment to max 19.8% in form U hexafluoride. 

ROHIM.A. International Atomic Energy Agency. 91/05/08. LUTZ.J.T. U.S. Embassies. 
2pp. 58011:142-58011:143. 

9106110287 Application to amend license,extending expiration date from 911231 to 
961231. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-91-123. 91/05/31. HAUBER.R.D. 
Asst. Director for Inti. Security, Exports & Materials Safety (890226-901103). Ip. 
58098:313-58098:313. 

9106130080 Forwards application for license to export 19,927 kgs UF6 to Japan. 

FISK.R.H. Edlow International Co. 91/06/03. WRIGHT,B. Assistant Director for Ex¬ 
ports, Security & Safety Cooperation (Post 901104). Ip. 58112:124-58112:125. 

—9106130085 Application for license to export 837 kgs U as UF6 to Japan. 

FISK.R.H. Edlow International Co. KLK-65. 91/06/03. Ip. 58112:125-58112:125. 

9106130089 Forwards application for license to export U as UF6 to Japan. 

FISK.R.H. Edlow International Co. 91/06/03. WRIGHT,B. Assistant Director for Ex¬ 
ports, Security & Safety Cooperation (Post 901104). Ip. 58112:126-58112:127. 

-9106130096 Application for license to export 155 kgs U as UF6 to Japan. 

FISK.R.H. Edlow International Co. KLK-63. 91/06/03. Ip. 58112:127-58112:127. 

9106130103 Forwards application to export UF6 to Japan. 

MAEK1TA.M. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 91/06/04. 
WRIGHT,B. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 3pp. 58111 -.339-58111:342. 

—9106130106 Application for license to export 1,007 kgs UF6 to Japan. 

MAEKITA.M. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 91/06/04. Ip. 
58111:342-58111:342. 

9106130116 Suppl to 910418 application for amend to export license, extending current 
expiration date for 5 yrs.Marked-up NRC notice re transfer of export licensing authority 
& 910418 application for amend license to export end. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-91-124. 91/06/03. HAUBER.R.D. 
Asst. Director for IntL Security, Exports & Materials Safety (890226-901103). 12pp. 
58111:327-58111:338. 

9106130118 Forwards updated list of all pending NRC export license applications,new 
applications received in Mar & cases completed in Mar. 

HAUBER.R.D. Asst. Director for Inti. Security, Exports & Materials Safety (890226- 
901103). 91/06/07. DELABARRE.R. State, Dept. of. 5pp. 58111:322-58111:326. 


-9106140088 Advises that Executive Branch action on Teledyne Wah Chang Albany 
application for export license pending receipt of written assurances from govt of Ar¬ 
gentina confirming that exported items will be subj to agreement for cooperation. 
DELABARRE.R. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/05/15. HAUBER.R.D. Assistant Director for Exports, Security & Safety Co¬ 
operation (Post 901104). Ip. 58113:325-58113:325. 


9106180114 Forwards application for export license XSNM-2620,for export of low-en¬ 
riched U for use as reload fuel & requests assurances. 

HAUBER.R.D. Assistant Director for Exports. Security & Safety Cooperation (Post 
901104). 91/06/12. THORNE,C.E. State, Dept, of, Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 58146:336-58146:338. 


9106180191 Executive Branch position re 910503 request re whether export license in 
accordance w/application meets applicable criteria. 

STRATFORD,R.J. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/06/10. SHEA.J.R. Office of International Programs, Director (Pre 870413). 
Ip. 58151:323-58151:323. 

9106180193 Certifies that terms & agreements of addl agreement for cooperation,dtd 
600725,as amended,will apply to matl mentioned in request for export license XSNM- 
2611. 

* European Communities, Commission of. 91/06/10. ROONEY,J.M. Energy, Dept. of. 
Ip. 58146:339-58146:339. 

9106180202 Application for amend,extending license IU-88002 for addl 5-yr period in 
view of changing political conditions in effected countries of Namibia & South Africa. 
JODY.B. Nuclear Transport & Storage, Inc. 91/06/03. WRIGHT,B.L. International Pro¬ 
grams. Ip. 58146:340-58146:341. 


9106180230 Ltr of assurance re export of nuclear matl to Japan. 
MIRE.L.J. Japan, Govt. of. 91/05/27. MARIETTA,M. Energy, 
58146:298-58146:302. 

9106180241 Ltr of assurance re export of nuclear matl to Japan. 
MIRE.L.J. Japan, Govt. of. 91/05/27. MARIETTA,M. Energy, 
58146:346-58146:350. 


Dept. 

of. 

5pp. 

Dept. 

of. 

5pp. 


9106180268 Ltr of assurance re export of nuclear matl to Japan. 

MIRE.L.J. Japan, Govt. of. 91/05/27. General Electric Co. 5pp. 58146:351-58146:355. 

9106180334 Ltr of assurance re export of nuclear matl to Japan. 

MIRE.L.J. Japan, Govt. of. 91/05/27. Energy, Dept. of. 5pp. 58146:318-58146:322. 

9106180392 Ltr of assurance re export of nuclear matl to Japan. 

MIRE.L.J. Japan, Govt. of. 91/05/27. Martin Marietta Energy Systems, Inc. 5pp. 
58146:331-58146:335. 


9106190097 Submits details re export license XR-0159. 

SATO.Y. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). SFRGE-YS-06-009. 91/ 
06/03. WRIGHT,B. International Programs. Ip. 58162:290-58162:290. 


9106130121 Forwards application for license to export UF6 to Japan. 

MAEKITA.M. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 91/06/04. 
WRIGHT,B. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 3pp. 58111:317-58111:320. 

-9106130124 Application for license to export 506 kg U-235 to Japan. 

MAEKITA.M. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 91/06/04. Ip. 
58111:320-58111:320. 

9106130132 Application for cancellation of listed export licenses.AII three licenses have 
only nominal quantities of matl remaining. 

QUA1N.P.B. Transnuclear, Inc. 91/06/04. WRIGHT,B. NRC - No Detailed Affiliation 
Given. Ip. 58110:354-58110:354. 

9106130134 Forwards application for license to export U as UF6 to Spain. 

FISK.R.H. Edlow International Co. 91/06/05. WRIGHT,B. Assistant Director for Ex¬ 
ports, Security & Safety Cooperation (Post 901104). Ip. 58111:351-58111:355. 


9106190173 Forwards 910603 ltr from Mitsui & Co,Inc providing addl detail for applica¬ 
tion for export license XR-0159. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/06/14. THORNE,C.E. State, Dept, of, Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 58163:068-58163:069. 

-9106190187 Submits details of export license XR-0159,including licensee address & 
consignee address. 

SATO.Y. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). SFRGE-YS-06-009. 91/ 
06/03. WRIGHT,B. NRC - No Detailed Affiliation Given. Ip. 58163:069-58163:069. 

9106190202 Forwards application for license to export nuclear equipment & compo¬ 
nents to Malaysia. , . A x . 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, lnc./General Atomic 
Co.). IEL-1748. 91/06/10. HAUBER.R. Assistant Director for Exports, Security & 
Safety Cooperation (Post 901104). Ip. 58163:070-58163:071. 
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-9106190212 Application for license to export 1 std pneumatic transfer sys.regulatirvg 
rod drive motor & gearbox assembly & complete regulating rod drive assembly to Ma¬ 
laysia. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). IEL-1749. 91/06/10. Ip. 58163:071-58163:071. 

9106190401 Forwards application for license to export LEU for use as reload fuel in 
Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/06/12. THORNE,C.E. State, Dept, of. Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 58159:127-58159:131. 

-9106190419 Forwards application for license to export enriched UF6 to Japan. 
MAEKFTA.M. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5491-10. 
91/06/04. WRIGHT.B. NRC - No Detailed Affiliation Given. 3pp. 58159:129- 
58159:131. 

9106190422 Forwards application for license to export LEU for use w/ reload fuel in 
Japan.Assurances requested from govt of Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/06/12. THORNE.C.E. State, Dept of. Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 58162:245-58162:249. 

“9106190425 Submits application for license to export enriched UF6 to Japan. 
MAEKITA.M. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5491 -11. 
91/06/04. WRIGHT.B. NRC - No Detailed Affiliation Given. 3pp. 58162:247- 
58162:249. 

9106190433 Forwards application for license to export LEU for use as reload fuel in 
Japan.Assurances from govt of Japan requested. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/06/12. THORNE.C.E. State, Dept of. Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 58162:250-58162:252. 

-9106190436 Forwards three applications to export U as UF6 to Japan for use as fuel 
in Takahama 1 & 2 & Ohi-3 nuclear power stations. 

FISK.R.H. Edlow International Co. 91/06/03. WRIGHT.B. NRC - No Detailed Affiliation 
Given. Ip. 58162:252-58162:252. 

9106200067 Forwards application for export license XSNM-2619 for export of LEU for 
use as reload fuel in Japan.Assurances from govt of Japan requested. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/06/12. THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environ¬ 
mental & Scientific Affairs. Ip. 58172:077-58172:079. 

9106250189 Forwards applications for long term licensing for countries of 
Spain,Portugal,Brazil,Argentina & Mexico. 

JOHNSON,G.A. Penngraph, Inc. 91/06/13. WRIGHT,B.L. NRC - No Detailed Affiliation 
Given. Ip. 58205:355-58205:356. 

“9106250192 Application for license to export bulk nuclear grade graphite to Spain & 
The Netherlands. 

JOHNSON,G.A. Penngraph, Inc. 91/06/13. Ip. 58205:356-58205:356. 

9106250224 Forwards applications for license to export bulk nuclear grade graphite to 
Spain.PortugaJ.Brazil.Argentina & Mexico. 

JOHNSON,G.A. Penngraph, Inc. 91/06/13. WRIGHT,B.L. NRC - No Detailed Affiliation 
Given. Ip. 58205:353-58205:354. 

“9106250227 Application for license to export 950 kg bulk nuclear grade graphite to 
Mexico & The Netherlands. 

* Penngraph, Inc. 91/06/13. Ip. 58205:354-58205:354. 

9106250232 Application for license to export 950 kg bulk nuclear grade graphite to Ar¬ 
gentina & The Netherlands. 

* Penngraph. Inc. 91/06/13. Ip. 58206:138-58206:139. 

9106250235 Application for license to export 950 kg bulk nuclear grade graphite to 
Brazil & The Netherlands. 

* Penngraph, Inc. 91/06/13. Ip. 58205:357-58205:358. 

9106250248 Forwards application for license to export bulk nuclear grade graphite to 
Singapore. 

JOHNSON,G.A. Penngraph, Inc. 91/06/18. WRIGHT.B.L. NRC - No Detailed Affiliation 
Given. Ip. 58205:340-58205:341. 

“9106250249 Application for license to export bulk nuclear grade graphite to Singapore. 

* Penngraph, Inc. 91/06/19. Ip. 58205:341-58205:341. 

9106260033 Forwards applications for long term licensing for countries of 
Singapore,Korea.lndia,Indonesia & Australia. 

JOHNSON.G.A. Penngraph, Inc. 91/06/18. WRIGHT.B.L. NRC - No Detailed Affiliation 
Given. Ip. 58217:214-58217:215. 

“9106260035 Application for license to export 7,000 kg bulk nuclear grade graphite to 
India. 

JOHNSON.G.A. Penngraph, Inc. 91/06/19. Ip. 58217:215-58217:215. 

9106260043 Application for license to export 7,000 kg bulk nuclear grade graphite to 
Australia 

JOHNSON.G.A. Penngraph, Inc. 91/06/19. Ip. 58217:216-58217:217. 

9106260056 Application for license to export 7,000 kg bulk nuclear grade graphite to 
Indonesia. 

JOHNSON.G.A. Penngraph, Inc. 91/06/19. Ip. 58217:262-58217:263. 

9106260064 Forwards applications for license to export lanthanide products containing 
up to 1 % weight thorium &/or U to listed countries. 

BARNUM.E.C. Molycorp, Inc. (subs, of Union Oil of California). 91/06/13. 
WRIGHT.B.L. NRC - No Detailed Affiliation Given. 3pp. 58217:264-58217:267. 

“9106260069 Application for license to export 200,000 kg natural thorium &/or 
U.contained as contaminants in rare earth products,to various listed countries. 
BARNUM.E.C. Molycorp, Inc. (subs, of Union Oil of California). 91/06/13. Ip. 
58217:267-58217:267. 

9106260072 Application for license to export 950 kg bulk nuclear grade graphite to 
Spain & The Netherlands. 

" Penngraph, Inc. 91/06/13. Ip. 58217:268-58217:269. 


9106260074 Informs that customer requested that intermediate consignee be used to 
serve European distributors.Applications submitted on 9104 24 should be revised to re¬ 
flect listed intermediate consignees. 

JOHNSON,G.A. Penngraph, Inc. 91/06/13. WRIGHT.B.L. NRC - No Detailed Affiliation 
Given. Ip. 58225:205-58225:205. 

9106260080 Informs that intermediate consignee to be bonded warehouse in Nether¬ 
lands & requests application be amended to include consignee. 

JOHNSON.G.A. Penngraph, Inc. 91/06/13. WRIGHT,B.L. NRC - No Detailed Affiliation 
Given. Ip. 58225:206-58225:206. 

SI 06260088 Application for license to export 7,000 kg bulk nuclear grade graphite to 

JOHNSON.G.A. Penngraph, Inc. 91/06/19. Ip. 58217:271-58217:272. 

9106260089 Informs that customer requested that intermediate consignee be used to 
serve European distributors. Applications submitted on 910424 should be amended to 
reflect listed intermediate consignees. 

JOHNSON.G.A. Penngraph, Inc. 91/06/13. WRIGHT,B.L. NRC - No Detailed Affiliation 
Given. 1 p. 58225:201 -58225:201. 

9106260102 Application for license to export 950 kg bulk nuclear grade graphite.to Por¬ 
tugal & Netherlands. 

* Penngraph, Inc. 91/06/13. Ip. 58228:294-58228:295. 

9106260107 Application for license to export 7,000 kg bulk nuclear grade graphite to 
Korea. 

JOHNSON.G.A. Penngraph, Inc. 91/06/19. Ip. 58217:282-58217:283. 

9106260119 Informs that customer requested that intermediate consignee be used to 
serve European distributors.Applications submitted on 910424 should be amended to 
reflect listed intermediate consignees. 

JOHNSON,G.A. Penngraph, Inc. 91/06/13. WRIGHT,B.L NRC - No Detailed Affiliation 
Given. Ip. 58225:199-58225:199. 

9106260122 Application for license to export 7,000 kg bulk nuclear grade graphite to 
Singapore. 

JOHNSON.G.A. Penngraph, Inc. 91/06/19. Ip. 58217:289-58217:290. 

9106260149 Application for amend to license,adding B&W as addl supplier per end Itr 
from McMaster Univ. 

QUAIN.P.B. Transnuclear, Inc. 91/06/06. WRIGHT.B. NRC - No Detailed Affiliation 
Given. 2pp. 58225:202-58225:203. 

9106260185 Application for license to export 200,000 kg of lanthanide products & 9,500 
kg of lanthanide products to several countries. 

BARNUM.E.C. Molycorp, Inc. (subs, of Union Oil of California). 91/06/13. Ip. 
58228:309-58228:312. 

9106260203 Forwards General Atomics 910610 application for license to export compo¬ 
nents for use in Malaysia.Executive Branch position requested. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). IEL-1748. 91/06/18. THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. 
Environmental & Scientific Affairs. 1 p. 58225:209-58225:211. 

“9106260208 Application for license to export components for TRIGA Mark II research 
reactor in Selangor,Malaysia. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). IEL-1748. 91/06/10. Ip. 58225:210-58225:210. 

“9106260211 Submits application for license to export equipment/ components to Ma¬ 
laysia. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). IEL-1748. 91/06/10. HAUBER.R. Assistant Director for Exports, Security & 
Safety Cooperation (Post 901104). Ip. 58225:211-58225:211. 

9106260212 Application for amend to license.increasing quantity of matl possession 
limit to 10,500 kg for lanthanide (rare earth) products. 

BARNUM.E.C. Molycorp, Inc. (subs, of Union Oil of California). 91/06/14. 
WRIGHT.B.L. NRC - No Detailed Affiliation Given. Ip. 58225:192-58225:192. 

9106260213 Application for license to export 7,000 kg bulk nuclear grade graphite to 
Australia 

JOHNSON.G.A. Penngraph, Inc. 91/06/30. Ip. 58217:330-58217:331. 

9106260219 Requests assurances re export license XSNM-2617,to export UF6 to vari¬ 
ous countries. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (Post 
901104). 91/06/14. ROONEY.J. Energy, Dept. of. Ip. 58225:193-58225:198. 

9106260269 Application for amend to export license XSNM-1471,extending expiration 
date from 911231 to 980718. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-91-123. 91/05/31. HAUBER.R.D. 
NRC - No Detailed Affiliation Given. Ip. 58243:061-58243:062. 

-9106260277 Amend 1 to license for Westinghouse to export 4300 kg U-235 contained 
in 121,000.0 kg U to the Philippines & extending expiration date from 911231 to 
980718 

HAUBER.R.D. NRC - No Detailed Affiliation Given. WSH-91-123. 91/06/20. Ip. 
58243:062-58243:062. 

9106260272 Application for license to export 7,000 bulk nuclear grade graphite to 
Korea. 

JOHNSON.G.A. Penngraph, Inc. 91/06/19. Ip. 58217:358-58217:359. 

9106260296 Application for license to export 7,000 kg bulk nuclear grade graphite to 
Korea. 

JOHNSON.G.A. Penngraph, Inc. 91/06/19. Ip. 58218:013-58218:014. 

9106260312 Application for license to export bulk nuclear grade graphite to Brazil. 
JOHNSON.G.A. Penngraph, Inc. 91/06/13. Ip. 58217:208-58217:209. 

9106260320 Application for license to export 7,000 kg bulk nuclear grade graphite to 
Mulgrave.Australia. 

JOHNSON,G. Penngraph, Inc. 90/06/19. Ip. 58228:313-58228:314. 
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9106260333 Application for license to export 7,000 kg bulk nuclear grade graphite to 
Victoria,Australia. 

JOHNSON,G. Penngraph, Inc. 91/06/19. Ip. 58228:296-58228:297. 

9106260350 Application for license to export bulk nuclear grade graphite to Indonesia. 
JOHNSON,G.A. Penngraph, Inc. 91/06/19. Ip. 58225:284-58225:285. 

9106260376 Application for license to export bulk nuclear grade graphite to Argentina & 
The Netherlands. 

JOHNSPN.G.A. Penngraph, Inc. 91/06/13. Ip. 58225:282-58225:283. 

9106260388 Application for license to export bulk nuclear grade graphite to 
Bombay,India. 

JOHNSON,G.A. Penngraph, Inc. 91/06/19. Ip. 58217:132-58217:133. 

9106260400 Application for license to export bulk nuclear grade graphite to Mexico & 
The Netherlands. 

JOHNSON,G.A. Penngraph, Inc. 91/06/13. Ip. 58225:292-58225:293. 


9106260411 Application for license to export 7,000 bulk nuclear grade graphite to Spain 
& The Netherlands. 

JOHNSON,G.A. Penngraph, Inc. 91/06/13. Ip. 58225:294-58225:295. 


9106280137 Ltr of assurance re transfer of matl identified on application subj to terms & 
conditions of agreement for corporation concerning civil uses of atomic energy. 
CASTERTON.J. Canada, Govt. of. 91/06/04. ROONEY,J.A. Energy, Dept. of. Ip. 
58243:076-58243:076. 

9106280201 Informs that bonded warehouse in Netherlands is intermediate consignee 
serving European distributors.Requests application amends to include intermediate 
consignee. 

JOHNSON,G.A. Penngraph, Inc. 91/06/13. WRIGHT,B.L. international Programs. Ip. 
58248:025-58248:025. 
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ABBATE.C.M. 

9106100090 

50-458 P 

AUFSEESER.L.S. 

9106120076 

PR 


BARNUM.E.C. 

9106260069* 

XPORTLIC 


ABBATE.C.M. 

9106130090 

50-458 P 

AUFSEESER.L.S. 

9106240165 

PR 


BARNUM.E.C. 

9106260185 

XPORTLIC 


ABERNATHY,S.F. 

9106180231 

PR 

AULUCK.R. 

9106030124 

50-250 

P 

BARNUM.E.C. 

9106260212 

XPORTLIC 


ADAMOV1TZ.S.S. 

9106270144* 

70-143 

AULUCK.R. 

9106050189 

50-250 

P 

BARON,M.J. 

9106180419 

50-277 

R 

ADAMS,A. 

9106040087 

50-62 F 

AULUCK.R. 

9106070182 

50-250 

P 

BARRETT,R.J. 

9106040428* 

50-295 

P 

ADAMS,A. 

9106040202 

50-72 P 

AULUCK.R. 

9106110288 

50-250 

P 

BARRETT, R.J. 

9106060029 

50-254 

F 

ADAMS,T.G. 

9106120187 

40-8724 

AULUCK.R. 

9106210133 

50-250 

P 

BARRETT, R.J. 

9106140096 

50-295 

P 

ADLER, R.E. 

9106280135 

WASTE MGT 

AULUCK.R. 

9106250199 

50-250 

P 

BARRON,H.B. 

9106110260 

50-269 

S 

AGSALUD.J.C. 

9106030242* 

COMM1SSIO N 

AUSTIN,J.H. 

9106030056* 

70-687 


BARRON.H.B. 

9106240309 

50-269 

s 

AIKENS.A.E. 

9106270244* 

FOIA 

AUSTIN,J.H. 

9106260173 

WASTE MGT 

BARRON,H.B. 

9106250148 

50-269 

S 

AIMO.N.J. 

9106200098 

40-17 

AUSTIN,M.A. 

9106110371* 

70-1100 


BARTH,C.A. 

9106280004 

50-312 

G 

AKINS, G.S. 

9106180234 

PR 

AUSTIN,M.A. 

9106250020* 

50-54 

Q 

BARTLETT, M.L. 

9106270123* 

50-445 

P 

AKINS,G.S. 

9106180234 

PR 

AUSTIN,S. 

9106200151 

50-259 

S 

BARTON,J.J. 

9106040007 

50-219 

R 

ALBERT, R.J. 

9106040052* 

50-443 Q 

AUSTIN,S.W. 

9106200168 

50-260 

S 

BARTON,J.J. 

9106110098* 

50-219 

Q 

ALBERT,RJ. 

9106070005* 

50-317 Q 

AVENIUS.J.J. 

9106120049 

PR 


BARTON,J.J. 

9106180369 

50-219 

Q 

ALBERTIN.L. 

9106030004* 

50-286 P 

AXELRAD.M. 

9106250049 

70-270 


BARTON.J.J. 

9106190066 

50-219 

R 

ALEXICH.M.P. 

9106250243 

50-315 P 

AXELRAD.M. 

9106250049 

70-270 


BARTON,J.J. 

9106200187 

50-219 

Q 

ALEXION.T.W. 

9106030119 

50-313 F 

AXELRAD.M. 

9106250052 

70-270 


BARTON,J.J. 

9106210191 

50-219 

P 

ALEXION.T.W. 

9106100092 

50-313 P 

AXELRAD.M. 

9106250052 

70-270 


BARTON.J.J. 

9106250051 

50-219 

S 

ALEXION.T.W. 

9106180454 

50-313 F 

AXELRAD.M. 

9106280086 

70-270 


BARTON.J.J. 

9106250071 

50-219 

S 

ALFONSO,P. 

9106040127* 

CONTRACT 

AXELRAD.M. 

9106280086 

70-270 


BARTON.J.J. 

9106260140 

50-219 

P 

ALLAN.J. 

9106200161* 

FOIA 

AXLINE.J.S. 

9106180296 

50-331 

s 

BARTON.J.J. 

9106260144* 

50-219 

P 

ALLEN.H.L. 

9106120093* 

CONTRACT 

AYALA,C. 

9106180160 

50-498 

S 

, BARTON.J.J. 

9106260253 

50-219 

P 

ALLEN.J.M. 

9106190371* 

FOIA 

AYALA,C. 

9106180374 

50-499 

S 

BARTON.J.J. 

9106260391 

50-219 

F 

ALLEN.S.W.C. 

9106040038 

PR 

AYALA,C. 

9106260271 

50-499 

s 

BASILESCO.G. 

9106200165 

50-293 

S 

ALLEN,W.D. 

9106240085* 

FOIA 

AZUA.R.V. 

9106050006* 

50-285 

Q 

BASILESCO.G. 

9106250069 

50-293 

S 

ALPER.W.H. 

9106210260* 

FOIA 

BACH.D.F. 

9106130078 

PR 


BASKERVILLE.F. 

9106110292* 

50-344 

P 

AMATO,C.G. 

9106180127* 

50-277 Q 

BACH.D.F. 

9106130078 

PR 


BASSETT.C.H. 

9106060262* 

70-143 


AMATO.C.G. 

9106250096* 

50-443 Q 

BADIALI.J. 

9106210068 

PR 


BASSETT.C.H. 

9106270031* 

50-160 

Q 

ANDERSON,C.J. 

9106070042* 

50-277 Q 

BADIALI.J. 

9106210068 

PR 


BASSIN.N. 

7905240441 * 

FOIA 


ANDERSON,E. 

9106060140* 

CONTRACT 

BAECHLER.J.C. 

9106250059 

PROJ 


BASSIN.N. 

7909170301* 

FOIA 


ANDERSON,R.A. 

9106180457 

50-293 R 

BAER,R.E. 

9106190100* 

50-458 

Q 

BASSIN.N. 

9106120308* 

FOIA 


ANDREWS.T. 

9106050161* 

50-309 U 

BAER,R.E. 

9106190128* 

50-313 

P 

BASSIN.N. 

9106130104* 

FOIA 


ANG.A. 

9106250219 

50-530 S 

BAGARRY.A.A. 

9106250007 

PR 


BASSIN.N. 

9106130291* 

FOIA 


ANG.W. 

9106260125 

50-530 S 

BAGARRY.A.A. 

9106250007 

PR 


BASSIN.N. 

9106130375* 

FOIA 


ANKER.B. 

9106030148 

CONTRACT 

BAHADUR,S. 

9106190104 

ORG 


BASSIN.N. 

9106140193* 

FOIA 


ANKER,B. 

9106060115 

CONTRACT 

BAILEY, E.D. 

9106070111 

STATE PRO G 

BASSIN.N. 

9106170015* 

FOIA 


ANKER,B. 

9106060123 

CONTRACT 

BAILEY,J.A. 

9106040413 

50-482 

Q 

BASSIN.N. 

9106240180* 

FOIA 


ANKER,B. 

9106060189 

CONTRACT 

BAILEY,J.A. 

9106120111 

50-482 

S 

BASSIN.N. 

9106240182* 

FOIA 


ANKER,B. 

9106060194 

CONTRACT 

BAILEY,J.A. 

9106180348 

50-482 

V 

BATEMAN,T.M. 

9106060027 

PR 


ANKER,B. 

9106120043 

CONTRACT 

BAILEY,J.A. 

9106260342 

50-482 

S 

BATTISTA,G.J. 

8911070398* 

FOIA 


ANKER,B. 

9106140038 

CONTRACT 

BAILEY,R.M. 

9106040032* 

50-456 

V 

BAUER,T.L. 

9106040254 

50-602 

A 

ANKER,B. 

9106170021 

CONTRACT 

BAILEY, S.C. 

9106130201 

50-424 

R 

BAUER,T.L. 

9106050240 

50-602 

A 

ANKER,B. 

9106190294 

CONTRACT 

BAKER,J.W. 

9106070134 

50-397 

S 

BAUER,T.L. 

9106200129 

70-157 


ANKER,B. 

9106210185 

CONTRACT 

BAKER,J.W. 

9106100517 

50-397 

P 

BAUER,T.L. 

9106200195 

71-9216 


ANTHONY,P. 

9106240006 

50-341 S 

BAKER,J.W. 

9106120078 

50-397 

S 

BAUER,T.L. 

9106260283 

70-157 


ANZIVINO.L.D. 

9106100479* 

50-293 P 

BAKER,J.W. 

9106120176 

50-397 

s 

BAUNACK.W. 

9106200251* 

50-244 

Q 

ARAMAYO.G.A. 

9106030265* 

71-5797 

BAKER,J.W. 

9106180294 

50-397 

S 

BAUNACK.W. 

9106200291* 

50-245 

Q 

ARCEO.A.I. 

9106260005* 

WASTE MGT 

BAKER,J.W. 

9106180429 

50-397 

R 

BAUR.D.H. 

9106170046 

50-261 

S 

ARC1ERI.W.C. 

9106120192 

NUREG 

BAKER,S.J. 

9106030232 

40-1162 


BAX.R.L. 

9106050051 

50-254 

S 

ARMSTRONG,T.K. 

9106260141 

PR 

BAKER,T. 

9106040035 

PR 


BAX.R.L. 

9106190281 

50-254 

S 

ARMSTRONG,T.K. 

9106260141 

PR 

BALDWIN, R.S. 

9106060213* 

50-413 

V 

BAX.R.L. 

9106270250 

50-254 

P 

ARNOLD,K.B. 

9106200229* 

CONTRACT 

BANDHAUER.W.K. 

9106200056 

50-302 

S 

BAXTER,T.A. 

9106280084 

50-312 

G 

ARNOLD,W.H. 

9106260218 

70-3070 

BANGART.R.L. 

9106120310 

70-371 


BAXTER,T.A. 

9106280084 

50-312 

G 

ARVIZU.J.F. 

9106250006 

PR 

BANNING,P.D. 

9106100162* 

50-338 

P 

BAXTER J.A. 

9106280085* 

50-312 

G 

ARVIZU.J.F. 

9106250006 

PR 

BARDIN,D.J. 

9106140219 

50-443 

M 

BAXTER,T.A. 

9106280085* 

50-312 

G 

ASMUSSEN.K.E. 

9106050343 

70-734 

BARDIN,D.J. 

9106140219 

50-443 

M 

BAZIN,J. 

9106210202 

CONTRACT 


ASMUSSEN.K.E. 

9106190202 

XPORTLIC 

BARETT.R.J. 

9106240233 

50-237 

P 

BAZIN,J.P. 

9106170065 

CONTRACT 


ASMUSSEN.K.E. 

9106190212* 

XPORTLIC 

BARKER,D.W. 

9106190146 

50-400 

S 

BAZZANI.C.S. 

9106210310* 

CONTRACT 


ASMUSSEN.K.E. 

9106200109 

50-89 P 

BARKHURST.R.P. 

9106190035 

50-382 

F 

BEACH, A.B. 

9106120131 

40-8027 


ASMUSSEN.K.E. 

9106260208* 

XPORTLIC 

BARNES,1. 

9106040183* 

50-445 

Q 

BEACH,A.B. 

9106120279* 

40-8027 


ASMUSSEN.K.E. 

9106260211* 

XPORTLIC 

BARNES,1. 

9106110159* 

50-445 

Q 

BEACH,A.B. 

9106140177 

40-8027 


ASMUSSEN.K.E. 

9106260366 

70-734 

BARNHILL,S.A. 

9106130028 

PR 


BEACH,A.B. 

9106180251 

40-8027 


ATEFI.B. 

9106180006 

NUREG 

BARNHILL.S.A. 

9106130028 

PR 


BEACH,A.B. 

9106190142 

40-8027 


ATEFl.B. 

9106180007 

NUREG 

BARNUM.E.C. 

9106260064 

XPORTLIC 


BEACH, A.B. 

9106190162 

STATE PRO G 
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BEACH,A-B. 

9106190393 

40-8027 


BEACH,A.B. 

9106260034 

40-8027 


BEACH, A. B. 

9106280146 

40-8027 


BEALLE.R. 

9106170183 

FOIA 


BEARD,P.M. 

9106040018 

PR 


BEARD.P.M. 

9106050246 

50-302 

P 

BEARD,P.M. 

9106170052* 

50-302 

Q 

BEARD, P.M. 

9106190010 

50-302 

P 

BEARD.P.M. 

9106190018 

50-302 

P 

BEARD,P.M. 

9106210006 

50-302 

P 

BEARD.P.M. 

9106210306 

50-302 

Q 

BEARD.P.M. 

9106280033 

50-302 

P 

BEARD.P.M. 

9106280040 

50-302 

P 

BEARD.R.M. 

9106190103 

50-321 

R 

BECK.G. 

9106170144 

TOPREP 


BECK.G.J. 

9106070162 

50-277 

F 

BECK.G.J. 

9106070174 

50-277 

P 

BECK.G.J. 

9106070295 

71-5805 


BECK.G.J. 

9106100227 

50-277 

F 

BECK.GJ. 

9106100443 

TOPREP 


BECK.G.J. 

9106210321 

50-277 

F 

BECK.GJ. 

9106240008 

50-278 

P 

BECK.GJ. 

9106280168 

50-277 

P 

BECKER,M.A. 

9106240037 

PR 


BECKER,M. A. 

9106240037 

PR 


BECKHAM, J.T. 

9106070102 

50-366 

S 

BECKHAMJ.T. 

9106070249 

50-321 

P 

BECKHAM.J.T. 

9106070254 

50-366 

P 

BECKHAMJ.T. 

9106100335 

50-366 

s 

BECKHAMJ.T. 

9106100342 

50-321 

s 

BECKHAMJ.T. 

9106120229 

50-366 

S 

BECKHAMJ.T. 

9106180176 

50-321 

s 

BECKHAM.J.T. 

9106180299 

50-321 

s 

BECKHAMJ.T. 

9106190103 

50-321 

R 

BECKHAM.J.T. 

9106200058 

50-321 

Q 

BECKHAM.J.T. 

9106240011 

50-366 

S 

BECKHAM.J.T. 

9106260264 

50-321 

S 

BECKHAMJ.T. 

9106270159 

50-321 

Q 

BECKJORD.E.S. 

9106060032 

ORG 


BECKJORD.E.S. 

9106270214* 

PR 


BECKJORD.E.S. 

9106270266* 

PR 


BECKMAN.W.L 

9106110314 

50-155 

P 

BECKMAN ,W.L 

9106110376 

50-155 

R 

BECKMAN.W.L 

9106110387 

50-155 

P 

BECKMAN.W.L 

9106190016 

50-155 

S 

BECKMAN.W.L 

9106190210 

50-155 

F 

BEEDLE.R.E. 

9106030003 

50-286 

P 

BEEDLE.R.E. 

9106040120 

50-333 

P 

BEEDLE.R.E. 

9106120290 

50-286 

P 

BEEDLE.R.E. 

9106180017 

50-286 

P 

BEEDLE.R.E. 

9106250075 

50-286 

P 

BEEDLE.R.E. 

9106270128 

50-333 

Q 

BEEDLE.R.E. 

9106270299 

50-286 

P 

BEHNJ. 

9106110225 

50-374 

S 

BEIGERON.P. 

9106260078 

50-29 

P 

BELISLE.G.A. 

9106060241* 

50-369 

Q 

BELISLE.G.A. 

9106270007 

50-369 

Q 

BELLJ.C. 

9106050251 

50-397 

R 

BELLJ.M. 

9106130174* 

FOIA 


BELLJ-M. 

9106130176* 

FOIA 


BELLJ.M. 

9106130180* 

FOIA 


BELLJ.M. 

9106130200* 

FOIA 


BELLJ.M. 

9106130207* 

FOIA 


BELLJ.M. 

9106130210* 

FOIA 


BELLJ.M. 

9106130216* 

FOIA 


BELLJ.M. 

9106130219* 

FOIA 


BELLJ-M. 

9106240239* 

FOIA 


BELLS. 

9106030157* 

CONTRACT 


BELLS. 

9106030178* 

CONTRACT 


BELLS. 

9106030228* 

CONTRACT 


BELL.S. 

9106040109* 

CONTRACT 


BELLS. 

9106040127* 

CONTRACT 


BELLS. 

9106040387* 

CONTRACT 


BELLS. 

9106050183* 

CONTRACT 


BELL.S. 

9106050335* 

CONTRACT 


BELL.S. 

9106060062* 

CONTRACT 


BELLS. 

9106060070* 

CONTRACT 


BELLS. 

9106060137* 

CONTRACT 


BELLS. 

9106060164* 

CONTRACT 


BELL.S. 

9106060168* 

CONTRACT 


BELLS. 

9106060195* 

CONTRACT 


BELLS. 

9106070082* 

CONTRACT 


BELLS. 

9106120063* 

CONTRACT 


BELLS. 

9106120146* 

CONTRACT 


BELL.S. 

9106260194* 

CONTRACT 


BENNETT.R. 

9106120021 

PR 


BENTSEN.L 

9106070039 

PR 


BENTSEN.L 

9106190192 

PR 



AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

BERG.W.L. 

9106050366 

50-409 

P 

BERG.W.L. 

9106140036 

50-409 

S 

BERG.W.L. 

9106250115 

50-409 

R 

BERGER.J.D. 

9106130051* 

40-8027 


BERKLEY,D.A. 

9106040020 

PR 


BERKOW.H.N. 

9106030085* 

50-280 

P 

BERKOW.H.N. 

9106030129* 

50-250 

P 

BERKOW.H.N. 

9106040124* 

50-389 

P 

BERKOW.H.N. 

9106050199* 

50-250 

P 

BERKOW.H.N. 

9106100066 

50-280 

S 

BERKOW.H.N. 

9106100287* 

50-338 

P 

BERKOW.H.N. 

9106110357’ 

50-338 

P 

BERKOW.H.N. 

9106260040 

50-280 

P 

BERLINGER.C.H. 

9106050150 

l&E 


BERLINGER.C.H. 

9106130151 

l&E 


BERLINGER.C.H. 

9106260151 

l&E 


BERNARD.J.A. 

9106060202 

71-164 


BERNARD.J.A. 

9106110049 

50-20 

V 

BERNARD.J.A. 

9106120119 

ORG 


BERNARD.J.A. 

9106120266 

50-20 

P 

BERNARD.J.A. 

9106270267 

50-20 

p 

BERNERO.R.M. 

9106030058 

WASTE MGT 

BERNERO.R.M. 

9106030147 

40-1478 


BERNERO.R.M. 

9106030215* 

WASTE MGT 

BERNERO.R.M. 

9106040100 

WASTE MGT 

BERNERO.R.M. 

9106040280 

WASTE MGT 

BERNERO.R.M. 

9106260016 

WASTE MGT 

BERNERO.R.M. 

9106260229 

WASTE MGT 

BERNHARD, R. 

9106110012 

50-260 

s 

BERRY,R.L. 

9106130213 

50-29 

R 

BETANCOURT,B. 

9106130023 

PR 


BETTENHAUSEN.L 

9106270191* 

50-333 

V 

BETTENHAUSEN.L. 

9106040296 

50-410 

Q 

BETTENHAUSEN.L. 

9106070046 

50-286 

Q 

BETTENHAUSEN.L. 

9106110016* 

50-354 

Q 

BETTENHAUSEN.L. 

9106110056 

50-334 

Q 

BETTENHAUSEN.L. 

9106110070 

50-293 

Q 

BETTENHAUSEN.L. 

9106110398 

50-317 

P 

BETTENHAUSEN.L. 

9106200025 

50-277 

P 

BETTENHAUSEN.L. 

9106200244 

50-244 

Q 

BETTENHAUSEN.L. 

9106200266 

50-219 

Q 

BETTENHAUSEN.L. 

9106200270 

50-245 

Q 

BETTENHAUSEN.L. 

9106210304 

50-320 

P 

BETTENHAUSEN.L. 

9106260334 

50-219 

V 

BEVAN.R.B. 

9106070195 

50-344 

P 

BEZIER.P. 

9106210317* 

50-275 

P 

BICEHOUSE.H. 

9106210270* 

FOIA 


BICEHOUSE.H.J. 

9106130309* 

50-310 

P 

BICEHOUSE.H.J. 

9106210125* 

FOIA 


BICEHOUSE.HJ. 

9106210167* 

FOIA 


BICEHOUSE.H.J. 

9106210177* 

FOIA 


BICEHOUSE.HJ. 

9106210238* 

FOIA 


BICEHOUSE.HJ. 

9106210242* 

FOIA 


BICEHOUSE.HJ. 

9106210258* 

FOIA 


BICEHOUSE.H.J. 

9106210267* 

FOIA 


BICEHOUSE.HJ. 

9106210276* 

FOIA 


BICEHOUSE.HJ. 

9106210311* 

FOIA 


BICEHOUSE.HJ. 

9106210315* 

FOIA 


BICEHOUSE.HJ. 

9106240034* 

FOIA 


BICEHOUSE.HJ. 

9106240042* 

FOIA 


BIDINGER.G.H. 

9106190413 

70-143 


BLACK,S.C. 

9106210143* 

50-390 

A 

BLACKFORD.M.E. 

9104290316* 

WASTE MGT 

BLAHA.J. 

9106240323 

ORG 


BLAHA.J.L 

9011270238* 

40-8027 


BLAHAJ.L. 

9105080262 

SECY 


BLAHA.J.L. 

9106040386 

COMMISSION 

BLAHAJ.L 

9106070194 

COMMISSION 

BLAHAJ.L. 

9106070330 

COMMISSION 

BLAHAJ.L 

9106190090 

COMMISSIO N 

BLAHAJ.L 

9106240298 

COMMISSION 

BLAKE,E.L 

9106280088 

50-320 

G 

BLAKE.E.L 

9106280088 

50-320 

G 

BLAKE, E.L. 

9106280089 

50-320 

G 

BLAKE, E.L. 

9106280089 

50-320 

G 

BLAKE.J. 

9106110174* 

50-259 

Q 

BLAKEJ.J. 

9106060111’ 

50-259 

Q 

BLAKE,JJ. 

9106060253* 

50-321 

Q 

BLAKEJ.J. 

9106110064* 

50-390 

Q 

BLAKE,JJ. 

9106110075* 

50-424 

Q 

BLAKEJ.J. 

9106110178* 

50-348 

Q 

BLAKEJ.J. 

9106270019* 

50-369 

Q 

BLAS1AK.J. 

9106120350 

50-410 

S 

BLIND,A.A. 

9106120235 

50-315 

s 

BLIND,A.A. 

9106180298 

50-315 

s 

BLIND,A.A. 

9106190113 

50-316 

R 

BLIND.A.A. 

9106190136 

50-315 

R 

BLIWERNITZ.R.R. 

9106040001 

71-435 



AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

BLOCH,P.B. 

9106140072 

70-270 


BLOCK,M.L. 

9106200261 

50-267 

R 

BLOSSER ,J.D. 

9106190076 

50-483 

R 

SLOUGH,A.R. 

9106030299 

50-272 

Q 

SLOUGH, A.R. 

9106140214 

50-352 

Q 

BLOUGH.A.R. 

9106200035 

50-387 

Q 

BLOUGH.A.R. 

9106270116 

50-277 

Q 

BLUBAUGH.R.E. 

9106030246 

40-3453 


BLUBAUGH.R.E. 

9106040425 

40-3453 


BLUBAUGH.R.E. 

9106280139* 

40-3453 


BLUMBERG.N. 

9106200291* 

50-245 

Q 

BOBB.C.C. 

9106040002* 

71-435 


BOCKHOLD.G. 

9106180276 

PROJ 


BOGER.B.A. 

9106060039* 

50-254 

F 

BOGER.B.A. 

9106110254 

50-254 

P 

BOGER.B.A. 

9106120065 

50-275 

E 

BOHLANDER.K.L. 

9106280176 

50-344 

S 

BOHLKE.W.H. 

9106040011 

50-250 

P 

BOHLKE.W.H. 

9106060084 

PR 


BOHLKE.W.H. 

9106070197 

50-335 

P 

BOHLKE.W.H. 

9106070245 

50-250 

P 

BOHLKE.W.H. 

9106180147 

50-250 

F 

BOHLKE.W.H. 

9106180362 

50-250 

P 

BOHLKE.W.H. 

9106280106 

50-250 

P 

BOLDT.G.L. 

9106100161 

50-302 

P 

BOLDT.G.L. 

9106110381 

50-302 

R 

BOLDT.G.L. 

9106120267 

50-302 

Q 

BOLDT.G.L. 

9106200056 

50-302 

S 

BOLDT.G.L. 

9106210002 

50-302 

F 

BOLON.A.E. 

9106260255 

50-123 

P 

BOND.G.R. 

9106070037* 

50-219 

P 

BONSER.B.R. 

9106270343* 

50-424 

Q 

BOREN,D.L. 

9106190041 

PR 


BOREN,D.L. 

9106240046 

PR 


BORES.R. 

9106140209 

70-1100 


BORES,R.J. 

9106040036* 

50-225 

Q 

BORES,R.J. 

9106040383 

70-371 


BORES.R.J. 

9106070225* 

50-293 

Q 

BORES.R.J. 

9106110371* 

70-1100 


BORES.R.J. 

9106130343* 

50-134 

Q 

BORES.R.J. 

9106140201* 

50-245 

Q 

BORES.R.J. 

9106250020* 

50-54 

O 

BORES.R.J. 

9106250151 

PROJ 


BORES,RJ. 

9106270026 

70-135 


BORES.R.J. 

9106270204 

50-54 

P 

BORES.R.J. 

9106270213* 

50-277 

Q 

BORS.W.P. 

9106180262 

PR 


BORS.W.P. 

9106180262 

PR 


BOSKEY.B. 

9106250114* 

50-346 

G 

BOSKEY.B. 

9106250114* 

50-346 

G 

BOSNAK.R.J. 

9106120344* 

FOIA 


BOSWELL,G. 

9106270338 

PR 


BOSWELL,G. 

9106270338 

PR 


BOUCHEY.G.D. 

9106190176 

50-397 

Q 

BOURASSA.M.D. 

9106190016 

50-155 

S 

BOURDON,R.A. 

9106180247 

PR 


BOURDON, R.A. 

9106180247 

PR 


BOVINO.M.J. 

9106040027 

PR 


BOYD.C.C. 

9106120371 

70-824 


BOYD.D. 

9106030163 

CONTRACT 


BOYD.D. 

9106030226 

CONTRACT 


BOYD.D. 

9106040117 

CONTRACT 


BOYD.D. 

9106060064 

CONTRACT 


BOYD.D. 

9106060162 

CONTRACT 


BOYD.D. 

9106120017 

CONTRACT 


BOYD.D. 

9106120031 

CONTRACT 


BOYD.D. 

9106120033 

CONTRACT 


BOYD.D. 

9106120055 

CONTRACT 


BOYD.D. 

9106200107 

CONTRACT 


BOYD.D. 

9106210325 

CONTRACT 


BOYD.D. 

9106260190 

CONTRACT 


BOYD.D. 

9106260231 

CONTRACT 


BOYLE,M.L 

9106060289 

50-245 

P 

BOYLE,M.L. 

9106110269 

50-245 

P 

BOYSE.D.R. 

9106190398* 

FOIA 


BRADFUTE.J.O. 

9106050390 

50-206 

Q 

BRADISH.T.R. 

9106190435 

50-528 

S 

BRADY,B.H.G. 

9106250161 

NUREG 


BRAIDEN.S.J. 

9106170161* 

50-146 

Q 

bram.s. 

9106260270 

50-247 

Q 

bram.s.b. 

9106050253 

50-247 

Q 

bram.s.b. 

9106050291 

50-3 

R 

bram.s.b. 

9106100126 

50-247 

F 

bram.s.b. 

9106100308 

50-247 

Q 

bram.s.b. 

9106100412 

50-247 

F 

bram.s.b. 

9106250121 

50-247 

R 

bram.s.b. 

9106260104 

50-247 

F 

bram.s.b. 

9106280123 

50-247 

K 
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AUTHOR 

ACCESSION 

SUBJECT 
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ACCESSION 

SUBJECT 



NUMBER 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BRAND,E.B. 

9106040376 

50-309 

S 

BURGESS,B.L. 

9106200034* 

50-373 

Q 

CARR.K.M. 

9106100045 

COMMISSIO N 

BRANDISH,T.R. 

9106140167 

50-530 

S 

BURGHARD.H.C. 

9106270123* 

50-445 

P 

CARR.K.M. 

9106100255 

COMMISSIO N 

BRANDKAMP.F.N. 

9106240134* 

FOIA 


BURKE,B.A. 

9106040431 

50-416 

S 

CARR.K.M. 

9106120280* 

FOIA 


BRAUN.M.D. 

9106060036 

PR 


BURN.R.R. 

9106070264 

50-2 

F 

CARR.K.M. 

9106140124 

50-443 

U 

BRECHBIEL.R.C. 

8103200011* 

FOIA 


BURNETT,C. 

9106180228 

PR 


CARR.K.M. 

9106140127 

COMMISSION 

BREEN,J.J. 

9106210130 

50-335 

R 

BURNETT, C. 

9106180228 

PR 


CARR.K.M. 

9106170033 

COMMISSIO N 

BREGNI.LP. 

9106120133 

50-341 

F 

BURNETT.P.T. 

9106270111* 

50-302 

Q 

CARR.K.M. 

9106240277 

10CFR 


BRENNAN,D.F. 

9106120298 

FOIA 


BURNS,D.C. 

9106130315* 

PROJ 


CARROLL,G. 

9106140081 

50-424 

G 

BRENNAN.T.P. 

9106120214 

50-382 

S 

BURNS,R.G. 

9106190006 

QA999 


CARSON,L.C. 

9106180054* 

50-344 

Q 

BRESLAU,B. 

9106270376* 

50-321 

Q 

BURSKI.R.F. 

9106070061 

71-604 


CARTEAUX.P.F. 

9106180298 

50-315 

S 

BRESLAU,B.A. 

9106110066* 

50-348 

Q 

BURSKI.R.F. 

9106180445 

50-382 

R 

CARTON,S.E. 

9106120109* 

CONTRACT 


BREWSTER,B.K. 

9106200013 

PR 


BURSKI.R.F. 

9106240140 

50-382 

P 

CASAROTTO.P. 

9106050238 

50-454 

S 

BREWTON.E.A. 

9106180267 

PR 


BURSKI.R.F. 

9106240259 

50-382 

P 

CASHWELL.R.J. 

9106250128 

50-156 

F 

BREWTON.E.A. 

9106180267 

PR 


BUTCHER,R.C. 

9106270114* 

50-250 

Q 

CASHWELL.R.J. 

9106260245 

50-156 

P 

BREY.H.L. 

9106100005 

50-267 

1 

BUTLER,D.S. 

9106280187* 

50-254 

Q 

CASTERTON.J. 

9106280137 

XPORTLIC 


BREY.H.L. 

9106180351 

50-267 

P 

BUTLER,W.R. 

9106030111* 

50-387 

P 

CASTO.C.A. 

9106060213* 

50-413 

V 

BRIAN,W.R. 

9106270331 

50-382 

S 

BUTLER,W.R. 

9106060078* 

50-277 

P 

CASTO.C.A. 

9106110026* 

50-335 

V 

BRICE,W.W. 

9106040060 

40-8681 


BUTLER,W.R. 

9106190243* 

50-272 

P 

CATLIN.R.J. 

9106200061* 

FOIA 


BRINKMAN.D.S. 

9106030023 

50-410 

P 

BUTLER,W.R. 

9106210129* 

50-387 

P 

CAVINESS.J. 

9106250018 

PR 


BRINKMAN,D.S. 

9106040101 

50-220 

P 

BUTLER,W.R. 

9106260158* 

50-272 

P 

CAVINESS.J. 

9106250018 

PR 


BRINKMAN.D.S. 

9106040435 

50-220 

P 

BUTLER,W.R. 

9106260360* 

50-277 

P 

CENTOLANZI.P. 

9106180445 

50-382 

R 

BRINKMAN.D.S. 

9106050275 

50-410 

P 

BUTLER,W.R. 

9106280057* 

50-277 

P 

CERVENKA.P. 

9106250071 

50-219 

S 

BRINKMAN.D.S. 

9106060173 

50-410 

P 

BYRNE,A.G. 

9106100243 

PT21 


CHAFFEE,A.E. 

9106030021 

50-309 

s 

BRINKMAN.D.S. 

9106070063 

50-410 

Q 

CABELL,A.S. 

9106170190* 

FOIA 


CHAFFEE,A.E. 

9106140093 

50-155 

s 

BRINKMAN.D.S. 

9106070152 

50-410 

P 

CABLE,G.D. 

9106180225 

PR 


CHAMBERLAIN,D. 

9106100075* 

50-445 

Q 

BRINKMAN.D.S. 

9106120368 

50-220 

P 

CABLE,G.D. 

9106180225 

PR 


CHAMBERLAIN,D. 

9106140067* 

50-445 

G 

BRINKMAN.D.S. 

9106130119 

50-220 

P 

CAHILL,W.J. 

9106030339 

50-445 

S 

CHAMBERLAIN,D. 

9106190031* 

50-445 

Q 

BRINKMAN.D.S. 

9106180364 

50-220 

P 

CAHILL,W.J. 

9106040003 

50-445 

P 

CHAMBERLAIN,D. 

9106250233 

50-445 

Q 

BRINKMAN.D.S. 

9106190244 

50-220 

P 

CAHILL, W.J. 

9106040014 

50-445 

P 

CHANDLER,H.G. 

9106030032 

50-238 

R 

BRINKMAN.D.S. 

9106200298 

50-410 

P 

CAHILL,W.J. 

9106040446 

50-445 

S 

CHANEY,H.D. 

9106040332* 

50-397 

Q 

BRINKMAN.D.S. 

9106210136 

50-220 

P 

CAHILL,W.J. 

9106050392 

50-445 

p 

CHAPMAN.L. 

9106170017* 

50-285 

Q 

BRINKMAN.D.S. 

9106210277 

50-410 

S 

CAHILL,W.J. 

9106070320 

50-445 

s 

CHAPMAN,N.G. 

9106180366 

FOIA 


BRINKMAN,R.E. 

9106130182* 

FOIA 


CAHILL,W.J. 

9106130284 

50-445 

Q 

CHAPMAN,W. 

9106030181 

40-8502 


BRINKMAN,R.E. 

9106130188* 

FOIA 


CAHILL,W.J. 

9106140188 

50-445 

F 

CHAPMAN,W.J. 

9106030313 

40-8502 


BRINKMAN,R.E. 

9106130196* 

FOIA 


CAHILL,W.J. 

9106190021 

50-445 

Q 

CHARNOFF.G. 

9106250102* 

50-346 

G 

BRINKMAN,R.E. 

9106200228* 

FOIA 


CAHILL, W.J. 

9106190236 

50-446 

s 

CHARNOFF.G. 

9106250102* 

50-346 

G 

BRINKMAN,R.E. 

9106200237* 

FOIA 


CAHILL,W.J. 

9106270200 

50-446 

s 

CHARNOFF.G. 

9106280053 

50-346 

M 

BRINKMAN,R.E. 

9106200240* 

FOIA 


CAHILL,W.J. 

9106270207 

50-445 

P 

CHARNOFF.G. 

9106280053 

50-346 

M 

BRINKMAN,R.E. 

9106200243* 

FOIA 


CAHILL,WJ. 

9106280182 

50-445 

F 

CHARNOFF.G. 

9106280065 

50-346 

M 

BRINKMAN,R.E. 

9106200247* 

FOIA 


CAIN.C.L. 

9106030029* 

50-285 

Q 

CHARNOFF.G. 

9106280065 

50-346 

M 

BRINKMAN,R.E. 

9106200253* 

FOIA 


CAIN.C.L. 

9106040229* 

50-498 

Q 

CHAUDHARY.S.K. 

9106250107* 

50-272 

Q 

BRINKMAN,R.E. 

9106200262* 

FOIA 


CAIN.C.L. 

9106050027* 

50-445 

Q 

CHAVET.K.A. 

9106180417 

50-528 

R 

BRINKMAN,R.E. 

9106240062* 

FOIA 


CALDWELL,R.D. 

9106200116* 

FOIA 


CHAWAGA.D. 

9106250186* 

50-277 

Q 

BRINKMAN,R.E. 

9106240082* 

FOIA 


CALDWELL, R.D. 

9106200134’ 

FOIA 


CHECCA.A.R. 

9106050348 

50-454 

Q 

BRINKMAN,R.E. 

9106240086* 

FOIA 


CALHOUN.F.L. 

9106270349 

PR 


CHECCA.A.R. 

9106070104 

50-456 

P 

BRINKMAN,R.E. 

9106240095* 

FOIA 


CALLEDINE.G.W. 

7908300023* 

FOIA 


CHECCA.A.R. 

9106110140 

50-456 

P 

BRIODY.W.W. 

9106130084 

PR 


CALLENDINE.G. 

9106200225* 

FOIA 


CHECCA.A.R. 

9106110321 

50-457 

P 

BRIODY.W.W. 

9106130084 

PR 


CALLENDINE.G. 

9106200250* 

FOIA 


CHECCA.A.R. 

9106200005 

50-454 

P 

BRISSON.R.J. 

9106210224* 

FOIA 


CALLENDINE.G.W. 

8004220492* 

FOIA 


CHEN.Y. 

9106100427* 

50-390 

A 

BROOKMIRE.T.A. 

9106100162* 

50-338 

P 

CALLIHAN.D.R. 

9106130016 

PR 


CHENG,C.Y. 

9106050235 

TOPREP 


BROPHY.J.J. 

9106190172 

50-72 

P 

CALLIHANJD.R. 

9106130016 

PR 


CHENG,C.Y. 

9106200076* 

50-443 

P 

BROUGHTON,T.G. 

9106110120 

50-289 

P 

CAMPBELL.K.W. 

9106210297* 

50-275 

P 

CHILK.S.J. 

9106030134 

10CFR 


BROUGHTON,T.G. 

9106110224* 

50-289 

P 

CAMPBELL,K.W. 

9106210302* 

50-275 

P 

CHILK.S.J. 

9106040308 

10CFR 


BROUGHTON,T.G. 

9106180279 

50-289 

P 

CAMPBELL.M. 

8201230050* 

FOIA 


CHILK.S.J. 

9106050166 

10CFR 


BROUGHTON,T.G. 

9106180286* 

50-289 

P 

CANIANO.R. 

9106110007* 

50-263 

Q 

CHILK.S.J. 

9106060161 

10CFR 






,R. 

9106240099* 

50-456 

Q 





BROUGHTON,T.G. 

9106180432 

50-289 

R 

CANIANO.R.J. 

9106040143* 

50-266 

Q 

CHILK.S.J. 

9106060170 

10CFR 


BROUGHTON.T.G. 

9106200192 

50-289 

P 

CANIANO.R.J. 

9106070011* 

50-237 

Q 

CHILK.S.J. 

9106060222 

10CFR 


BROUGHTON,T.G. 

9106270285 

50-289 

S 

CANIANO.R.J. 

9106200068* 

50-305 

Q 

CHILK.S.J. 

9106100076 

10CFR 


BROWN,B. 

9106180180 

PR 


CANIANO.R.J. 

9106240040’ 

50-483 

Q 

CHILK.S.J. 

9106110249 

70-3070 


BROWN,R.B. 

9106240110 

40-8794 






CHILK.S.J. 

9106120272* 

50-322 

P 





CANT.G. 

9106190081 

l&E 






BROWN,S. 

9106210197* 

50-322 

P 

CANTRELL,F.S. 

9106060099* 

50-416 

Q 

CHILK.S.J. 

9106120317* 

FOIA 


BROWN,S.W. 

9106060024 

50-312 

P 

CANTRELL.F.S. 

9106060105* 

50-395 

Q 

CHILK.S.J. 

9106120356* 

FOIA 


BROWN,S.W. 

9106180433 

50-312 

V 

CANTRELL.F.S. 

9106060132* 

50-348 

Q 

CHILK.S.J. 

9106120360* 

FOIA 


BROWNING.B.R. 

9106250150 

71-594 


CAPRA,R.A. 

9106040290 

50-220 

P 

CHILK.S.J. 

9106120361 

10CFR 


BROZAK.D.E. 

9106040015* 

50-445 

p 





CHILK.S.J. 

9106130125 

10CFR 






CAPRA,R.A. 

9106060001 

50-410 

P 





BRUNER,H.D. 

9106040003 

50-445 

p 

CAPRA,R.A. 

9106120370* 

50-220 

P 

CHILK.S.J. 

9106130126 

10CFR 


BRYANT,P. 

9106250016 

PR 


CAPRA,R.A. 

9106130127* 

50-220 

P 

CHILK.S.J. 

9106130228 

50-267 

P 

BRYANT,P. 

9106250016 

PR 


CAPRA,R.A. 

9106140004* 

50-317 

P 

CHILK.S.J. 

9106130234 

50-267 

P 

BUCCARELLI.M. 

9106040397* 

XPORTLIC 


CARIER.P.P. 

9106070216 

50-259 

F 

CHILK.S.J. 

9106130243 

50-267 

P 

BUCCI.R.L. 

9106260021 

PR 






CHILK.S.J. 

9106140025 

50-445 

G 





CARIER.P.P. 

9106180446 

50-259 

R 





BUCHANAN,C.R. 

9106120387* 

FOIA 


CARLEY.J.F. 

9106180221* 

WASTE MGT 

CHILK.S.J. 

9106140028 

50-443 

G 

BUCHANAN,C.R. 

9106120390* 

FOIA 


CARLSON,R.E. 

9106120032 

PR 


CHILK.S.J. 

9106140060 

70-270 


BUCHANAN,C.R. 

9106170256* 

FOIA 


CARR.K.M. 

8612220302* 

40-8027 


CHILK.S.J. 

9106140065 

50-322 

G 

BUCHANAN,C.R. 

9106200275* 

FOIA 


CARR.K.M. 

9104080154* 

FOIA 


CHILK.S.J. 

9106140069 

50-322 

G 

BUCHANAN,C.R. 

9106240248* 

FOIA 






CHILK.S.J. 

9106140079 

50-320 

G 





CARR.K.M. 

9105230053 

COMMISSIO N 





BUCHANAN,1. 

9106210088 

PR 


CARR.K.M. 

9106030238 

COMMISSION 

CHILK.S.J. 

9106140221 

50-146 

P 

BUCHANNAN.J.E. 

9106270372 

STATE PRO G 

CARR.K.M. 

9106030261* 

COMMISSION 

CHILK.S.J. 

9106170263* 

FOIA 


BUCKLEY, B.C. 

9106030071 

50-280 

p 

CARR.K.M. 

9106030277* 

COMMISSION 

CHILK.S.J. 

9106190368* 

40-8027 


BUDINGER.F.C. 

9106170146* 

ORG 


CARR.K.M. 

9106030285* 

COMMISSION 

CHILK.S.J. 

9106190403* 

40-8027 


BUELL, D.J. 

9106050396 

50-285 

S 





CHILK.S.J. 

9106190404* 

40-8027 






CARR.K.M. 

9106030321 

COMMISSION 





BUGGY.J.J. 

9106130360 

PROJ 


CARR.K.M. 

9106060051 

50-443 

U 

CHILK.S.J. 

9106190420 

FOIA 


BUGGY.J.J. 

9106130368 

PROJ 


CARR.K.M. 

9106060131 

50-309 

P 

CHILK.S.J. 

9106210034* 

FOIA 


BUGGY.J.J. 

9106130371 

PROJ 


CARR.K.M. 

9106070153 

COMMISSION 

CHILK.S.J. 

9106240319* 

FOIA 


BUGGY.J.J. 

9106180214 

PROJ 


CARR.K.M. 

9106070191 

COMMISSION 

CHILK.S.J. 

9106250028 

40-8907 


BURDICK,T.M. 

9106040032* 

50-456 

V 





CHILK.S.J. 

9106250081 

50-346 

G 





CARR.K.M. 

9106070199 

COMMISSIO N 





BURDICK.T.M. 

9106110027* 

50-266 

V 

CARR.K.M. 

9106070234 

COMMISSION 

CHILK.S.J. 

9106260093 

10CFR 


BURGESS,B. 

9106200040* 

50-254 

Q 

CARR.K.M. 

9106070282 

COMMISSION 

CHILK.S.J. 

9106260103 

10CFR 


BURGESS,B.L. 

9106120057* 

50-10 

Q 





CHILK.S.J. 

9106260370 

10CFR 
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CHILK.S.J. 

9106280006 

50-322 

G 

CHILK.S.J. 

9106280028 

50-322 

G 

CHILK.S.J. 

9106280042 

50-443 

G 

CHILK.S.J. 

9106280130 

10CFR 


CHILKS.S.J. 

9106190414* 

FOIA 


CHINA 

9106040022 

PR 


CHIOTELLIS.P.N. 

9106040076 

PR 


CHOU.R.C. 

9106060111* 

50-259 

Q 

CHOULES.N.C. 

9106110195* 

50-346 

Q 

CHRISTENSEN,H. 

9106110044’ 

50-400 

Q 

CHRISTENSEN.H. 

9106270068* 

50-400 

Q 

CHRISTENSEN,H. 

9106270091* 

50-324 

Q 

CHRISTIANS.R. 

9106250115 

50-409 

R 

CHRISTIANS,R.E. 

9106050217 

50-409 

P 

CHRISTOFFER.G. 

9106190051* 

50-454 

Q 

CHRISTOFFER.G. 

9106190119* 

50-295 

Q 

CHUNG,D.T. 

9106040392 

NUREG 


CHUNG,J. 

9106210013 

NUREG 


CHURCHILL,S.E. 

9106030189* 

CONTRACT 


CIALKOWSKI.MJ. 

9106190064 

50-373 

R 

CILLIS.M. 

9106260115’ 

50-344 

Q 

CLARK.J. 

9106180358* 

50-213 

P 

CLARK.L.B. 

9106250073 

50-528 

G 

CLARK.L.K. 

9106210190’ 

FOIA 


CLARK.R.H. 

9106050202* 

50-413 

P 

CLARK.R.J. 

9106030100 

50-387 

P 

CLARK.R.J. 

9106120285 

50-352 

P 

CLARK.R.J. 

9106190240 

50-352 

P 

CLARK.R.J. 

9106240288 

50-352 

P 

CLARK.R.J. 

9106260355 

50-277 

P 

CLARK.R.J. 

9106280049 

50-277 

P 

CLAYTON,B. 

9106040086 

50-255 

Q 

CLAYTON,B. 

9106050223* 

50-155 

Q 

CLAYTON,B. 

9106190039 

50-263 

Q 

CLAYTON,O.J. 

9104100073* 

50-285 

F 

CLEMENT,C.H. 

9106060102 

50-245 

S 

CLIBORNE.J.J. 

9106250050* 

FOIA 


CLIFTON,R.W. 

9106130027 

PR 


CLIFTON.R.W. 

9106130027 

PR 


CLINE,B. 

9106170078 

70-1113 


CLINE,W. 

9106070019 

l&E 


CLINE,W.E. 

9106040232 

50-413 

F 

CLINE,W.E. 

9106060157 

70-3026 


CLINE.W.E. 

9106060255 

70-143 


CLINE,W.E. 

9106060261’ 

70-143 


CLINE.W.E. 

9106100355 

50-348 

F 

CLINE.W.E. 

9106110058 

70-143 


CLINE.W.E 

9106110087 

70-143 


CLINE.W.E. 

9106110173 

50-400 

Q 

CLINE,W.E. 

9106140080 

70-143 


CLINE,W.E. 

9106170110 

50-250 

F 

CLINE.W.E. 

9106270030 

50-160 

Q 

CLINE,W.E. 

9106270054 

STATE PRO 

G 

CLINE,W.E. 

9106270059* 

STATE PRO G 

CLINE,W.E. 

9106270303 

50-413 

F 

CLINGER.W.F. 

9106200045 

PR 


CLINTON, B. 

9106030281’ 

COMMISSIO N 

COB LENTZ, L.L. 

9106260115* 

50-344 

Q 

COCHRAN.T. 

9106070034 

PR 


COHEN ,W.S. 

9106130057 

PR 


COLAPINTO.D.K. 

9106250070 

50-528 

G 

COLAPINTO.D.K. 

9106250070 

50-528 

G 

COLBURN,T. 

9106250094 

50-315 

Q 

COLBURN,T.G. 

9106040107 

50-315 

P 

COLBURN,T.G. 

9106190164 

50-315 

Q 

COLE.R.F. 

9106140075 

50-443 

G 

COLEMAN, D.E. 

9106190225* 

50-220 

R 

COLEY.J.L. 

9106060253* 

50-321 

Q 

COLEY.J.L. 

9106270019* 

50-369 

Q 

COLLEY,J.A. 

9106030254* 

CONTRACT 


COLLIER,J. 

9106050334 

WASTE RES 

COLLINS,D. 

9106130308* 

FOIA 


COLLINS,D.M. 

9106060094 

50-424 

F 

COLLINS,D.M. 

9106060116 

50-416 

Q 

COLLINS.D.M. 

9106110047 

50-250 

Q 

COLLINS,D.M. 

9106110048 

50-324 

F 

COLLINS.D.M. 

9106110060 

50-416 

F 

COLLINS.D.M. 

9106110074 

50-269 

F 

COLLINS.D.M. 

9106110111 

50-321 

Q 

COLLINSA.M. 

9106240126* 

FOIA 


COLLINS.D.M. 

9106270001 

50-348 

Q 

COLLINS.D.M. 

9106270034 

50-261 

F 

COLLINS.D.M. 

9106270115 

70-143 


COLLINS.D.M. 

9106270122* 

70-143 


COLLINS.D.M. 

9106270328 

50-400 

Q 

COLLINS.E. 

9106070078 

50-219 

S 

COLLINS,S.J. 

9106030022 

50-285 

Q 

COLLINS,S.J. 

9106030027 

50-285 

Q 


AUTHOR 
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NUMBER 
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COLLINS,S.J. 

9106040182 

50-445 

Q 

COLLINS,S.J. 

9106040212 

50-445 

Q 

COLLINS,S.J. 

9106040227 

50-498 

Q 

COLLINS,S.J. 

9106050003 

50-285 

Q 

COLLINS,S.J. 

9106050023 

50-313 

F 

COLLINS,S.J. 

9106050025 

50-445 

Q 

COLLINS,S.J. 

9106050028 

50-313 

Q 

COLLINS,S.J. 

9106050040 

50-482 

Q 

COLLINS,S.J. 

9106050054 

50-445 

Q 

COLLINS,S.J. 

9106100001 

50-498 

Q 

COLLINS,S.J. 

9106100060 

50-445 

Q 

COLLINS,S.J. 

9106110003 

50-382 

Q 

COLLINS,S.J. 

9106110107 

50-498 

Q 

COLLINS,S.J. 

9106110157 

50-445 

Q 

COLLINS,S.J. 

9106120313 

50-382 

Q 

COLLINS,S.J. 

9106140076 

50-298 

Q 

COLLINS,S.J. 

9106140181 

50-445 

Q 

COLLINS,S.J. 

9106170101 

50-445 

Q 

COLLINS.S.J. 

9106180184 

50-382 

Q 

COLLINS,S.J. 

9106190015 

50-498 

Q 

COLLINS.S.J. 

9106190022 

50-498 

Q 

COLLINS.S.J. 

9106190024 

50-445 

Q 

COLLINS.S.J. 

9106190042 

50-445 

Q 

COLLINS.S.J. 

9106190069 

50-498 

V 

COLLINS.S.J. 

9106190072 

50-445 

Q 

COLLINS.S.J. 

9106190073 

50-458 

V 

COLLINS.S.J. 

9106190082 

50-498 

Q 

COLLINS.S.J. 

9106190089 

50-458 

O 

COLLINS.S.J. 

9106190105 

50-382 

V 

COLLINS.S.J. 

9106190110 

50-498 

C 

COLLINS.S.J. 

9106190121 

50-313 

P 

COLLINS.S.J. 

9106190134 

50-498 

Q 

COLLINS.S.J. 

9106190138 

50-313 

Q 

COLLINS.S.J. 

9106190366 

50-498 

Q 

COLLINS.S.J. 

9106190405 

50-445 

F 

COLLINS.S.J. 

9106200130 

50-285 

Q 

COLLINS.S.J. 

9106200135 

50-498 

F 

COLLINS,S.J. 

9106200142 

50-498 

F 

COLLINS.S.J. 

9106200157 

50-482 

F 

COLLINS.S.J. 

9106200301 

50-313 

Q 

COLLINS.S.J. 

9106240258 

50-445 

F 

COLLINS.S.J. 

9106250123 

50-267 

Q 

COLLINS.S.J. 

9106250231 

50-458 

Q 

COLLINS.S.J. 

9106260001 

50-498 

Q 

COLLINS.S.J. 

9106260010 

50-445 

Q 

COLLINS.S.J. 

9106260049 

50-298 

F 

COLLINS.S.J. 

9106260055 

50-382 

F 

COLLINS,S.J. 

9106260076 

50-445 

Q 

COLLINS.S.J. 

9106260178 

50-445 

Q 

COLLMAN.M. 

9106170247* 

FOIA 


COLOMB.M.J. 

9106060088 

50-410 

S 

COLOMB.M.J. 

9106260392 

50-410 

S 

COLVIN,J.F. 

9106120322 

REVIEW GR P 

COMBS, F. 

9106110245 

STATE PRO G 

COMBS,F.C. 

9106140018* 

FOIA 


COMBS,F.C. 

9106140027* 

FOIA 


CONAB LE.G.M. 

9106070212* 

CONTRACT 


CONANT.J.F. 

9106040239 

XPORTLIC 


CONANT.J.F. 

9106040370 

70-36 


CONANT.J.F. 

9106040370 

70-36 


CONANT.J.F. 

9106040375 

70-36 


CONANT.J.F. 

9106040375 

70-36 


CONANT.J.F. 

9106040377 

70-1100 


CONANT.J.F. 

9106040382 

70-1100 


CONANT.J.F. 

9106180215 

70-1100 


CONANT.J.F. 

9106180436 

70-36 


CONANT.J.F. 

9106200210 

70-36 


CONANT.J.F. 

9106200210 

70-36 


CONERLY.L. 

9106120252 

STATE PRO G 

CONICELLA.N. 

9106200272* 

50-219 

Q 

CONNELL.C. 

9106270163 

70-874 


CONNELLY,S.R. 

9106120326* 

40-8027 


CONNER.J.A. 

9106180345 

70-27 


CONTE,R. 

9106260335* 

50-219 

V 

CONTE,R.J. 

9106110016* 

50-354 

Q 

CONTE.R.J. 

9106110436* 

50-271 

V 

CONTE,R.J. 

9106140197 

50-245 

V 

CONTE.R.J. 

9106200272* 

50-219 

Q 

CONTE.R.J. 

9106270191* 

50-333 

V 

CONWAY,C. 

9106100094 

50-528 

F 

CONWAY,J.T. 

9106130015 

50-410 

S 

CONWAY,T.W. 

9106210190* 

FOIA 


CONWAY,W.F. 

9106050299 

50-528 

P 

CONWAY.W.F. 

9106050312 

50-529 

P 

CONWAY.W.F. 

9106050320 

50-528 

P 

CONWAY.W.F. 

9106070108 

50-528 

J 

CONWAY.W.F. 

9106100031 

50-528 

J 

CONWAY.W.F. 

9106100150 

50-528 

Q 
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CONWAY.W.F. 

9106110247 

50-528 

P 

CONWAY.W.F. 

9106180244 

50-528 

F 

CONWAY.W.F. 

9106180306 

50-528 

P 

CONWAY.W.F. 

9106180382 

50-528 

P 

CONWAY.W.F. 

9106180385 

50-528 

P 

CONWAY.W.F. 

9106190256 

50-528 

Q 

COOK.J. 

9106180413 

50-333 

R 

COOK.R. 

9106200171 

40-8027 


COOK.T.L. 

9106060172* 

50-348 

P 

COOK.T.L. 

9106060172* 

50-348 

P 

COOL.D.A. 

9106270208* 

PR 


COOL, D. A. 

9106270308* 

PR 


COOPER,H.F. 

9106070159* 

COMMISSION 

COOPER,T.A. 

9106060241* 

50-369 

Q 

COPELAND,R.A. 

9106030332 

TOPREP 


COPELAND.R.A. 

9106190217 

TOPREP 


CORBETT-MILLER 

9106280055 

40-8857 


CORCORAN,T. 

9106190066 

50-219 

R 

CORDES.J.F. 

9105090290 

SECY 


CORDES.J.F. 

9105210159 

SECY 


CORDES.J.F. 

9105230119 

SECY 


CORDES.J.F. 

9106060141 

SECY 


COSTELLO,F. 

8607220442* 

FOIA 


COSTELLO,F. 

8709240170* 

FOIA 


COSTELLO,F.M. 

9003260537* 

FOIA 


COSTELLO,F.M. 

9106190094* 

FOIA 


COSTELLO,F.M. 

9106190098* 

FOIA 


COSTELLO,F.M. 

9106190152* 

FOIA 


COSTELLO,F.M. 

9106240076* 

FOIA 


COTTER,B.P. 

9106140020 

70-3070 


COTTER,B.P. 

9106250041 

50-322 

G 

COTTER,B.P. 
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G 
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M 
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P 
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P 
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COTTLE,W.T. 
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R 

COTTLE,W.T. 
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J 

COTTLE,W.T. 
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P 

COTTLE,W.T. 
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50-416 

F 

COTTLE,W.T. 
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1 

COTTLE,W.T. 
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50-416 

R 

COTTLE,W.T. 

9106270046 

50-416 

P 

COTTLE,W.T. 
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50-416 

F 

COULEHAN.V.R. 
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50-286 

S 

COUNTERMAN,P.R. 

9106130364 

PROJ 


COUNTERMAN,P.R. 

9106130366 

PROJ 


COURTEMANCHE.S. 

9011280441* 

FOIA 


COWAN,W.J. 

9106260099 

50-322 

1 

COWGILL.C.J. 

9106030270 

50-317 

Q 

COWGILL.C.J. 

9106110046 

50-286 

Q 

COWGILL.C.J. 

9106110068 

50-247 

Q 

COWGILL.C.J. 

9106110322 

50-333 

Q 

COWGILL.C.J. 

9106140202 

50-220 

Q 

COWLES,R. 

9106100108 

50-354 

S 

COWLES,R. 

9106100469 

50-354 

S 

COWLES, R. 

9106190383 

50-354 

S 

COWLES,R. 

9106240330 

50-354 

s 

COX.D.L. 

9106120056 

PR 


CRAIG,J.W. 

9106040216 
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p 

CRAIG,J.W. 

9106040226 
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CRAMPTON.S. 

9106190219 

CONTRACT 
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50-312 
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50-440 
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DOERING,J. 
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50-312 

P 

DAVIS,P. 
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DOERING,J. 
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50-353 

s 
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9106180406 

50-322 

P 

DAWSON,M. 
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50-255 

F 

DONATELL.L.F. 
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PROJ 


CRUTCHFIELD.D. 
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50-460 

A 

DE AGAZIO.A.W. 

9106060165 

50-334 

P 

DONATELL.L.F. 

9106070072 

PROJ 


CRUTCHFIELD.D. 

9106260266 

50-605 

A 

DE AGAZIO.A.W. 

9106070158 

50-334 

P 

DONATELL.L.F. 
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PROJ 


CULLEN,E.J. 
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50-277 

J 

DE AGAZIO.A.W. 
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P 
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PROJ 
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PR 
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50-213 

Q 
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9106250056 

50-29 
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9106250072 
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G 
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DREWS,G.A. 

9106100032* 
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J 

CURRAN.D. 
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50-312 

J 
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P 
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P 

CURTISS 
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50-322 
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EDGEWORTH, P.J. 
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EDGEWORTH,P.J. 
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EDGEWORTH, P.J. 
EDGEWORTH,P.J. 
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EDGEWORTH.P.J. 

EDGEWORTH.P.J. 

EDGEWORTH, P.J. 
EDGEWORTH,P.J. 
EDGEWORTH, P.J. 
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EDGEWORTH.P.J. 

EDGEWORTH.P.J. 

EDGEWORTH.P.J. 

EDGEWORTH.P.J. 

EDGEWORTH.P.J. 

EDGEWORTH.P.J. 
EDGEWORTH.P.J. 
EDGEWORTH.P.J. 
EDGEWORTH, P.J. 
EDGEWORTH,P.J. 

EDGEWORTH.P.J. 

EDGEWORTH.P.J. 

EDGEWORTH.P.J. 
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9106050052 

50-255 Q 

EDGEWORTH.P.J. 

9106120052* 

CONTRACT 


FAIRTILE.M. 

9106180119 

50-271 

P 

9106060144 

50-254 P 

EDGEWORTH.P.J. 

9106120092* 

CONTRACT 


FAIRTILE.M.B. 

9106030025 

50-271 

P 

9106070164 

CONTRACT 

EDGEWORTH.P.J. 

9106120093* 

CONTRACT 


FALLON,J. 

9106170035* 

40-959 


9106140026 

CONTRACT 

EDGEWORTH.P.J. 

9106120096* 

CONTRACT 


FALLON,J. 

9106170037* 

40-959 


9106140052 

50-498 Q 

EDGEWORTH.P.J. 

9106120101* 

CONTRACT 


FALLON,J. 

9106170045* 

40-959 


9106260404 

50-390 Q 

EDGEWORTH.P.J. 

9106120107* 

CONTRACT 


FALLON,J.D. 

9106170084* 

40-959 


9106190079 

50-282 R 

EDGEWORTH.P.J. 

9106120122* 

CONTRACT 


FALLON.J.D. 

9106170094* 

40-959 


9106120075 

PR 

EDGEWORTH.P.J. 

9106140033* 

CONTRACT 


FALLON,J.D. 

9106170104* 

40-959 


9106120075 

PR 

EDGEWORTH.P.J. 

9106140058* 

50-498 

Q 

FALLON.J.D. 

9106170108* 

40-959 


9106200014 

ORG 

EDGEWORTH, P.J. 

9106170048* 

50-206 

P 

FALLON.J.D. 

9106170113* 

40-959 


9106070036 

50-277 Q 

EDGEWORTH.P.J. 

9106170058* 

CONTRACT 


FALLON.J.D. 

9106170114* 

40-959 


9106110001 

50-245 Q 

EDGEWORTH.P.J. 

9106190200* 

CONTRACT 


FALLON.J.D. 

9106170117* 

40-959 


9106110189 

50-354 Q 

EDGEWORTH, P.J. 

9106190251* 

CONTRACT 


FALLON.J.D. 

9106170119* 

40-959 


9106130353 

50-293 Q 

EDGEWORTH, P.J. 

9106210183* 

CONTRACT 


FALLON.J.D. 

9106170124* 

40-959 


9106050326 

50-528 P 

EDGEWORTH.P.J. 

9106210310* 

CONTRACT 


FALLON.J.D. 

9106170128* 

40-959 


9106070180* 

50-397 P 

EDGEWORTH.P.J. 

9106280133* 

50-321 

Q 

FALLON.J.D. 

9106170130* 

40-959 


9106070184* 

50-397 P 

EDGEWORTH.P.J. 

9106280150* 

CONTRACT 


FALLON.J.D. 

9106170134* 

40-959 


9106070190* 

50-275 P 

EDISON,G. 

9106030017 

50-443 

P 

FALLON.J.D. 

9106170136’ 

40-959 


9106070211* 

50-361 P 

EDISON,G. 

9106110368 

50-443 

S 

FALLON.J.D. 

9106170142* 

40-959 


9106250238* 

50-361 P 

EDISON,G.E. 

9106110423 

50-443 

P 

FALLON.J.D. 

9106170149* 

40-959 


9106050179* 

XPORTLIC 

EDISON, G.E. 

9106110443 

50-443 

P 

FALLON.J.D. 

9106170150* 

40-959 


9106250107* 

50-272 Q 

EDWARDS,D.E. 

9106190050* 

PR 


FALLON.J.D. 

9106170152* 

40-959 


9106250178* 

50-443 Q 

EDWARDS.M.A. 

9106040019 

PR 


FALLON.J.D. 

9106170167* 

40-959 


9106030029* 

50-285 Q 

EENIGENBURG.E. 

9106030201 

50-249 

S 

FALLON.J.D. 

9106170169* 

40-959 


9106120180 

NUREG 

EENIGENBURG.E. 

9106030227 

50-237 

s 

FARBER.M.J. 

9106240019* 

50-295 

Q 

9106050395 

50-293 F 

EENIGENBURG.E. 

9106030319 

50-237 

s 

FARBER.M.J. 

9106250196* 

50-295 

Q 

9106280071 

50-293 P 

EENIGENBURG.E. 

9106060190 

50-237 

R 

FARLING.R.J. 

9106070080* 

50-334 

1 

9106050330 

70-143 

EENIGENBURG.E. 

9106130019 

50-10 

R 

FARR.M.M. 

9106190296* 

50-361 

R 

9106110028 

50-395 Q 

EENIGENBURG.E. 

9106180311 

50-237 

S 

FARR.M.M. 

9106190299* 

50-361 

R 

9106110059 

50-335 F 

EENIGENBURG.E. 

9106200111 

50-237 

K 

FARR.M.M. 

9106190303* 

50-361 

R 

9106110085 

50-321 Q 

EENIGENBURG.E. 

9106260265 

50-237 

S 

FARRAR.J.P. 

9106170097 

50-62 

H 

9106110089 

50-348 Q 

EGLI.A.W. 

9106100137 

50-324 

P 

FAUVER.D.N. 

9106120028 

50-87 

P 

9106110090 

50-416 Q 

EHLE.D. 

9106190074 

50-454 

R 

FAUVER.D.N. 

9106190270 

WASTE MGT 

9106110096 

50-250 Q 

EHRET.J.B. 

9106140035 

50-338 

Q 

FAWCETT, D. 

9106120218 

50-272 

F 

9106110101 

50-280 Q 

EHRET.J.B. 

9106140035 

50-338 

Q 

FAY.C.W. 

9106050324 

50-266 

P 

9106110123 

50-416 Q 

EUAKIS.T. 

9106130226 

50-457 

S 

FAY.C.W. 

9106100375 

50-266 

P 

9106110147 

50-261 Q 

ELIASON.L.R. 

9106070220 

50-263 

Q 

FAY.C.W. 

9106120222 

50-266 

P 

9106190386 

70-143 

ELKER.P.A. 

9106170217* 

40-959 


FAY.C.W. 

9106130238 

50-266 

Q 

9106190387 

70-143 

ELLIOTT,R.B. 

9106050317 

50-373 

P 

FAY.C.W. 

9106140174 

50-266 

S 

9106180115 

40-8621 

ELLIOTT,R.B. 

9106060258 

50-374 

P 

FAY.C.W. 

9106140179 

50-266 

R 

9106110178* 

50-348 Q 

ELLIS,D.W. 

9106040400 

50-293 

S 

FAY.C.W. 

9106170242 

50-266 

P 

9106180308 

71-6581 

EMERY,F.J. 

9106210164* 

CONTRACT 


FAY.C.W. 

9106200077 

50-266 

P 

9106140049* 

CONTRACT 

EMMONS,K.W. 

9106180456 

50-213 

R 

FAY.E.S. 

9106120303* 

FOIA 


9106190223* 

CONTRACT 

ENG.P.L. 

9106040093 

50-397 

P 

FEDIO.V.A. 

9106170218 

FOIA 


9106030097* 

CONTRACT 

ENG.P.L. 

9106070175 

50-397 

P 

FEIGENBAUM.T. 

9106270118 

50-443 

R 

9106030162* 

CONTRACT 

ENG.P.L 

9106070181 

50-397 

P 

FEIGENBAUM.T.C. 

9106040237 

50-443 

R 

9106030166* 

CONTRACT 

ENGELKEN.R.H. 

9106240249* 

50-310 

P 

FEIGENBAUM.T.C. 

9106050226 

50-443 

J 

9106030189* 

CONTRACT 

ENGLAND,L.A. 

9106060114 

50-458 

S 

FEIGENBAUM.T.C. 

9106050313 

50-443 

R 

9106030202* 

CONTRACT 

ENGLAND,L.A. 

9106070262 

50-458 

S 

FEIGENBAUM.T.C. 

9106060054 

50-443 

P 

9106030254* 

CONTRACT 

ENGLAND.L.A. 

9106190165 

50-458 

s 

FEIGENBAUM.T.C. 

9106100388 

50-443 

P 

9106030317* 

50-275 V 

ENGLAND, L.A. 

9106240251 

50-458 

s 

FEIGENBAUM.T.C. 

9106170123 

50-443 

P 

9106040089* 

CONTRACT 

ENGLE,L.B 

9106100242 

50-338 

p 

FEIGENBAUM.T.C. 

9106180412 

50-443 

R 

9106040144* 

CONTRACT 

ENGLE,L.B. 

9106110355 

50-338 

p 

FEIGENBAUM.T.C. 

9106190391 

50-443 

P 

9106050064* 

50-255 Q 

ENGLE, L.B. 

9106210206 

50-280 

p 

FEIGENBAUM.T.C. 

9106190395 

50-443 

P 

9106050220* 

CONTRACT 

EPSTEIN,E. 

9106240159* 

FOIA 


FEIGENBAUM.T.C. 

9106200133 

50-443 

P 

9106050300* 

CONTRACT 

EPSTEIN,E. 

9106240184* 

FOIA 


FEIGENBAUM.T.C. 

9106250035* 

50-443 

P 

9106050308* 

CONTRACT 

EPSTEIN,E. 

9106240191" 

FOIA 


FEIGENBAUM.T.C. 

9106270377 

50-443 

Q 

9106050345* 

CONTRACT 

EPSTEIN,E. 

9106240216* 

FOIA 


FERDINAND.B. 

9106030159 

40-8905 


9106050358* 

50-275 V 

EPSTEIN,E. 

9106240228* 

FOIA 


FERDINAND, B. 

9106030260 

40-8905 


9106050364* 

CONTRACT 

EPSTEIN,E. 

9106250030* 

FOIA 


FERDINAND.B. 

9106030262 

40-8905 


9106050375* 

50-219 V 

EPSTEIN,E. 

9106250038* 

FOIA 


FERDINAND.B. 

9106280149* 

40-8905 


9106050380* 

CONTRACT 

EPSTEIN.E. 

9106250167* 

FOIA 


FERGUSON,D. 

9106180149 

PR 


9106060006* 

CONTRACT 

ERICKSON,P.B. 

9106040194 

50-267 

p 

FERGUSON,J.C. 

9106030140 

40-4492 


9106060060* 

CONTRACT 

ERICKSON,P.B. 

9106180401 

50-267 

p 

FERGUSON,J.C. 

9106030143 

40-4492 


9106060073* 

50-272 V 

ERICKSON.R.A. 

9106040096 

50-327 

F 

FERGUSON,J.C. 

9106030307 

40-4492 


9106060077* 

50-482 V 

ESELGROTH.P.W. 

9106140206 

50-213 

V 

FERNANDEZ.W. 

9106030258 

50-333 

V 

9106060096* 

CONTRACT 

ESELGROTH.P.W. 

9106180171 

50-309 

V 

FERNANDEZ,W. 

9106120094 

50-333 

S 

9106060108* 

50-373 V 

ESSAK.S. 

9106050334 

WASTE RES 

FERNANDEZ.W. 

9106180413 

50-333 

R 

9106060119* 

50-424 V 

ESSIG.T.H. 

9106180015 

NUREG 


FERNANDEZ.W. 

9106260002 

50-333 

Q 

9106060140* 

CONTRACT 

ESTREICHER.H. 

9106140013 

40-8989 


FERNANDEZ.W. 

9106260395 

50-333 

S 

9106060150* 

CONTRACT 

ESTREICHER.H. 

9106140013 

40-8989 


FEY.F.L. 

9106050346 

50-263 

F 

9106060151* 

50-254 P 

EVANS,D.A. 

9106130001 

PR 


FIELD,B.B. 

9106140147* 

FOIA 


9106060166* 

50-123 V 

EVANS, D.A. 

9106130001 

PR 


FIELDS,J. 

9106040098 

CONTRACT 


9106060184* 

CONTRACT 

EVANS.M. 

9106100440 

50-10 

F 

FI ELDS, J .A. 

9106120025 

CONTRACT 


9106060186* 

CONTRACT 

EVARTS.D.P. 

9106100224 

50-10 

S 

FIELDS,J.S. 

9106140223 

50-387 

P 

9106060198* 

CONTRACT 

EVARTS.D.P. 

9106100381 

PT21 


FIELDS,J.S. 

9106260280 

50-387 

P 

9106060268* 

CONTRACT 

EVERS,K.H. 

9106040354 

50-305 

S 

FIELDS,J.S. 

9106270150 

50-387 

R 

9106060269* 

CONTRACT 

EVERS, K.H. 

9106050309 

50-305 

P 

FILES.C.L. 

9106120176 

50-397 

S 

9106060305* 

CONTRACT 

EVERS,K.H. 

9106070336 

50-305 

P 

FINEMAN.C.P. 

9106100077* 

50-369 

P 

9106060321* 

50-424 V 

EVERS,K.H. 

9106100319 

50-305 

P 

FINEMAN.C.P. 

9106100077* 

50-369 

P 

9106070023* 

50-458 V 

EVERS,K.H. 

9106180291 

50-305 

F 

FINK-BENNETT.D. 

9106120047 

PR 


9106070055* 

CONTRACT 

EVERS,K.H. 

9106180407 

50-305 

R 

FINKEL.A. 

9106200291* 

50-245 

Q 

9106070137* 

CONTRACT 

EVERS,K.H. 

9106200292 

50-305 

Q 

FIRE.R. 

9106180274* 

FOIA 


9106070171* 

CONTRACT 

EVERS,K.H. 

9106250061 

50-305 

P 

FIRLIT.J.F. 

9106070075 

50-410 

S 

9106070212* 

CONTRACT 

EVERS.K.H. 

9106260240 

50-305 

F 

FIRLIT.J.F. 

9106120350 

50-410 

S 

9106070331* 

50-424 V 

EVERS.K.H. 

9106270246 

50-305 

Q 

FIRLIT.J.F. 

9106120358 

50-220 

S 

9106100401* 

50-400 V 

FAERBER.G.O. 

9106060041 

PR 


FIRLIT.J.F. 

9106130015 

50-410 

S 

9106100127* 

50-206 P 

FAIRAND.B. 

9106030234 

71-5939 


FIRLIT.J.F. 

9106180275 

50-410 

s 
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FIRLIT.J.F. 

9106190416 

50-410 

S 

FRIEDMAN,L.F. 

8305240526* 

FOIA 


GIBSON,A.F. 

9106110092 

50-280 Q 

FIRLIT.J.F. 

9106260217 

50-410 

s 

FRIEDMAN,L.F. 

8409270032’ 

FOIA 


GIBSON,A.F. 

9106110126 

50-269 Q 

FIRLIT.J.F. 

9106260392 

50-410 

s 

FRIEDMAN,L.F. 

8409270040* 

40-959 


GIBSON.A.F. 

9106270024 

50-250 Q 

FISH.H. 

9106120094 

50-333 

s 

FRIEDMAN, L.F. 

8409270066’ 

40-959 


GIBSON.A.F. 

9106270048 

50-302 Q 

F1SH.H.C. 

9106260395 

50-333 

s 

FRIEDMAN,S.A. 

8711240071* 

FOIA 


GIBSON.A.F. 

9106270049 

50-302 Q 

FISH.T. 

9106260335* 

50-219 

V 

FRYEJ.H. 

9106140090 

40-8989 


GIBSON,H.W. 

9106190198* 

PR 

FISHER.K.A. 

9106110292* 

50-344 

P 

FRYE.J.H. 

9106140129 

50-312 

G 

GIERICH.T. 

9106040186 

50-455 S 

FISHER,L.A. 

9106250111 

FOIA 


FUEHRER,G.F. 

9106180008 

NUREG 


GIESKE.J.H. 

9106070100 

50-263 P 

FISHER.W.L. 

8105080510* 

FOIA 


FULLER,C.H. 

9106190221 

50-267 

V 

GIGLIOTTI.RJ. 

9106210312 

70-371 

FISHER,W.L. 

8105080514* 

FOIA 


FULLER,C.H. 

9106200261 

50-267 

R 

GIGLIOTTI.R.J. 

9106210319 

70-371 

FISHER.W.L 

9106190333* 

FOIA 


FULVIO.A. 

9106100347 

50-277 

S 

GIGLIOTTI.RJ. 

9106260193 

70-371 

FISHER.W.L 

9106190369* 

FOIA 


FULVIO.A.A. 

9106040112 

50-277 

S 

GUTTER,J.G. 

9106050039 

PROJ 

FISICARO.JJ. 

9106070090 

50-313 

s 

FULVIO.A.A. 

9106190185 

50-277 

S 

GILBERT.R.G. 

9106170160* 

40-959 

FISICARO.J.J. 

9106120256 

50-368 

s 

FULVIO.A.A. 

9106190190 

50-277 

s 

GILBERT.R.G. 

9106170162* 

40-959 

FISICARO.JJ. 

9106190249 

50-313 

p 

FULVIO.A.A. 

9106190218 

50-277 

s 

GILDENHORN.A.J. 

9106050293 

CONTRACT 

FISICARO.JJ. 

9106190426 

50-313 

s 

FULVIO.A.A. 

9106190224 

50-277 

s 

GILDENHORN.A.J. 

9106060152 

CONTRACT 

FISICARO.JJ. 

9106200230 

50-313 

R 

FULVIO.A.A. 

9106190282 

50-277 

s 

GILDENHORN.A.J. 

9106190305 

CONTRACT 

FISICARO.JJ. 

9106200256 

50-368 

R 

FULVIO.A.A. 

9106240002 

50-278 

s 

GILDENHORN.A.J. 

9106190335 

CONTRACT 

FISK.R.H. 

9106040388 

XPORTLIC 


FULVIO.A.A. 

9106240269 

50-277 

s 

GILDENHORN.A.J. 

9106200227 

CONTRACT 

FISK.R.H. 

9106040390* 

XPORTLIC 


FULVIO.A.A. 

9106260156 

50-277 

s 

GILDENHORN.A.J. 

9106200241 

CONTRACT 

FISK.R.H. 

9106130080 

XPORTLIC 


FULVIO.A.A. 

9106270209 

50-277 

s 

GILDENHORN.A.J. 

9106210175 

CONTRACT 

FISK.R.H. 

9106130085* 

XPORTLIC 


FUNDERBURK,T.N. 

9106180154 

PR 


GILLESPIE, F.P. 

8912290088* 

FOIA 

FISK.R.H. 

9106130089 

XPORTLIC 


FUNDERBURK,T.N. 

9106180154 

PR 


GILLETT.W.T. 

9106190113 

50-316 R 

FISK.R.H. 

9106130096* 

XPORTLIC 


FUNK.D.E. 

9106200043* 

50-461 

p 

GILLETT.W.T. 

9106190143* 

50-315 R 

FISK.R.H. 

9106130134 

XPORTLIC 


FURIA.J. 

9106040057* 

50-219 

Q 

GILMORE,M. 

9106250173 

70-3070 

FISK.R.H. 

9106130141* 

XPORTLIC 


FURIA.J. 

9106040171* 

50-352 

Q 

GILMORE,T.F. 

9106280111* 

50-250 P 

FISK.R.H. 

9106130145 

XPORTLIC 


GAGLIARDO.J.E. 

9106040218* 

50-445 

Q 

GILRAYJ.W. 

9106110447 

WASTE MGT 

FISK.R.H. 

9106130149* 

XPORTLIC 


GAGLIARDO.J.E. 

9106110004* 

50-382 

Q 

GILRAY.J.W. 

9106120382 

WASTE MGT 

FISK.R.H. 

9106190436* 

XPORTLIC 


GAGLIARDO.J.E. 

9106190115* 

50-498 

Q 

GILRAYJ.W. 

9106260070 

WASTE MGT 

FITZPATRICK.D. 

9106260210 

50-315 

P 

GAGLIARDO.J.E. 

9106190145* 

50-313 

Q 

GUSMAN,M. 

9106270223* 

50-400 Q 

FITZPATRICK, E. 

9106060059 

50-315 

Q 

GAINTY.C.A. 

9106100054* 

50-266 

Q 

GLENNJ. 

9106040061 

PR 

FITZPATRICK.E. 

9106070303 

50-315 

Q 

GALLAGHER,D.W. 

9106180006 

NUREG 


GLENNJ. 

9106040065 

PR 

FITZPATRICK,E. 

9106070303 

50-315 

Q 

GALLAGHER,D.W. 

9106180007 

NUREG 


GLENNJ. 

9106190117 

PR 

FITZPATRICK.E. 

9106140041 

50-315 

P 

GALLO,J. 

9106180277* 

FOIA 


GLENN.J.E. 

8409270061* 

40-959 
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70-371 

Q 

F 

F 

Q 

GUINN,P.R. 

GUINN,P.R. 
GUNTRUM.B.C. 
GUTACKER.H.C. 
GUTSCHE.S.L. 

9106170038’ 

9106170241* 

9106260262 

9106240285 

9106280150* 

FOIA 

40-959 

50-206 

71-9032 

CONTRACT 

S 

HANNON,J.N. 
HANSEN.A.G. 
HANSEN,A.G. 
HANSON.D.J. 
HARBISON.S.G. 

9106240223 

9106040350 

9106060250 

9106120192 

9106130360 

50-483 

50-305 

50-461 

NUREG 

PROJ 

P 

P 

P 

9106260065 

9106260065 

9106170270* 

9106170175* 

9106170259* 

PR 

PR 

FOIA 

50-146 

FOIA 

Q 

GUTTERMAN.A.H. 

GUTTERMAN.A.H. 

GUTTERMAN.A.H. 

GWISDALLA.GJ. 

GWYNN.T.P. 

9106140054 

9106140054 

9106140099* 

9106210059 

9106050024 

50-528 

50-528 

50-528 

PR 

50-458 

G 

G 

G 

F 

HARBISON.S.G. 

HARBISON.S.G. 

HARBISON.S.G. 

HARDGROVE.T.W. 

HARLLEE.J.W. 

9106130368 

9106130371 

9106180214 

9106040395 

9106210062 

PROJ 

PROJ 

PROJ 

40-2259 

PR 


9106170261* 

9106200204* 

9106170115* 

9106170254* 

9106180026* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


GWYNNE.B. 

GWYNNE.B. 

GWYNNE.B. 

GWYNNE.B. 

GWYNNE.B. 

8409270044* 

8409270074* 

8409270090* 

8409270105* 

8409270109* 

40-959 

40-959 

40-959 

40-959 

40-959 


HARMON,D.F. 
HARMON,D.F. 
HARMON,P. 
HARNESS.P.W. 
HARPER.J.B. 

9106170172* 

9106170232* 

9106110052* 

9106180002* 

9106270145* 

40-959 

40-959 

50-327 Q 

50-508 A 

WASTE MGT 

9106180370* 

9106240049* 

FOIA 

FOIA 


GWYNNE.B.A. 

HAAG.R.C. 

HAERTJENS.B.L. 

HAERTJENS.B.L. 

HAFFER.E.A. 

8409270056* 

9106060105* 

9106030103 

9106240137 

9106050237 

40-959 

Q 

G 

HARRAR.J.E. 

9106180221* 

WASTE MGT 

9106240060* 

9106050388 

9007230291* 

FOIA 

REVIEW 

50-219 

GR P 

P 

50-395 

70-364 

70-135 

50-443 

HARRINGTON,C.D. 
HARRIS,D.J. 

HARRIS,D.J. 

HARRIS,D.J. 

9106270103* 

9106110374* 

9106110402* 

9106190245* 

50-445 P 

WASTE MGT 
WASTE MGT 
WASTE MGT 

9106240198 

9106250184 

9106040180 

9106040200 

9106110233 

ORG 

NUREG 

40-8452 

40-8584 

MISC 


HAGAN.J. 

HAGAN,J. 

HAGAN.J.J. 

HAGAN,J.J. 
HAGAN.J.J. 

9106060199 

9106060200* 

9106100108 

9106100469 

9106110274 

50-354 

50-354 

50-354 

50-354 

50-354 

R 

R 

S 

S 

s 

HARRIS,E.G. 
HARRIS.E.G. 

HARRIS,R.E. 

HARRIS,R.E. 
HARRISON,P. 

9106130030 

9106130030 

9106240334* 

9106240343* 

9106240025 

PR 

PR 

50-269 

50-269 

50-440 

F 

F 

F 

9106120210 

9106120233 

40-8027 

50-267 

P 

HAGAN.J.J. 

HAGAN.J.J. 

HAGAN,J.J. 

9106190383 

9106200273 

9106240327 

50-354 

s 

HARTZ.M.S. 

9106180235 

71-441 


9106120324 

50-39 

P 

50-354 

50-354 

R 

S 

HARTZELL.C.L. 

HARTZELL.C.L. 

9106110289 

9106110294 

50-414 

50-413 

S 

S 
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AUTHOR 

ACCESSION 
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AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

HARTZELL.C.L. 

9106260249 

50-413 

S 

HEGRAT.H.L. 

9106200268 

50-440 

R 

HOLIAN.B.E. 

9106190229 

50-255 P 

HASELTINE.J.D. 

9106130267 

50-29 

P 

HEHL.C.W. 

9106110035 

50-336 

P 

HOLLAND,W.E. 

9106270082* 

50-280 Q 

HASKINS,J.H. 

9106130071 

PR 


HEHL.C.W. 

9106110127 

50-336 

P 

HOLLANDER,W.D. 

9106180069 

PR 

HASKINS,J.H. 

9106130071 

PR 


HEHL.C.W. 

9106130359 

50-309 

Q 

HOLLOMAN,T.J. 

9106250140* 

50-327 R 

HATHORN.R.L. 

9106130004 

PR 


HEHL.C.W. 

9106140213 

50-336 

P 

HOLLOWAY,C.J. 

9106170137* 

FOIA 

HATHORN.R.L. 

9106130004 

PR 


HEHL.C.W. 

9106250032 

50-443 

P 

HOLLOWELL.B.A. 

9106240052 

PR 

HATTOX.B. 

9106280116’ 

70-28 


HEHL.C.W. 

9106260177 

50-336 

P 

HOLLOWELL.B.A. 

9106240052 

PR 

HAUBER.R.D. 

9106040178 

XPORTLIC 


HEHL.C.W. 

9106260216 

50-245 

P 

HOLMAN,R. 

9106100440 

50-10 F 

HAUBER.R.D. 

9106040263 

XPORTLIC 


HEITKEMPER.E.M. 

9106060186* 

CONTRACT 


HOLMES,G.W. 

9106250131 

50-443 G 

HAUBER.R.D. 

9106040324 

XPORTLIC 


HELTEMES.C.J. 

9106270283* 

PR 


HOLMES,G.W. 

9106250131 

50-443 G 

HAUBER.R.D. 

9106040348 

XPORTLIC 


HELTMES.E.S. 

9106210249 

STATE PRO G 

HOLMES,M.W. 

9106260198 

50-443 P 

HAUBER.R.D. 

9106040360 

XPORTLIC 


HELWIG.D.R. 

9106100487 

50-277 

P 

HOLMES,M.W. 

9106260206 

50-443 P 

HAUBER.R.D. 

9106040396 

XPORTLIC 


HEMMING,W.C. 

9106140104’ 

50-295 

P 

HOOD.D.S. 

9106040341 

50-424 P 

HAUBER.R.D. 

9106040399 

XPORTLIC 


HENDERSON,G. 

9106260028 

PR 


HOOD.D.S. 

9106190347 

50-424 P 

HAUBER.R.D. 

9106040401* 

XPORTLIC 


HENDERSON,G. 

9106260028 

PR 


HOOD.D.S. 

9106200263 

50-424 P 

HAUBER.R.D. 

9106040403 

XPORTLIC 


HENDERSON,T.R. 

9106240074 

PR 


HOOK.B.H. 

9106250005 

PR 

HAUBER.R.D. 

9106040407 

XPORTLIC 


HENDERSON,T.R. 

9106240074 

PR 


HOOK.B.H. 

9106250005 

PR 

HAUBER.R.D. 

9106040409* 

XPORTLIC 


HENDL.G.F. 

9106250130 

50-458 

R 

HOOKER,C.A. 

9106100063* 

70-734 

HAUBER.R.D. 

9106050139 

XPORTLIC 


HENDRIX,G.W. 

9106200124* 

FOIA 


HOPE.T.A. 

9106030339 

50-445 S 

HAUBER.R.D. 

9106050151 

XPORTLIC 


HENDRIX,G.W. 

9106240205* 

FOIA 


HOPE.T.A. 

9106040446 

50-445 S 

HAUBER.R.D. 

9106050201 

XPORTLIC 


HENDRIX,G.W. 

9106240214* 

FOIA 


HOPKINS,D.N. 

9106270103* 

50-445 P 

HAUBER.R.D. 

9106050211 

XPORTLIC 


HENDRIX,G.W. 

9106240225* 

FOIA 


HOPKINS,D.R. 

9106120309 

PR 

HAUBER.R.D. 

9106100053 

XPORTLIC 


HERB,!. 

9106050073 

50-29 

P 

HOPKINS,J.A. 

9106120022 

PR 

HAUBER.R.D. 

9106100065 

XPORTLIC 


HERB.I. 

9106190215 

50-29 

P 

HOPKINS,J.B. 

9106030104 

50-346 F 

HAUBER.R.D. 

9106100068 

XPORTLIC 


HERDT.A.R. 

9106270007 

50-369 

Q 

HOPKINS,J.B. 

9106060259 

50-346 P 

HAUBER.R.D. 

9106100079 

XPORTLIC 


HERDT.A.R. 

9106270329 

50-424 

Q 

HOPKINS,J.B. 

9106070092 

50-346 P 

HAUBER.R.D. 

9106100140 

XPORTLIC 


HERDT.A.R. 

9106270336* 

50-424 

Q 

HOPKINS,J.B. 

9106070098* 

50-346 P 

HAUBER.R.D. 

9106100178 

XPORTLIC 


HERMAN,R. 

9106040371 

50-443 

P 

HOPKINS,J.B. 

9106190188 

50-346 Q 

HAUBER.R.D. 

9106100204 

XPORTLIC 


HERNAN.R.W. 

9106030116 

50-289 

P 

HOPKINS,J.B. 

9106200274 

50-346 Q 

HAUBER.R.D. 

9106100211* 

XPORTLIC 


HERNAN.R.W. 

9106050394 

50-289 

P 

HOPKINS,S. 

9106260372 

CONTRACT 

HAUBER.R.D. 

9106100213 

XPORTLIC 


HERRON,R. 

9106190062 

50-295 

R 

HOPPER,C.M. 

9106030265* 

71-5797 

HAUBER.R.D. 

9106100222 

XPORTLIC 


HEYSEK.W.G. 

9106180432 

50-289 

R 

HORAN,A.S. 

9106170164 

FOIA 

HAUBER.R.D. 

9106100230 

XPORTLIC 


HICKEY,J.W. 

8607300453* 

FOIA 


HORN.G.R. 

9106180013 

50-298 P 

HAUBER.R.D. 

9106130118 

XPORTLIC 


HICKEY,J.W. 

9106140142* 

FOIA 


HORN.G.R. 

9106180322 

50-298 P 

HAUBER.R.D. 

9106130173 

XPORTLIC 


HICKEY,J.W. 

9106140145* 

FOIA 


HORN.G.R. 

9106260276 

50-298 P 

HAUBER.R.D. 

9106130187 

XPORTLIC 


HICKEY,J.W. 

9106140146* 

FOIA 


HORN.M. 

9106050249 

40-8027 

HAUBER.R.D. 

9106130195 

XPORTLIC 


HICKEY,J.W. 

9106140148* 

FOIA 


HORN.M. 

9106180161 

40-8027 

HAUBER.R.D. 

9106130208 

XPORTLIC 


HICKEY.J.W. 

9106140152* 

FOIA 


HORN.M. 

9106180164 

40-8027 

HAUBER.R.D. 

9106140086 

XPORTLIC 


HICKMAN.D.E. 

9106180122 

50-354 

P 

HORN.M. 

9106240079 

70-820 

HAUBER.R.D. 

9106180114 

XPORTLIC 


HICKMAN,D.E. 

9106180408 

TOPREP 


HORN.M. 

9106270167* 

40-8027 

HAUBER.R.D. 

9106190173 

XPORTLIC 


HICKMAN,J.B. 

9106040423 

50-295 

P 

HORTON,D.G. 

9106030114 

WASTE MGT 

HAUBER.R.D. 

9106190401 

XPORTLIC 


HICKMAN,J.B. 

9106170278 

50-304 

P 

HORTON,D.G. 

9106030186 

WASTE MGT 

HAUBER.R.D. 

9106190422 

XPORTLIC 


HIGGINBOTHAM,L. 

9106130332* 

FOIA 


HORTON.D.G. 

9106030225 

WASTE MGT 

HAUBER.R.D. 

9106190433 

XPORTLIC 


HIGGINS,T.J. 

9106200052* 

WASTE MGT 

HORTON,D.G. 

9106060075 

WASTE MGT 

HAUBER.R.D. 

9106200067 

XPORTLIC 


HILDEBRAND,J.E. 

9106100217 

50-146 

R 

HORTON.D.G. 

9106060082 

WASTE MGT 

HAUBER.R.D. 

9106260203 

XPORTLIC 


HILDEBRAND,J.E. 

9106100217 

50-146 

R 

HORTON.D.G. 

9106060089 

WASTE MGT 

HAUBER.R.D. 

9106260219 

XPORTLIC 


HILES.M.D. 

9106030222 

40-8903 


HORTON.D.G. 

9106060104 

WASTE MGT 

HAUBER.R.D. 

9106260277* 

XPORTLIC 


HILES.M.D. 

9106270344* 

40-8903 


HORTON.D.G. 

9106110363 

WASTE MGT 

HAUGHNEY.C.J. 

9106100020 

70-3051 


HILLMAN,C. 

9106240324 

50-255 

S 

HORTON.D.G. 

9106110395 

WASTE MGT 

HAUGHNEY.C.J. 

9106100026 

50-332 

A 

HILLMAN,C.T. 

9106240346 

50-255 

S 

HORTON.D.G. 

9106170210* 

WASTE MGT 

HAUGHNEY.C.J. 

9106250153 

70-3070 


HOCK.J. 

9106040041 

PR 


HORTON.D.G. 

9106170225* 

WASTE MGT 

HAUGHNEY.C.J. 

9106270104 

40-8820 


HODGE,S.A. 

9106210012 

NUREG 


HORTON.D.G. 

9106180316 

WASTE MGT 

HAUGHNEY.C.J. 

9106270158 

40-8027 


HODGES,M.W. 

9106050020 

50-309 

Q 

HORTON.D.G. 

9106190095 

WASTE MGT 

HAUGHNEY.C.J. 

9106270161* 

40-8027 


HODGES,M.W. 

9106110010 

50-354 

Q 

HORTON.D.G. 

9106190231 

WASTE MGT 

HAUGHNEY.C.J. 

9106270175* 

40-8027 


HODGES,M.W. 

9106110433 

50-271 

V 

HORTON.D.G. 

9106190239 

WASTE MGT 

HAUGHNEY.C.J. 

9106270253 

70-3070 


HODGES,M.W. 

9106140046 

50-271 

Q 

HORTON.D.G. 

9106190245* 

WASTE MGT 

HAUGHNEY.C.J. 

9106270277 

70-3070 


HODGES,M.W. 

9106140051* 

50-271 

Q 

HORTON.D.G. 

9106190408 

WASTE MGT 

HAVERKAMP.D. 

9106110329* 

50-333 

Q 

HODGES,M.W. 

9106250103 

50-272 

Q 

HORTON.D.G. 

9106190409* 

WASTE MGT 

HAVERKAMP.D.R. 

9106050350 

50-333 

Q 

HODGES,M.W. 

9106250174 

50-443 

Q 

HORTON.D.G. 

9106200051 

WASTE MGT 

HAVERKAMP.D.R. 

9106050365 

50-333 

Q 

HODGES,M.W. 

9106270182 

50-333 

V 

HORTON.D.G. 

9106200052* 

WASTE MGT 

HAVERKAMP.D.R. 

9106110054* 

50-286 

Q 

HOFFMAN, D.N. 

9106120014 

PR 


HORTON.D.G. 

9106260004 

WASTE MGT 

HAVERKAMP.D.R. 

9106140204* 

50-220 

Q 

HOFFMAN,D.P. 

9106260307 

50-155 

P 

HORTON.D.G. 

9106260005* 

WASTE MGT 

HAVERKAMP.D.R. 

9106270055 

50-220 

Q 

HOFFMAN, S.T. 

9106040073 

50-348 

P 

HORTON.D.G. 

9106260289 

WASTE MGT 

HAYES,B.B. 

9106250237* 

FOIA 


HOFFMAN.S.T. 

9106060128 

50-348 

P 

HORTON.D.G. 

9106270081 

WASTE MGT 

HAYES,B.B. 

9106260287* 

FOIA 


HOFFMAN,S.T. 

9106190211 

50-348 

P 

HORTON.D.G. 

9106270083* 

WASTE MGT 

HAYES,B.B. 

9106260331* 

FOIA 


HOFFMAN.S.T. 

9106280090 

50-348 

P 

HORTON.D.G. 

9106270086* 

WASTE MGT 

HAYES.K.R. 

9106200233* 

50-313 

R 

HOFFPAUIR.J.G. 

9106070238 

50-382 

S 

HORTON.D.G. 

9106270361 

WASTE MGT 

HAYES,K.R. 

9106200238* 

50-313 

R 

HOFFPAUIR.J.G. 

9106200196 

50-382 

S 

HORTON.D.G. 

9106270368 

WASTE MGT 

HAYNES,E.R. 

9106140130* 

FOIA 


HOFFPAUIR.J.G. 

9106240337 

50-382 

s 

HOSEY.C. 

9106060230 

l&E 

HAYNES.E.R. 

9106170004* 

FOIA 


HOFMAN.S.T. 

9106070269 

50-348 

p 

HOSEY.C. 

9106270093 

l&E 

HAYNES,E.R. 

9106170027* 

FOIA 


HOGG.R.C. 

9106070163 

27-48 


HOWELL,A.I. 

9106190140* 

50-498 Q 

HAYNES.E.R. 

9106170056* 

FOIA 


HOGG.R.C. 

9106070165 

27-48 


HOWELL,A.T. 

9106190020* 

50-498 Q 

HAYNES.E.R. 

9106170090* 

FOIA 


HOGG.R.C. 

9106070172 

27-48 


HOWES,D.R. 

9106100479* 

50-293 P 

HAYNES.E.R. 

9106170129* 

FOIA 


HOGG.R.C. 

9106100050 

27-48 


HOWSON.R.E. 

9106280114* 

70-28 

HAYNES.E.R. 

9106180346* 

FOIA 


HOGG.R.C. 

9106100321 

27-48 


HOYLE,J.C. 

9106110172 

ADVCM 

HAYNES.E.R. 

9106190340* 

FOIA 


HOGG.R.C. 

9106190216 

27-48 


HOYLE,J.C. 

9106110207 

ACRS 

HAYNES.E.R. 

9106190353* 

FOIA 


HOGG.R.C. 

9106190320 

27-48 


HOYLE,J.C. 

9106190372* 

40-8027 

HAYNES.E.R. 

9106200104* 

FOIA 


HOGG.R.C. 

9106190322 

27-48 


HOYLE,J.C. 

9106190382* 

40-8027 

HAYNES.E.R. 

9106200112* 

FOIA 


HOGG.R.C. 

9106190354 

27-48 


HSIA.A.H. 

9106060331 

50-454 P 

HAYNES.E.R. 

9106200294* 

FOIA 


HOGG.R.C. 

9106190358 

27-48 


HSIA.A.H. 

9106130144 

50-454 Q 

HAYNES,R.E. 

9106190323* 

FOIA 


HOGG.R.C. 

9106190361 

27-48 


HSIA.A.H. 

9106190330 

50-295 P 

HEALY.K. 

9106050190 

XPORTLIC 


HOGG.R.C. 

9106190363 

27-48 


HSIA.A.H, 

9106210151 

50-295 Q 

HEBDON.F.J. 

9106040079 

50-327 

F 

HOGG.R.C. 

9106240135 

27-48 


HUANG,P. 

9106130229 

TOPREP 

HEBDON.F.J. 

9106210140 

50-390 

A 

HOGG.R.C. 

9106240142 

27-48 


HUDEC.W.S. 

9106110287 

XPORTLIC 

HEES.D.R. 

9106170192* 

50-146 

Q 

HOLIAN.B. 

9106060212 

50-255 

p 

HUDEC.W.S. 

9106130116 

XPORTLIC 

HEES.D.R. 

9106170192* 

50-146 

Q 

HOLIAN.B. 

9106140212 

50-255 

p 

HUDEC.W.S. 

9106260269 

XPORTLIC 

HEGRAT.H.L. 

9106030067 

50-440 

S 

HOLIAN.B. 

9106280200 

50-255 

p 

HUDSPETH,J.B. 

9106070110 

50-348 F 

HEGRAT.H.L. 

9106180304 

50-440 

S 

HOLIAN.B.E. 

9106100080 

50-255 

p 

HUDSPETH.J.B. 

9106180285 

50-348 F 
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NUMBER 

CATEGORY 

HUDSPETH.J.B. 

9106210198 

50-348 

F 

HUDSPETH,J.B. 

9106240316 

50-348 

F 

HUEGEL.D.S. 

9106040004* 

50-445 

P 

HUETER.LJ. 

9106200209* 

FOIA 


HUETER.LJ. 

9106270023* 

40-8724 


HUEY,F.R. 

9106030018* 

50-528 

Q 

HUFFERT.A.M. 

9106100407 

40-8724 


HUFFERT.A.M. 

9106110273 

40-7402 


HUFFERT.A.M. 

9106190284 

40-8035 


HUFFERT.A.M. 

9106190313 

40-1478 


HUFHAM.J.W. 

9106270341* 

50-400 

Q 

HUG.M.T. 

9106240321 

50-275 

S 

HUG.M.T. 

9106240341 

50-275 

S 

HUG.M.T. 

9106250204 

50-323 

S 

HUGHES.A. 

9106030306 

50-275 

V 

HUGHES.A. 

9106050351 

50-275 

V 

HUGHES.A. 

9106050369 

50-219 

V 

HUGHES.A. 

9106050377 

CONTRACT 


HUGHES.A. 

9106060067 

50-272 

V 

HUGHES.A. 

9106060072 

50-482 

V 

HUGHES.A. 

9106060091 

50-373 

V 

HUGHES.A. 

9106060092 

CONTRACT 


HUGHES.A. 

9106060107 

50-424 

V 

HUGHES.A. 

9106060148 

50-123 

V 

HUGHES.A. 

9106060154 

CONTRACT 


HUGHES,A. 

9106060309 

50-424 

V 

HUGHES,A. 

9106070021 

50-458 

V 

HUGHES,A. 

9106070081 

CONTRACT 


HUGHES.A. 

9106070324 

50-424 

V 

HUGHES,A. 

9106100087 

50-400 

V 

HUGHES,A. 

9106120048 

CONTRACT 


HUGHES,A. 

9106120083 

CONTRACT 


HUGHESA 

9106120099 

CONTRACT 


HUGHES,A. 

9106140045 

CONTRACT 


HUGHES.J.J. 

9106100411’ 

50-390 

A 

HUGHES,WJ. 

9106260136* 

50-219 

H 

HULME.N.D. 

9106190412 

50-423 

S 

HUMPHRIES,D.S. 

9106040392 

NUREG 


HUNSTADA 

9106110283 

50-282 

S 

HUNSTAD.A. 

9106140186 

50-282 

S 

HUNSTADA 

9106270380 

50-282 

S 

HUNSTAD.A.A. 

9106240109 

50-282 

s 

HUSAINA 

9106040015* 

50-445 

P 

HUSAIN.A. 

9106050393’ 

50-445 

P 

HUTCHENS,T.E. 

9106060070* 

CONTRACT 


HUTCHISON.L.B. 

9106180429 

50-397 

R 

HYMAN.C.R. 

9106210012 

NUREG 


ikedam. 

9106060181 

XPORTLIC 


IKEDA.M. 

9106100040 

XPORTLIC 


ILIFF.J. 

9106250011 

PR 


ILIFF.J. 

9106250011 

PR 


IMBRO.E.V. 

9106050264* 

50-260 

Q 

INGLE.S. 

9106030252 

40-8857 


INGRAM.F. 

9106050332 

TOPREP 


IRWIN.D.P. 

9106060246 

50-482 

G 

ISHERWOOD.W.F. 

9106180221* 

WASTE MGT 

1VES.T.W. 

9106190112 

50-128 

S 

JABBOUR.K.N. 

9106040114 

50-321 

P 

JABBCXJR.K.N. 

9106040151 

50-366 

P 

JABBOUR.K.N. 

9106110240 

50-321 

P 

JABBOUR.K.N. 

9106110244* 

50-321 

P 

JABLONSKI.FJ. 

9106100054* 

50-266 

Q 

JABLONSKI.F.J. 

9106110195* 

50-346 

Q 

JABLONSKI.FJ. 

9106120010* 

50-461 

Q 

JACKIW.I.N. 

9106190130* 

50-266 

Q 

JACKIW.I.N. 

9106250165* 

50-346 

Q 

JACKSON.G. 

8409270079’ 

40-959 


JACKSON.G. 

9106170179* 

FOIA 


JACKSON.G. 

9106180045* 

FOIA 


JACKSON.G. 

9106190085* 

FOIA 


JACOBSON.J.M. 

9106040174* 

50-255 

Q 

JACOBUS,M.J. 

9106180008 

NUREG 


JACOBY.D.L 

9106250017* 

WASTE MGT 

JACOBY.D.L. 

9106280195 

WASTE MGT 

JAFFE.D.H. 

9106050176 

50-423 

P 

JAFFE.D.H. 

9106070179 

50-245 

P 

JAFFE.D.H. 

9106100117 

50-245 

P 

JAFFE.D.H. 

9106140122 

50-245 

P 

JAFFE.D.H. 

9106260051 

50-213 

P 

JANGJ.C. 

9106040131* 

50-170 

Q 

JANG.J.C. 

9106070225* 

50-293 

Q 

JANGJ.C. 

9106270213* 

50-277 

Q 

JANKOVICH.J.P. 

9106240129* 

71-496 


JANUSKA.A.G. 

9106100019* 

50-254 

Q 

januskaag. 

9106200024* 

50-16 

Q 

JAPE.F. 

9106270028* 

50-250 

Q 

JAPE.F. 

9106270052* 

50-302 

Q 

JAPE.F. 

9106270223* 

50-400 

Q 
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JENSEN,D. 

9106180420* 

50-267 

Y 

JERMAN.P.C. 

9106240066* 

FOIA 


JINKS,S.M. 

9106280192* 

50-220 

R 

JODY.B. 

9106180202 

XPORTLIC 


JOHNSONA- 

9106070293 

50-244 

P 

JOHNSON.A-G. 

9106210075 

PR 


JOHNSON,A.G. 

9106210075 

PR 


JOHNSON.A.G. 

9106280101 

50-243 

F 

JOHNSON,A.R. 

9106050016 

50-244 

P 

JOHNSON,D.W. 

9106250002 

PR 


JOHNSON.D.W. 

9106250002 

PR 


JOHNSON,G. 

9106260320 

XPORTLIC 


JOHNSON.G. 

9106260333 

XPORTLIC 


JOHNSON, G.A. 

9106250189 

XPORTLIC 


JOHNSON,G.A. 

9106250192* 

XPORTLIC 


JOHNSON.G.A. 

9106250224 

XPORTLIC 


JOHNSON, G.A. 

9106250248 

XPORTLIC 


JOHNSON,G.A. 

9106260033 

XPORTLIC 


JOHNSON,G.A. 

9106260035* 

XPORTLIC 


JOHNSON,G.A. 

9106260043 

XPORTLIC 


JOHNSON.G.A. 

9106260056 

XPORTLIC 


JOHNSON.G.A. 

9106260074 

XPORTLIC 


JOHNSON.G.A. 

9106260080 

XPORTLIC 


JOHNSON.G.A. 

9106260088 

XPORTLIC 


JOHNSON.G.A. 

9106260089 

XPORTLIC 


JOHNSON.G.A. 

9106260107 

XPORTLIC 


JOHNSON,G.A. 

9106260119 

XPORTLIC 


JOHNSON.G.A. 

9106260122 

XPORTLIC 


JOHNSON.G.A. 

9106260213 

XPORTLIC 


JOHNSON.G.A. 

9106260272 

XPORTLIC 


JOHNSON,G.A. 

9106260296 

XPORTLIC 


JOHNSON.G.A. 

9106260312 

XPORTLIC 


JOHNSON.G.A. 

9106260350 

XPORTLIC 


JOHNSON,G.A. 

9106260376 

XPORTLIC 


JOHNSON.G.A. 

9106260388 

XPORTLIC 


JOHNSON.G.A. 

9106260400 

XPORTLIC 


JOHNSON.G.A. 

9106260411 

XPORTLIC 


JOHNSON.G.A. 

9106280201 

XPORTLIC 


JOHNSON.J.R. 

9106030229 

50-443 

Q 

JOHNSON,J.R. 

9106130314 

50-443 

Q 

JOHNSON.J.R. 

9106130324 

50-309 

Q 

JOHNSON.J.R. 

9106140224 

50-29 

Q 

JOHNSON.J.R. 

9106180078 

50-244 

Q 

JOHNSON,L. 

9106170031* 

40-959 


JOHNSON,L 

9106170032* 

40-959 


JOHNSON, L. 

9106170034* 

40-959 


JOHNSON, L. 

9106170044* 

40-959 


JOHNSON,L. 

9106170075* 

40-959 


JOHNSON,L. 

9106170081* 

40-959 


JOHNSON.L. 

9106170107* 

40-959 


JOHNSON, L 

9106200202* 

FOIA 


JOHNSON.L. 

9106200223* 

FOIA 


JOHNSON.L. 

9106210022* 

FOIA 


JOHNSON.L. 

9106210092* 

FOIA 


JOHNSON.L 

9106210221* 

FOIA 


JOHNSON.L 

9106210234* 

FOIA 


JOHNSON.L. 

9106210237* 

40-577 


JOHNSON.LE. 

9106200108* 

FOIA 


JOHNSON.P.H. 

9106100102* 

50-206 

Q 

JOHNSON,P.H. 

9106180203* 

50-206 

Q 

JOHNSON.T.C. 

9106030069 

40-17 


JOHNSTON,J.B. 

9106170206* 

ORG 


JOHNSTON,J.R. 

9106110376 

50-155 

R 

JONAS.J.W. 

9106210061 

PR 


JONAS.J.W. 

9106210061 

PR 


JONES.A.W. 

9106140200* 

FOIA 


JONES,D.W. 

9106110115* 

50-321 

Q 

JONES,R.E. 

9106200226 

50-312 

R 

JONSSON.A. 

9106050314 

50-225 

P 

JONSSON.A. 

9106050314 

50-225 

P 

JORDAN,E.L. 

9106030120 

REVIEW GR P 

JORDAN.E.L. 

9106050147 

ORG 


JORDAN, E.L 

9106100082 

50-346 

F 

JORDAN, E.L 

9106110276 

REVIEW GR P 

JORDAN.E.L. 

9106240194 

50-271 

P 

JORDAN,T.J. 

9106120129 

50-498 

P 

JORGENSEN,B.L. 

9106040091* 

50-255 

Q 

JOUSTRA.J.A. 

9001300218* 

FOIA 


JOUSTRA.J.A. 

9106130241* 

FOIA 


JOYCE.L. 

9106170228* 

FOIA 


JOYCE.T.C. 

9106250143* 

50-275 

R 

JOYCE.T.P. 

9106030192 

50-304 

S 

JOYCE.T.P. 

9106030278 

50-295 

S 

JOYCE.T.P. 

9106120197 

50-295 

S 

JOYCE.T.P. 

9106130325 

50-295 

S 

JOYCE.T.P. 

9106130331 

50-295 

s 

JOYCE.T.P. 

9106180155 

50-295 

Q 

JOYCE.T.P. 

9106190062 

50-295 

R 


author 

ACCESSION 

SUBJECT 



NUMBER 
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JOYCE.T.P. 

9106210024 

50-295 

S 

JOYNER,J.H. 

9106030253 

50-317 

Q 

JOYNER,J.H. 

9106030255 

50-213 

Q 

JOYNER,J.H. 

9106030276 

50-272 

Q 

JOYNER,J.H. 

9106040034 

50-225 

Q 

JOYNER,J.H. 

9106040039 

50-334 

Q 

JOYNER,J.H. 

9106040044 

50-277 

Q 

JOYNER,J.H. 

9106040049 

50-443 

Q 

JOYNER.J.H. 

9106040053 

50-219 

Q 

JOYNER,J.H. 

9106040121 

50-170 

Q 

JOYNER.J.H. 

9106040137 

50-213 

Q 

JOYNER.J.H. 

9106040160 

50-352 

Q 

JOYNER.J.H. 

9106040252 

50-334 

Q 

JOYNER.J.H. 

9106050372 

50-271 

F 

JOYNER.J.H. 

9106060040 

50-277 

F 

JOYNER.J.H. 

9106060046 

50-277 

F 

JOYNER.J.H. 

9106060047 

50-352 

F 

JOYNER.J.H. 

9106060050 

50-29 

F 

JOYNER,J.H. 

9106060243 

50-443 

Q 

JOYNER.J.H. 

9106070003 

50-317 

Q 

JOYNER.J.H. 

9106070223 

50-293 

Q 

JOYNER,J H. 

9106110366 

70-1100 


JOYNER.J.H. 

9106130338 

50-134 

Q 

JOYNER.J.H. 

9106140199 

50-245 

Q 

JOYNER.J.H. 

9106180067 

50-286 

Q 

JOYNER.J.H. 

9106180106 

50-293 

Q 

JOYNER.J.H. 

9106180121 

50-277 

Q 

JOYNER.J.H. 

9106180199 

50-387 

Q 

JOYNER.J.H. 

9106210208 

50-134 

F 

JOYNER.J.H. 

9106250087 

50-443 

Q 

JOYNER.J.H. 

9106250129 

50-213 

Q 

JOYNER.J.H. 

9106250181 

50-277 

Q 

JOYNER.J.H. 

9106250223* 

FOIA 


JOYNER.J.H. 

9106260008 

50-247 

Q 

JOYNER.J.H. 

9106260221 

50-322 

F 

JOYNER.J.H. 

9106260224 

50-322 

F 

JOYNER.J.H. 

9106260227 

50-322 

F 

JOYNER.J.H. 

9106270181 

50-333 

Q 

JOYNER.J.H. 

9106270190 

50-333 

Q 

JOYNER.J.H. 

9106270202 

50-277 

Q 

JULIAN,C.A. 

9106060245 

50-321 

Q 

JULIAN,C.A. 

9106110030 

50-261 

Q 

JULIAN,C.A. 

9106110065 

50-424 

Q 

JULIAN,C.A. 

9106110075* 

50-424 

Q 

JULIAN,C.A. 

9106110092 

50-280 

Q 

JULIAN,C.A. 

9106110167 

50-348 

Q 

JULIAN,C.A. 

9106270015 

50-369 

Q 

JULIAN.C.A. 

9106270041 

50-269 

Q 

JULIAN,C.A. 

9106270060 

50-338 

Q 

JULIAN.C.A. 

9106270220 

50-400 

Q 

JUMP.W.J. 

9106120137 

50-498 

P 

JUMP.W.J. 

9106120243 

50-498 

P 

JUMP.W.J. 

9106180160 

50-498 

S 

JUMP.W.J. 

9106180374 

50-499 

S 

JUMP.W.J. 

9106180464 

50-498 

R 

JUMP.W.J. 

9106240314 

50-498 

Q 

JUMP.W.J. 

9106260271 

50-499 

S 

JUMP.W.J. 

9106270140 

50-498 

V 

JUMP.W.J. 

9106280185 

50-498 

F 

KAHN.H.J. 

9106180233 

PR 


KALLMES.O. 

9106180217 

PR 


KALLMES.O. 

9106180217 

PR 


KALMAN.G. 

9106110389 

50-206 

P 

KALMAN,G. 

9106210145* 

50-267 

P 

KALMAN.G. 

9106210263* 

50-267 

P 

KALMAN.G. 

9106210272* 

50-267 

P 

KALMAN.G. 

9106210284* 

50-267 

P 

KALMAN.G. 

9106210288* 

50-267 

P 

KAMM.S. 

9106180358* 

50-213 

P 

KAMMERER.C. 

9106110236 

STATE PRO G 

KAMMERER.C. 

9106110299 

STATE PRO G 

KAMMERER.C. 

9106210106 

STATE PRO G 

KAMMERER.C. 

9106260132 

STATE PRO G 

KAMMERER.C. 

9106260137 

STATE PRO G 

KANA.D.D. 

9106250161 

NUREG 


KANE.G.E. 

9106100133 

50-339 

S 

KANE.G.E. 

9106130316 

50-338 

S 

KANE.G.E. 

9106130320 

50-339 

s 

KANE.G.E. 

9106180209 

50-338 

s 

KANE.G.E. 

9106180343 

50-338 

s 

KANSLER.M.R. 

9106100383 

50-280 

s 

KANSLER.M.R. 

9106190421 

50-281 

s 

KARAHASHI.H. 

9106040384 

XPORTLIC 


KARAM.R.A. 

9106140032 

50-160 

1 

KARIMEDDINI.M. 

9106040013 

PR 


KASNICKI.D. 

9106110097* 

70-143 


KASSEBAUM.N.L. 

9106170158* 

ORG 


KASSNER.G. 

9106130325 

50-295 

s 
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KASUN.D.J. 

9106110359* 

70-1151 


KINNEMAN.J.D. 

9105200082* 

FOIA 

KOHL.H. 

9106070235* 

COMMISSIO N 

KEARNEY,B. 

9106030152 

40-8857 


KINNEMAN.J.D. 

9106050021 

70-698 

KOHLROSER.W.R. 

9106100162* 

50-338 

P 

KEARNEY.B. 

9106030165 

40-8857 


KINNEMAN.J.D. 

9106070026 

40-8980 

KOKAJKO.L.E. 

9106050318 

50-361 

P 

KEARNEY.B. 

9106040078 

40-8857 


KINNEMAN.J.D. 

9106170223* 

40-959 

KOKAJKO.L.E. 

9106060187 

50-361 

P 

KEARNEY.B. 

9106040082 

40-8857 


KINNEMAN.J.D. 

9106170224* 

FOIA 

KOKAJKO.L.E. 

9106070033 

50-361 

P 

KEARNEY.B. 

9106060066 

40-8857 


KINNEMAN.J.D. 

9106180328* 

FOIA 

KOKAJKO.L.E. 

9106070047* 

50-361 

P 

KEATING,R.F. 

9106260313* 

TOPREP 


KINNEMAN.J.D. 

9106240295* 

FOIA 

KOKAJKO.L.E. 

9106070202 

50-361 

P 

KEENEY,D. 

9106180220 

PR 


KINNEY,M.H. 

9106170196* 

40-959 

KOKAJKO.L.E. 

9106070215* 

50-361 

P 

KEENEY, D. 

9106180220 

PR 


KINSEY.W.H. 

9106180377 

50-498 Q 

KOKAJKO.L.E. 

9106250236 

50-361 

P 

KEESING.A.V. 

9106180190 

PR 


KINSLEY.J. 

9106180275 

50-410 S 

KOKAJKO.L.E. 

9106280054 

50-206 

P 

KEESING.A.V. 

9106180190 

PR 


KINSLEY.J.R. 

9106070075 

50-410 S 

KOKAJKO.L.E. 

9106280067* 

50-206 

P 

KEIMIG.R.R. 

9106040042* 

50-334 

Q 

KINTNER.L.L. 

9106030073 

50-416 P 

KOKAJKO.L.E. 

9106280077 

50-361 

P 

KEIMIG.R.R. 

9106040052* 

50-443 

Q 

KINTNER.L.L. 

9106030146 

50-416 P 

KOLB.C.R. 

9106270327 

PR 


KEIMIG.R.R. 

9106070005* 

50-317 

Q 

KINTNER.L.L. 

9106050008 

50-416 P 

KOLB.C.R. 

9106270327 

PR 


KEISER.H.W. 

9106050162 

50-387 

P 

KIRK.H.L. 

9106240245* 

50-310 P 

KOLODJESKI.C.J. 

9106040070 

PR 


KEISER.H.W. 

9106060055 

50-387 

Q 

KIRK.R.L. 

9106240169* 

50-39 P 

KOLTAY.P.S. 

9106050264* 

50-260 

Q 

KEISER.H.W. 

9106100219 

50-387 

P 

KIRKMAN.R. 

9106170069* 

40-959 

KONUEVOI.A. 

9106050331 

REVIEW GR P 

KEISER.H.W. 

9106110153 

50-387 

P 

KIRKMAN.R.W. 

9106130257* 

FOIA 

KONWINSKI.G.R. 

9106030244* 

40-8904 


KEISER.H.W. 

9106190226 

50-387 

F 

KIRKMAN.R.W. 

9106170063* 

40-959 

KONWINSKI.G.R. 

9106040149* 

40-2259 


KEISER.H.W. 

9106210134 

50-387 

R 

KIRKMAN.R.W. 

9106240176* 

FOIA 

KONWINSKI.G.R. 

9106100034* 

40-8904 


KEISER.H.W. 

9106240001 

50-387 

1 

KIRKPATRICK,J. 

9106030265* 

71-5797 

KONWINSKI.G.R. 

9106190396* 

40-8027 


KEISER.H.W. 

9106260066 

50-387 

P 

KIRSCH.D.F. 

9106030013 

50-528 Q 

KONWINSKI.G.R. 

9106200305* 

40-1341 


KEISER.H.W. 

9106270150 

50-387 

R 

KIRSCH.D.F. 

9106240058 

50-344 P 

KONWINSKI.G.R. 

9106260026* 

40-8502 


KEISER.H.W. 

9106280099 

50-387 

F 

KIRSCH.D.F. 

9106240068 

50-528 V 

KONWINSKI.G.R. 

9106280197 

40-8958 


KELLER, C.W. 

9106190312* 

FOIA 


KIRSCH.G.E. 

9106180295 

70-8 

KOPP.M.J. 

9106100054* 

50-266 

Q 

KELLER,C.W. 

9106190316* 

FOIA 


KITZER.R.G. 

9106050022* 

70-698 

KOSMIDER.M.D. 

9106180152 

40-3392 


KELLER,C.W. 

9106200082* 

FOIA 


KLEINSTEIN.B.H. 

9106120240 

FOIA 

KOTTAN.J.J. 

9106140201* 

50-245 

Q 

KELLER,C.W. 

9106200088* 

FOIA 


KLINE,L. 

9106030201 

50-249 S 

KOUBA.W. 

9106240310 

50-455 

S 

KELLER,C.W. 

9106200096* 

FOIA 


KLINE,V. 

9106030192 

50-304 S 

KOUP.E. 

9106040319 

50-219 

P 

KELLER,C.W. 

9106200139* 

FOIA 


KLOECKENER.M.J. 

9106060045 

PR 

KOVACH,T.J. 

9106050285 

50-254 

Q 

KELLER,C.W. 

9106200159* 

FOIA 


KLOECKENER.M.J. 

9106060045 

PR 

KOVACH,T.J. 

9106100458 

50-373 

Q 

KELLER,C.W. 

9106200206* 

FOIA 


KNAPP.M.R. 

9001300213* 

FOIA 

KOVACH,T.J. 

9106130335 

50-456 

Q 

KELLER,C.W. 

9106200208* 

FOIA 


KNAPP,M.R. 

9106070261 

70-343 

KOVACH.T.J. 

9106130345 

50-254 

P 

KELLER,C.W. 

9106200231* 

FOIA 


KNAPP,M.R. 

9106070292 

50-317 Q 

KOVACH,T.J. 

9106180355 

50-454 

Q 

KELLER,C.W. 

9106200284* 

FOIA 


KNAPP,M.R. 

9106070302 

50-271 Q 

KOVACH.T.J. 

9106190418 

50-373 

Q 

KELLER.C.W. 

9106210041* 

FOIA 


KNAPP.M.R. 

9106110091 

50-219 Q 

KOVACH.T.J. 

9106240018 

50-237 

Q 

KELLER,C.W. 

9106210047* 

FOIA 


KNAPP,M.R. 

9106110439 

50-352 Q 

KOVACH.T.J. 

9106240143 

50-456 

Q 

KELLER.C.W. 

9106210064* 

FOIA 


KNAPP.M.R. 

9106240088 

70-1100 

KOVACH.T.J. 

9106260006 

50-237 

P 

KELLER.C.W. 

9106210131* 

FOIA 


KNAPP.M.R. 

9106250019 

50-54 Q 

KOVACH.T.J. 

9106280155 

50-456 

Q 

KELLER.C.W. 

9106210228* 

FOIA 


KNAPP.M.R. 

9106250029 

50-20 Q 

KOVACH.T.J. 

9106280162 

50-304 

Q 

KELLER.C.W. 

9106210278* 

FOIA 


KNICELEY.J.R. 

9106100038* 

50-315 Q 

KOZAK,T.J. 

9106040143* 

50-266 

Q 

KELLER.C.W. 

9106210283* 

FOIA 


KNICELEY.J.R. 

9106120067* 

50-305 Q 

KOZAK,T.J. 

9106280199* 

50-454 

Q 

KELLER.C.W. 

9106210292* 

FOIA 


KNIEDLER.G.S. 

9106040367 

50-328 S 

KRATZINGER.F.J. 

9106030225 

WASTE MGT 

KELLER.C.W. 

9106240070* 

FOIA 


KNIGHTLY,B. 

9106140144 

FOIA 

KREH.J.L. 

9106060121* 

50-416 

Q 

KELLEY,J.L. 

9106130092 

FOIA 


KNIGHTLY,B. 

9106140144 

FOIA 

KREH.J.L. 

9106270002* 

50-348 

Q 

KELLOGG,P. 

9106270078* 

50-259 

Q 

KNODE.R. 

9106040062 

40-8943 

KRIEGEMAN.W.E. 

9106170051* 

40-959 


KELLY,E. 

9106050357 

50-245 

Q 

KNOP.R.C. 

9106060231 

50-483 Q 

KRIEGER.R.W. 

9106180272 

50-206 

S 

KELLY,E.M. 

9106030250* 

50-245 

Q 

KNOP.R.C. 

9106190169 

50-331 Q 

KRIEGER.R.W. 

9106210240 

50-206 

S 

KELLY,E.M. 

9106130304* 

50-423 

Q 

KNOP.R.C. 

9106250163 

50-346 Q 

KRIEGER.R.W. 

9106260346 

50-206 

Q 

KELLY,E.M. 

9106250100* 

50-336 

Q 

KNOP.R.C. 

9106250201 

50-305 Q 

KRUEGEL.R.E. 

9106210077 

PR 


KELLY.E.M. 

9106250154* 

50-245 

Q 

KNOX-DAVIN.E. 

9106050178 

CONTRACT 

KRUEGEL.R.E. 

9106210077 

PR 


KELLY,L. 

9106180422 

50-286 

R 

KNOX-DAVIN.E. 

9106050328 

CONTRACT 

KUCHIRKA.P.J. 

9106030004* 

50-286 

P 

KENNEDY,E.H. 

9106260398 

52-2 


KNOX-DAVIN.E. 

9106050379 

CONTRACT 

KUCZYNSKI.J. 

9106100440 

50-10 

F 

KENT.A.P. 

9106180464 

50-498 

R 

KNOX-DAVIN.E. 

9106120036 

CONTRACT 

KUDRICK.J. 

9106270033 

50-317 

F 

KENYON,T.J. 

9106040123 

50-605 

A 

KNOX-DAVIN.E. 

9106120058 

CONTRACT 

KUDRICK.J. 

9106270043 

50-317 

F 

KEPPLER.J.G. 

9106200028* 

FOIA 


KNOX-DAVIN.E. 

9106120073 

CONTRACT 

KUHN.G. 

9106120016 

PR 


KEPPLER.J.G. 

9106200090* 

FOIA 


KNOX-DAVIN.E. 

9106120102 

CONTRACT 

KUHN.G. 

9106120016 

PR 


KEPPLER.J.G. 

9106200115* 

FOIA 


KNOX-DAVIN.E. 

9106120104 

CONTRACT 

KUMAR.P. 

9106210070 

PR 


KEPPLER.J.G. 

9106200149* 

FOIA 


KNUBEL.J. 

9106280184 

50-219 P 

KUNICH.M.E. 

9106110197 

WASTE MGT 

KEPPLER.J.G. 

9106200280* 

FOIA 


KNUTSEN.E. 

9106190325* 

FOIA 

KUNOWSKI.M.A. 

9106040104* 

50-440 

Q 

KERINS,J. 

9106180282* 

FOIA 


KNUTSEN.E. 

9106190364* 

FOIA 

KUNOWSKI.M.A. 

9106120009* 

50-263 

Q 

KERINS,J. 

9106180287* 

FOIA 


KNUTSEN.E. 

9106200023* 

FOIA 

KWIATKOWSKI.D. 

9105080190* 

50-346 

F 

KERN.D.L. 

9106140059* 

50-445 

G 

KNUTSEN.E. 

9106200166* 

FOIA 

KWIATKOWSKI.D. 

9106040102* 

50-327 

F 

KERN.D.L. 

9106140059* 

50-445 

G 

KNUTSEN.E.F. 

7903210274* 

FOIA 

KWIATKOWSKI.D. 

9106170102* 

50-456 

F 

KERNES,E.A. 

9106100296 

50-298 

R 

KNUTSEN.E.F. 

7904210172* 

FOIA 

KWIATKOWSKI.D. 

9106260197* 

50-397 

F 

KERSH.K. 

9106050363 

50-606 

A 

KNUTSEN.E.F. 

8002070114* 

FOIA 

KWIATKOWSKI.D. 

9106270013* 

50-295 

F 

KESSEL.R.M. 

9106180330 

50-322 

P 

KNUTSEN.E.F. 

8002110332* 

FOIA 

LABARGE.D.E. 

9106040352 

50-327 

P 

KESSEL.R.M. 

9106260118 

50-322 

1 

KNUTSEN.E.F. 

9106170267* 

FOIA 

LABARGE.D.E. 

9106130253 

50-327 

P 

KEUTER.D.R. 

9106030039 

50-312 

P 

KNUTSEN.E.F. 

9106170272* 

FOIA 

LABRUNA.S. 

9106030064 

50-354 

P 

KEUTER.D.R. 

9106280020 

50-312 

P 

KNUTSEN.E.F. 

9106170273* 

FOIA 

LABRUNA.S. 

9106040080 

50-354 

P 

KHAN.M.A. 

9106070201* 

COMMISSIO N 

KNUTSEN.E.F. 

9106190373* 

FOIA 

LABRUNA.S. 

9106110349 

50-272 

Q 

KHROMOV.V. 

9106060112 

REVIEW GR P 

KNUTSEN.E.F. 

9106190397* 

FOIA 

LABRUNA.S. 

9106180393 

50-272 

P 

KIESSEL.R.J. 

9106070105 

ORG 


KNUTSEN.E.F. 

9106190428* 

FOIA 

LABRUNA.S. 

9106190033 

50-272 

P 

KILROYJ. 

9106210300 

50-335 

S 

KNUTSEN.E.F. 

9106200031* 

FOIA 

LABRUNA.S. 

9106190228 

50-354 

P 

KIM,T.J. 

9106040433 

REVIEW GR P 

KNUTSEN.E.F. 

9106200141* 

FOIA 

LABRUNA.S. 

9106210008 

50-272 

P 

KIM.TJ. 

9106240304 

REVIEW GR P 

KNUTSEN.E.F. 

9106200222* 

FOIA 

LABRUNA.S. 

9106260086 

50-354 

P 

KING.E.B. 

9106070005* 

50-317 

Q 

KNUTSEN.E.F. 

9106200254* 

FOIA 

LABRUNA.S. 

9106260092 

50-272 

Q 

KINNEMAN.J.D. 

8505170497* 

FOIA 


KNUTSEN.E.F. 

9106200257* 

FOIA 

LABRUNA.S. 

9106260161 

50-272 

P 

KINNEMAN.J.D. 

8511060261* 

FOIA 


KNUTSEN.E.F. 

9106200286* 

FOIA 

LACEY.L.R. 

9106060204 

40-8027 


KINNEMAN.J.D. 

8607220438* 

FOIA 


KNUTSEN.E.F. 

9106200290* 

FOIA 

LACEY, L.R. 

9106070260 

40-8027 


KINNEMAN.J.D. 

8610080185* 

FOIA 


KNUTSEN.E.F. 

9106200300* 

FOIA 

LACEY.L.R. 

9106180167 

40-8027 


KINNEMAN.J.D. 

8704010127* 

FOIA 


KNUTSEN.E.F. 

9106210055* 

FOIA 

LACEY.L.R. 

9106180219 

40-8027 


KINNEMAN.J.D. 

8709240159* 

FOIA 


KNUTSEN.E.F. 

9106210149* 

FOIA 

LAFRAMBOISE.W. 

9106180002* 

50-508 

A 

KINNEMAN.J.D. 

8711240054* 

FOIA 


KOELLER.M. 

9106240290 

50-155 S 

LAGOMARSINO.R. 

9106170276* 

STATE PRO G 

KINNEMAN.J.D. 

8905310216* 

FOIA 


KOENEKE.M.A. 

9106280192* 

50-220 R 

LAMASTRA.M.A. 

8002010196* 

FOIA 


KINNEMAN.J.D. 

8906060240* 

FOIA 


KOFRON.K.L. 

9106030093 

50-456 S 

LAMMERING.M.W. 

9106040043 

40-8584 


KINNEMAN.J.D. 

8908160008* 

FOIA 


KOFRON.K.L. 

9106130217 

50-456 R 

LAMPING.G.A. 

9106060163 

WASTE MGT 

KINNEMAN.J.D. 

8911080315* 

FOIA 


KOFRON.K.L. 

9106130226 

50-457 S 

LANCE,R. 

9106040057* 

50-219 

Q 
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LANCE, R. 

9106250186* 

50-277 

Q 

LIN.B.T. 

9106190339* 

CONTRACT 

LYSTER.M.D. 

9106240025 

50-440 F 

LANES,L.L. 

9106050374 

50-295 

F 

L1N.B.T. 

9106190343* 

CONTRACT 

MACALUSO.C.J. 

9106270040* 

WASTE MGT 

LANES,L.L. 

9106050381 

50-295 

F 

LIN.B.T. 

9106200235* 

CONTRACT 

MACDONALD, C.E. 

9106030161 

71-592 

LANGE, M.J. 

9106260234 

71-9027 


LIN.B.T. 

9106200249* 

CONTRACT 

MACDONALD,C.E. 

9106030164* 

71-592 

LANGE,M.J. 

9106260242 

71-9033 


LIN.B.T. 

9106210187* 

CONTRACT 

MACDONALD,C.E. 

9106030168 

71-428 

LANGE.M.J. 

9106260243 

71-9056 


LINDQUIST,T.R. 

9106180005* 

50-255 P 

MACDONALD,C.E. 

9106030171* 

71-428 

LANHAM.K. 

9106100427* 

50-390 

A 

LINDSAY,E.J. 

9106070340 

50-245 S 

MACDONALD,C.E. 

9106030173 

71-429 

LANKSBURY.R.D. 

9106280002’ 

50-440 

Q 

LINEHAN.J.J. 

9106030049 

WASTE MGT 

MACDONALD,C.E. 

9106030174* 

71-429 

LARSON,A.M. 

9106130095 

50-309 

H 

LINEHAN.J.J. 

9106030194 

WASTE MGT 

MACDONALD,C.E. 

9106030177 

71-179 

LASKOWSKI.S.J. 

9106120239 

QA999 


LINEHAN.J.J. 

9106030210 

WASTE MGT 

MACDONALD,C.E. 

9106030180* 

71-179 

LATENDORF.F.A. 

9106260236 

50-29 

H 

LINEHAN.J.J. 

9106030217 

WASTE MGT 

MACDONALD,C.E. 

9106050121 

ORG 

LATORRE.R. 

9106180294 

50-397 

S 

LINEHAN.J.J. 

9106070243 

WASTE MGT 

MACDONALD,C.E. 

9106050231 

71-9218 

LATZ.J.E. 

9106200170 

WASTE MGT 

LINEHAN.J.J. 

9106100229 

WASTE MGT 

MACDONALD,C.E. 

9106050319 

71-594 

LATZ.J.E. 

9106270196* 

WASTE MGT 

LINEHAN.J.J. 

9106130318 

WASTE MGT 

MACDONALD,C.E. 

9106050327 

71-415 

LAU.P. 

9106030093 

50-456 

S 

LINEHAN.J.J. 

9106240161 

WASTE MGT 

MACDONALD,C.E. 

9106050342 

71-138 

LAUTENBERG.F.R. 

9106170211* 

ORG 


LINEHAN.J.J. 

9106260019 

WASTE MGT 

MACDONALD,C.E. 

9106070267 

71-4986 

LAUVER.C. 

9106040063 

50-389 

S 

LINEHAN.J.J. 

9106270037 

WASTE MGT 

MACDONALD,C.E. 

9106070268’ 

71-4986 

LAUX.J.V. 

9106200063* 

50-483 

P 

LINEHAN.J.J. 

9106270120 

WASTE MGT 

MACDONALD,C.E. 

9106070271 

71-102 

LAWYER,L.L 

9106110032* 

50-348 

V 

LINEHAN.J.J. 

9106270126 

WASTE MGT 

MACDONALD,C.E. 

9106070274 

71-9205 

LAYFIELD.R.I. 

9106170148* 

40-959 


LINEHAN.J.J. 

9106270130 

WASTE MGT 

MACDONALD,C.E. 

9106070279* 

71-9205 

LAYFIELD.R.L. 

9106170153* 

40-959 


LINVILLE.J.C. 

9106250022 

50-443 Q 

MACDONALD,C.E. 

9106070281 

71-603 

LAYF1ELD.R.L. 

9106170229* 

40-959 


LINVILLE.J.C. 

9106250079 

50-309 Q 

MACDONALD,C.E. 

9106070284* 

71-603 

LAYFIELD.R.L. 

9106170236* 

40-959 


LIPOTI.J. 

9106120011 

PR 

MACDONALD,C.E. 

9106070285 

71-602 

LAZARUS,W.J. 

9106040147* 

50-213 

Q 

LITTLE, L.W. 

9106030288* 

COMMISSION 

MACDONALD,C.E. 

9106070287* 

71-602 

LAZARUS, W.J. 

9106180127* 

50-277 

Q 

LITTLE,M. 

9106140125 

CONTRACT 

MACDONALD,C.E. 

9106100271 

71-9225 

LAZARUS,W.J. 

9106250096* 

50-443 

Q 

LITTLE,W.S. 

9106110052* 

50-327 Q 

MACDONALD,C.E. 

9106100274* 

71-9225 

LE,N. 

9106060010 

50-324 

P 

LO.R.H. 

9106040172 

50-261 P 

MACDONALD,C.E. 

9106110082 

71-445 

LE,N. 

9106120359 

50-324 

P 

LO.R.H. 

9106060270 

50-261 P 

MACDONALD,C.E. 

9106110088 

71-441 

LE,N. 

9106240282 

50-324 

P 

LO.R.H. 

9106280025 

50-261 P 

MACDONALD.C.E. 

9106110093 

71-440 

LE.N.B. 

9106040241 

50-324 

P 

LOAHUS.P.H. 

9106100050 

27-48 

MACDONALD,C.E. 

9106110099 

71-402 

LE.N.B. 

9106040310 

50-324 

S 

LOHAUS.P.H. 

9106030074 

WASTE MGT 

MACDONALD.C.E. 

9106110102 

71-454 

LE.N.B. 

9106050001 

50-324 

P 

LOHAUS.P.H. 

9106070163 

27-48 

MACDONALD.C.E. 

9106110105 

71-448 

LE.N.B. 

9106100069 

50-325 

P 

LOHAUS.P.H. 

9106070165 

27-48 

MACDONALD.C.E. 

9106110226 

50-313 

LE.N.B. 

9106100105 

50-324 

P 

LOHAUS.P.H. 

9106070172 

27-48 

MACDONALD.C.E. 

9106120202 

71-9011 

LE.N.B. 

9106110281 

50-324 

P 

LOHAUS.P.H. 

9106070345 

27-48 

MACDONALD.C.E. 

9106120206 

71-438 

LE.N.B. 

9106120175 

50-324 

P 

LOHAUS.P.H. 

9106100300 

WASTE MGT 

MACDONALD.C.E. 

9106120208* 

71-438 

LE.N.B. 

9106140143 

50-324 

P 

LOHAUS.P.H. 

9106100321 

27-48 

MACDONALD.C.E. 

9106120212 

71-179 

LE.N.B. 

9106180020 

50-324 

P 

LOHAUS.P.H. 

9106120019 

WASTE MGT 

MACDONALD.C.E. 

9106120217 

71-9196 

LE.N.B. 

9106190263 

50-324 

P 

LOHAUS.P.H. 

9106190216 

27-48 

MACDONALD.C.E. 

9106120223* 

71-9196 

LE.N.B. 

9106210157 

50-324 

P 

LOHAUS.P.H. 

9106190320 

27-48 

MACDONALD.C.E. 

9106120225 

71-5088 

LE.N.B. 

9106210160* 

50-324 

P 

LOHAUS.P.H. 

9106190322 

27-48 

MACDONALD.C.E. 

9106120232 

71-4909 

LE.N.B. 

9106250230 

50-324 

P 

LOHAUS.P.H. 

9106190354 

27-48 

MACDONALD.C.E. 

9106120234* 

71-4909 

LEADBEATER.T. 

9106250027 

PR 


LOHAUS.P.H. 

9106190358 

27-48 

MACDONALD.C.E. 

9106120237 

71-9234 

LEADBEATER.T. 

9106250027 

PR 


LOHAUS.P.H. 

9106190361 

27-48 

MACDONALD.C.E. 

9106120241* 

71-9234 

LEDERMAN.M.G. 

9106180150 

40-8724 


LOHAUS.P.H. 

9106190363 

27-48 

MACDONALD.C.E. 

9106120247 

71-9224 

LEDERMAN.M.G. 

9106180159 

40-8727 


LOHAUS.P.H. 

9106240135 

27-48 

MACDONALD.C.E. 

9106120249 

71-435 

LEDERMAN.M.G. 

9106180270 

40-8724 


LOHAUS.P.H. 

9106240142 

27-48 

MACDONALD.C.E. 

9106120253* 

71-435 

LEFFLER.R. 

9106240162’ 

FOIA 


LOHAUS.P.H. 

9106260094 

WASTE MGT 

MACDONALD.C.E. 

9106120257 

71-425 

LEITCH.G.M. 

9106050352 

50-352 

R 

LOHAUS.P.H. 

9106270378 

27-48 

MACDONALD.C.E. 

9106120258 

71-595 

LEITCH.G.M. 

9106140180 

50-352 

R 

LOHMEIER.A. 

9106130356* 

50-293 Q 

MACDONALD.C.E. 

9106120289 

71-596 

LENAHAN.J. 

9106110174’ 

50-259 

Q 

LONG.R.L. 

9106070028 

50-219 P 

MACDONALD.C.E. 

9106130276 

71-9023 

LEONARD,J.D. 

9106260258 

50-322 

1 

LONG.R.L. 

9106070169 

50-320 P 

MACDONALD.C.E. 

9106130278 

71-9154 

LERNER.I. 

9106130171* 

50-54 

1 

LONG.R.L. 

9106100281 

50-320 V 

MACDONALD.C.E. 

9106130279 

71-6642 

LEROY,P.G. 

9106210065 

PR 


LONG.R.L. 

9106100358 

50-320 R 

MACDONALD.C.E. 

9106130281 

71-9033 

LESTER.K.S. 

9106180169 

71-6294 


LONG.R.L 

9106130275 

50-320 Q 

MACDONALD.C.E. 

9106130283 

71-9149 

LESTER.K.S. 

9106200200 

70-1201 


LONG.R.L. 

9106130311 

50-320 P 

MACDONALD.C.E. 

9106130285 

71-700 

LETCHWORTH.A.B. 

9106130003 

PR 


LONG.R.L. 

9106190196 

50-320 P 

MACDONALD.C.E. 

9106130286 

71-9134 

LETCHWORTH.A.B. 

9106130003 

PR 


LONG.R.L. 

9106190266* 

50-320 P 

MACDONALD.C.E. 

9106130288 

71-9786 

LETSON.C.G. 

9106120096* 

CONTRACT 


LONG.R.L. 

9106190276 

50-219 R 

MACDONALD.C.E. 

9106130289 

71-9069 

LEVINE,J.M. 

9106040418 

50-530 

S 

LONG.R.L. 

9106260108 

50-320 P 

MACDONALD.C.E. 

9106180173 

71-6717 

LEVINE,J.M. 

9106140167 

50-530 

S 

LONG.S. 

9106180290 

50-206 F 

MACDONALD.C.E. 

9106180179 

71-5059 

LEVINE,J.M. 

9106180417 

50-528 

R 

LONG.W. 

9106040363 

50-263 P 

MACDONALD.C.E. 

9106180206 

71-6717 

LEVINE.J.M. 

9106190435 

50-528 

S 

LONGO.G.M. 

9106140057 

50-445 G 

MACDONALD.C.E. 

9106180303 

71-6206 

LEVINE,J.M. 

9106270296 

50-530 

S 

LONGO.G.M. 

9106140061 

50-445 G 

MACDONALD.C.E. 

9106190302 

71-437 

LEWINGER.W. 

9106180368* 

50-250 

P 

LONGO.G.M. 

9106250134 

50-445 G 

MACDONALD.C.E. 

9106190306* 

71-437 

LEWIS,G.S. 

9106240028 

PR 


LOO.W.T. 

9106270372 

STATE PRO G 

MACDONALD.C.E. 

9106190406 

71-719 

LEWIS.G.S. 

9106240028 

PR 


LORENZ,W.R. 

9106210122* 

FOIA 

MACDONALD.C.E. 

9106210255 

71-9044 

LEWIS,G.S. 

9106240044 

PR 


LOSEK-SHORT.C. 

9106140182 

50-254 R 

MACDONALD.C.E. 

9106210257 

71-9233 

LEWIS.G.S. 

9106240044 

PR 


LOUDEN,P.L. 

9106270080* 

50-321 Q 

MACDONALD.C.E. 

9106210264 

71-600 

LEWIS.S.J. 

9106280093 

40-672 


LOUTTIT.G.J. 

9106180307 

40-7455 

MACDONALD.C.E. 

9106210265* 

71-600 

LEWIS,S.J. 

9106280093 

40-672 


LOW.L.D. 

9106210225* 

FOIA 

MACDONALD.C.E. 

9106240117 

71-496 

LEWIS.S.J. 

9106280093 

40-672 


LOWERY.H.R. 

9106110260 

50-269 S 

MACDONALD.C.E. 

9106240238 

71-9208 

LEWIS.S.J. 

9106280093 

40-672 


LOWERY,H.R. 

9106240309 

50-269 S 

MACDONALD.C.E. 

9106240242* 

71-9208 

LEWIS.S.J. 

9106280103* 

40-672 


LOWERY.H.R. 

9106250148 

50-269 S 

MACDONALD.C.E. 

9106260246 

71-721 

LEWIS.S.J. 

9106280103* 

40-672 


LOYSEN.P. 

9106040307 

70-3070 

MACDONALD.C.E. 

9106260247* 

71-721 

LICKUS.R. 

9106110241 

STATE PRO 

G 

LOYSEN.P. 

9106170099 

70-3070 

MACE.M.H. 

9106060176* 

CONTRACT 

LIEBERMAN.J. 

9106040358 

50-324 

Q 

LOYSEN.P. 

9106200057 

70-3070 

MACE.M.H. 

9106140165* 

CONTRACT 

LIEBERMAN.J. 

9106040366 

50-29 

Q 

LUEHMAN.J. 

9106260257 

50-458 Q 

MACE.M.H. 

9106170068* 

CONTRACT 

LIEBERMAN.J. 

9106050032 

50-286 

Q 

LUKE.B.A. 

9106260063* 

WASTE MGT 

MACE.M.H. 

9106210205* 

CONTRACT 

LIEBERMAN.J. 

9106120325* 

40-8027 


LYNCH, M.D. 

9106210204 

50-483 P 

MACE.M.R. 

9106210164* 

CONTRACT 

LIEBERMAN.J. 

9106120335 

50-237 

Q 

LYNCH.M.D. 

9106210271 

50-483 P 

MACGUINEAS.D.B. 

9106250114* 

50-346 G 

LIEBERMAN.J. 

9106120348 

50-254 

Q 

LYON, D. A. 

9106060150* 

CONTRACT 

MACGUINEAS.D.B. 

9106250114* 

50-346 G 

LIEBERMAN.J. 

9106190038 

50-324 

Q 

LYONS.P.J. 

9106030235 

40-299 

MACKIM.P.A. 

9106210303* 

FOIA 

LIEBERMAN.J. 

9106190081 

l&E 


LYSTER.M.D. 

9106030067 

50-440 S 

MADDEN,F.W. 

9106270103* 

50-445 P 

LIEBERMAN.J. 

9106200018 

50-321 

P 

LYSTER.M.D. 

9106040441 

50-440 S 

MADSEN,G.J. 

9106050277 

50-352 S 

LIEBERMAN.J. 

9106200179 

50-327 

Q 

LYSTER.M.D. 

9106100454 

50-440 R 

MADSEN.G.J. 

9106140068 

50-352 S 

LIEBERMAN.J. 

9106260257 

50-458 

Q 

LYSTER.M.D. 

9106180304 

50-440 S 

MADSEN, G.J. 

9106140078 

50-353 S 

LIEBERMAN.J.I. 

9106050127* 

50-245 

P 

LYSTER.M.D. 

9106200268 

50-440 R 

MADSEN.G.J. 

9106190264 

50-353 S 


Q_ CO COCOCD 
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MADSEN.GJ. 

9106260278 

50-353 

S 

MATTHEWS,D.B. 

9106050088 

50-366 P 

MCCOY,C.K. 

9106100516 

50-425 

s 

MADSEN,G.J. 

9106260318 

50-353 

S 

MATTHEWS,D.B. 

9106050105 

50-270 P 

MCCOY,C.K. 

9106110041 

50-424 

Q 

MAEKITA.M. 

9106060293 

XPORTLIC 


MATTHEWS,D.B. 

9106070203* 

50-413 P 

MCCOY,C.K. 

9106110045 

50-424 

P 

MAEKITA.M. 

9106070149* 

XPORTLIC 


MATTHEWS,D.B. 

9106100048* 

50-413 P 

MCCOY,C.K. 

9106110094 

50-424 

s 

MAEKITA.M. 

9106130103 

XPORTLIC 


MATTHEWS.D.B. 

9106110336* 

50-369 P 

MCCOY,C.K. 

9106120276 

50-424 

P 

MAEKITA.M. 

9106130106* 

XPORTLIC 


MATTHEWS,D.B. 

9106200267* 

50-424 P 

MCCOY,C.K. 

9106130201 

50-424 

R 

MAEKITA.M. 

9106130121 

XPORTLIC 


MATTHEWS.D.B. 

9106210192* 

50-369 P 

MCCOY,C.K. 

9106240097 

50-425 

s 

MAEKITA.M. 

9106130124* 

XPORTLIC 


MATTHEWS.D.B. 

9106210294 

50-424 P 

MCCOY,C.K. 

9106240102 

50-424 

s 

MAEKITA.M. 

9106190419* 

XPORTLIC 


MATTHEWS.D.B. 

9106280098* 

50-413 P 

MCCOY,C.K. 

9106240120 

50-424 

p 

MAEKITA.M. 

9106190425* 

XPORTLIC 


MATTHEWS,M.L. 

9106030187 

WASTE MGT 

MCCOY,C.K. 

9106240124 

50-424 

F 

MAIER.R.M. 

9106050393* 

50-445 

P 

MATTHEWS.M.L. 

9106030300 

WASTE MGT 

MCCOY,C.K. 

9106270090 

50-424 

F 

MAIN.A.P. 

9106110119* 

50-338 

P 

MATTHEWS.M.L. 

9106110179 

WASTE MGT 

MCCOY,C.K. 

9106270102 

50-424 

F 

MALABO,J.C. 

9106120391* 

FOIA 


MATTHEWS.M.L. 

9106260300 

WASTE MGT 

MCCOY,C.K. 

9106270248 

50-424 

s 

MALARO.J.C. 

9106130111* 

FOIA 


MATTIA.M.J. 

9106060120* 

CONTRACT 

MCCRATH.T.J. 

9106130349 

50-327 

Q 

MALARO.J.C. 

9106130115* 

FOIA 


MATTIA.M.J. 

9106120023* 

CONTRACT 

MCCREE.V.M. 

9106050305 

PROJ 


MALARO.J.C. 

9106130123* 

FOIA 


MATTIA.M.J. 

9106120029* 

CONTRACT 

MCCREE.V.M. 

9106210318 

PROJ 


MALARO.J.C. 

9106130138* 

FOIA 


MATTIA.M.J. 

9106120038* 

CONTRACT 

MCCUBBIN.S. 

9106060005 

CONTRACT 


MALARO.J.C. 

9106130142* 

FOIA 


MATTIA.M.J. 

9106120039* 

CONTRACT 

MCCUBBIN.S. 

9106060035 

CONTRACT 


MALARO.J.C. 

9106130172* 

FOIA 


MATTIA.M.J. 

9106120046* 

CONTRACT 

MCCUBBIN.S. 

9106060179 

CONTRACT 


MALARO.J.C. 

9106140031* 

FOIA 


MATTIA.M.J. 

9106120051* 

CONTRACT 

MCCUBBIN.S. 

9106060301 

CONTRACT 


MALARO.J.C. 

9106240230* 

FOIA 


MATTIA.M.J. 

9106120060* 

CONTRACT 

MCCUBBIN.S. 

9106070048 

CONTRACT 


MALARO.J.C. 

9106240234* 

FOIA 


MATTIA.M.J. 

9106120064* 

CONTRACT 

MCCUBBIN.S. 

9106070133 

CONTRACT 


MALARO.J.C. 

9106240236* 

FOIA 


MATTIA.M.J. 

9106120077* 

CONTRACT 

MCCUBBIN.S. 

9106100121 

50-206 

p 

MALARO.J.C. 

9106240243* 

FOIA 


MATTIA.M.J. 

9106120079* 

CONTRACT 

MCCUBBIN.S. 

9106170041 

50-206 

P 

MALSCH.M.G. 

9106120378* 

FOIA 


MATTIA.M.J. 

9106120103* 

CONTRACT 

MCCUBBIN.S. 

9106170054 

CONTRACT 


MANGUSI.J. 

9106200156 

70-3051 


MATTIA.M.J. 

9106120109* 

CONTRACT 

MCCUBBIN.S. 

9106190193 

CONTRACT 


MANGUSI.J. 

9106200211* 

70-3051 


MATTIA.M.J. 

9106140042* 

CONTRACT 

MCCUBBIN.S. 

9106190248 

CONTRACT 


MANN.D. 

9106040259* 

50-334 

Q 

MATTIA.M.J. 

9106190298* 

CONTRACT 

MCCUBBIN.S. 

9106210174 

CONTRACT 


MANN.D. 

9106180108* 

50-293 

Q 

MATTIA.M.J. 

9106190339* 

CONTRACT 

MCCUBBIN.S. 

9106210301 

CONTRACT 


MANN.D. 

9106180210* 

50-387 

Q 

MATTIA.M.J. 

9106190343* 

CONTRACT 

MCDANIEL.K. 

9106200054 

70-135 


MANN.M.M. 

9106170063* 

40-959 


MATTIA.M.J. 

9106200114* 

CONTRACT 

MCDONALD,D.G. 

9106060079 

50-317 

P 

MANN.M.M. 

9106170271* 

40-959 


MATTIA.M.J. 

9106200235* 

CONTRACT 

MCDONALD,D.G. 

9106120346 

50-317 

P 

MARGULIES.M.B. 

9106140039 

50-322 

G 

MATTIA.M.J. 

9106200249* 

CONTRACT 

MCDONALD,D.G. 

9106120351 

50-317 

P 

MARGULIES.M.B. 

9106280068 

50-322 

G 

MATTIA.M.J. 

9106210187* 

CONTRACT 

MCDONALD,D.G. 

9106130197 

50-317 

F 

MARION,A. 

9106270215 

50-321 

P 

MATTIA.M.J. 

9106210189* 

CONTRACT 

MCDONALD,D.G. 

9106140003 

50-317 

P 

MARIONNEAUX.M. 

9106130307 

71-9233 


MATTIA.M.J. 

9106210326* 

CONTRACT 

MCDONALD,R.P. 

9106180300 

50-321 

P 

MARKEY.E.J. 

9106130146* 

FOIA 


MATTIA.M.J. 

9106260237* 

CONTRACT 

MCDOW.J. 

9106250057 

40-672 


MARKLEY.A. 

9106180210* 

50-387 

Q 

MATTIA.M.J. 

9106260358* 

CONTRACT 

MCEACHERN.P. 

9106250054 

50-443 

G 

MARKT.D.I. 

9106210252 

50-29 

F 

MATTOX,A. 

9106040045 

PR 

MCEACHERN.P. 

9106250054 

50-443 

G 

MARSH,L.B. 

9106040417* 

50-155 

P 

MATULA.T.O. 

9106240129* 

71-496 

MCELHINNEY.T.F. 

9106070120 

50-293 

S 

MARSH,L.B. 

9106070062 

50-341 

P 

MATUSEWIC.S.M. 

9106260245 

50-156 P 

MCFALL.K.T. 

9106110374* 

WASTE MGT 

MARSH,L.B. 

9106100085* 

50-255 

P 

MATZ.C.M. 

9106120384 

FOIA 

MCFALL.K.T. 

9106110402* 

WASTE MGT 

MARSH,T.F. 

9106120040 

PR 


MAUDLIN,R.L. 

9106170210* 

WASTE MGT 

MCGARRY.J.M. 

9106250077 

70-3070 


MARSHALL,S.W. 

9106190424 

27-48 


MAXWELL,D.C. 

9106130019 

50-10 R 

MCGAUGHY.R.W. 

9106040271 

50-331 

P 

MARSHALL,W. 

9106130056 

50-302 

F 

MAXWELL,G.F. 

9106060132* 

50-348 Q 

MCGRANERY.J.P. 

9106140048 

50-312 

G 

MARTIN,J.B. 

9106040325 

50-397 

V 

MAY.M. 

9106130002 

PR 

MCGRANERY.J.P. 

9106140048 

50-312 

G 

MARTIN,J.B. 

9106240035 

50-397 

V 

MAY.M. 

9106130002 

PR 

MCGRANERY.J.P. 

9106140053* 

50-312 

G 

MARTIN,J.B. 

9106240092 

50-528 

V 

MAZALOV.A. 

9106060069 

REVIEW GR P 

MCGRANERY.J.P. 

9106140053* 

50-312 

G 

MARTIN.J.S. 

9106200052* 

WASTE MGT 

MAZALOV.A. 

9106130354 

REVIEW GR P 

MCGRANERY.J.P. 

9106170260 

50-322 

P 

MARTIN,R. 

9106030160 

50-413 

p 

MCALPINE.E.J. 

9106060262* 

70-143 

MCGRANERY.J.P. 

9106170277* 

50-322 

P 

MARTIN.R. 

9106050101 

50-267 

p 

MCALPINE.E.J. 

9106110097* 

70-143 

MCGRANERY.J.P. 

9106250058 

50-322 

G 

MARTIN,R.D. 

9106180278 

50-458 

Q 

MCALPINE.E.J. 

9106270031* 

50-160 Q 

MCGRANERY.J.P. 

9106250058 

50-322 

G 

MARTIN,R.D. 

9106260009 

50-382 

Q 

MCARDLE.J.G. 

9106180066 

PR 

MCGRANERY.J.P. 

9106250058 

50-322 

G 

MARTIN,R.D. 

9106260050 

50-458 

Q 

MCARDLE.J.G. 

9106180066 

PR 

MCGRANERY.J.P. 

9106250062 

50-312 

G 

MARTIN,R.D. 

9106260053* 

50-458 

Q 

MCBREARTY.R.A. 

9106110002* 

50-245 Q 

MCGRANERY.J.P. 

9106250062 

50-312 

G 

MARTIN,R.E. 

9106040029 

50-413 

Q 

MCCABE,B.C. 

9106060011 

50-333 P 

MCGRANERY.J.P. 

9106280087 

50-312 

G 

MARTIN,R.E. 

9106040345* 

50-424 

P 

MCCABE,B.C. 

9106190208 

50-333 P 

MCGRANERY.J.P. 

9106280087 

50-312 

G 

MARTIN,R.E. 

9106040404 

50-413 

P 

MCCABE,B.C. 

9106260387 

50-333 P 

MCGRATH,T.J. 

9106130280 

50-327 

Q 

MARTIN,R.E. 

9106070198 

50-413 

P 

MCCABE, E.C. 

9106030231* 

50-443 Q 

MCGROGAN.J.F. 

9106120380* 

FOIA 


MARTIN,R.E. 

9106100046 

50-413 

P 

MCCABE,E.C. 

9106050233 

50-309 Q 

MCGUFFIN.J.C. 

9106190200* 

CONTRACT 


MARTIN,R.E. 

9106100062 

50-369 

P 

MCCABE,E.C. 

9106130361* 

50-309 Q 

MCGUIRE,D.R. 

9106110050* 

50-390 

Q 

MARTIN,R.E. 

9106110373 

50-413 

Q 

MCCABE.E.C. 

9106180082* 

50-244 Q 

MCGUIRE, D.R. 

9106110176* 

50-400 

Q 

MARTIN,R.E. 

9106190427 

50-369 

P 

MCCABE,E.C. 

9106250024* 

50-443 Q 

MCGUIRE,D.R. 

9106140082* 

70-143 


MARTIN,R.E. 

9106280096 

50-413 

P 

MCCABE.E.C. 

9106250085* 

50-309 Q 

MCGUIRE,D.R. 

9106270396* 

50-259 

Q 

MARTIN,R.P. 

9106040385 

NUREG 


MCCALL,R.A. 

9106280072 

40-672 

MCINTYRE,R, 

9106070326* 

QA999 


MARTI N.T.T. 

8305240514* 

FOIA 


MCCALL,R.A. 

9106280072 

40-672 

MCINTYRE,R.P. 

9106260054* 

50-334 

Q 

MARTIN,T.T. 

8306030306* 

FOIA 


MCCALL,R.A. 

9106280081* 

40-672 

MCKENZIE,P.C. 

9106140033* 

CONTRACT 


MARTIN,T.T. 

8412260037* 

FOIA 


MCCALL,R.A. 

9106280081* 

40-672 

MCKIM.P.A. 

9106200154* 

FOIA 


MARTIN,T.T. 

9106050036 

50-29 

Q 

MCCANN,R.J. 

9106190076 

50-483 R 

MCKNIGHT, K.C 

9106250025 

PR 


MARTIN,T.T. 

9106050038* 

50-29 

Q 

MCCLINTOCK.R. 

9106140034* 

FOIA 

MCKNIGHT,K.C 

9106250025 

PR 


MARTIN,T.T. 

9106050265 

50-29 

Q 

MCCLINTOCK.R. 

9106240159* 

FOIA 

MCLAUGHLIN,R.L 

9106110381 

50-302 

R 

MARTIN,T.T. 

9106060276 

50-245 

Q 

MCCLINTOCK.R.O. 

7910290382* 

FOIA 

MCLEAN,M.L. 

9106040229* 

50-498 

Q 

MARTIN,T.T. 

9106140231 

50-317 

Q 

MCCLINTOCK.R.O. 

9106240066* 

FOIA 

MCLEAN,M.L 

9106050027* 

50-445 

Q 

MARTIN,T.T. 

9106200182 

50-352 

Q 

MCCLINTOCK.R.O. 

9106240085* 

FOIA 

MCMAHON,D.R. 

9106050173* 

XPORTLIC 


MARTIN,T.T. 

9106200216 

50-220 

Q 

MCCLINTOCK.R.O. 

9106250167* 

FOIA 

MCMILLEN.M.A. 

9106270132 

50-333 

F 

MARTIN,W.G. 

9106170154* 

50-146 

Q 

MCCOLLOM.K.A. 

9106140075 

50-443 G 

MCNABB.M. 

9106180157 

PR 


MARTIN,W.G. 

9106170161* 

50-146 

Q 

MCCOMBS,M.C. 

9106180243 

PR 

MCNABB.M. 

9106180157 

PR 


MASCIANTONIO.A. 

9106050106 

50-282 

Q 

MCCOMBS,M.C. 

9106180243 

PR 

MCNAMARA,N.T. 

9106140201* 

50-245 

Q 

MASCIANTONIO.A. 

9106070086 

50-282 

P 

MCCONNELL,J.W. 

9106130012 

50-423 R 

MCNATT.T. 

9106120105 

50-423 

S 

MASCIANTONIO.A. 

9106110258 

50-282 

P 

MCCONNELL,T.L. 

9106120018 

50-369 S 

MCPEEK.E. 

9106070148 

REVIEW GR P 

MASHAW.H.L. 

9106260304 

FOIA 


MCCONNELL,T.L. 

9106180365 

50-369 S 

MEACHAM.J.M. 

9106100118 

50-298 

s 

MASNYK.O.M. 

9106140082* 

70-143 


MCCONNELL,T.L. 

9106180383 

50-370 S 

MEACHAM.J.M. 

9106100296 

50-298 

R 

MASON.J.R. 

9106120245* 

FOIA 


MCCONNELL,T.L. 

9106240300 

50-369 S 

MEACHAM.J.M. 

9106130222 

50-298 

s 

MASON,W.E. 

9106030228* 

CONTRACT 


MCCORKLE.D.H. 

9106070043* 

PR 

MEADE,M.D. 

9106040416 

50-327 

s 

MASSEY,J.V. 

9106110187 

72-1007 


MCCORMICK,M.J. 

9106060088 

50-410 S 

MEADOWS,T.R. 

9106110211* 

50-397 

V 

MATHIS,J.L. 

9106060099* 

50-416 

Q 

MCCORMICK,M.J. 

9106180404 

50-410 R 

MEARNS.J.D. 

9106140173 

50-344 

s 

MATSON,E.R. 

9106210045* 

FOIA 


MCCOY,C.K. 

9106070304 

50-424 P 

MEARSE.S.D. 

9106060260 

CONTRACT 

MATTHEIS.M. 

9106180258 

PR 


MCCOY,C.K. 

9106100013 

50-424 F 

MECHLING.M. 

9106130026 

PR 
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NUMBER 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

MECHLING.M. 

9106130026 

PR 


MILLER.W.O. 

9106120300* 

FOIA 


MROCZKA.E.J. 

9106060147 

50-245 

P 

MECK.K. 

9106140180 

50-352 

R 

MILLER.W.O. 

9106120311* 

FOIA 


MROCZKA.E.J. 

9106060147 

50-245 

P 

MECREDY.R.C. 

9106060034 

50-244 

F 

MILLER.W.O. 

9106120331* 

FOIA 


MROCZKA.E.J. 

9106100275 

50-423 

P 

MECREDY.R.C. 

9106180281 

50-244 

Q 

MILLER.W.O. 

9106120334* 

FOIA 


MROCZKA.E.J. 

9106100275 

50-423 

P 

MECREDY.R.C. 

9106180283 

50-244 

P 

MILLER.W.O. 

9106120338* 

FOIA 


MROCZKA.E.J. 

9106110023 

50-213 

H 

MECREDY.R.C. 

9106250104 

50-244 

R 

MILLER.W.O. 

9106120341* 

FOIA 


MROCZKA.E.J. 

9106110023 

50-213 

H 

MEDFORD,M.O. 

9106100470 

50-390 

Q 

MILLER.W.O. 

9106120345* 

FOIA 


MROCZKA.E.J. 

9106110023 

50-213 

H 

MEDFORD,M.O. 

9106100480 

50-327 

Q 

MILLER.W.O. 

9106120364* 

FOIA 


MROCZKA.E.J. 

9106120193 

50-423 

P 

MEDFORD,M.O. 

9106250141 

50-259 

Q 

MILLER.W.O. 

9106120367* 

FOIA 


MROCZKA.E.J. 

9106120193 

50-423 

P 

MEDFORD.M.O. 

9106260164 

50-259 

Q 

MILLER.W.O. 

9106120372* 

FOIA 


MROCZKA.E.J. 

9106130258 

50-213 

P 

MEDOFF.J. 

9106130356* 

50-293 

Q 

MILLER.W.O. 

9106170188* 

40-959 


MROCZKA.E.J. 

9106130258 

50-213 

P 

MEEHAN,B. 

9106030063 

CONTRACT 


MILLER.W.O. 

9106170193* 

40-959 


MROCZKA.E.J. 

9106140195 

50-213 

P 

MEEHAN,B. 

9106030158 

CONTRACT 


MILLER-CORBETT 

9106040116* 

40-8857 


MROCZKA.E.J. 

9106140195 

50-213 

P 

MEEHAN,B. 

9106030197 

CONTRACT 


MILLS,L.E. 

9106120301 

PR 


MROCZKA.E.J. 

9106140195 

50-213 

P 

MEEHAN,B. 

9106050200 

CONTRACT 


MILTENBERGER.S. 

9106180399 

50-354 

P 

MROCZKA.E.J. 

9106170042 

50-336 

P 

MEEHAN,B. 

9106050338 

CONTRACT 


MILTENBERGER.S. 

9106260285 

50-272 

P 

MROCZKA.E.J. 

9106170042 

50-336 

P 

MEEHAN.B. 

9106050360 

CONTRACT 


MILTON,G.J. 

9106120242* 

QA999 


MROCZKA.E.J. 

9106170074 

50-213 

P 

MEEHAN,B. 

9106120115 

CONTRACT 


MINDEN.L. 

9106040028 

PR 


MROCZKA.E.J. 

9106170074 

50-213 

P 

MEEHAN.B. 

9106200229* 

CONTRACT 


MINECK.D.L. 

9106190260 

50-331 

P 

MROCZKA.E.J. 

9106180143 

50-423 

P 

MEEHAN.B. 

9106210170’ 

CONTRACT 


MIRAGLIA.F.J. 

9106040318* 

50-445 

P 

MROCZKA.E.J. 

9106180143 

50-423 

P 

MEEHAN.B. 

9106260354 

CONTRACT 


MIRE.L.J. 

9106180230 

XPORTLIC 


MROCZKA.E.J. 

9106180332 

50-213 

P 

MEEHAN.B. 

9106260362* 

CONTRACT 


MIRE.L.J. 

9106180241 

XPORTLIC 


MROCZKA.E.J. 

9106180332 

50-213 

P 

MEEHAN,B.D. 

9106060159* 

CONTRACT 


MIRE.L.J. 

9106180268 

XPORTLIC 


MROCZKA.E.J. 

9106190285 

50-336 

Q 

MEEHAN,B.D. 

9106260407* 

50-390 

Q 

MIRE.L.J. 

9106180334 

XPORTLIC 


MROCZKA.E.J. 

9106190285 

50-336 

Q 

MEEHAN.J.D. 

9106120197 

50-295 

S 

MIRE.L.J. 

9106180392 

XPORTLIC 


MROCZKA.E.J. 

9106200173 

50-213 

Q 

MEIBURG.A.S. 

9106060264 

40-8905 


MITCHELL,G.J. 

9106060138* 

50-309 

P 

MROCZKA.E.J. 

9106200173 

50-213 

Q 

MEINKE.W.W. 

9106180015 

NUREG 


MLADEN.C. 

9106180460 

50-338 

R 

MROCZKA.E.J. 

9106200176 

50-245 

Q 

MELLEN.L. 

9106270376* 

50-321 

Q 

MLYNAREK.M.G. 

9106100289 

50-255 

R 

MROCZKA.E.J. 

9106200176 

50-245 

Q 

MENDIOLA.A.J. 

9106040175* 

50-261 

P 

MOCKLI.B. 

9106210063 

PR 


MROCZKA.E.J. 

9106210003 

50-213 

P 

MENDIOLA.A.J. 

9106060117 

50-348 

P 

MOCKLI.B. 

9106210063 

PR 


MROCZKA.E.J. 

9106210003 

50-213 

P 

MENDIOLA.A.J. 

9106060274* 

50-261 

P 

MOCKLI.R. 

9106130010 

PR 


MROCZKA.E.J. 

9106210126 

50-423 

Q 

MENDIOLA.A.J. 

9106070277* 

50-348 

P 

MOCKLI.R. 

9106130010 

PR 


MROCZKA.E.J. 

9106210126 

50-423 

Q 

MENDIOLA.A.J. 

9106110272* 

50-395 

P 

MOEHLMAN.C.K. 

9106270103* 

50-445 

P 

MROCZKA.E.J. 

9106210150 

50-336 

P 

MENDIOLA.A.J. 

9106190272* 

50-324 

P 

MOELLER,D.W. 

9106030062 

ADVCM 


MROCZKA.E.J. 

9106210150 

50-336 

P 

MENDONCA.M.M. 

9106210109 

50-460 

A 

MOELLER,D.W. 

9106030144 

ADVCM 


MROCZKA.E.J. 

9106210291 

50-423 

Q 

MENDONCA.M.M. 

9106240027 

50-160 

P 

MOELLER.D.W. 

9106030150 

ADVCM 


MROCZKA.E.J. 

9106210291 

50-423 

Q 

MENDONCA.M.M. 

9106260082 

50-274 

P 

MOELLER,D.W. 

9106030155 

ADVCM 


MROCZKA.E.J. 

9106240158 

50-336 

Q 

MERSCHOFF.E.W. 

9106270089 

50-413 

Q 

MOELLER.D.W. 

9106100073 

ADVCM 


MROCZKA.E.J. 

9106240158 

50-336 

Q 

MERWIN.S.E. 

9106100166* 

50-320 

P 

MOELLER.D.W. 

9106100081 

ADVCM 


MROCZKA.E.J. 

9106250210 

50-245 

P 

METER, J.J. 

9106100414 

50-388 

S 

MOELLER.D.W. 

9106100114 

ADVCM 


MROCZKA.E.J. 

9106250210 

50-245 

P 

MEYER, J.F. 

9106040392 

NUREG 


MOELLER.D.W. 

9106110188* 

ADVCM 


MROCZKA.E.J. 

9106250215 

50-213 

P 

MEYER,0. 

9106040264* 

ORG 


MOLZER.D.S. 

9106260205 

50-285 

S 

MROCZKA.E.J. 

9106250215 

50-213 

P 

MEYER,0. 

9106040264* 

ORG 


MONTGOMERY,G.V. 

9106170170* 

PR 


MROCZKA.E.J. 

9106250215 

50-213 

P 

MEYER,O. 

9106060018* 

50-287 

P 

MONTGOMERY,J. 

9106180100 

PR 


MROCZKA.E.J. 

9106260096 

50-245 

F 

MEYER,0. 

9106060018* 

50-287 

P 

MONTGOMERY,J. 

9106180100 

PR 


MROCZKA.E.J. 

9106260096 

50-245 

F 

MICHAELS,T.S. 

9106040448 

50-225 

P 

MONTGOMERY,J.M. 

9106280097 

40-8027 


MROCZKA.E.J. 

9106270197 

50-423 

Q 

MICHAELS,T.S. 

9106060023 

50-150 

V 

MOORE,D.R. 

9106240133 

50-395 

F 

MROCZKA.E.J. 

9106270197 

50-423 

Q 

MICHAELS,T.S. 

9106060336 

50-225 

P 

MOORE,W.H. 

9106270211 

71-9135 


MROCZKA.E.J. 

9106280029 

50-213 

P 

MICHAELS,T.S. 

9106180360 

50-225 

P 

MOORMAN.J.H. 

9106110026* 

50-335 

V 

MROCZKA.E.J. 

9106280029 

50-213 

P 

MICHAELS,T.S. 

9106180363* 

50-225 

P 

MORALES,E.M. 

9106040071 

40-8907 


MROCZKA.E.J. 

9106280041 

50-213 

P 

MICHAELS,T.S. 

9106180415 

50-73 

F 

MOREY,D.N. 

9106040343 

50-348 

s 

MROCZKA.E.J. 

9106280041 

50-213 

P 

MICHAUD,P.W. 

9106040084* 

40-8698 


MOREY,D.N. 

9106180444 

50-348 

R 

MROCZKA.E.J. 

9106280105 

50-336 

K 

MICHAUD,P.W. 

9106040119* 

40-8681 


MOREY,D.N. 

9106180448 

50-364 

R 

MROCZKA.E.J. 

9106280105 

50-336 

K 

MICHAUD,P.W. 

9106190153* 

40-8027 


MOREY,D.N. 

9106190359 

50-348 

S 

MUELLER,A.J. 

9106250207 

71-6717 


MICHAUD,R.W. 

9106270354 

40-8907 


MOREY,D.N. 

9106260361 

50-348 

S 

MUELLER,R.S. 

9106200048* 

50-461 

P 

MILER.W.O. 

9106120328* 

FOIA 


MORGAN, H.E. 

9106200191 

50-206 

P 

MUENCH.G.W. 

9106130099 

REGGD 


MILES,M.J. 

9106170200* 

40-959 


MORRILL,P.J. 

9106180117* 

50-275 

Q 

MULDER,R.U. 

9106270189 

50-62 

P 

MILES,M.J. 

9106170202* 

40-959 


MORRIS,P.A. 

9106240179* 

50-174 

P 

MULLAUER.J.R. 

9106210045* 

FOIA 


MILES,M.J. 

9106170205* 

40-959 


MORRIS,P.A. 

9106240237* 

50-310 

P 

MUNRO.W. 

9106180457 

50-293 

R 

MILES,M.J. 

9106170213* 

40-959 


MORTON,B.B. 

9106260275 

50-458 

F 

MURDOCK,E.S. 

9106030170 

40-6622 


MILES,M.J. 

9106170216* 

40-959 


MORZENTI.S.P. 

9106030216 

40-8857 


MURDOCK,E.S. 

9106030233 

40-8981 


MILHOAN.J.L. 

9106110096 

50-250 

Q 

MOSER,S.W. 

9106210138 

50-369 

R 

MURLEY.T.E. 

8908100152* 

50-269 

P 

MILLAR.P.A. 

9106280050 

71-6717 


MOSER, S.W. 

9106210173 

50-269 

R 

MURLEY.T.E. 

9106040285 

ORG 


MILLER.A.W. 

9106190206* 

50-320 

P 

MOSER.S.W. 

9106210188* 

50-413 

R 

MURLEY.T.E. 

9106040315 

50-445 

P 

MILLER,C.L. 

9106050384 

50-601 

A 

MOSER,S.W. 

9106210193* 

50-413 

R 

MURLEY.T.E. 

9106050153 

ORG 


MILLER.D.B. 

9106030045 

50-277 

R 

MOSLAK.J.A. 

7903140181* 

FOIA 


MURLEY.T.E. 

9106070058 

ORG 


MILLER,D.B. 

9106180419 

50-277 

R 

MOSLAK.T.A. 

8002120387* 

FOIA 


MURLEY.T.E. 

9106110201 

ORG 


MILLER.D.B. 

9106260260 

50-277 

Q 

MOSLAK.T.A. 

8005070194* 

FOIA 


MURLEY.T.E. 

9106140160* 

FOIA 


MILLER.D.B. 

9106260375 

50-277 

P 

MOSLAK.T.A. 

9106140029* 

FOIA 


MURLEY.T.E. 

9106240329 

ORG 


MILLER,H.J. 

9106040167 

50-255 

Q 

MOSLAK.T.A. 

9106140074* 

FOIA 


MURPHY,J.P. 

9106250108* 

50-346 

G 

MILLER,H.J. 

9106190177 

50-331 

Q 

MOSLAK.T.A. 

9106170005* 

FOIA 


MURPHY,J.P. 

9106250108* 

50-346 

G 

MILLER.H.J. 

9106270276 

50-269 

P 

MOSLAKJ.A. 

9106170020* 

FOIA 


MURPHY,J.P. 

9106250108* 

50-346 

G 

MILLER.H.J. 

9106280166 

50-254 

Q 

MOSLAK.T.A. 

9106170024* 

FOIA 


MURPHY,J.P. 

9106280056 

50-346 

M 

MILLER.H.J. 

9106280174* 

50-254 

Q 

MOSLAK.T.A. 

9106210275* 

FOIA 


MURPHY,J.P. 

9106280056 

50-346 

M 

MILLER.H.J. 

9106280180* 

50-254 

Q 

MOSLAK.T.A. 

9106240083* 

FOIA 


MURPHY,J.P. 

9106280056 

50-346 

M 

MILLER.J. 

8102050620* 

FOIA 


MOSLAK.T.A. 

9106240138* 

FOIA 


MURPHY,J.P. 

9106280091 

50-346 

M 

MILLER.J. 

9105280095* 

FOIA 


MOSLAK.T.A. 

9106240141* 

FOIA 


MURPHY,J.P. 

9106280091 

50-346 

M 

MILLER.J. 

9105290073* 

FOIA 


MOSLAK.T.A. 

9106240149* 

FOIA 


MURPHY,J.P. 

9106280091 

50-346 

M 

MILLER.J. 

9106140154* 

FOIA 


MOSLAK.T.A. 

9106240151* 

FOIA 


MURPHY,L. 

9106250009 

PR 


MILLER.J.R. 

9106200299* 

FOIA 


MOSLAK.T.A. 

9106240154* 

FOIA 


MURPHY,L. 

9106250009 

PR 


MILLER, LF. 

9106040326* 

50-397 

V 

MOSLAK.T.A. 

9106240163* 

FOIA 


MURPHY,W.P. 

9106040420 

50-271 

V 

MILLER,L.F. 

9106110211* 

50-397 

V 

MOSS.J.W. 

9106050308* 

CONTRACT 


MURPHY, W.P. 

9106140191 

50-271 

R 

MILLER,P.M. 

9106120081 

PR 


MOSS.J.W. 

9106060164* 

CONTRACT 


MURRAY, B. 

9106190036* 

50-498 

Q 

MfLLER.P.M. 

9106120081 

PR 


MOY.D.T. 

9106250178* 

50-443 

Q 

MURRAY,B. 

9106260081* 

50-445 

Q 

MILLER,R.A. 

9106070080* 

50-334 

1 

MROCZKA.E.J. 

9106030107 

50-245 

P 

MUSCARA.J. 

9103210435* 

TOPREP 


MILLER.V.L. 

9106190407* 

FOIA 


MROCZKA.E.J. 

9106030107 

50-245 

P 

MUTH.D.W. 

9106050270 

50-317 

S 

MILLER.W.O. 

9106120248* 

FOIA 


MROCZKA.E.J. 

9106050109 

50-423 

P 

MYERS,B.L. 

9106050259* 

50-341 

P 

MILLER.W.O. 

9106120251* 

FOIA 


MROCZKA.E.J. 

9106050109 

50-423 

P 

MYERS,D.L. 

9106210067 

PR 
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MYERS,D.L. 

9106210067 

PR 


NOONAN,T.P. 

MYERS,J.R. 

9106100118 

50-298 

S 

NOONAN,T.P. 

MYERS,T.J. 

9106110204 

50-346 

F 

NOONAN,T.P. 

NAIR.P.K. 

9106060163 

WASTE MGT 

NOONAN,T.P. 

NAIR.P.K. 

9106250161 

NUREG 


NOONAN,T.P. 

NANDY.F.R. 

9106050371 

50-206 

P 

NORBERG.J.A. 

NANDY.F.R. 

9106070251 

50-206 

R 

NORBERG.J.A. 

NANDY.F.R. 

9106100331 

50-206 

P 

NORELIUS.C.E. 

NANDY.F.R. 

9106100442 

50-206 

P 

NORELIUS.C.E. 

NANDY.F.R. 

9106120165 

50-206 

P 

NORIEGA,S. 

NANDY.F.R. 

9106190290 

50-361 

R 

NORIEGA,S. 

NANDY.F.R. 

9106200245 

50-206 

R 

NORKIN.D.P. 

NANDY.F.R. 

9106260348 

50-206 

Q 

NORRHOLM.L.J. 

NANDY.F.R. 

9106260396 

50-206 

P 

NORRHOLM.L.J. 

NARDI.A.J. 

9106260384 

71-5450 


NORRHOLM.L.J. 

NARDONE.P. 

9106180412 

50-443 

R 

NORRIS,J.A. 

NASH.D.A. 

9106240218 

50-267 

J 

NORRIS,J.A. 

NASH.D.A. 

9106280132 

40-8027 


NORRIS,J.A. 

NEASE.R.L. 

9106040094 

PROJ 


NORTHERN,S.S. 

NEGRON,M.A. 

9106210165 

50-280 

R 

NORTON,L.J. 

NEILL,R.H. 

9106200106 

WASTE MGT 

NORTON,L.J. 

NELLIS,D.O. 

9106270193 

PR 


NORTON,L.J. 

NELSON.E.B. 

9106030325* 

COMMISSIO N 

NOVAK,T.M. 

NELSON,E.E. 

9106120180 

NUREG 


NOWLEN.S.P. 

NELSON,G.B. 

9106110359* 

70-1151 


NUSSBAUMER.D.A. 

NELSON, J.H. 

9106170220* 

WASTE MGT 

O’CONNELL,P. 

NELSON,J.H. 

9106270145* 

WASTE MGT 

O'CONNELL,P. 

NELSON,P.R. 

9106130271* 

FOIA 


O’CONNOR,P. 

NELSON, P.R. 

9106130327* 

FOIA 


O’CONNOR,P.W. 

NELSON,P.R. 

9106170168* 

50-146 

Q 

O’CONNOR,P.W. 

NELSON,P.R. 

9106240054* 

FOIA 


O’CONNOR,P.W. 

NELSON,P.R. 

9106240056* 

FOIA 


O’CONNOR,P.W. 

NELSON,P.R. 

9106240061* 

FOIA 


O’CONNOR,P.W. 

NELSON,P.R. 

9106240069* 

FOIA 


O’CONNOR,S.C. 

NELSON,P.R. 

9106240071* 

FOIA 


O’NEIL,J.J. 

NELSON,P.R. 

9106240093* 

FOIA 


O’REILLY,J.P. 

NELSON,P.R. 

9106240094* 

FOIA 


O’REILLY,J.P. 

NELSON,P.R. 

9106240127* 

FOIA 


O’REILLY,J.P. 

NELSON,P.R. 

9106240134* 

FOIA 


O’REILLY,J.P. 

NELSON,P.R. 

9106240145* 

FOIA 


OBERG.C.T. 

NELSON,P.R. 

9106240152* 

FOIA 


OBERG.C.T. 

NELSON,P.R. 

9106250038* 

FOIA 


ODELL, W.H. 

NELSON,R.E. 

9106130032 

PR 


ODELL,W.H. 

NELSON,R.E. 

9106130032 

PR 


ODELL,W.H. 

NELSON,S.N. 

9106240072 

PR 


ODELL,W.H. 

NERON.G. 

9106130009 

50-336 

R 

ODELL,W.H. 

NEWBURGH,G. 

9106180409 

50-245 

R 

ODELL,W.H. 

NEWMAN,H.J. 

9106190250 

27-48 


ODELL,W.H. 

NEWMAN,H.J. 

9106190253 

27-48 


ODELL,W.H. 

NEWMAN,H.J. 

9106190301 

27-48 


OLDERSHAW.C. 

NEWMAN,H.J. 

9106190308 

27-48 


OLIVEIRA,W. 

NEWMAN,H.J. 

9106190318 

27-48 


OLSEN,A.F. 

NEWMEYER.M.E. 

9106040021 

PR 


OLSEN, A.F. 

NEWMEYER.M.E. 

9106040025* 

PR 


OLSEN,A.F. 

NG.R.M. 

9106270269 

REVIEW GR P 

OLSEN,A.F. 

NICHOLS,H. 

9106130336 

50-309 

P 

OLSEN,A.F. 

NICHOLS,R.D. 

9106060268* 

CONTRACT 


OLSEN,A.F. 

NICHOLS, S.E. 

9106040376 

50-309 

S 

OLSEN,A.F. 

NICHOLS,S.E. 

9106120134 

50-309 

F 

OLSON,D.W. 

NICHOLS,S.E. 

9106140012 

50-309 

F 

OLSON,D.W. 

NICHOLS,S.E. 

9106140168 

50-309 

H 

OLSON,E.A. 

NICHOLS,S.E. 

9106180029 

50-309 

Q 

OLSON,J. 

NICHOLS,S.E. 

9106190194 

50-309 

Q 

ORLANDO,D.A. 

NICHOLS,S.E. 

9106200080 

50-309 

F 

ORLANDO,D.A. 

NICHOLS.S.E. 

9106210105 

50-309 

P 

ORLOSKY.D.M. 

NICHOLS,S.E. 

9106210324 

50-309 

R 

ORLOSKY.D.M. 

NICHOLS.S.E. 

9106250086 

50-309 

P 

ORSER.W.S. 

NICHOLS.S.E. 

9106250137 

50-309 

F 

ORSER.W.S. 

NICHOLS.S.E. 

9106260259 

50-309 

Q 

ORSER.W.S. 

NICHOLSON,A.H. 

9106110119* 

50-338 

P 

ORSER.W.S. 

NICHOLSON,T.J. 

9106270310 

PROJ 


ORSER.W.S. 

NICKLES.P.J. 

8803070081 * 

40-8027 


ORSER.W.S. 

NICKLES.P.J. 

9106120295* 

40-8027 


ORSER.W.S. 

NICOLOSI.J. 

8412260042* 

FOIA 


ORSER.W.S. 

NICOLOSI.J.F. 

9106170233* 

FOIA 


ORSER.W.S. 

NIEDZIELSKI.P. 

9106240022 

WASTE MGT 

ORTICIGER.T.W. 

NIESZCZUR.G.M. 

9106120026 

PR 


OSBORNE,M.P. 

METERING, A. 

9106060063 

50-413 

S 

PACKER,D.F. 

METERING,A. 

9106100270 

50-369 

S 

PACKER,D.F. 

NIMITZ.R.L. 

9106060248* 

50-443 

Q 

PACKER,D.F. 

NOBLE,L.D. 

9106180002* 

50-508 

A 

PACKER,D.F. 

NOGGLE.J. 

9106040171* 

50-352 

Q 

PACKER,D.F. 

NOGGLE.J. 

9106180210* 

50-387 

Q 

PACKER,D.F. 

NOLAND,T.W. 

9106110374* 

WASTE MGT 

PACKER,D.F. 

NOLAND,T.W. 

9106110402* 

WASTE MGT 

PAGE.J.D. 

NOLAND,T.W. 

9106190245* 

WASTE MGT 

PAINE.D. 

NOLL.W.G. 

9106060102 

50-245 

S 

PAINE.D. 

NOLTON.M.H. 

9106120020 

PR 
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9106050213 

50-334 

Q 

PAINE.D. 

9106060256 

70-143 


9106050225 

50-334 

S 

PAINE.D. 

9106180313 

70-143 


9106120117 

50-334 

S 

PAINE.D. 

9106180386* 

70-143 


9106200281 

50-334 

s 

PAINE.D. 

9106180394* 

70-143 


9106210033 

50-334 

s 

PAINE.D. 

9106180405* 

70-143 


9106070227 

REVIEW GR 

P 

PAINE.D. 

9106200271 

70-143 


9106180380 

TOPREP 


PAINE.D. 

9106240132 

70-143 


9106270257 

70-36 


PAINE.D. 

9106260111 

70-143 


9106280163 

50-341 

P 

PAINE.D. 

9106260131 

71-5468 


9106060006* 

CONTRACT 


PAINE.D. 

9106260308 

70-143 


9106070137* 

CONTRACT 


PALLA.R.L. 

9106130091 

REVIEW GR P 

9106050264* 

50-260 

Q 

PALMER,A.J. 

9106280115 

27-48 


9106180084 

QA999 


PALMER,J.G. 

9106210057 

PR 


9106180099 

QA999 


PALMER,J.G. 

9106210057 

PR 


9106260054* 

50-334 

Q 

PALUSAMY.S.S. 

9106260332* 

50-282 

Q 

9106040115 

50-389 

P 

PANCIERA.V.W. 

9106040392 

NUREG 


9106060175 

50-335 

P 

PAOLINO.R.J. 

9106070042* 

50-277 

Q 

9106140138 

50-335 

P 

PAPANIC.G. 

9106040008 

50-29 

p 

9106070207 

CONTRACT 


PAPANIC.G. 

9106050158 

50-29 

1 

9106040289* 

WASTE MGT 

PARK.G.L. 

9106120013 

PR 


9106250237* 

FOIA 


PARKER,J.T. 

9106120084 

50-220 

s 

9106260287* 

FOIA 


PARKER,T.M. 

9106030182 

50-263 

s 

9106050177 

50-281 

Q 

PARKER,T.M. 

9106060037 

50-263 

F 

9106120194 

NUREG 


PARKER,T.M. 

9106060052 

50-263 

p 

9106170139* 

40-959 


PARKER,T.M. 

9106070231 

50-282 

Q 

9106040259* 

50-334 

Q 

PARKER,T.M. 

9106100460 

50-282 

Y 

9106250133* 

50-213 

Q 

PARKER,T.M. 

9106110266 

50-263 

s 

9106060095 

50-298 

Q 

PARKER,T.M. 

9106110283 

50-282 

s 

9106040365 

50-298 

P 

PARKER,T.M. 

9106120183 

50-282 

Q 

9106050056 

50-298 

P 

PARKER,T.M. 

9106140186 

50-282 

S 

9106050062 

50-298 

P 

PARKER,T.M. 

9106190071 

50-263 

R 

9106060183 

50-298 

P 

PARKER,T.M. 

9106190079 

50-282 

R 

9106210244 

50-298 

P 

PARKER,T.M. 

9106190191 

50-263 

P 

9106240129* 

71-496 


PARKER.T.M. 

9106190199* 

50-263 

P 

9106280111* 

50-250 

P 

PARKER,T.M. 

9106190388 

50-263 

S 

9106130340* 

FOIA 


PARKER,T.M. 

9106200207 

50-263 

P 

9106140017* 

FOIA 


PARKER,T.M. 

9106240109 

50-282 

S 

9106240098* 

FOIA 


PARKER,T.M. 

9106240317 

50-282 

P 

9106240139* 

FOIA 


PARKER,T.M. 

9106260325 

50-282 

Q 

8105080518* 

FOIA 


PARKER,T.M. 

9106270326 

50-263 

S 

9106210029* 

FOIA 


PARKER.T.M. 

9106270380 

50-282 

s 

9106060114 

50-458 

S 

PARKHILL.R. 

9106180321 

REVIEW GR P 

9106060122 

50-458 

Q 

PARKHILL.R. 

9106180324 

REVIEW GR P 

9106070262 

50-458 

S 

PARLER.W.C. 

9105210152 

SECY 


9106180389 

50-458 

Q 

PARLER.W.C. 

9105210170 

SECY 


9106190165 

50-458 

S 

PARLER.W.C. 

9106130164* 

40-8027 


9106190181 

50-458 

S 

PAROBY.R. 

9106250178* 

50-443 

Q 

9106240251 

50-458 

s 

PARRENT.T.W. 

9106270258* 

50-461 

P 

9106250130 

50-458 

R 

PARROTT,J.D. 

9106270310 

PROJ 


9106140063 

FOIA 


PARTLOW.J.G. 

9106040168 

50-483 

P 

9106200251* 

50-244 

Q 

PARTLOW.J.G. 

9106040361 

50-483 

P 

9106040243 

70-27 


PARTLOW.J.G. 

9106190189 

50-443 

P 

9106060226 

70-27 


PARTON.B. 

9106210170* 

CONTRACT 


9106060228 

70-27 


PASCIAK.W. 

9106040057* 

50-219 

Q 

9106180148 

70-27 


PASCIAK.W. 

9106040171* 

50-352 

Q 

9106260202 

70-27 


PASCIAK.W. 

9106040259* 

50-334 

Q 

9106260294 

70-27 


PASCIAK.W. 

9106180076* 

50-286 

Q 

9106260310 

70-27 


PASCIAK.W. 

9106180108* 

50-293 

Q 

9106240078 

PR 


PASCIAK.W. 

9106250133* 

50-213 

Q 

9106240078 

PR 


PASCIAK.W. 

9106250186* 

50-277 

Q 

9106200020* 

ORG 


PASCIAK.W.J. 

9106060248* 

50-443 

Q 

9106110266 

50-263 

S 

PATE.R.J. 

9106100063* 

70-734 


9106030055 

70-687 


PATEL, C.P. 

9106060061 

50-295 

P 

9106100448 

70-687 


PATRICK,W. 

9106280135 

WASTE MGT 

9106130054 

PR 


PATRICK,W.C. 

9106200172* 

WASTE MGT 

9106130054 

PR 


PATTERSON,B.J. 

9106130358 

FOIA 


9106030342 

50-341 

S 

PATTERSON,C.A. 

9106270078* 

50-259 

Q 

9106040278 

50-341 

S 

PATTON,R.F. 

9106130013 

PR 


9106050255 

50-341 

p 

PATTON, R.F. 

9106130013 

PR 


9106120238 

50-341 

s 

PAUL,R.A. 

9106060242* 

50-305 

Q 

9106200258 

50-341 

R 

PAUL.R.A. 

9106200024* 

50-16 

Q 

9106240006 

50-341 

S 

PAUSTIAN.H.H. 

9106190071 

50-263 

R 

9106240043 

50-341 

P 

PAWLIK.E.T. 

9106200033* 

50-461 

P 

9106260356 

50-341 

S 

PAWLOWSKI.W.R. 

9106040109* 

CONTRACT 


9106260412 

50-341 

S 

PAYNE,D.C. 

9106110032* 

50-348 

V 

9106130062 

STATE PRO G 

PAYNE,D.F. 

9106260018 

PR 


9106040004* 

50-445 

p 

PAYNE,D.F. 

9106260018 

PR 


9106030301 

50-382 

s 

PEARCY.E.C. 

9106050315* 

WASTE MGT 

9106070238 

50-382 

s 

PEDERSEN,R.L. 

9106200132* 

50-285 

Q 

9106120214 

50-382 

s 

PEDERSEN,R.L. 

9106250127* 

50-267 

Q 

9106200196 

50-382 

S 

PEEBLES,T.A. 

9106110021 

50-335 

V 

9106240337 

50-382 

S 

PEEBLES,T.A. 

9106270101 

50-302 

Q 

9106270331 

50-382 

s 

PEEBLES,T.A. 

9106270356 

50-321 

Q 

9106270365 

50-382 

s 

PEGG.R. 

9106060048 

PR 


9106180011 

NUREG 


PELCHAT.J. 

9106270170 

l&E 


9106030037 

70-143 


PENDERGAST.J. 

9106040278 

50-341 

S 

9106060234 

70-143 


PENDERGAST.J. 

9106260356 

50-341 

S 

9106060237 

70-143 


PENN.W. 

9106260045 

PR 
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PENN.W. 

9106260045 

PR 


PEPPER,M. 

9106280080* 

70-270 


PERCH.R.L. 

9106180229 

REVIEW GR 

P 

PERRY,R.L. 

9106260030 

PR 


PERRY.R.L. 

9106260030 

PR 


PERSHEY,C.E. 

9106130217 

50-456 

R 

PETERSON,D.C. 

9106140179 

50-266 

R 

PETERSON.S. 

9106030119 

50-313 

F 

PETERSON,S. 

9106100092 

50-313 

P 

PETERSON.S.R. 

9106050081 

50-368 

P 

PETERSON,S.R. 

9106050082* 

50-368 

P 

PETERSON.S.R. 

9106180454 

50-313 

F 

PETREK.F.R. 

9106130292 

FOIA 


PETRIE,E.H. 

9106270081 

WASTE MGT 

PETRIE,E.H. 

9106270083* 

WASTE MGT 

PETRIE,E.H. 

9106270086* 

WASTE MGT 

PETROSINO.JJ. 

9106070326* 

QA999 


PEVEY.LE. 

9106180248 

70-398 


PHILIPPACOPOULO 

9105100042* 

50-285 

P 

PHILIPS.J.D. 

9106120219 

FOIA 


PHILIPS.J.D. 

9106120299 

FOIA 


PHILIPS.J.D. 

9106120312 

40-8027 


PHILIPS.J.D. 

9106120388 

FOIA 


PHILIPS,J.D. 

9106120393 

FOIA 


PHILIPS.J.D. 

9106130045 

40-8027 


PHILIPS.J.D. 

9106130108 

FOIA 


PHILIPS.J.D. 

9106130299 

FOIA 


PHILIPS.J.D. 

9106170007 

40-959 


PHILIPS.J.D. 

9106240311 

FOIA 


PHILIPS.J.D. 

9106260309 

FOIA 


PHILLIPS,J.S. 

9106260063* 

WASTE MGT 

PHILLIPS, M.P. 

9106050049* 

50-255 

Q 

PICCIOTT.T. 

9106120358 

50-220 

S 

PICKARD.M.M. 

9106250021 

PR 


PICKARD.M.M. 

9106250021 

PR 


PICKETT,D.V. 

9106070221 

50-482 

P 

PIERCE,C.E. 

9106060200* 

50-354 

R 

PIET.P.L. 

9106100507 

50-373 

P 

PIET.P.L. 

9106180269 

50-373 

P 

PIET.P.L 

9106260083 

50-373 

Q 

PIRTLE.G.L. 

9106280199* 

50-454 

Q 

PLAPPERT.R.D. 

9106260143 

50-206 

F 

PLATTEN.C.E. 

9106170186 

50-275 

P 

PLEASANT, E.M. 

9106120136 

CONTRACT 


PLENIEWIC2.R. 

9106040186 

50-455 

S 

PLENIEWICZ.R. 

9106050238 

50-454 

s 

PLENIEWICZ.R. 

9106190074 

50-454 

R 

PLENIEWICZ.R. 

9106240307 

50-455 

S 

PLENIEWICZ.R. 

9106240310 

50-455 

S 

PLETTNER.E. 

9106050044 

50-155 

S 

PLOSKI.T. 

9106070011* 

50-237 

Q 

PLOSKI.T. 

9106240040* 

50-483 

Q 

PLOSKI.T. 

9106240099* 

50-456 

Q 

PLUNKETT.T.F. 

9106030001 

50-250 

P 

PLUNKETT,T.F. 

9106070317 

50-250 

F 

PLUNKETT.T.F. 

9106100220 

50-250 

F 

PLUNKETT.T.F. 

9106120220 

50-250 

F 

PLUNKETT.T.F. 

9106190258 

50-250 

P 

PLUNKETT.T.F. 

9106250101 

50-250 

R 

PLUNKETT.T.F. 

9106260126 

50-251 

Q 

PLUNKETT.T.F. 

9106260130 

50-250 

P 

POINDEXTER,C.H. 

9106200119 

50-317 

1 

POLLACK,M.J. 

9106100093 

50-272 

S 

POLLACK,M.J. 

9106130295 

50-272 

S 

POLLACK,M.J. 

9106260244 

50-311 

S 

POLLARD.R.D. 

9106250060* 

50-29 

G 

POLONIS.J.J. 

9106040041 

PR 


PORT.J.R. 

9106170264 

FOIA 


PORTER, E.C. 

9106240164 

50-271 

F 

POSLUSNY.C. 

9106050349 

50-605 

A 

POST.H. 

9106120063’ 

CONTRACT 


POTAPOVS,U. 

9106060236 

PT21 


POTAPOVS, U. 

9106070318 

QA999 


POTAPOVS, U. 

9106120054 

ORG 


POTAPOVS.U. 

9106120342 

ORG 


POTTER,J.P. 

9106270080* 

50-321 

Q 

POTTER,J.P. 

9106270341* 

50-400 

Q 

POWE.R.E. 

9106030225 

WASTE MGT 

POWE.R.E. 

9106190409* 

WASTE MGT 

POWELL,G.W. 

9106060160 

50-317 

J 

POWELLP.C. 

9106100509 

5C-20 

1 

PRENDERGAST.W. 

9106180073 

PR 


PRESSLER.L. 

9106070060 

PR 


PRESSLER.L. 

9106070077 

PR 


PRESTHOLT.P.T. 

9106040238 

WASTE MGT 

PRESTHOLT.P.T. 

9106060158 

WASTE MGT 

PRESTHOLT.P.T. 

9106110447 

WASTE MGT 

PRESTHOLT.P.T. 

9106120382 

WASTE MGT 
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PRESTHOLT.P.T. 

9106250183 

WASTE MGT 

PRESTHOLT.P.T. 

9106260062 

WASTE MGT 

PRESTHOLT.P.T. 

9106260070 

WASTE MGT 

PRESTON,B.A. 

9106100352 

50-272 

H 

PREVATTE.R.L. 

9106270091* 

50-324 

Q 

PREZKOP.M. 

9106030078 

71-438 


PRICE.D.G. 

9106260057 

PR 


PRICE,D.G. 

9106260057 

PR 


PRICE,E.R. 

9106210207* 

50-39 

P 

PRICE,E.R. 

9106210211* 

50-39 

P 

PRICE,E.R. 

9106210266* 

50-39 

P 

PRICE,H.L. 

9106210199* 

50-39 

P 

PRICE,H.L. 

9106210203* 

50-39 

P 

PRICE,H.L. 

9106210279* 

50-39 

P 

PRICE,H.L. 

9106210281* 

FOIA 


PRICE.H.L. 

9106240125* 

50-39 

P 

PRICE,H.L. 

9106240147* 

50-39 

P 

PRIORY.R.B. 

9106110229 

50-370 

P 

PROFFITT.J.W. 

9106050378 

50-327 

S 

PROSCH.A. 

9106250188 

71-9147 


PROSCH.A. 

9106260326 

71-720 


PRYOR,D. 

9106070235* 

COMMISSIO N 

PULSIFER.R.M. 

9106070208 

50-454 

P 

QUAIN.P.B. 

9106040219 

XPORTLIC 


QUAIN.P.B. 

9106040234* 

XPORTLIC 


QUAIN.P.B. 

9106130132 

XPORTLIC 


QUAIN.P.B. 

9106260149 

XPORTLIC 


QUAY.T.R. 

9106040374* 

50-298 

P 

QUAY.T.R. 

9106050009* 

50-416 

P 

QUAY.T.R. 

9106050058* 

50-298 

P 

QUAY.T.R. 

9106050066* 

50-298 

P 

QUAY.T.R. 

9106060021 

50-368 

P 

QUAY.T.R. 

9106060038 

50-285 

P 

QUAY.T.R. 

9106060085 

50-382 

P 

QUAY.T.R. 

9106060197* 

50-298 

P 

QUESADA.E. 

9106040406 

XPORTLIC 


QUINN,P.E. 

9106180036* 

FOIA 


QUINN,P.R. 

9106170127* 

FOIA 


QUINTON,M.D. 

9106260382 

50-395 

R 

QUIST.C.D. 

9106180185 

PR 


RADLOFF.N. 

9106050051 

50-254 

S 

RADLOFF.N. 

9106190281 

50-254 

S 

RALEIGH, J.J. 

9106130206 

50-387 

P 

RALEIGH.J.J. 

9106210128 

50-387 

P 

RALEIGH, J.J. 

9106210176 

50-387 

F 

RALEIGH.J.J. 

9106210179 

50-387 

P 

RALEIGH.J.J. 

9106210229 

50-387 

P 

RANDLE,T. 

9106180144 

PR 


RANDOLPH,J.G. 

9106120288* 

40-8027 


RANGE,D.M. 

9106210287 

40-8102 


RANKIN,W.H. 

9106060121* 

50-416 

Q 

RANKIN,W.H. 

9106270002* 

50-348 

Q 

RANSOM,C.B. 

9106060172* 

50-348 

P 

RAPP.C. 

9106060213* 

50-413 

V 

RATHBUN.D.K. 

9106170174 

50-443 

U 

RATHBUN.D.K. 

9106170191 

PR 


RATHBUN.D.K. 

9106170209 

ORG 


RATLIFF.S.A. 

9106180446 

50-259 

R 

RATTA.A.D. 

9106040131* 

50-170 

Q 

RAY.H.B. 

9106140016 

50-206 

Q 

RAY.H.B. 

9106190365 

50-361 

P 

RAY.H.B. 

9106190370* 

50-361 

P 

RAY.H.B. 

9106200117 

50-206 

P 

RAY.H.B. 

9106200120* 

50-206 

P 

RAY.H.B. 

9106200178 

50-206 

P 

RAY.H.B. 

9106270226 

50-206 

Q 

RAY.H.B. 

9106270275 

50-206 

Q 

RAY,W.H. 

9106200022* 

FOIA 


RAY,W.H. 

9106200047* 

FOIA 


RAY,W.H. 

9106200053* 

FOIA 


RAY,W.H. 

9106200070* 

FOIA 


RAY,W.H. 

9106200167* 

FOIA 


RAY,W.H. 

9106200219* 

FOIA 


RAY,W.H. 

9106200295* 

FOIA 


RAY,W.H. 

9106210087* 

FOIA 


RAY,W.H. 

9106210218* 

FOIA 


RAY,W.H. 

9106270176* 

FOIA 


RAY.W.N. 

9106200277* 

FOIA 


REA.R.A. 

9106130005 

PR 


REA.R.A. 

9106130005 

PR 


READ.J. 

9106030247 

71-5797 


READ.J. 

9106060167 

71-6697 


READ.J. 

9106210005 

71-9067 


READ.J. 

9106270352 

71-9134 


REAGAN.R. 

9106170055* 

FOIA 


REDDA.T. 

9106170059 

50-361 

Q 

REDHAGE.L.H. 

9106180080 

PR 


REED.T.A. 

9106110302 

50-369 

P 


AUTHOR 
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NUMBER 
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REED.T.A. 

9106210186 

50-369 

P 

REESE,J.H. 

9106100477 

50-397 

F 

REESE, J.H. 

9106260195 

50-397 

F 

REESE,J.H. 

9106260207 

50-228 

Q 

REEVES,D.L. 

9106130222 

50-298 

S 

REEVES,G.R. 

9106040422* 

50-530 

S 

REID.D.A. 

9106050307 

50-271 

S 

REID.D.A. 

9106100512 

50-271 

S 

REID.D.A. 

9106120315 

50-271 

S 

REID.D.A. 

9106260110 

50-271 

S 

REILLY,M.A. 

9106120098 

STATE PRO G 

REISENBUECHLER 

9106140174 

50-266 

S 

REITLER.E. 

9106210048* 

FOIA 


REITLER.E. 

9106210052* 

FOIA 


REITLER.E. 

9106210147* 

FOIA 


REITLER.E. 

9107100320* 

FOIA 


REITLER.E.K. 

9106200164* 

FOIA 


REITLER.E.K. 

9106210180* 

FOIA 


REITLER.E.K. 

9106210236* 

FOIA 


REITLER.E.K. 

9106240297* 

50-310 

P 

RELYEA.C. 

9106130113 

FOIA 


REMICK 

9106030080 

COMMISSION 

REMICK 

9106040281 

COMMISSION 

REMICK 

9106130058 

50-267 

P 

REMICK 

9106260090 

COMMISSIO N 

REMICK 

9106260268 

COMMISSIO N 

REMICK 

9106260290 

COMMISSIO N 

RENTLER.M.E. 

9106120034 

PR 


RESIDES,H. 

9106100123* 

50-528 

Q 

RESNER.M.E. 

9106120320* 

40-8027 


RESNIKOFF.M. 

9106250138 

FOIA 


RESNIKOFF.M. 

9106280108* 

40-672 


REYES,L.A. 

9106060238 

50-369 

Q 

REYES,L.A. 

9106060240* 

50-369 

Q 

REYES,L.A. 

9106110063 

50-280 

P 

REYES,L.A. 

9106110073 

50-395 

Q 

REYES,L.A. 

9106110100 

50-395 

P 

REYES,L.A. 

9106110112 

50-280 

P 

REYES,L.A. 

9106270045 

50-413 

F 

REYES,L.A. 

9106270063 

50-400 

Q 

REYES,L.A. 

9106270073 

50-250 

P 

REYES.L.A. 

9106270079 

50-400 

Q 

REYES,L.A. 

9106270089 

50-413 

Q 

REYES,L.A. 

9106270302 

50-413 

Q 

REYES,L.A. 

9106270355 

50-335 

Q 

RHODES.F.T. 

9106180189 

50-482 

P 

RHODES,F.T. 

9106180438 

50-482 

R 

RHODES.F.T. 

9106200283 

50-482 

F 

RHODES.F.T. 

9106240091 

50-482 

F 

RHODES.F.T. 

9106270131 

50-482 

P 

RICHARDS,S. 

9106100078 

50-312 

Q 

RICHARDS,S.A. 

9106100091 

50-206 

Q 

RICHARDS,S.A. 

9106180104 

50-275 

Q 

RICHARDSON,J.E. 

9104260031* 

TOPREP 


RICHEY,D. 

9106260067 

PR 


RICHEY, R.B. 

9106070217 

50-400 

Q 

RICHEY, R.B. 

9106130264 

50-400 

S 

RICHEY,R.B. 

9106180293 

50-400 

F 

RICHEY,R.B. 

9106190146 

50-400 

S 

RICHEY,R.B. 

9106190155 

50-400 

S 

RICHEY,R.B. 

9106190174 

50-400 

S 

RICHEY.R.B. 

9106200177 

50-400 

S 

RICHEY,R.B. 

9106200265 

50-400 

R 

RICHEY.R.B. 

9106250064 

50-400 

S 

RICHEY.R.B. 

9106250241 

50-400 

S 

RICHEY.R.B. 

9106270254 

50-400 

Q 

RICHINGS.H. 

9106180216 

TOPREP 


RICHINGS.H. 

9106210161 

TOPREP 


RICHTER,M.H. 

9106070239 

50-237 

P 

RICHTER,M.H. 

9106200111 

50-237 

K 

RIDGELL.E.M. 

9106190009 

50-260 

S 

RIDGELL.E.M. 

9106270359 

50-260 

S 

RIDGWAY.J. 

9106180095 

PR 


RIDGWAY.J. 

9106180095 

PR 


RIGGS,C.O. 

9106210190* 

FOIA 


RILEY,T.L. 

9106030342 

50-341 

S 

RINALDI,F. 

9106140010 

50-269 

Q 

RINALDI,J. 

9106110197 

WASTE MGT 

RING,M.A. 

9106050026 

50-305 

Q 

RING,M.A. 

9106100047 

50-266 

Q 

RING,M.A. 

9106110192 

50-346 

Q 

RING.M.A. 

9106110221 

50-263 

Q 

RING.M.A. 

9106120007 

50-461 

Q 

RING.M.A. 

9106180060 

50-266 

Q 

RINGWALD.F. 

9106250219 

50-530 

S 

RITZMAN.R. 

9106110274 

50-354 

S 

ROBBINS,A. 

9106280075* 

70-270 


ROBBINS,A. 

9106280075* 

70-270 
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ROBERTS.G. 

9106070117 

40-8716 


RUSSELL,J.E. 

ROBERTS,T.M. 

9106190410* 

40-8027 


RUSSELL,J.E. 

ROBEY, R.A. 

9106140182 

50-254 

R 

RUSSELL.J.L. 

ROBINSON,A.M. 

9106050335* 

CONTRACT 

RUSSELL,J.R. 

ROBINSON, W.R. 

9106050261 

50-344 

S 

RUSSELL,J.R. 

ROBINSON, W.R. 

9106140173 

50-344 

S 

RUSSELL,J.R. 

ROBINSON,W.R. 

9106190288 

50-344 

S 

RUSSELL,W.T. 

ROBINSON,W.R. 

9106190292 

50-344 

S 

RUTBERG.J. 

ROBINSON,W.R. 

9106250095 

50-344 

R 

RUTHERFORD,P.D. 

ROBINSON,W.R. 

9106260377 

50-344 

S 

RYAN.A.F. 

ROBINSON.W.R. 

9106270264 

50-344 

S 

SAAL.M. 

ROBINSON,W.R. 

9106280176 

50-344 

S 

SABO.L. 

ROCHE,L.A. 

9106240100 

70-1113 


SAFKO.J.S. 

RODDEHAU.T.J. 

9106260358* 

CONTRACT 


SAFKO.J.S. 

ROE.J.W. 

9106180207 

REVIEW GR P 

SAGER,D.A. 

ROGAN.R.E. 

9106190206* 

50-320 

P 

SAGER,D.A. 

ROGAN.R.E. 

9106190265 

50-320 

P 

SAGER.D.A. 

ROGERS 

9106030209 

COMMISSION 

SAGER,D.A. 

ROGERS 

9106040298 

COMMISSION 

SAGER.D.A. 

ROGERS 

9106130273 

COMMISSIO N 

SAGER.D.A. 

ROGERS 

9106260068 

COMMISSIO N 

SAGER.D.A. 

ROGERS 

9106260129 

COMMISSIO N 

SAGER.D.A. 

ROGERS 

9106260284 

COMMISSIO N 

SAGER.D.A. 

ROGERS 

9106260299 

COMMISSION 

SAGER.D.A. 

ROGERS, J.T. 

9106060324* 

50-334 

1 

SAGER.D.A. 

ROGERS,J.T. 

9106070088* 

50-334 

1 

SAGER,D.E. 

ROGERS,K.C. 

9106030176 

COMMISSIO N 

SALTZMAN.J. 

ROGERS,K.C. 

9106130073 

50-267 

P 

SAMMARCO.H. 

ROGERS,K.C. 

9106130087 

COMMISSION 

SAMWORTH.R.B. 

ROGERS,K.C. 

9106240277 

10CFR 


SAMWORTH.R.B. 

ROGERS,K.C. 

9106250247 

COMMISSIO N 

SAMWORTH.R.B. 

ROGERS,K.C. 

9106260142 

COMMISSION 

SAMWORTH.R.B. 

ROGERS,K.C. 

9106260166 

COMMISSION 

SAMWORTH.R.B. 

ROGERS,K.C. 

9106260182* 

COMMISSION 

SANDERS,C.F. 

ROGERS,K.C. 

9106260322 

COMMISSIO N 

SANDQUIST.G.M. 

ROGERS,L.R. 

9106120226* 

FOIA 


SANDQUIST.G.M. 

ROGERS,L.R. 

9106170073* 

40-959 


SANDS,S.P. 

ROGERS,L.R. 

9106170088* 

40-959 


SANDS,S.P. 

ROGGE,J. 

9106200239 

50-29 

s 

SANENTZ.A.B. 

ROGGE.J.F. 

9106050227 

50-271 

Q 

SARSOUR.B. 

ROGGE,J.F. 

9106110419 

50-293 

P 

SARUWATARI.M. 

ROGGE.J.F. 

9106140227* 

50-29 

Q 

SARUWATARI.M. 

ROHIM.A. 

9106100325 

XPORTLIC 


SASSER,J. 

ROHR,A. 

9106120107* 

CONTRACT 


SASSER, J. 

ROMBERG,W.D. 

9106070189 

50-423 

P 

SATO.Y. 

ROMBERG,W.D. 

9106100275 

50-423 

P 

SATO.Y. 

ROMBERG,W.D. 

9106100392 

50-245 

P 

SATORIUS.M. 

ROMBERG,W.D. 

9106100392 

50-245 

P 

SAUNDERSON.R. 

ROMBERG,W.D. 

9106130258 

50-213 

P 

SAVIN!,R.J. 

ROOD.H. 

9106070167 

50-275 

P 

SAVITSCUS.C. 

ROOD.H. 

9106140131 

50-275 

P 

SAVY.J.B. 

ROOD.H. 

9106210261 

50-275 

P 

SAVY.J.B. 

ROSENBLUM.R.M. 

9106120005 

50-206 

S 

SAWYER, H.F. 

ROSENBLUM.R.M. 

9106120259 

50-362 

S 

SCACE.S.E. 

ROSENBLUM.R.M. 

9106190384 

50-361 

P 

SCACE.S.E. 

ROSENBLUM.R.M. 

9106200146 

50-361 

P 

SCACE.S.E. 

ROSENBLUM.R.M. 

9106210020 

50-361 

R 

SCACE.S.E. 

ROSENBLUM.R.M. 

9106270287 

50-361 

Q 

SCACE.S.E. 

ROSENTHAL,J.E. 

9106040261 

ORG 


SCACE.S.E. 

ROSENTHAL, J.E. 

9106060016 

50-287 

P 

SCACE.S.E. 

ROSS.F.W. 

9106240150 

WASTE MGT 

SCACE.S.E. 

ROSS,T.M. 

9106140157 

50-259 

F 

SCACE.S.E. 

ROSSI, C.E. 

9105090386 

50-3 

Q 

SCACE.S.E. 

ROSSI,C.E. 

9105230062 

50-3 

Q 

SCACE.S.E. 

ROSSI,C.E. 

9105300331 

50-3 

Q 

SCACE.S.E. 

ROSSI.C.E. 

9106040339 

50-3 

Q 

SCACE.S.E. 

ROSSIN.A. 

9106210210* 

50-312 

P 

SCACE.S.E. 

ROTH.J. 

9106140209 

70-1100 


SCACE.S.E. 

ROTH.J. 

9106270173 

50-54 

Q 

SCACE.S.E. 

ROWLAND,T.J. 

9106130302 

PROJ 


SCACE.S.E. 

ROWLAND,TJ. 

9106130357 

PROJ 


SCACE.S.E. 

ROWLAND, TJ, 

9106130360 

PROJ 


SCACE.S.E. 

ROWLAND,TJ. 

9106130368 

PROJ 


SCACE.S.E. 

ROWLAND,TJL 

9106130371 

PROJ 


SCACE.S.E. 

ROWLAND.TJL 

9106180214 

PROJ 


SCACE.S.E. 

ROWLES.P.A. 

8610080191* 

FOIA 


SCAMMELL.R.E. 

ROY.G.W. 

9106140064* 

FOIA 


SCARANO.R. 

ROY.G.W. 

9106240090* 

FOIA 


SCARANO.R.A. 

RUBLEY.G.A. 

9106050259* 

50-341 

P 

SCARANO.R.A. 

RUITER.G.H. 

9106180407 

50-305 

R 

SCARANO.R.A. 

RULAND.W. 

9106070078 

50-219 

S 

SCARBOROUGH, J. 

RULAND.W. 

9106070079* 

50-289 

Q 

SCHAEFER,D.W. 

RULAND.W.H. 

9106030239* 

50-334 

Q 

SCHAPKER.J.F. 

RULAND.W.H. 

9106040055* 

50-219 

Q 

SCHAPKER.J.F. 

RULAND.W.H. 

9106130369* 

50-219 

Q 

SCHEFFLER.W. 

RUMPLE,R. 

9106180439 

50-324 

R 

SCHEIDE.R.H. 

RUSSELL,J. 

9106190160 

50-286 

S 

SCHERER,A.E. 

RUSSELL,J. 

9106260225 

50-286 

S 

SCHIERMAN.S.L. 
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9106180379 

50-286 

Q 

SCHILDKRAUT.A. 

9106180368* 

50-250 

P 

9106180422 

50-286 

R 

SCHIMMEL.E.C. 

9106190143* 

50-315 

R 

9106050306 

WASTE MGT 

SCHIMMEL.E.C. 

9106190151* 

50-315 

R 

9106050315* 

WASTE MGT 

SCHMIDT,R.P. 

9106040064 

PR 


9106260071 

PR 


SCHNEBLI.G.A. 

9106270114* 

50-250 

Q 

9106260071 

PR 


SCHNEIDER,H.M. 

9106100479* 

50-293 

P 

9106170143* 

FOIA 


SCHNEIDER,J.F. 

9106030223 

70-1308 


9106250045 

40-8907 


SCHNEIDER,J.F. 

9106170105 

PROJ 


9106030149 

70-25 


SCHNELL.D.F. 

9106060030 

PR 


9106170165* 

40-959 


SCHNELL.D.F. 

9106070291 

50-483 

P 

9106270035 

FOIA 


SCHNELL.D.F. 

9106180032 

50-483 

R 

9106170262* 

FOIA 


SCHNELL.D.F. 

9106200060 

50-483 

p 

9106170268* 

FOIA 


SCHNELL.D.F. 

9106200063* 

50-483 

p 

9106200137* 

FOIA 


SCHNELL.D.F. 

9106260273 

50-483 

F 

9106040063 

50-389 

S 

SCHROEDER.B.A. 

9106200111 

50-237 

K 

9106050286 

50-335 

F 

SCHULTZ,W. 

9106180141 

l&E 


9106110013 

50-389 

P 

SCHULTZ,W. 

9106280022 

l&E 


9106110130 

50-335 

S 

SCHULTZ,W.H. 

9106170249* 

FOIA 


9106110346 

50-335 

F 

SCHUMACHER, M.C. 

9106040104* 

50-440 

Q 

9106140226 

50-335 

F 

SCHUMACHER,M.C. 

9106060242* 

50-305 

Q 

9106210130 

50-335 

R 

SCHUMACHER,M.C. 

9106100019* 

50-254 

Q 

9106210300 

50-335 

S 

SCHUMACHER,M.C. 

9106120009* 

50-263 

Q 

9106240003 

50-335 

Q 

SCHUMACHER,M.C. 

9106200024* 

50-16 

Q 

9106270290 

50-335 

F 

SCHUSTER,M.D. 

9106170198* 

50-275 

p 

9106280190 

50-389 

P 

SCHUSTER,T.K. 

9106030256 

50-454 

P 

9106170257 

50-389 

S 

SCHUSTER,T.K. 

9106050289 

50-454 

P 

9106240278* 

50-310 

P 

SCHUSTER,T.K. 

9106050302 

50-456 

P 

9106130213 

50-29 

R 

SCHUSTER.T.K. 

9106200194 

50-237 

F 

9106060263 

50-266 

P 

SCHUSTER,T.K. 

9106200197 

50-454 

F 

9106100098 

50-266 

P 

SCHUSTER.T.K. 

9106200199 

50-456 

F 

9106140002 

50-266 

P 

SCOTT, D. 

9106030182 

50-263 

S 

9106210226 

50-266 

P 

SCOTT,J.T. 

9106030208 

70-903 


9106210256 

50-266 

P 

SCOTT,J.T. 

9106250031 

40-8907 


9106210058 

70-1151 


SCOTT, M.L. 

9106280094 

50-528 

G 

9106110017 

50-407 

V 

SCOTT,T.F. 

9106120256 

50-368 

S 

9106110019* 

50-407 

V 

SCOTT,T.F. 

9106190426 

50-313 

S 

9106070177 

50-331 

p 

SEARS,C.F. 

9106040047 

PR 


9106110284 

50-331 

p 

SEARS,P.M. 

9106050245 

50-29 

P 

9106060202 

71-164 


SEARS,P.M. 

9106210239 

50-29 

P 

9106180426 

50-346 

R 

SEIDLE.W.C. 

9106170106* 

50-445 

Q 

9106130069 

PR 


SEIDLE.W.C. 

9106190046* 

50-445 

Q 

9106130069 

PR 


SEIDLE.W.C. 

9106190077* 

50-445 

Q 

9105210236* 

50-260 

H 

SERRA.P.L. 

9106100196 

50-331 

F 

9106070235* 

COMMISSION 

SERRA.P.L. 

9106280021 

50-331 

F 

9106190097 

XPORTLIC 


SHACK,W.J. 

9106060323 

NUREG 


9106190187* 

XPORTLIC 


SHAEFFER.S. 

9106110052* 

50-327 

Q 

9106250159 

50-313 

S 

SHAFER,W.D. 

9106120042 

50-10 

Q 

9106180404 

50-410 

R 

SHAFER,W.D. 

9106190183 

50-373 

Q 

9106210056 

PR 


SHAFER,W.D. 

9106200036 

50-254 

Q 

9106270137* 

50-315 

P 

SHAFER,W.D. 

9106250195 

50-295 

Q 

9106210286* 

50-275 

P 

SHAFER,W.D. 

9106280143 

50-456 

Q 

9106210307* 

50-275 

P 

SHAFFER,R. 

9106030153 

40-4492 


9106280083* 

40-672 


SHAH,N. 

9106120009* 

50-263 

Q 

9106040412 

50-423 

V 

SHAMEL.W.H. 

9106180205 

PR 


9106040412 

50-423 

V 

SHAMEL.W.H. 

9106180205 

PR 


9106070340 

50-245 

s 

SHANLEY.L.B. 

9106180440 

50-317 

R 

9106070340 

50-245 

s 

SHANNON,M. 

9106110044* 

50-400 

Q 

9106100099 

50-423 

s 

SHAPIRO,Z.M. 

9106200147* 

FOIA 


9106100099 

50-423 

s 

SHEARA.F. 

9106170013* 

FOIA 


9106120105 

50-423 

s 

SHEARA.F. 

9106170016* 

FOIA 


9106120105 

50-423 

s 

SHEARA.F. 

9106170018* 

40-959 


9106120160 

50-245 

s 

SHEARA.F. 

9106170022’ 

FOIA 


9106120160 

50-245 

s 

SHEARA.F. 

9106170023* 

40-959 


9106130009 

50-336 

R 

SHEARA.F. 

9106170026* 

40-959 


9106130009 

50-336 

R 

SHEARA.F. 

9106170028* 

40-959 


9106130012 

50-423 

R 

SHEARA.F. 

9106170040* 

40-959 


9106130012 

50-423 

R 

SHEARA.F. 

9106170079* 

40-959 


9106180409 

50-245 

R 

SHEARA.F. 

9106170178* 

40-959 


9106180409 

50-245 

R 

SHEARA.F. 

9106170182* 

40-959 


9106190412 

50-423 

S 

SHEARA.F. 

9106170184* 

40-959 


9106190412 

50-423 

S 

SHEDLOCK.M. 

9106210078 

50-272 

R 

9106260003 

50-245 

S 

SHEDLOCK.M. 

9106210081 

50-311 

R 

9106260003 

50-245 

S 

SHEIBANI,M. 

9106100516 

50-425 

S 

9106260077 

50-336 

V 

SHEIBANI.M. 

9106270248 

50-424 

S 

9106260077 

50-336 

V 

SHELOR.D. 

9106180213 

WASTE 

MGT 

9106210205* 

CONTRACT 


SHELOR.D.E. 

9106060174 

WASTE MGT 

9106170078 

70-1113 


SHELOR.D.E. 

9106100400 

WASTE MGT 

9106100049 

70-734 


SHELOR.D.E. 

9106120327 

WASTE MGT 

9106110340 

50-528 

Q 

SHELOR.D.E. 

9106180312 

WASTE MGT 

9106260106 

50-344 

Q 

SHELOR.D.E. 

9106200073 

WASTE MGT 

9106070125* 

40-8716 


SHELOR.D.E. 

9106200193 

WASTE MGT 

9106180138 

50-528 

P 

SHELOR.D.E. 

9106210016 

WASTE MGT 

9106050030* 

50-305 

Q 

SHELOR.D.E. 

9106210309 

WASTE MGT 

9106180068* 

50-266 

Q 

SHELOR.D.E. 

9106260232 

WASTE MGT 

9106240310 

50-455 

S 

SHELOR.D.E. 

9106260330 

WASTE MGT 

9106070090 

50-313 

S 

SHELOR.D.E. 

9106260340 

WASTE MGT 

9106180218 

70-1100 


SHELOR.D.E. 

9106260414 

WASTE MGT 

9106060017 

40-8681 


SHELOR.D.E. 

9106270099 

WASTE MGT 
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SHELOR.D.E. 

9106270139 

WASTE MGT 

SINKULE.M.V. 

9106270077 

50-280 

Q 

STANFORD,J. 

9106260085 

50-213 

S 

SHELOR.D.E. 

9106270148 

WASTE MGT 

SINKULE.M.V. 

9106270108 

50-250 

Q 

STANG.J. 

9106070157 

50-341 

P 

SHELTON.D. 

9106130072 

50-341 

F 

SINNER.G.A. 

9106030266* 

COMMISSION 

STANG.J. 

9106100061 

50-341 

P 

SH ELTON, D. 

9106180309 

50-341 

F 

SIPE.A. 

9106180365 

50-369 

S 

STANG.J. 

9106170133 

50-341 

P 

SHELTON.D. 

9106200105 

50-341 

F 

SIPE.A. 

9106180383 

50-370 

S 

STANG.J.F. 

9106100064* 

50-341 

P 

SHELTON,D.C. 

9106030330 

50-346 

P 

SIPE.A. 

9106240300 

50-369 

s 

STANG.J.F. 

9106140009 

50-341 

P 

SHELTON.D.C. 

9106050339 

50-346 

P 

SISCO.C. 

9106270191* 

50-333 

V 

STANLEY,H.G. 

9106100414 

50-388 

S 

SHELTON, D.C. 

9106050344* 

50-346 

P 

SJOBLOM.G.L. 

8810050109* 

FOIA 


STARKEY,R.B. 

9106260373 

50-324 

R 

SHELTON.D.C. 

9106100185 

50-346 

P 

SKINNER,L.W. 

9106170246 

FOIA 


STARKEY,R.D. 

9106270343* 

50-424 

G 

SHELTON.D.C. 

9106100190* 

50-346 

P 

SKINNER,P. 

9106270343* 

50-424 

Q 

STARKEY, R.S. 

9106270365 

50-382 

S 

SHELTON.D.C. 

9106100419 

50-346 

P 

SKOLDS.J.L. 

9106070237 

50-395 

P 

STAUTER.J.C. 

9106170131* 

40-8027 


SHELTON.D.C. 

9106100425* 

50-346 

P 

SKOLDS.J.L. 

9106100314 

50-395 

s 

STEINHARDT.C.R. 

9106100004 

50-305 

Q 

SHELTON.D.C. 

9106190205 

50-346 

F 

SKOLDS.J.L 

9106180249 

50-395 

P 

STEINHARDT.C.R. 

9106110144 

50-305 

P 

SH ELTON. J.L. 

9106030213 

71-6717 


SKOLDS.J.L. 

9106180317 

50-395 

P 

STELLO.V. 

8612220299* 

40-8027 


SHEMBARGER.K. 

9106110027* 

50-266 

V 

SKOLDS.J.L 

9106180414 

50-395 

R 

STELLO.V. 

9106130155* 

40-8027 


SHEPARD,D.L. 

9106040032* 

50-456 

V 

SKOLDS.J.L. 

9106200010 

50-395 

P 

STEPHENSON,C.J. 

9106260377 

50-344 

S 

SHEPHERD,J.L. 

9106210320 

71-6280 


SKOVHOLT.D.J. 

9106240190* 

50-174 

P 

STEPHENSON,J.D. 

9106060097 

50-302 

F 

SHEPPARD. J.J. 

9106070289 

50-261 

Q 

SKOVHOLT.D.J. 

9106240199* 

50-310 

P 

STERN,R. 

9106180280 

40-7102 


SHEPPARD,J.J. 

9106170046 

50-261 

S 

SLADE,G.B. 

9106030188 

50-255 

Y 

STETKA.T.B. 

9106140185* 

50-445 

Q 

SHEPPARD,J.J. 

9106180356 

50-261 

S 

SLADE,G.B. 

9106100042 

50-255 

P 

STETKA.T.F. 

9106050031 

50-458 

P 

SHEPPARD,J.J. 

9106180451 

50-261 

R 

SLADE,G.B. 

9106110394 

50-255 

P 

STETZ.J.P. 

9106180456 

50-213 

R 

SHEPPARD, J.J. 

9106200062 

50-261 

S 

SLADE,G.B. 

9106180003 

50-255 

P 

STETZ.J.P. 

9106260085 

50-213 

S 

SHEPPARD,J.J. 

9106260409 

50-261 

F 

SLADE,G.B. 

9106190238 

50-255 

P 

STEVENS, G. 

9106120146* 

CONTRACT 


SHERBINI.S. 

9106180076* 

50-286 

Q 

SLADE,G.B. 

9106240324 

50-255 

S 

STEVENS,R.S. 

9106270332 

PR 


SHERBINI.S. 

9106270201* 

50-333 

Q 

SLADE.G.B. 

9106240345 

50-255 

P 

STEVENS,R.S. 

9106270332 

PR 


SHERR.T.S. 

9106060025 

70-371 


SLADE.G.B. 

9106240346 

50-255 

s 

STEWART 

9106100155 

50-338 

P 

SHERR.T.S. 

9106060065 

70-143 


SLADE.G.B. 

9106250040 

50-255 

p 

STEWART.W.L. 

9106030009 

50-280 

P 

SHERR.T.S. 

9106100266 

70-371 


SLAWINSKI.W. 

9106270273 

l&E 


STEWART,W.L. 

9106040323 

50-280 

P 

SHERR.T.S. 

9106110352 

70-1151 


SLAWINSKI.W. 

9106280022 

l&E 


STEWART.W.L. 

9106070228 

50-280 

P 

SHERR.T.S. 

9106120307 

70-143 


SLEMP.G.E. 

9106060232 

71-166 


STEWART.W.L. 

9106070242 

50-338 

S 

SHERR.T.S. 

9106130040 

70-143 


SLEMP.G.E. 

9106130035 

PR 


STEWART.W.L. 

9106070305 

50-280 

P 

SHERR.T.S. 

9106180246 

70-143 


SLEMP.G.E. 

9106130035 

PR 


STEWART.W.L. 

9106100009 

50-338 

Q 

SHERR.T.S. 

9106200212 

70-734 


SLEMP.G.E. 

9106060178 

71-437 


STEWART.W.L. 

9106100228 

50-338 

K 

SHERR.T.S. 

9106210323 

70-27 


SLEMP.G.E. 

9106060180* 

71-437 


STEWART.W.L. 

9106100269 

50-338 

Q 

SHERRELL.M. 

9106070054 

PR 


SMART,A.D. 

9106050259* 

50-341 

p 

STEWART.W.L. 

9106110108 

50-338 

P 

SHEWMAKER.R.E. 

9106030075* 

WASTE MGT 

SMITH,C. 

9106110190* 

50-390 

Q 

STEWART.W.L. 

9106110238 

50-280 

P 

SHIEH.J. 

9106120336 

QA999 


SMITH,G. 

9106030214 

40-8102 


STEWART.W.L. 

9106120273 

50-280 

P 

SHIEH.J. 

9106130061 

PT21 


SMITH,G.C. 

9106040042* 

50-334 

Q 

STEWART.W.L. 

9106130263 

50-280 

P 

SHIFFER.J.D. 

9105070092 

50-275 

Q 

SMITH,I.W. 

9106140075 

50-443 

G 

STEWART.W.L. 

9106130293 

50-280 

F 

SHIFFER.J.D. 

9106040176 

50-275 

F 

SMITH,J.F. 

9106040174* 

50-255 

Q 

STEWART.W.L. 

9106180460 

50-338 

R 

SHIFFER.J.D. 

9106070200 

50-275 

P 

SMITH,L.P. 

9106060070* 

CONTRACT 


STEWART.W.L. 

9106210165 

50-280 

R 

SHIFFER.J.D. 

9106070210 

50-275 

P 

SMITH, L.P. 

9106120063* 

CONTRACT 


STEWART.W.L. 

9106260357 

50-280 

P 

SHIFFER.J.D. 

9106120062 

50-275 

P 

SMITH,N.P. 

9106050043 

REVIEW GR P 

STEWART.W.L. 

9106270008 

50-338 

P 

SHIFFER.J.D. 

9106120066’ 

50-275 

P 

SMITH,P.M. 

9106140165* 

CONTRACT 


STICKLER,R.D. 

9106040380 

71-9033 


SHIFFER.J.D. 

9106120330 

50-275 

F 

SNELL,W. 

9106180116 

l&E 


STICKNEY.W.E. 

9106100055* 

COMMISSION 

SHIFFER.J.D. 

9106180398 

50-275 

P 

SOLER.A.I. 

9106140043* 

50-315 

P 

STILTENPOLE.B. 

9106270186 

WASTE MGT 

SHIFFER.J.D. 

9106180424 

50-275 

P 

SOLOV.D. 

9106170029 

50-302 

Q 

STIMAC.S.F. 

9106210123 

50-295 

F 

SHIFFER.J.D. 

9106180427* 

50-275 

P 

SOMMA.J. 

9106180368* 

50-250 

P 

STMARY,F.A. 

9106200118* 

FOIA 


SHIFFER.J.D. 

9106240039 

50-275 

P 

SOOK.R. 

9106110198 

50-440 

s 

STOCKEY.D. 

9106190402 

50-29 

H 

SHIFFER.J.D. 

9106240321 

50-275 

S 

SORENSEN,G.C. 

9106070134 

50-397 

S 

STOCKTON, N.B. 

9106140104* 

50-295 

P 

SHIFFER.J.D. 

9106240341 

50-275 

S 

SORENSEN,G.C. 

9106180001 

50-508 

A 

STOCKTON,N.B. 

9106140104* 

50-295 

P 

SHIFFER.J.D. 

9106250204 

50-323 

S 

SORENSEN,G.C. 

9106180024 

50-397 

S 

STOHR.J.P. 

9106060139 

50-400 

Q 

SHIFFER.J.D. 

9106280179 

50-275 

P 

SORENSEN,G.C. 

9106190300 

50-397 

Q 

STOHR.J.P. 

9106060233 

70-1113 


SHIFLETT.D.R. 

9106110137 

PROJ 


SORENSEN,G.C. 

9106190394 

50-397 

V 

STOHR.J.P. 

9106100363 

50-321 

Q 

SHIRAKI.C.Y. 

9106190328 

50-331 

p 

SORENSEN,G.C. 

9106240263 

50-397 

P 

STOHR.J.P. 

9106110006 

70-143 


SHIRAKI.C.Y. 

9106210219 

50-331 

Q 

SORENSEN,G.C. 

9106260013 

50-397 

P 

STOHR.J.P. 

9106110071 

70-143 


SHIRAKI.C.Y. 

9106210220 

50-331 

p 

SORGENTI.H.A. 

9106240175* 

FOIA 


STOHR.J.P. 

9106110106 

ORG 


SHIRAKI.C.Y. 

9106210223 

50-331 

Q 

SOSLAND.J. 

9106190344 

FOIA 


STOHR.J.P. 

9106110227 

50-369 

F 

SHIRAKI.C.Y. 

9106240292 

50-331 

P 

SPANGENBERG.F. 

9106060076 

50-461 

P 

STOHR.J.P. 

9106270070 

50-321 

Q 

SHOLLY.S.C. 

9106280013* 

70-270 


SPANGENBERG.F. 

9106140178 

50-461 

R 

STOHR.J.P. 

9106270075* 

50-321 

Q 

SHOLLY.S.C. 

9106280013* 

70-270 


SPANGENBERG.F. 

9106250240 

50-461 

P 

STOHR.P. 

9106060124 

70-1113 


SHORTRIDGE.R.B. 

9106270080* 

50-321 

Q 

SPANGENBERG.F. 

9106270256 

50-461 

P 

STOHR.P. 

9106110069 

70-1113 


SHUPE.M.W. 

9106240146* 

FOIA 


SPENCER,J.W. 

9106030274 

50-325 

s 

STOIBER.C.R. 

9106100071 

XPORTLIC 


SHYMLOCK.M. 

9106110190* 

50-390 

Q 

SPENCER,J.W. 

9106050262 

50-324 

R 

STOLS.R. 

9106130260 

50-254 

P 

SIDORENKO.V.A. 

9106210163’ 

REVIEW GR P 

SPENCER,J.W. 

9106050271 

50-325 

s 

STOLS.R. 

9106260150 

50-254 

P 

SIEBER.J.D. 

9106060318 

50-334 

1 

SPENCER,J.W. 

9106060090 

50-324 

Q 

STOLS.R. 

9106260303 

50-254 

Q 

SIEBER.J.D. 

9106110150 

50-334 

P 

SPENCER.J.W. 

9106100495 

50-325 

s 

STOLS.R. 

9106270107 

50-254 

P 

SIEBER.J.D. 

9106120003 

50-334 

P 

SPENCER.J.W. 

9106100501 

50-325 

S 

STOLZ.J.F. 

9106030115* 

50-219 

P 

SIEBER.J.D. 

9106130006 

50-334 

R 

SPENCER.J.W. 

9106180439 

50-324 

R 

STOLZ.J.F. 

9106030121* 

50-289 

P 

SIEBER.J.D. 

9106210098 

50-334 

P 

SPENCER.J.W. 

9106260235 

50-324 

S 

STOLZ.J.F. 

9106060297* 

50-245 

P 

SIEBER.J.D. 

9106260252 

50-334 

P 

SPIVAK.J. 

9106250121 

50-247 

R 

STOLZ.J.F. 

9106070160* 

50-334 

P 

SIEBER.J.D. 

9106260316 

50-334 

P 

SRENIAWSKI.D. 

9106260036 

l&E 


STOLZ.J.F. 

9106100462* 

50-219 

P 

SIEGEL,B.L. 

9106130131 

50-237 

P 

SRENIAWSKI.D.J. 

8204270436* 

FOIA 


STOLZ.J.F. 

9106110306* 

50-219 

P 

SIEGEL.B.L. 

9106180044 

50-237 

P 

SRENIAWSKI.D.J. 

8204270445* 

FOIA 


STOLZ.J.F. 

9106140128* 

50-245 

P 

SIEGEL,B.L. 

9106260029 

50-373 

P 

SRENIAWSKI.D.J. 

8210040055* 

FOIA 


STOLZ.J.F. 

9106180431* 

50-213 

P 

SIEMASZ.B. 

9106120238 

50-341 

S 

SRENIAWSKI.D.J. 

8210040056* 

FOIA 


STOLZ.J.F. 

9106210216 

50-219 

P 

SIEMASZ.B. 

9106260412 

50-341 

s 

SRENIAWSKI.D.J. 

9106050014* 

40-8724 


STOLZ.J.F. 

9106260292* 

50-213 

P 

SILK.D. 

9106170080* 

50-113 

V 

SRENIAWSKI.D.J. 

9106180094* 

70-1308 


STONE, B.J. 

9106200258 

50-341 

R 

SILVA,M. 

9106200110* 

WASTE MGT 

SRENIAWSKI.D.J. 

9106200085 

40-8035 


STONE,J.C. 

9106190235 

50-272 

P 

SILVER,H. 

9106040304 

50-302 

p 

SRENIAWSKI.D.J. 

9106210045* 

FOIA 


STONE,J.C. 

9106190390 

50-272 

Q 

SIMKINS.N. 

9106030157* 

CONTRACT 


SRENIAWSKI.D.J. 

9106270021 

40-8724 


STONE,J.C. 

9106260100 

50-272 

P 

SIMONS,H. 

9106070011* 

50-237 

Q 

SRENIAWSKI.D.J. 

9106270023* 

40-8724 


STONE,J.C. 

9106260154 

50-272 

P 

SIMONS,H. 

9106240040* 

50-483 

Q 

SSHERLOCK.F. 

9106180212 

PR 


STORZ.L.F. 

9106030205 

50-346 

S 

SIMPSON,A.K. 

9106140007* 

COMMISSION 

ST MARY.F.A. 

7908300115* 

FOIA 


STORZ.L.F. 

9106110204 

50-346 

F 

SIMPSON.D. 

9106250117* 

FOIA 


ST.CLAIR.R.R 

9106050202* 

50-413 

P 

STORZ.L.F. 

9106180426 

50-346 

R 

SINKULE.M.V. 

9106060143 

50-280 

Q 

STABLE! N.K. 

9106110257 

WASTE MGT 

STRAMBACK.G.B. 

9106040274 

TOPREP 


SINKULE.M.V. 

9106060155 

50-338 

Q 

STADLER.M.F. 

9106130178* 

50-54 

1 

STRAMBACK.G.B. 

9106120268 

TOPREP 


SINKULE.M.V. 

9106110103 

50-250 

Q 

STAGGERS,H.O. 

9106170176* 

PR 


STRANSKY.R. 

9106040338 

50-155 

P 
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STRANSKY.R. 

9106040402 

50-155 

P 

TAYLOR.J.M. 

9106050171 

SECY 


THOMPSON,H.L. 

9106200044 

STATE PRO G 

STRANSKY.R. 

9106180387 

50-155 

S 

TAYLOR,J.M. 

9106050174 

SECY 


THOMPSON.H.L. 

9106200055* 

STATF PRO ft 

STRANSKY.R. 

9106180388 

50-155 

P 

TAYLOR.J.M. 

9106050214 

SECY 


THOMPSON.H.L. 

9106270022 

40-0027 


STRANSKY.R. 

9106190234 

50-155 

P 

TAYLOR.J.M. 

9106060145 

50-267 

P 

THOMPSON.H.L 

9106270371 

WASTF MftT 

STRATFORD,R.J. 

9106050206 

XPORTLIC 


TAYLOR.J.M. 

9106060314 

SECY 


THOMPSON,M.M. 

9106210310* 

CONTRACT 


STRATFORD,R.J. 

9106060272 

XPORTLIC 


TAYLOR.J.M. 

9106070084 

PR 


THORNE,C.E. 

9106060003 

XPORTLIC 


STRATFORD, R.J. 

9106180191 

XPORTLIC 


TAYLOR.J.M. 

9106070096 

SECY 


TIDMORE.J.L 

9106190223* 

CONTRACT 


STRIKE,R.K. 

9106280147 

71-454 


TAYLOR.J.M. 

9106070144 

COMMISSION 

TIERNEY,R.A. 

9106250101 

50-250 

R 

STROTHER,C.D. 

9106250120* 

50-346 

G 

TAYLOR.J.M. 

9106070166 

SECY 


TINGEN.S.G. 

9106270082* 

50-280 

Q 

STROTHER,C.D. 

9106250120* 

50-346 

G 

TAYLOR.J.M. 

9106070183 

SECY 


TIPPS.S.B. 

9106070102 

50-366 

S 

STURZ.F.C. 

9106100417 

50-324 

Y 

TAYLOR.J.M. 

9106070230 

WASTE MGT 

TIPPS.S.B. 

9106100335 

50-366 

s 

STURZ.F.C. 

9106120305 

PROJ 


TAYLOR.J.M. 

9106070258 

SECY 


TIPPS.S.B. 

9106180299 

50-321 

s 

STYERS.D.R. 

8704010130* 

FOIA 


TAYLOR.J.M. 

9106110397 

SECY 


TIPPS.S.B. 

9106240011 

50-366 

s 

SUH.G.Y. 

9106060074 

50-277 

P 

TAYLOR.J.M. 

9106130312* 

FOIA 


TOBIAS,M.L. 

9106210012 

NUREG 


SULLIVAN, D.E. 

9106060198* 

CONTRACT 


TAYLOR.J.M. 

9106170141 

ORG 


TOBIN,P. 

9106190388 

50-263 

s 

SULLIVAN,H.S. 

9106210183* 

CONTRACT 


TAYLOR.J.M. 

9106170156 

ORG 


TOBIN,W.J. 

9106110050* 

50-390 

Q 

SULLIVAN,R.M. 

9106170086 

FOIA 


TAYLOR.J.M. 

9106170166 

PR 


TOBIN,W.J. 

9106270396* 

50-259 

n 

SUMMERS,R.J. 

9106030271* 

50-317 

Q 

TAYLOR.J.M. 

9106170173 

PR 


TOKAR.M. 

9106260031 

WASTE MftT 

SUMMERS,R.J. 

9106110072* 

50-247 

Q 

TAYLOR.J.M. 

9106170181 

50-344 

H 

TOLEN.M.B. 

9106170002 

FOIA 


SUNDSMO.T.B. 

9106040326* 

5C-397 

V 

TAYLOR.J.M. 

9106170203 

ORG 


TOLER,W.R. 

9106030274 

50-325 

S 

SURMEIER.J.J. 

9106070301 

40-8989 


TAYLOR.J.M. 

9106170215 

PR 


TOLER,W.R. 

9106050271 

50-325 

S 

SURMEIER.J.J. 

9106100295 

WASTE MGT 

TAYLOR.J.M. 

9106170230 

PR 


TOLER,W.R. 

9106260235 

50-324 

s 

SURMEIER.J.J. 

9106100304 

WASTE MGT 

TAYLOR,J.M. 

9106180039 

50-250 

H 

TOMKINS,J.E. 

9106190127 

50-275 

p 

SURMEIER.J.J. 

9106120035 

WASTE MGT 

TAYLOR.J.M. 

9106180075 

50-443 

P 

TOMPKINS, B.A. 

9106140030 

50-443 

G 

SURMEIER.J.J. 

9106120037 

WASTE MGT 

TAYLOR.J.M. 

9106200293 

SECY 


TOMPKINS,B.A. 

9106280026 

50-261 

G 

SURMEIER.J.J. 

9106190287 

WASTE MGT 

TAYLOR.J.M. 

9106210102 

ORG 


TORRES,R. 

9106180178 

PR 


SURMEIER.J.J. 

9106190315 

WASTE MGT 

TAYLOR,J.M. 

9106210139 

REVIEW GR P 

TORRES,R. 

9106180178 

PR 


SURMEIER.J.J. 

9106190341 

WASTE MGT 

TAYLOR.J.M. 

9106210158 

REVIEW GR P 

TOSCH.K. 

9106210296 

50-219 

p 

SURMEIER.J.J. 

9106200046 

40-8989 


TAYLOR.J.M. 

9106210245 

SECY 


TOWNSEND,C. 

9106050257 

50-206 

p 

SURMEIER.J.J. 

9106240274 

40-8989 


TAYLOR.J.M. 

9106210262 

10CFR 


TOWNSEND, J.D. 

9106250106 

50-275 

R 

SURMEIER.J.J. 

9106250014 

WASTE MGT 

TAYLOR.J.M. 

9106240178 

50-259 

P 

TOY,H.L 

9106180295 

70-8 


SURMEIER.J.J. 

9106270304 

40-8989 


TAYLOR.J.M. 

9106240197 

50-317 

P 

TRACE,D.A. 

9106110119* 

50-338 

P 

SUWALA.M.C. 

9106210214 

70-27 


TAYLOR.J.M. 

9106240296 

50-220 

P 

TRAHAN,J.L. 

9106120044 

PR 


SWANK,D.A. 

9106120078 

50-397 

S 

TAYLOR.J.M. 

9106250088 

50-282 

P 

TRAHAN,J.L. 

9106120044 

PR 


SWIFT,J.J. 

9106200089 

40-7102 


TAYLOR.J.M. 

9106250090 

50-295 

P 

TRAN.H. 

9106210108* 

50-331 

R 

SZYMANSKI.T.L. 

9106170080* 

50-113 

V 

TAYLOR.J.M. 

9106250172 

50-483 

P 

TRAN.H. 

9106210117* 

50-331 

R 

TABOR, S.F. 

9106100495 

50-325 

S 

TAYLOR.J.M. 

9106260121 

50-219 

H 

TRAVER.L.E. 

9106040392 

NUREG 


TABOR,S.F. 

9106100501 

50-325 

S 

TAYLOR.J.M. 

9106270337* 

PR 


TRAVIS,R. 

9106210013 

NUREG 


TAGAMI.M. 

9106180420* 

50-267 

Y 

TAYLOR,M. 

9106170121 

l&E 


TRIKOUROS.N.G. 

9106070037* 

50-219 

P 

TAJBAKHSH.A.E. 

9106040015* 

50-445 

P 

TAYLOR, M. 

9106170245 

l&E 


TRITCH.S.R. 

9106030295 

TOPREP 


TALWANI.P. 

9106260383* 

50-395 

R 

TAYLOR,P.A. 

9106270028* 

50-250 

Q 

TRITCH.S.R. 

9106100131 

TOPREP 


TAM.P.S. 

9106030090 

50-390 

A 

TAYLOR,S.M. 

9106060169 

CONTRACT 


TRITCH.S.R. 

9106200145 

50-395 

P 

TAM.P.S. 

9106040163 

50-390 

F 

TAYLOR,S.M. 

9106240111 

CONTRACT 


TRITCH.S.R. 

9106260263 

TOPREP 


TAM.P.S. 

9106040311 

50-390 

A 

TEAGUE,S.P. 

9106130223 

FOIA 


TRITCH.S.R. 

9106260306 

TOPREP 


TAM.P.S. 

9106060283 

50-390 

A 

TEATOR.J.A. 

9106170207* 

FOIA 


TRITCH.S.R. 

9106260368 

TOPREP 


TAM.P.S. 

9106100119 

50-390 

A 

TEATOR.J.A. 

9106170214* 

FOIA 


TROCINE.L. 

9106270114* 

50-250 

Q 

TAM.P.S. 

9106100157 

50-390 

A 

TEATOR.J.A. 

9106170219* 

FOIA 


TROMBLEY,R.J. 

9106040017 

PR 


TAM.P.S. 

9106190389 

50-390 

A 

TEATOR.J.A. 

9106170228* 

FOIA 


TROSKOSKI.W. 

9106040358 

50-324 

Q 

TANTAWI.M. 

9106180358* 

50-213 

P 

TEATOR.J.A. 

9106170235* 

FOIA 


TROSKOSKI.W. 

9106040366 

50-29 

Q 

TARPEY.L.M. 

9106030166* 

CONTRACT 


TEATOR.J.A. 

9106170247* 

FOIA 


TROTTIER.E.H. 

9106060254 

50-309 

P 

TAYLOR,D. 

9106200251* 

50-244 

Q 

TEATOR.J.A. 

9106170255* 

FOIA 


TROTTIER.E.H. 

9106240336 

50-309 

P 

TAYLOR,D.L. 

9106050295 

50-237 

P 

TEATOR.J.A. 

9106170262* 

FOIA 


TRUDEAU.J.J. 

9106070087* 

PR 


TAYLOR,D.L. 

9106100437 

50-373 

P 

TEATOR.J.A. 

9106170266* 

FOIA 


TUCKER,H.B. 

9106040170 

50-369 

F 

TAYLOR,D.L 

9106100452 

50-254 

Q 

TEATOR.J.A. 

9106170275* 

FOIA 


TUCKER,H.B. 

9106040173 

50-369 

F 

TAYLOR,D.L. 

9106200183 

50-10 

P 

TEATOR.J.A. 

9106180260* 

FOIA 


TUCKER,H.B. 

9106050188 

50-413 

P 

TAYLOR,J. 

9106210013 

NUREG 


TEATOR.J.A. 

9106180261* 

FOIA 


TUCKER,H.B. 

9106100199 

50-413 

Q 

TAYLOR,J.M. 

9008280021 

SECY 


TEDROW.J. 

9106110044* 

50-400 

Q 

TUCKER,H.B. 

9106100424 

50-413 

Q 

TAYLOR,J.M. 

9101030294 

50-267 

P 

TEDROW.J. 

9106270068* 

50-400 

Q 

TUCKER,H.B. 

9106110132 

50-413 

R 

TAYLOR,J.M. 

9102040162 

SECY 


TEMUS.C.J. 

9106190278 

71-9218 


TUCKER,H.B. 

9106110413 

50-369 

P 

TAYLOR,J.M. 

9103010132 

SECY 


TENBROOK.W.K. 

9106100123* 

50-528 

Q 

TUCKER,H.B. 

9106200019 

50-413 

Q 

TAYLOR,J.M. 

9104050176 

SECY 


TENBROOK.W.K. 

9106180030* 

50-528 

Q 

TUCKMAN.M.S. 

9106030038 

50-369 

P 

TAYLOR,J.M. 

9104240168 

SECY 


TERC.N.N. 

9106190036* 

50-498 

Q 

TUCKMAN.M.S. 

9106040460 

50-413 

S 

TAYLOR,J.M. 

9104300392 

SECY 


TERRY.C.D. 

9106060127 

50-410 

Q 

TUCKMAN.M.S. 

9106070311 

50-369 

F 

TAYLOR,J.M. 

9104300399 

SECY 


TERRY,C.D. 

9106070236 

50-220 

Q 

TUCKMAN.M.S. 

9106100207 

50-369 

Q 

TAYLOR,J.M. 

9105060039 

SECY 


TERRY.C.D. 

9106180196 

50-410 

P 

TUCKMAN.M.S. 

9106100397 

50-413 

P 

TAYLOR,J.M. 

9105080304 

SECY 


TERRY.C.D. 

9106180201 

50-410 

P 

TUCKMAN.M.S. 

9106100434 

50-269 

Q 

TAYLOR,J.M. 

9105140123 

SECY 


TERRY.C.D. 

9106200029 

50-244 

P 

TUCKMAN.M.S. 

9106110133 

50-369 

P 

TAYLOR,J.M. 

9105140377 

SECY 


TETRAULT.R.E. 

9106280104 

70-28 


TUCKMAN.M.S. 

9106110425 

50-287 

P 

TAYLOR,J.M. 

9105140389 

SECY 


THADANI.M.C. 

9106040158 

50-438 

A 

TUCKMAN.M.S. 

9106120138 

50-369 

F 

TAYLOR,J.M. 

9105140401 

SECY 


THADANI.M.C. 

9106050013 

50-438 

A 

TUCKMAN.M.S. 

9106120200 

50-287 

Q 

TAYLOR,J.M. 

9105170217 

SECY 


THADANI.M.C. 

9106070141 

50-438 

A 

TUCKMAN.M.S. 

9106200015 

50-269 

P 

TAYLOR,J.M. 

9105210157 

SECY 


THADANI.M.C. 

9106120363 

50-438 

A 

TUCKMAN.M.S. 

9106200039 

50-413 

S 

TAYLOR,J.M. 

9105210233 

50-260 

H 

THADANI.M.C. 

9106180461 

50-438 

A 

TUCKMAN.M.S. 

9106210138 

50-369 

R 

TAYLOR,J.M. 

9105230018 

50-309 

F 

THADANI.M.C. 

9106260393 

50-438 

A 

TUCKMAN.M.S. 

9106210173 

50-269 

R 

TAYLOR,J.M. 

9105230028 

SECY 


THAGGAD.M. 

9106190345* 

WASTE MGT 

TUCKMAN.M.S. 

9106210184 

50-413 

R 

TAYLOR,J.M. 

9105230029 

SECY 


THAMS.K.A. 

9106180238 

PR 


TUCKMAN.M.S. 

9106240244 

50-269 

F 

TAYLOR,J.M. 

9105230031 

SECY 


THAMS.K.R. 

9106180236 

PR 


TUCKMAN.M.S. 

9106240305 

50-413 

Q 

TAYLOR,J.M. 

9105230033 

SECY 


THAMS.K.R. 

9106180236 

PR 


TUCKMAN.M.S. 

9106250136 

50-413 

F 

TAYLOR,J.M. 

9105230105 

50-344 

F 

THAMS.R.W. 

9106180242 

PR 


TUCKMAN.M.S. 

9106250142 

50-413 

F 

TAYLOR.J.M. 

9105280085 

SECY 


THAYER.J.K. 

9106050336* 

50-29 

Q 

TUCKMAN.M.S. 

9106260228 

50-413 

P 

TAYLOR,J.M. 

9106030036 

SECY 


THISTLETHWAITE 

9106110214* 

STATE PRO G 

TUCKMAN.M.S. 

9106260239 

50-413 

Q 

TAYLOR,J.M. 

9106030079 

WASTE MGT 

THOMAS,B.E. 

9106040141 

CONTRACT 


TUCKMAN.M.S. 

9106260341 

50-269 

P 

TAYLOR,J.M. 

9106030126 

NUREG 


THOMAS,M. 

9106270052* 

50-302 

Q 

TUCKMAN.M.S. 

9106270311 

50-413 

S 

TAYLOR,J.M. 

9106040125 

TOPREP 


THOMAS,M. 

9106270223* 

50-400 

Q 

TUCKMAN.M.S. 

9106270370 

50-269 

Q 

TAYLOR,J.M. 

9106040359 

50-346 

P 

THOMPSON,C. 

9106030139 

50-530 

P 

TUCKMAN.M.S. 

9106280128 

50-413 

S 

TAYLOR,J.M. 

9106050115 

TOPREP 


THOMPSONS. 

9106030175 

50-528 

P 

TUCKMAN.M.S. 

9106280178 

50-413 

P 

TAYLOR,J.M. 

9106050119 

50-245 

P 

THOMPSON,D. 

9106110176* 

50-400 

Q 

TUMER.S.H. 

9106130053 

PR 


TAYLOR,J.M. 

9106050155 

50-309 

U 

THOMPSON,D.H. 

9106270396* 

50-259 

Q 

TUMER.S.H. 

9106130053 

PR 
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CATEGORY 

TWOREK.R. 

9106140149* 

CONTRACT 


WAKEMAN.B.H. 

9106270255 

50-280 

Y 

WELZBACKER.R.T. 

9106180005* 

50-255 

P 

uemiya.s. 

9106040189* 

XPORTLIC 


WALDRON,S. 

9106270117 

l&E 


WENZINGER.E. 

9106130362 

50-219 

Q 

ULIE.J.M. 

9106120010* 

50-461 

Q 

WALKER.H.A. 

9106110195* 

50-346 

Q 

WENZINGER.E.C. 

9106030237 

50-334 

Q 

ULMER,J.F. 

9106250095 

50-344 

R 

WALKER,W.C. 

9106030141 

50-285 

P 

WENZINGER.E.C. 

9106030243 

50-245 

Q 

UMBEL.D. 

9106140162 

CONTRACT 


WALKER,W.C. 

9106060012 

50-285 

P 

WENZINGER.E.C. 

9106070066 

50-289 

Q 

UMBEL.D. 

9106210156 

CONTRACT 


WALKER,W.C. 

9106110009 

50-285 

P 

WENZINGER.E.C. 

9106130300 

50-423 

Q 

UTTAL.S.L. 

9106170180 

40-8027 


WALKER,W.C. 

9106210119 

50-285 

P 

WENZINGER.E.C. 

9106250099 

50-336 

Q 

VACCA.P.C. 

9106170226* 

FOIA 


WALKER,W.F. 

9106040056 

PR 


WENZINGER.E.C. 

9106250152 

50-245 

Q 

VACCA.P.C. 

9106170234* 

FOIA 


WALKER. W.F. 

9106040056 

PR 


WENZINGER.E.C. 

9106260046 

50-336 

Q 

VACCA.P.C. 

9106180375* 

FOIA 


WALKER,W.J. 

9106170187* 

FOIA 


WESSMAN.R. 

9106070297* 

50-244 

P 

VACCA.P.C. 

9106180421* 

FOIA 


WALKER,W.P. 

9106060033 

PR 


WESSMAN.R. 

9106280073* 

50-293 

P 

VACCA.P.C. 

9106190311* 

FOIA 


WALL.MJ. 

9106060031 

PR 


WESSMAN.R.H. 

9106040156 

50-443 

P 

VAN BRUNT,C.F. 

9106040373 

40-2259 


WALLACE,D.W. 

9106140110* 

70-270 


WESSMAN.R.H. 

9106050017* 

50-244 

P 

VAN REENEN.W.J. 

9106260038 

PR 


WALLACE,E.G. 

9106050180 

50-327 

Q 

WESSMAN.R.H. 

9106120071 

50-244 

P 

VAN REENEN.W.J. 

9106260038 

PR 


WALLACE,E.G. 

9106050205 

50-259 

J 

WESSMAN.R.H. 

9106120074 

50-244 

P 

VANBUSKIRK.F. 

9103190195 

50-313 

F 

WALLACE,E.G. 

9106070031 

50-390 

K 

WESSMAN.R.H. 

9106240339* 

50-309 

P 

VANDOORN.P.K. 

9106060241* 

50-369 

Q 

WALLACE,E.G. 

9106070051 

50-390 

S 

WEST.P. 

9106260024 

PR 


VANZANT.B.W. 

9106250161 

NUREG 


WALLACE,E.G. 

9106070275 

50-390 

A 

WEST.P. 

9106260024 

PR 


VARGA.S.A. 

9106040140 

50-348 

P 

WALLACE,E.G. 

9106100057 

50-390 

S 

WESTERMAN.T.F. 

9106040217 

50-382 

Q 

VARGA.S.A. 

9106050120 

50-309 

P 

WALLACE,E.G. 

9106100431 

50-327 

S 

WESTERMAN.T.F. 

9106120318* 

50-382 

Q 

VARGA.S.A. 

9106050260 

50-260 

Q 

WALLACE,E.G. 

9106100453 

50-327 

s 

WESTERMAN.T.F. 

9106200307* 

50-313 

Q 

VARGA.S.A. 

9106110275* 

50-245 

P 

WALLACE,E.G. 

9106120284 

50-390 

s 

WETZELS. A. 

9106110271 

50-259 

S 

VARGA.S.A. 

9106190227 

50-259 

P 

WALLACE,E.G. 

9106130220 

50-390 

Q 

WETZEL,S.A. 

9106200144 

50-260 

S 

VARGA.S.A. 

9106190254 

50-443 

F 

WALLACE.E.G. 

9106140019 

50-327 

Q 

WETZEL,S.A. 

9106270339 

50-260 

S 

VARGA.S.A. 

9106210172 

50-277 

P 

WALLACE.E.G. 

9106140021 

50-327 

P 

WHEAT,R. 

9106120027 

PR 


VARGA.S.A. 

9106210200 

50-424 

P 

WALLACE.E.G. 

9106140024 

50-259 

P 

WHEELER,P.A. 

9106120012 

PR 


VARGA.S.A. 

9106260048 

50-334 

Q 

WALLACE.E.G. 

9106140184 

50-259 

F 

WHITE,C.W. 

9106250237* 

FOIA 


VARGOSKO.S.P. 

9106060048 

PR 


WALLACE.E.G. 

9106190004 

50-390 

s 

WHITE,C.W. 

9106260287* 

FOIA 


VASQUEZ.G.M. 

9106100033 

l&E 


WALLACE.E.G. 

9106190267 

50-390 

R 

WHITE,C.W. 

9106260331* 

FOIA 


VAUGHN,G.E. 

9106110015 

50-261 

P 

WALLACE,E.G. 

9106190277 

50-260 

P 

WHITE,J. 

9106200037* 

50-387 

Q 

VAUGHN, G.E. 

9106140014 

50-324 

P 

WALLACE.E.G. 

9106190280 

50-390 

A 

WHITE,J.R. 

8811290311* 

FOIA 


VAUGHN,G.E. 

9106180118 

50-324 

K 

WALLACE,E.G. 

9106190374 

50-390 

A 

WHITE,J.R. 

9106030314* 

50-272 

Q 

VAUGHN,G.E. 

9106190002 

50-324 

P 

WALLACE.E.G. 

9106200123 

50-260 

P 

WHITE,J.R. 

9106050243 

50-272 

Q 

VAUGHN,G.E. 

9106260060 

50-400 

P 

WALLACE.E.G. 

9106200138 

50-327 

S 

WHITE.J.R. 

9106110230 

50-272 

Q 

VAUGHN,G.E. 

9106270134 

50-324 

P 

WALLACE.E.G. 

9106240273 

50-327 

P 

WHITE,J.R. 

9106140220 

50-387 

Q 

VEERLING.J.P. 

9106130252* 

FOIA 


WALLACE, E.G. 

9106240312 

50-390 

S 

WHITE.J.R. 

9106270056 

50-272 

P 

VEERLING.J.P. 

9106210152* 

FOIA 


WALLACE.E.G. 

9106240318 

50-438 

A 

WHITE,J.W. 

9106270050 

50-387 

P 

VEERLING.J.P. 

9106210227* 

FOIA 


WALLACE.E.G. 

9106250112 

50-327 

R 

WHITE,S.K. 

9106240293 

50-255 

F 

VEERLING.J.P. 

9106210233’ 

FOIA 


WALLACE.E.G. 

9106260288 

50-259 

F 

WHITEMAN,G.W. 

9106260374* 

TOPREP 


VEERLING.J.P. 

9106210280* 

FOIA 


WALLACE.E.G. 

9106260413 

50-390 

A 

WHITT,M.S. 

9106200256 

50-368 

R 

VELASQUEZ.C. 

9106180420* 

50-267 

Y 

WALLACE.E.G. 

9106270381 

50-438 

F 

WHITTEMORE.C.H. 

9106050274 

50-327 

S 

VELETSOS.A.S. 

9106240210* 

50-275 

P 

WALLACE,E.G. 

9106270388 

50-327 

S 

WHITTEMORE.C.H. 

9106110446 

50-327 

S 

VERDEN.J.D. 

9106030145 

WASTE MGT 

WALLACE,E.J. 

9106100406 

50-390 

A 

WICHERS.D.L. 

9106030154 

40-8964 


VERMA.T.R, 

9106270040* 

WASTE MGT 

WALLACE,M.J. 

9106060185 

50-304 

S 

WICHERS.D.L. 

9106060267 

40-8768 


VERNETSON.W.G. 

9106030002 

50-83 

F 

WALLACE,M.O. 

9106070226 

50-390 

Q 

WICHNER.R.P. 

9106180425* 

50-267 

Y 

VERNETSON.W.G. 

9106100252 

50-83 

V 

WALLIN,G.A. 

9106140191 

50-271 

R 

WIEDEMAN.D.G. 

9106200304* 

FOIA 


VERRELLI.D.M. 

9106060098 

50-416 

Q 

WALSH.R.J. 

9106260331* 

FOIA 


WIEDEMAN.D.G. 

9106210023* 

FOIA 


VERRELLI.D.M. 

9106060101 

50-395 

Q 

WALSH,W.F. 

9106130038 

PR 


WIEDEMAN.D.G. 

9106210029* 

FOIA 


VERRELLI.D.M. 

9106060129 

50-348 

Q 

WALSH.W.F. 

9106130038 

PR 


WIENS,L.A. 

9106210247 

50-269 

P 

VERRELLI.D.M. 

9106110037 

50-400 

Q 

WALTON,G.A. 

9106110113* 

50-390 

Q 

WIGGINS,E. 

9106240114* 

CONTRACT 


VERRELLI.D.M. 

9106110040* 

50-400 

Q 

WANG.A.B. 

9106130249 

50-213 

P 

WIGGINS,E.J. 

9106070283* 

CONTRACT 


VERRELLI.D.M. 

9106270084 

50-400 

Q 

WANG.A.B. 

9106180423 

50-213 

P 

WIGGINS,E.J. 

9106140149* 

CONTRACT 


VERRELLI.D.M. 

9106270087 

50-324 

Q 

WANG.A.B. 

9106240032 

50-213 

P 

WIGGINS,E.J. 

9106260378* 

CONTRACT 


VERRELLI.D.M. 

9106270094 

50-416 

Q 

WANG.A.B. 

9106240036* 

50-213 

P 

WILLIAMS,D.C. 

9106270057* 

FOIA 


VERRILLI.M. 

9106190155 

50-400 

S 

WANG.A.B. 

9106260286 

50-213 

P 

WILLIAMS,D.C. 

9106270061* 

FOIA 


VERRILLI.M. 

9106250064 

50-400 

S 

WARD.D.C. 

9106040030 

40-8084 


WILLIAMS, F.J. 

9106040344 

50-247 

P 

VERRILLI.M. 

9106250241 

50-400 

S 

WARD.D.C. 

9106040037 

40-1162 


WILLIAMS,F.J. 

9106190346 

50-286 

Q 

VESSELS,R.D. 

9106170151* 

40-959 


WARD.D.C. 

9106040040 

40-299 


WILLIAMS.F.J. 

9106210222 

50-286 

P 

VICTIMA.M. 

9106140187* 

FOIA 


WARD.D.C. 

9106040092 

40-8452 


WILLIAMS,J.F. 

9106040105 

50-259 

P 

VIDIMOS.R.J. 

9106180139 

PR 


WARD.D.C. 

9106040335 

40-8681 


WILLIAMS.J.H. 

9106110016* 

50-354 

Q 

VINYARD.H.T. 

9106200189 

50-373 

S 

WARD.K.D. 

9106110222* 

50-263 

Q 

WILLIAMS,J.H. 

9106110436* 

50-271 

V 

VIRGILIO.R.O. 

9106110210 

STATE PRO G 

WARGO.C. 

9106120160 

50-245 

S 

WILLIAMS,J.R. 

9106120089 

STATE PRO G 

VISSING.G.S. 

9106040398 

50-336 

P 

WARREN.C.C. 

9106260291* 

WASTE MGT 

WILLIAMS,M. 

9106180438 

50-482 

R 

VISSING.G.S. 

9106130109 

50-336 

P 

WASTLER.S.L. 

9106190291 

40-8989 


WILLIAMS,M.G. 

9106120111 

50-482 

S 

VISSING.G.S. 

9106190317 

50-336 

P 

WATER MAN, J.H. 

9101090280* 

FOIA 


WILLIAMS,M.G. 

9106260342 

50-482 

S 

VISSING.G.S. 

9106210212 

50-336 

P 

WATSON, L.J. 

9106270111* 

50-302 

Q 

WILLIAMS,M.J. 

9106280117* 

40-672 


VISSING.G.S. 

9106210241 

50-213 

P 

WATSON,R.L. 

9106200007 

71-402 


WILLIAMS.O.G. 

9106170253 

FOIA 


VISSING.G.S. 

9106210314 

50-336 

P 

WEAVER,T.W. 

9106180188 

PR 


WILLIAMS,P. 

9106170239* 

PR 


VITTUM.S.L. 

9106200248* 

50-206 

R 

WEAVER,T.W. 

9106180188 

PR 


WILLIAMS,R.A. 

9106210138 

50-369 

R 

VITTUM.S.L. 

9106200252* 

50-206 

R 

WEBBER,R. 

9106070273 

CONTRACT 


WILLIAMS,R.A. 

9106210173 

50-269 

R 

VOJTECH.R.J. 

9106140100 

40-8724 


WEBBER,R. 

9106110220 

CONTRACT 


WILLIAMS, R.A. 

9106210188* 

50-413 

R 

VOLGENAU.E. 

9106140103* 

FOIA 


WEBER, G.A. 

9106120235 

50-315 

S 

WILLIAMS.S.E. 

9106270231 

50-289 

F 

VON HOLLEN.J. 

9106110292* 

50-344 

P 

WEGNER,M. 

9106050186* 

50-281 

Q 

WILLI AMS, W.J. 

9106190292 

50-344 

S 

VON SCHACK.W.W. 

9106070097* 

50-334 

1 

WEHRING.B. 

9106260283 

70-157 


WILLIAMSON,R.L. 

9106180253 

PR 


VONDRA.C.A. 

9106100093 

50-272 

S 

WEHRING.B.W. 

9106050240 

50-602 

A 

WILLIAMSON,R.L 

9106180253 

PR 


VONDRA.C.A. 

9106130295 

50-272 

S 

WEINER,S.A. 

9105230058* 

COMMISSIO N 

WILMOT.E.L. 

9106170220* 

WASTE MGT 

VONDRA.C.A. 

9106260244 

50-311 

s 

WEISS, D. 

9106170197* 

FOIA 


WILSON, A.E. 

9106100002 

50-284 

R 

VONDRA.C.A. 

9106260250 

50-311 

s 

WEISS,S.H. 

9106050292 

PROJ 


WILSON,B.A. 

9106060109 

50-259 

Q 

WABISZEWSKI.E. 

9106260027 

PR 


WEISS,S.H. 

9106060338* 

50-225 

P 

WILSON,B.A. 

9106060209 

50-390 

Q 

WABISZEWSKI.E. 

9106260027 

PR 


WEISS,S.H. 

9106100142 

50-320 

P 

WILSON,B.A. 

9106110018 

50-259 

F 

WACHTEL.P.K. 

9106110130 

50-335 

s 

WEISS,S.H. 

9106180390* 

50-225 

P 

WILSON,B.A. 

9106110025 

50-390 

Q 

WADE.L. 

9106170019* 

FOIA 


WEISS,S.H. 

9106210115* 

50-460 

A 

WILSON,B.A. 

9106110031 

50-259 

P 

WADE.L. 

9106170070* 

FOIA 


WEISS.S.H. 

9106240029* 

50-160 

P 

WILSON,B.A. 

9106110036 

50-390 

Q 

WADE.L. 

9106170120* 

FOIA 


WEISS,S.H. 

9106260087* 

50-274 

P 

WILSON, B.A. 

9106110038 

50-259 

V 

WAGGONER,J. 

9106210097 

PR 


WELLS.B.M. 

9106240012 

PR 


WILSON,B.A. 

9106110042 

50-327 

Q 

WAGGONER.J. 

9106210097 

PR 


WELLS,B.M. 

9106240012 

PR 


WILSON.B.A. 

9106110043 

50-390 

Q 

WAGNER,E.J. 

9106250213 

50-293 

R 

WELLS,D.W. 

9106070283* 

CONTRACT 


WILSON,B.A. 

9106110051 

50-327 

Q 

WAGNER,G.R. 

9106030257 

40-8914 


WELLS,R.D. 

9106270285 

50-289 

S 

WILSON.B.A. 

9106110062 

50-390 

Q 
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WILSON, B.A. 

9106110109 

50-390 

Q 

WILSON,B.A. 

9106110122 

50-259 

Q 

WILSON,B.A. 

9106110129 

50-390 

Q 

WILSON,B.A. 

9106110156 

50-390 

Q 

WILSON,B.A. 

9106110165 

50-390 

Q 

WILSON,B.A. 

9106110166 

50-259 

Q 

WILSON,B.A. 

9106110171 

50-390 

Q 

WILSON,B.A. 

9106110181 

50-438 

A 

WILSON,B.A. 

9106110184 

50-390 

Q 

WILSON,B.A. 

9106270067 

50-259 

Q 

WILSON,B.A. 

9106270074* 

50-259 

Q 

WILSON,B.A. 

9106270076 

50-259 

Q 

WILSON,B.A. 

9106270096 

50-259 

Q 

WILSON,B.A. 

9106270121 

50-390 

A 

WILSON,B.A. 

9106270387 

50-259 

Q 

WILSON,B.A. 

9106270393* 

50-259 

Q 

WILSON.D.L. 

9106180296 

50-331 

S 

WILSON,D.L. 

9106210103 

50-331 

R 

WILSON,J.H. 

9106130203 

PROJ 


WILSON,J.L. 

9106040367 

50-328 

S 

WILSON,J.L. 

9106040416 

50-327 

S 

WILSON,J.L. 

9106050274 

50-327 

S 

WILSON,J.L. 

9106050378 

50-327 

s 

WILSON,J.L. 

9106110446 

50-327 

s 

WILSON,J.L. 

9106250182 

50-327 

P 

WILSON, J.N. 

9106050389* 

50-601 

A 

WINGER,M.A. 

9106130006 

50-334 

R 

WINSBERG.K.L. 

9106190367 

PR 


WINSLOW,T.P. 

9106060207 

70-1113 


WINSLOW,T.P. 

9106110217 

70-1113 


WINSLOW,T.P. 

9106210181 

70-1113 


WISHAM,C.L. 

9106200264 

70-734 


WISHAM.C.L. 

9106210298 

70-734 


WISHAM.C.L. 

9106210316 

70-734 


WISHAM.C.L 

9106260127 

70-734 


WITT.A.E. 

8306030313* 

FOIA 


WITT.A.E. 

8505170498* 

FOIA 


WITT.A.E. 

8908160010* 

FOIA 


WITT.A.E. 

8908160011* 

FOIA 


WITT.A.E. 

8911080317* 

FOIA 


WITT.A.E. 

9106130351* 

FOIA 


WITT.A.E. 

9106180132* 

FOIA 


WITT.A.E. 

9106190052* 

FOIA 


WITT.A.E. 

9106190109* 

FOIA 


WITT.A.E. 

9106210250* 

FOIA 


WITT.A.E. 

9106210313* 

FOIA 


WITT.A.E. 

9106240057* 

FOIA 


WITT.A.E. 

9106240064* 

FOIA 


WITT.A.E. 

9106240067* 

FOIA 


WITT.A.E. 

9106240077* 

FOIA 


WITT.A.E. 

9106240081* 

FOIA 


WITT.A.E. 

9106240104* 

FOIA 


WITT.A.E. 

9106240113* 

FOIA 


WITT.A.E. 

9106240123* 

FOIA 


WITT.A.E. 

9106240168* 

FOIA 


WITT.A.E. 

9106240192* 

FOIA 


WITT.F.J. 

9106260332* 

50-282 

Q 

WOLLAM.J. 

9106120369 

FOIA 


WOLLMERSHAUSER 

9106110185 

PT21 
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WOLZ.T.C. 

9106180311 

50-237 

S 

WOMACK,L.F. 

9106100113 

50-275 

F 

WOMACK, L.F. 

9106100446 

50-275 

F 

WOMACK,L.F. 

9106110154 

50-275 

F 

WOMACK,L.F. 

9106120001 

50-275 

F 

WOMACK,L.F. 

9106140163 

50-275 

F 

WONG.H. 

9106100084* 

50-312 

Q 

WOODARD,J.D. 

9106030118 

50-348 

P 

WOODARD,J.D. 

9106040333 

50-348 

P 

WOODARD,J.D. 

9106040343 

50-348 

S 

WOODARD,J.D. 

9106060068 

50-348 

P 

WOODARD,J.D. 

9106110011 

50-348 

P 

WOODARD,J.D. 

9106180187 

50-348 

P 

WOODARD,J.D. 

9106180444 

50-348 

R 

WOODARD,J.D. 

9106180448 

50-364 

R 

WOODARD,J.D. 

9106190359 

50-348 

S 

WOODARD,J.D. 

9106210305 

50-364 

P 

WOODARD,J.D. 

9106240105 

50-348 

P 

WOODARD,J.D. 

9106240270 

50-348 

Q 

WOODARD,J.D. 

9106260361 

50-348 

S 

WOODARD,J.D. 

9106270014 

50-348 

P 

WOODHEAD.C.P. 

9106140139 

70-270 


WOODHEAD.C.P. 

9106250076 

70-270 


WOODHEAD.C.P. 

9106280078 

50-320 

G 

WOODLAN.D.R. 

9106040014 

50-445 

P 

WOODLAN.D.R. 

9106190021 

50-445 

Q 

WOODLAN.D.R. 

9106270097 

50-445 

P 

WOODRUFF,R. 

9106070019 

l&E 


WOODRUFF,R.W. 

9106170199* 

50-146 

Q 

WOODS,S. 

9106180231 

PR 


WOOTTON.M.H. 

9106120125 

50-259 

S 

WRIGHT,E.G. 

9106130373* 

FOIA 


WRIGHT,E.G. 

9106130374* 

FOIA 


WRIGHT,E.G. 

9106170204* 

40-959 


WRIGHT,E.G. 

9106170208* 

40-959 


WRIGHT,E.G. 

9106170243* 

40-959 


WRIGHT, G.C. 

9106040031 

50-456 

V 

WRIGHT,G.C. 

9106050047 

50-255 

Q 

WRIGHT,G.C. 

9106060042 

50-440 

P 

WRIGHT,G.C. 

9106070008 

50-461 

P 

WRIGHT,G.C. 

9106110024 

50-266 

V 

WRIGHT,G.C. 

9106110199 

50-237 

V 

WRIGHT,G.C. 

9106120068 

50-254 

Q 

WRIGHT,G.C. 

9106180136 

50-456 

V 

WRIGHT,G.C. 

9106180198 

50-266 

V 

WRIGHT,G.C. 

9106200008 

50-266 

P 

WRIGHT,G.C. 

9106200011 

50-315 

P 

WRIGHT.G.C. 

9106240112 

50-346 

P 

WRIGHT,G.C. 

9106260095 

50-409 

F 

WRIGHT, J.E. 

9106120180 

NUREG 


WRIGHT,L.D. 

9106210069 

PR 


WRIGHT,L.D. 

9106210069 

PR 


WRIGHT,R.W. 

9106270110 

50-416 

S 

WU,C 

9106100427* 

50-390 

A 

WUNDER.G.F. 

9106110268 

50-395 

P 

WUNDER.G.F. 

9106180027 

50-395 

P 

WYLIE,C.P. 

9106170221* 

PR 


YACHMETZ.P.K. 

9106130159 

50-54 

1 

YANDELL.L.A. 

9106180259* 

40-8027 
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YANDELL.L.A. 

9106190153* 

40-8027 


YANDELL.L.A. 

9106260041* 

40-8027 


YANDELL.L.A. 

9106280157* 

40-8027 


YAW.R.B. 

9106130063 

PR 


YAW.R.B. 

9106130063 

PR 


YEAZEL.J.A. 

9106200050 

PROJ 


YEOMAN,W.G. 

9106180223 

PR 


YEROKUN.J. 

9106250178* 

50-443 

Q 

YIN.l.T. 

9106050049* 

50-255 

Q 

YORK.J.W. 

9106270082* 

50-280 

Q 

YOSHIKAI.S. 

9106140050 

FOIA 


YOUNG,K.A. 

9106210134 

50-387 

R 

YOUNG,M.Y. 

9106100144* 

TOPREP 


YOUNG,R. 

9106180153 

PR 


YOUNG,R. 

9106180153 

PR 


YOUNG,Y. 

9106210195 

40-7604 


YOUNGBLOOD,B.J 

9106100177 

WASTE MGT 

YOUNGBLOOD,B.J. 

9106110151 

WASTE MGT 

YOUNGBLOOD,B.J. 

9106180265 

WASTE MGT 

YUHAS.G.P. 

9106040329 

50-397 

Q 

YUHAS.G.P. 

9106040332* 

50-397 

Q 

YUHAS.G.P. 

9106100112 

50-528 

Q 

YUHAS.G.P. 

9106100123* 

50-528 

Q 

YUHAS.G.P. 

9106180023 

50-528 

Q 

YUHAS.G.P. 

9106180030* 

50-528 

Q 

YUHAS.G.P. 

9106180046 

50-344 

Q 

YUHAS.G.P. 

9106180054* 

50-344 

Q 

YUHAS.G.P. 

9106260115* 

50-344 

Q 

ZABIELSKI.V. 

9106200273 

50-354 

R 

ZAHIRIEH.S. 

9106030228* 

CONTRACT 


ZAHIRIEH.S. 

9106050335* 

CONTRACT 


ZALCMAN.B. 

9106130377 

ORG 


ZERINGUE.O.J. 

9106050272 

50-260 

Q 

ZERINGUE.O.J. 

9106110271 

50-259 

S 

ZERINGUE.O.J. 

9106180353 

50-259 

P 

ZERINGUE.O.J. 

9106190009 

50-260 

S 

ZERINGUE.O.J. 

9106190242 

50-259 

P 

ZERINGUE.O.J. 

9106200144 

50-260 

s 

ZERINGUE.O.J. 

9106200151 

50-259 

s 

ZERINGUE.O.J. 

9106200168 

50-260 

s 

ZERINGUE.O.J. 

9106270339 

50-260 

s 

ZERINGUE.O.J. 

9106270359 

50-260 

s 

ZERINGUE.O.J. 

9106280161 

50-260 

p 

ZIEGLER,R.S. 

9106030326 

40-8902 


ZIEGLER,R.S. 

9106050122 

40-8902 


ZIMMER,S. 

9106180211 

PR 


ZIMMER,S. 

9106180211 

PR 


ZIMMERMAN,R.P. 

9106040369 

50-528 

P 

ZIMMERMAN, R.P. 

9106050019 

50-528 

p 

ZIMMERMAN,R.P. 

9106110163 

50-206 

p 

ZIMMERMAN,R.P. 

9106110168 

50-344 

Q 

ZIMMERMAN,R.P. 

9106110205 

50-397 

V 

ZIMMERMAN,R.P. 

9106180175 

50-206 

Q 

ZIMMERMAN,R.P. 

9106240063 

50-344 

Q 

ZIMMERMAN,R.P. 

9106260022 

50-528 

P 

ZIMMERMAN.R.R. 

9106270238 

50-344 

P 

ZURAN.A. 

9106210091 

PR 


ZURAN.A. 

9106210091 

PR 


ZWOLINSKI.J.A. 

9106060056 

50-331 

P 

ZWOLINSKI.J.A. 

9106060218* 

50-461 

P 
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These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac¬ 
cession number in this index indicates that the docu¬ 
ment is an enclosure to another document. To 
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AUTHOR AFFILIATION 


3 E’s Corp. 

A & A Nondestructive Testing Services, 
Inc. 

AECL, Inc. 

ASEA Brown Boveri, Inc. 


AT&T Communications 
ATEC Associates, Inc. 


Abington Memorial Hosp., Abington, PA 

Accident Prevention Group 
Advanced Nuclear Fuels Corp. (formerly 

Exxon Nuclear Co., Inc.) 


Advex Corp. 


Agfa Corp. 

Agriculture, Dept, of 

Alabama Electric Cooperative, Inc. 

Alabama Power Co. 


Alabama, State of 

Alaska Industrial X-Ray, Inc. (AIX) 
Allegheny Electric Cooperative, Inc. 

Allegheny Nuclear Surveys, Inc. 
Allied-Signal Corp. 

Amalgamated Services, Inc. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9106210077 

PR 


9106180234 

PR 


9106110137 

PROJ 


9106040239 

XPORTLIC 


9106040370 

70-36 


9106040375 

70-36 


9106050314 

50-225 

P 

9106180215 

70-1100 


9106180218 

70-1100 


9106180233 

PR 


9106180436 

70-36 


9106200210 

70-36 


9106120046* 

CONTRACT 


9106130026 

PR 


9106210062 

PR 


8103200011* 

FOIA 


9106140144 

FOIA 


9106060159* 

CONTRACT 


9106030332 

TOPREP 


9106070240* 

50-237 

P 

9106180005* 

50-255 

P 

9106180308 

71-6581 


9106190217 

TOPREP 


9106060178 

71-437 


9106060180* 

71-437 


9106060232 

71-166 


9106060232 

71-166 


9106130035 

PR 


9106120369 

FOIA 


9106240162* 

FOIA 


9106250114* 

50-346 

G 

9106030118 

50-348 

P 

9106040333 

50-348 

P 

9106040333 

50-348 

P 

9106040343 

50-348 

S 

9106060068 

50-348 

P 

9106060068 

50-348 

P 

9106070110 

50-348 

F 

9106070110 

50-348 

F 

9106110011 

50-348 

P 

9106180187 

50-348 

P 

9106180187 

50-348 

P 

9106180285 

50-348 

F 

9106180444 

50-348 

R 

9106180448 

50-364 

R 

9106190359 

50-348 

S 

9106210198 

50-348 

F 

9106210198 

50-348 

F 

9106210305 

50-364 

P 

9106240105 

50-348 

P 

9106240105 

50-348 

P 

9106240270 

50-348 

Q 

9106240270 

50-348 

Q 

9106240316 

50-348 

F 

9106260361 

50-348 

S 

9106270014 

50-348 

P 

9106270166 

50-348 

F 

9106270166 

50-348 

F 

9106270185 

50-348 

F 

9106040021 

PR 


9106040025* 

PR 


9106280050 

71-6717 


9106240001 

50-387 

1 

9106070054 

PR 


9106180152 

40-3392 


9106120084 

50-220 

S 


AUTHOR AFFILIATION 


Amerace Corp. 

American College of Nuclear Physicians 
American Electric Power Co., Inc. 


American Electric Power Service Corp. 
American Nuclear Corp. 


Amersham Corp. 

Applied Technical Services, Inc. 
Arent, Fox, Kintner, Plotkin & Kahn 
Argonne National Laboratory 
Arizona Public Service Co. (formerly 

Arizona Nuclear Power Project) 


Arizona, Univ. of, Tucson, AZ 
Arkansas Tech Univ., Russellville, AR 


Arkansas, State of 
Army, Dept, of 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9106110022 

PT21 

9106180318 

PT21 

9106170218 

FOIA 

9106070303 

50-315 

9106250243 

50-315 

9106250244* 

50-315 

9106070303 

50-315 

9106030140 

40-4492 

9106030143 

40-4492 

9106030307 

40-4492 

9106200205 

71-9067 

9106260024 

PR 

9106140219 

50-443 

9106060323 

NUREG 

9106040418 

50-530 

9106040422* 

50-530 

9106050299 

50-528 

9106050299 

50-528 

9106050299 

50-528 

9106050312 

50-529 

9106050320 

50-528 

9106050320 

50-528 

9106050320 

50-528 

9106050323* 

50-528 

9106050323* 

50-528 

9106050323* 

50-528 

9106050367* 

50-529 

9106070108 

50-528 

9106070108 

50-528 

9106070108 

50-528 

9106100031 

50-528 

9106100031 

50-528 

9106100094 

50-528 

9106100150 

50-528 

9106110247 

50-528 

9106110247 

50-528 

9106110247 

50-528 

9106110252* 

50-528 

9106110252* 

50-528 

9106110252* 

50-528 

9106140054 

50-528 

9106140054 

50-528 

9106140054 

50-528 

9106140167 

50-530 

9106180244 

50-528 

9106180244 

50-528 

9106180244 

50-528 

9106180306 

50-528 

9106180306 

50-528 

9106180306 

50-528 

9106180382 

50-528 

9106180385 

50-528 

9106180417 

50-528 

9106180417 

50-528 

9106180417 

50-528 

9106190256 

50-528 

9106190435 

50-528 

9106250070 

50-528 

9106250070 

50-528 

9106250070 

50-528 

9106270296 

50-530 

9106170091* 

50-113 

9106050363 

50-606 

9106210170* 

CONTRACT 

9106030281* 

COMMISSIO 

9106040288* 

ORG 

9106210183* 

CONTRACT 


Q 

P 

P 

Q 


M 

S 


N 
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AUTHOR AFFILIATION 


Arrow Tank & Engineering Co. 

Aspen Systems Corp. 

Association of Engineering Geologists 
Atlanta Testing & Engineering 
Atlantic Richfield Co. (ARCO) 


Atlas Corp. 


Atwood & Morrill Co., Inc. (subs, of 
Foster Wheeler Corp.) 

Aufseeser, L.S., DPM 


Automatic Switch Co. 
B&W Fuel Co. 

BWR Owners Group 


Babcock & Wilcox Co. 


Baltimore Gas & Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9106130071 

PR 

9106130110* 

FOIA 

9106210001 

PR 

9106260038 

PR 

9106030326 

40-8902 

9106050122 

40-8902 

9106120380* 

FOIA 

9106130309* 

50-310 

9106130322* 

FOIA 

9106130351* 

FOIA 

9106140029* 

FOIA 

9106140074* 

FOIA 

9106140147* 

FOIA 

9106200126* 

FOIA 

9106200154* 

FOIA 

9106200164* 

FOIA 

9106210048* 

FOIA 

9106210052* 

FOIA 

9106210125* 

FOIA 

9106210147* 

FOIA 

9106210167* 

FOIA 

9106210177* 

FOIA 

9106210238* 

FOIA 

9106210242* 

FOIA 

9106210258* 

FOIA 

9106210267* 

FOIA 

9106210270* 

FOIA 

9106210276* 

FOIA 

9106210303* 

FOIA 

9106210308* 

FOIA 

9106210311* 

FOIA 

9106210313* 

FOIA 

9106210315* 

FOIA 

9106240034* 

FOIA 

9106240042* 

FOIA 

9106240057* 

FOIA 

9106240064* 

FOIA 

9106240067* 

FOIA 

9106240075* 

FOIA 

9106240077* 

FOIA 

9106240081* 

FOIA 

9106240083* 

FOIA 

9106240104* 

FOIA 

9106240138* 

FOIA 

9106240141* 

FOIA 

9106240149* 

FOIA 

9106240151* 

FOIA 

9106240154* 

FOIA 

9106240155* 

FOIA 

9106240163* 

FOIA 

9106240175* 

FOIA 

9106240216* 

FOIA 

9107100320* 

FOIA 

9106030246 

40-3453 

9106040425 

40-3453 

9106280139* 

40-3453 

9106240052 

PR 

9106120076 

PR 

9106240165 

PR 

9106100243 

PT21 

9106180169 

71-6294 

9106200200 

70-1201 

9106100443 

TOPREP 

9106100471* 

TOPREP 

9106170144 

TOPREP 

9106030103 

70-364 

9106040243 

70-27 

9106060226 

70-27 

9106060228 

70-27 

9106120371 

70-824 

9106180148 

70-27 

9106180345 

70-27 

9106210214 

70-27 

9106240137 

70-135 

9106260202 

70-27 

9106260294 

70-27 

9106260310 

70-27 

9106280104 

70-28 

9106280114* 

70-28 

9106280114* 

70-28 

9106280114* 

70-28 

9106280114* 

70-28 

9106280116* 

70-28 

9106280116* 

70-28 

9106280116* 

70-28 

9106280116* 

70-28 

9106030007 

50-317 

9106030273 

50-317 


AUTHOR AFFILIATION 


Barnesville Hosp. Association, Inc., 
Barnesville, OH 

Battelle Memorial Institute, Columbus 
Laboratories 

Battelle Memorial Institute, Pacific 
Northwest Laboratory 

Bechtel Corp. 


Bechtel National, Inc. 

Bechtel Power Corp. 

Bellevue Hosp., Bellevue, OH 
Bethesda Hosp., Zanesville, OH 

Big State X-Ray 

Blackford County Hosp., Hartford City, I 
Bollinger, Ruberry & Garvey 
Boston College, Chestnut Hill, MA 
Boston Edison Co. 


Boston Univ., Boston, MA 
Bradford Hosp., Bradford, PA 
Brookhaven National Laboratory 


Budinger & Associates 

Bunker Hill Community College, Boston, M 

Business Communications Contractors Inc 
Butler, Callahan & Ehret 
C&R Laboratories 
CBI Na-Con, Inc. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9106030273 

50-317 

P 

9106030282* 

50-317 

P 

9106030282* 

50-317 

P 

9106030341 

50-317 

P 

9106030341 

50-317 

P 

9106030343* 

50-317 

P 

9106030343* 

50-317 

P 

9106040009 

50-317 

P 

9106040009 

50-317 

P 

9106040010* 

50-317 

P 

9106040010* 

50-317 

P 

9106040059 

50-317 

Q 

9106040059 

50-317 

Q 

9106050263 

50-318 

S 

9106050270 

50-317 

s 

9106050278 

50-318 

s 

9106060160 

50-317 

J 

9106070214 

50-317 

p 

9106070257 

50-317 

Q 

9106070259 

50-318 

s 

9106100039 

50-317 

P 

9106100039 

50-317 

P 

9106110067 

50-317 

F 

9106110067 

50-317 

F 

9106110086 

50-317 

F 

9106110086 

50-317 

F 

9106120261 

50-317 

Q 

9106120261 

50-317 

Q 

9106180163 

50-317 

s 

9106180163 

50-317 

S 

9106180172 

50-317 

P 

9106180172 

50-317 

P 

9106180194 

50-317 

P 

9106180194 

50-317 

P 

9106180305 

50-317 

F 

9106180305 

50-317 

F 

9106180440 

50-317 

R 

9106180440 

50-317 

R 

9106200119 

50-317 

1 

9106200119 

50-317 

1 

9106260135 

50-317 

F 

9106260185 

50-317 

F 

9106260254 

50-318 

P 

9106260389 

50-317 

1 

9106260067 

PR 


9106180295 

70-8 


9106100166* 

50-320 

P 

9106070218* 

50-317 

P 

9106180336* 

50-213 

P 

9106180339* 

50-213 

P 

9106180341* 

50-213 

P 

9106180344* 

50-213 

P 

9106180358* 

50-213 

P 

9106050355* 

70-734 


9106180366 

FOIA 


9106060031 

PR 


9106140200* 

FOIA 


9106260045 

PR 


9106040019 

PR 


9106130292 

FOIA 


9106140033* 

CONTRACT 


9106040400 

50-293 

S 

9106070120 

50-293 

S 

9106100473 

50-293 

P 

9106110110 

50-293 

F 

9106180457 

50-293 

R 

9106190274 

50-293 

P 

9106190275* 

50-293 

P 

9106200165 

50-293 

S 

9106250069 

50-293 

S 

9106250191 

50-293 

P 

9106250213 

50-293 

R 

9106260023* 

50-293 

P 

9106280075* 

70-270 


9106040064 

PR 


9105100042* 

50-285 

P 

9106050362* 

TOPREP 


9106210013 

NUREG 


9106210317* 

50-275 

P 

9106240210* 

50-275 

P 

9106170146* 

ORG 


9106040038 

PR 


9106120077* 

CONTRACT 


9106140035 

50-338 

Q 

9106200007 

71-402 


9106270327 

PR 
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AUTHOR AFFILIATION 


CBI Services, Inc. (formerly Chicago 
Bridge & Iron Co.) 

CEXEC, Inc. 


CMi-Quaker Alloy, Inc. (formerly Quaker 
Alloy, Inc.; Quaker Alloy Casting Co.) 

CTL Engineering, Inc. (formerly Columbus 
Testing Laboratory, Inc.) 

Cable News Network, Inc. 

California, State of 

California, Univ. of, Santa Barbara, CA 
Callendine, G.W. 


Calumet Testing Sen/ices, Inc. 

Canada, Govt, of 
Cardiovascular Consultants, Inc. 
Carolina Power & Light Co. 


Cedtech Testing Laboratories 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9106130032 

PR 


9106130038 

PR 


9106050308* 

CONTRACT 


9106060164* 

CONTRACT 


9106190339* 

CONTRACT 


9106190343* 

CONTRACT 


9106200235* 

CONTRACT 


9106200249* 

CONTRACT 


9106210187* 

CONTRACT 


9106130016 

PR 


9106120059 

PR 


9106270035 

FOIA 


9106070111 

STATE PRO 

G 

9106110214* 

STATE PRO 

G 

9106140042* 

CONTRACT 


7908300023* 

FOIA 


8004220492* 

FOIA 


9106180402* 

FOIA 


9106190271* 

FOIA 


9106200225* 

FOIA 


9106200250* 

FOIA 


9106180139 

PR 


9106280137 

XPORTLIC 


9106060027 

PR 


9106030274 

50-325 

S 

9106050258 

50-261 

Q 

9106050262 

50-324 

R 

9106050267* 

50-324 

R 

9106050268* 

50-324 

R 

9106050271 

50-325 

S 

9106060090 

50-324 

Q 

9106060090 

50-324 

Q 

9106070217 

50-400 

Q 

9106070289 

50-261 

Q 

9106070313 

50-325 

Q 

9106070315* 

50-325 

Q 

9106100169 

50-324 

P 

9106100495 

50-325 

S 

9106100501 

50-325 

S 

9106110015 

50-261 

P 

9106110015 

50-261 

P 

9106110015 

50-261 

P 

9106130264 

50-400 

S 

9106130296 

50-261 

V 

9106130296 

50-261 

V 

9106130296 

50-261 

V 

9106130296 

50-261 

V 

9106140014 

50-324 

P 

9106140014 

50-324 

P 

9106140015* 

50-324 

P 

9106140015* 

50-324 

P 

9106170046 

50-261 

s 

9106180118 

50-324 

K 

9106180118 

50-324 

K 

9106180293 

50-400 

F 

9106180356 

50-261 

s 

9106180439 

50-324 

R 

9106180439 

50-324 

R 

9106180451 

50-261 

R 

9106190002 

50-324 

P 

9106190002 

50-324 

P 

9106190007 

50-400 

P 

9106190146 

50-400 

s 

9106190155 

50-400 

S 

9106190174 

50-400 

S 

9106200062 

50-261 

S 

9106200177 

50-400 

S 

9106200180 

50-261 

Q 

9106200180 

50-261 

Q 

9106200265 

50-400 

R 

9106250064 

50-400 

S 

9106250241 

50-400 

S 

9106260060 

50-400 

P 

9106260235 

50-324 

S 

9106260373 

50-324 

R 

9106260373 

50-324 

R 

9106260409 

50-261 

F 

9106270134 

50-324 

P 

9106270136* 

50-324 

P 

9106270254 

50-400 

Q 

9106270274 

50-261 

P 

9106270274 

50-261 

P 

9106270281 

50-324 

P 

9106270289 

50-400 

F 

9106130027 

PR 


9106130030 

PR 



AUTHOR AFFILIATION 


Centennial Engineering & Research, Inc. 
Center for Nuclear Waste Regulatory 
Analyses 


Centerior Energy 


Central Maine Medical Center, Lewiston, 
ME 

Century Inspection, Inc. (formerly 
Consolidated X-Ray Service Corp. West) 

Chanute Manufacturing Co., Inc. 
Chemetron Corp. 

Chiotellis, P.N., MD 
Cincinnati, Univ. of, Cincinnati, OH 

Citizens Against Nuclear Trash 
Citizens Association for Sound Energy 
Citizens Concerned About Nuclear Metals 


Cleveland Electric Illuminating Co. 


Cleveland, OH 
CoNel, Inc. 

Colorado, State of 
Combustion Engineering, Inc. 


Commerce, Dept, of 

Commerce, Dept, of, National Oceanic & 
Atmospheric Administration 
Commercial Resins Co. 

Commonwealth Edison Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9106040035 

PR 


9106050306 

WASTE MGT 


9106050315* 

WASTE MGT 


9106060163 

WASTE MGT 


9106200170 

WASTE MGT 


9106200172* 

WASTE MGT 


9106250161 

NUREG 


9106270196* 

WASTE MGT 


9106270205* 

WASTE MGT 


9106280135 

WASTE MGT 


9106030067 

50-440 

S 

9106030205 

50-346 

S 

9106030330 

50-346 

P 

9106040441 

50-440 

S 

9106050339 

50-346 

P 

9106050344* 

50-346 

P 

9106050347* 

50-346 

P 

9106070080* 

50-334 

1 

9106100185 

50-346 

P 

9106100190* 

50-346 

P 

9106100195* 

50-346 

P 

9106100419 

50-346 

P 

9106100425* 

50-346 

P 

9106100433* 

50-346 

P 

9106100454 

50-440 

R 

9106180304 

50-440 

S 

9106180426 

50-346 

R 

9106190205 

50-346 

F 

9106200268 

50-440 

R 

9106240025 

50-440 

F 

9106060036 

PR 


9106070043* 

PR 


9106240044 

PR 


9106180150 

40-8724 


9106180159 

40-8727 


9106040076 

PR 


9106130113 

FOIA 


9106170111 

70-3070 


9106140059* 

50-445 

G 

9106280093 

40-672 


9106280103* 

40-672 


9106280117* 

40-672 


9106250108* 

50-346 

G 

9106280056 

50-346 

M 

9106280091 

50-346 

M 

9106250120* 

50-346 

G 

9106260065 

PR 


9106250117* 

FOIA 


9106040370 

70-36 


9106040375 

70-36 


9106040377 

70-1100 


9106040382 

70-1100 


9106050314 

50-225 

P 

9106200210 

70-36 


9106260398 

52-2 


9106260402* 

52-2 


9106190200* 

CONTRACT 


9106110239 

50-272 

P 

9106120032 

PR 


9106030093 

50-456 

S 

9106030192 

50-304 

s 

9106030201 

50-249 

s 

9106030227 

50-237 

s 

9106030256 

50-454 

p 

9106030256 

50-454 

p 

9106030263* 

50-454 

p 

9106030263* 

50-454 

p 

9106030268* 

50-454 

p 

9106030268* 

50-454 

p 

9106030278 

50-295 

s 

9106030319 

50-237 

s 

9106040111 

50-295 

F 

9106040111 

50-295 

F 

9106040186 

50-455 

S 

9106050051 

50-254 

S 

9106050238 

50-454 

s 

9106050285 

50-254 

Q 

9106050289 

50-454 

P 

9106050295 

50-237 

P 

9106050302 

50-456 

P 

9106050302 

50-456 

P 

9106050348 

50-454 

Q 

9106050374 

50-295 

F 

9106050374 

50-295 

F 

9106050381 

50-295 

F 



248 
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AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9106050381 

50-295 

F 

9106060110 

50-454 

F 

9106060185 

50-304 

S 

9106060190 

50-237 

R 

9106060190 

50-237 

R 

9106060191 * 

50-237 

R 

9106060191* 

50-237 

R 

9106070104 

50-456 

P 

9106070107* 

50-456 

P 

9106070239 

50-237 

P 

9106100183 

50-373 

F 

9106100221 

50-10 

F 

9106100221 

50-10 

F 

9106100221 

50-10 

F 

9106100437 

50-373 

P 

9106100437 

50-373 

P 

9106100440 

50-10 

F 

9106100452 

50-254 

Q 

9106100452 

50-254 

Q 

9106100458 

50-373 

Q 

9106100458 

50-373 

Q 

9106100507 

50-373 

P 

9106-100507 

50-373 

P 

9106100510* 

50-373 

P 

9106100510* 

50-373 

P 

9106110140 

50-456 

P 

9106110140 

50-456 

P 

9106110225 

50-374 

S 

9106110321 

50-457 

P 

9106120142 

50-295 

F 

9106120142 

50-295 

F 

9106120150 

50-295 

F 

9106120150 

50-295 

F 

9106120152 

50-295 

F 

9106120152 

50-295 

F 

9106120154 

50-295 

F 

9106120154 

50-295 

F 

9106120158 

50-295 

F 

9106120158 

50-295 

F 

9106120161 

50-295 

F 

9106120161 

50-295 

F 

9106120169 

50-295 

F 

9106120169 

50-295 

F 

9106120171 

50-295 

F 

9106120171 

50-295 

F 

9106120174 

50-295 

F 

9106120174 

50-295 

F 

9106120189 

50-295 

F 

9106120189 

50-295 

F 

9106120190 

50-295 

F 

9106120190 

50-295 

F 

9106120197 

50-295 

S 

9106120262 

50-295 

F 

9106120262 

50-295 

F 

9106120282 

50-295 

F 

9106120282 

50-295 

F 

9106130019 

50-10 

R 

9106130217 

50-456 

R 

9106130226 

50-457 

S 

9106130260 

50-254 

P 

9106130260 

50-254 

P 

9106130325 

50-295 

s 

9106130331 

50-295 

s 

9106130335 

50-456 

Q 

9106130335 

50-456 

Q 

9106130345 

50-254 

P 

9106130345 

50-254 

P 

9106140182 

50-254 

R 

9106180155 

50-295 

Q 

9106180155 

50-295 

Q 

9106180269 

50-373 

P 

9106180269 

50-373 

P 

9106180273* 

50-373 

P 

9106180273* 

50-373 

P 

9106180310 

50-373 

F 

9106180311 

50-237 

S 

9106180355 

50-454 

Q 

9106190062 

50-295 

R 

9106190062 

50-295 

R 

9106190064 

50-373 

R 

9106190074 

50-454 

R 

9106190182 

50-456 

F 

9106190281 

50-254 

S 

9106190418 

50-373 

Q 

9106200005 

50-454 

P 

9106200111 

50-237 

K 

9106200183 

50-10 

P 

9106200189 

50-373 

S 

9106200194 

50-237 

F 


AUTHOR AFFILIATION 


Computalog Wireline Services, Inc. 
Computalog, Inc. 

Conerly, Bass & Associates 
Connecticut Yankee Atomic Power Co. 


Connex Pipe Systems, Inc. 

Consolidated Edison Co. of New York, Inc 


Construction Materials Testing, Inc. 
Consumers Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9106200197 

50-454 

F 

9106200199 

50-456 

F 

9106210024 

50-295 

S 

9106210123 

50-295 

F 

9106210123 

50-295 

F 

9106210127* 

50-295 

F 

9106210127* 

50-295 

F 

9106240018 

50-237 

Q 

9106240143 

50-456 

Q 

9106240286 

50-295 

P 

9106240286 

50-295 

P 

9106240307 

50-455 

S 

9106240310 

50-455 

S 

9106250146 

71-9111 


9106260006 

50-237 

P 

9106260083 

50-373 

Q 

9106260150 

50-254 

P 

9106260150 

50-254 

P 

9106260152* 

50-254 

P 

9106260152* 

50-254 

P 

9106260265 

50-237 

S 

9106260303 

50-254 

Q 

9106270107 

50-254 

P 

9106270107 

50-254 

P 

9106270112* 

50-254 

P 

9106270112* 

50-254 

P 

9106270142 

50-456 

P 

9106270227 

50-254 

F 

9106270227 

50-254 

F 

9106270250 

50-254 

P 

9106270295 

50-454 

P 

9106280155 

50-456 

Q 

9106280162 

50-304 

Q 

9106250002 

PR 


9106210088 

PR 


9106120252 

STATE PRO 

G 

9106040047 

PR 


9106040427 

50-213 

F 

9106110023 

50-213 

H 

9106110023 

50-213 

H 

9106130255 

50-213 

F 

9106130258 

50-213 

P 

9106130261* 

50-213 

P 

9106140195 

50-213 

P 

9106180332 

50-213 

P 

9106180358* 

50-213 

P 

9106180456 

50-213 

R 

9106200173 

50-213 

Q 

9106210003 

50-213 

P 

9106210004* 

50-213 

P 

9106250215 

50-213 

P 

9106260085 

50-213 

S 

9106280029 

50-213 

P 

9106120125 

50-259 

S 

9106050253 

50-247 

Q 

9106050291 

50-3 

R 

9106100126 

50-247 

F 

9106100308 

50-247 

Q 

9106100412 

50-247 

F 

9106250121 

50-247 

R 

9106260104 

50-247 

F 

9106260270 

50-247 

Q 

9106280123 

50-247 

K 

9106210084 

PR 


9106030188 

50-255 

Y 

9106050325 

50-155 

F 

9106050333 

50-155 

F 

9106060126 

50-255 

F 

9106060135 

50-255 

F 

9106100042 

50-255 

P 

9106100043* 

50-255 

P 

9106100289 

50-255 

R 

9106110314 

50-155 

P 

9106110376 

50-155 

R 

9106110387 

50-155 

P 

9106110394 

50-255 

P 

9106180003 

50-255 

P 

9106180004* 

50-255 

P 

9106180288 

50-255 

F 

9106190016 

50-155 

S 

9106190210 

50-155 

F 

9106190238 

50-255 

P 

9106200181 

50-255 

F 

9106200185 

50-255 

F 

9106200190 

50-255 

F 

9106200198 

50-255 

F 

9106200201 

50-255 

F 

9106200203 

50-255 

F 

9106240240 

50-255 

F 



AUTHOR AFFILIATION 


Cooper Industries, Inc. 
Covington & Burling 


Cramer & Lindell Engineers, Inc. 
Crowell & Moring 


Crowell Corp. 

Curtis F. McKnight Testing Laboratory, 
Inc. 

D&S Testing, Inc. 

DQE 

Dairyland Power Cooperative 


Dames & Moore 


Data Base, Inc. 

Data Computer Corp. of America 
Data General Corp. 


Data Measurement Corp. 
Decisive Testing, Inc. 
Defense, Dept, of 
Detroit Edison Co. 


Diagnostic Scanning Technologies, Inc., 
Joplin, MO 

Diamond H. Testing Co. 

Didion’s Mechanical 
Dieterich Standard Corp. 

Doctors Hosp., Columbus, OH 
Don’t Waste America 
Dow Chemical Co. 

Dow, Lohnes & Albertson 


Drilling Measurements, Inc. 
Drs. Jones, Haynes & Safka 


Duke Power Co. 
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ACCESSION 

SUBJECT 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 




NUMBER 

CATEGORY 


9106240293 

50-255 

F 



9106070311 

50-369 

F 

9106240324 

50-255 

S 



9106100199 

50-413 

Q 

9106240345 

50-255 

P 



9106100207 

50-369 

Q 

9106240346 

50-255 

S 



9106100207 

50-369 

Q 

9106250040 

50-255 

P 



9106100207 

50-369 

Q 

9106250042* 

50-255 

P 



9106100207 

50-369 

Q 

9106260307 

50-155 

P 



9106100270 

50-369 

S 

9106260307 

50-155 

P 



9106100270 

50-369 

S 

9106260314* 

50-155 

P 



9106100397 

50-413 

P 

9106260314* 

50-155 

P 



9106100424 

50-413 

Q 

9106270106 

50-255 

F 



9106100434 

50-269 

Q 

9106270113 

50-255 

F 



9106110132 

50-413 

R 

9106260262 

50-206 

S 



9106110133 

50-369 

P 

8803070081* 

40-8027 




9106110133 

50-369 

P 

9106120295* 

40-8027 




9106110133 

50-369 

P 

9106140013 

40-8989 




9106110133 

50-369 

P 

9106130054 

PR 




9106110229 

50-370 

P 

9106030208 

70-903 




9106110234* 

50-370 

P 

9106250031 

40-8907 




9106110260 

50-269 

S 

9106250037 

40-8907 




9106110289 

50-414 

S 

9106250068* 

40-8907 




9106110294 

50-413 

s 

9106030291 

40-8907 




9106110413 

50-369 

p 

9106250025 

PR 




9106110413 

50-369 

p 






9106110425 

50-287 

p 

9106260105 

PR 




9106120018 

50-369 

S 

9106070097* 

50-334 

1 



9106120138 

50-369 

F 

9106050217 

50-409 

P 



9106120138 

50-369 

F 

9106050219* 

50-409 

P 



9106120147* 

50-369 

F 

9106050221* 

50-409 

P 



9106120147* 

50-369 

F 

9106050366 

50-409 

P 



9106120200 

50-287 

Q 

9106050370* 

50-409 

P 



9106120201* 

50-287 

Q 

9106140036 

50-409 

s 



9106120205* 

50-287 

Q 

9106250115 

50-409 

R 



9106180365 

50-369 

S 

9106120187 

40-8724 




9106180383 

50-370 

S 

9106210297* 

50-275 

P 



9106200015 

50-269 

P 

9106210302* 

50-275 

P 



9106200015 

50-269 

P 

9106190298* 

CONTRACT 




9106200015 

50-269 

P 

9106060070* 

CONTRACT 




9106200017* 

50-269 

P 

9106120051* 

CONTRACT 




9106200017* 

50-269 

P 

9106120107* 

CONTRACT 




9106200017* 

50-269 

P 

9106180228 

PR 




9106200019 

50-413 

Q 

9106130002 

PR 




9106200019 

50-413 

Q 

9106070159* 

COMMISSIO 

N 



9106200039 

50-413 

S 

9106030342 

50-341 

S 



9106210028 

50-414 

S 

9106040278 

50-341 

S 



9106210138 

50-369 

R 

9106050255 

50-341 

p 



9106210138 

50-369 

R 

9106050259* 

50-341 

p 



9106210173 

50-269 

R 

9106120133 

50-341 

F 



9106210184 

50-413 

R 

9106120238 

50-341 

S 



9106210188* 

50-413 

R 

9106130072 

50-341 

F 



9106210188* 

50-413 

R 

9106180309 

50-341 

F 



9106210193* 

50-413 

R 

9106200105 

50-341 

F 



9106240244 

50-269 

F 

9106200258 

50-341 

R 



9106240244 

50-269 

F 

9106240006 

50-341 

S 



9106240300 

50-369 

S 

9106240043 

50-341 

P 



9106240305 

50-413 

Q 

9106260356 

50-341 

S 



9106240305 

50-413 

Q 

9106260412 

50-341 

S 



9106240309 

50-269 

S 

9106060045 

PR 




9106240334* 

50-269 

F 






9106240343* 

50-269 

F 

9106210063 

PR 




9106250136 

50-413 

F 

9106180195 

PR 




9106250136 

50-413 

F 

9106240290 

50-155 

S 



9106250142 

50-413 

F 

9106060041 

PR 




9106250142 

50-413 

F 

9106140063 

FOIA 




9106250148 

50-269 

S 

9106200098 

40-17 




9106260228 

50-413 

P 

9106140048 

50-312 

G 



9106260228 

50-413 

P 

9106140053* 

50-312 

G 



9106260239 

50-413 

Q 

9106170260 

50-322 

P 



9106260249 

50-413 

S 

9106170277* 

50-322 

P 



9106260341 

50-269 

P 

9106250058 

50-322 

G 



9106270311 

50-413 

S 

9106250062 

50-312 

G 



9106270370 

50-269 

Q 

9106280087 

50-312 

G 



9106280128 

50-413 

S 

9106120044 

PR 




9106280178 

50-413 

P 

9106120075 

PR 




9106280178 

50-413 

P 

9106170004* 

FOIA 


Duquesne Light Co. 

9106050213 

50-334 

Q 

9106170129* 

FOIA 




9106050225 

50-334 

S 

9106170268* 

FOIA 




9106060318 

50-334 

1 

9106180346* 

FOIA 




9106110150 

50-334 

P 

9106200294* 

FOIA 




9106110152* 

50-334 

P 

9106030038 

50-369 

P 



9106120003 

50-334 

P 

9106040170 

50-369 

F 



9106120004* 

50-334 

P 

9106040170 

50-369 

F 



9106120117 

50-334 

s 

9106040173 

50-369 

F 



9106130006 

50-334 

R 

9106040173 

50-369 

F 



9106200281 

50-334 

S 

9106040460 

50-413 

S 



9106210033 

50-334 

S 

9106050188 

50-413 

P 



9106210098 

50-334 

P 

9106050202* 

50-413 

P 



9106260252 

50-334 

P 

9106060063 

50-413 

s 



9106260316 

50-334 

P 

9106070311 

50-369 

F 

Duraloy 


9106210069 

PR 
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AUTHOR AFFILIATION 


Dynamic Concepts, Inc. 

EA Engineering, Science & Technology, 
Inc. 

EG&G Energy Mjasurements 
EG&G Idaho, Inc. (subs, of EG&G, Inc.) 


EURATOM Supply Agency 
Eastern Testing & Inspection, Inc. 
Ebasco Services, Inc. (subs, of Enserch 
Corp.) 


Edison Electric Institute 
Edlow International Co. 


Edwards Pipeline Testing, Inc. 
Electric Power Research Institute 

Energy, Dept, of 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

9106040127* 

CONTRACT 

9106280192* 

50-220 

9106140100 

40-8724 

9106040264* 

ORG 

9106040385 

NUREG 

9106060018* 

50-287 

9106060172* 

50-348 

9106100077* 

50-369 

9106120192 

NUREG 

9106140104* 

50-295 

9106100096 

XPORTLIC 

9106210068 

PR 

9106180368* 

50-250 

9106210061 

PR 

9106120301 

PR 

9106040388 

XPORTLIC 

9106040390* 

XPORTLIC 

9106130080 

XPORTLIC 

9106130085* 

XPORTLIC 

9106130089 

XPORTLIC 

9106130096* 

XPORTLIC 

9106130134 

XPORTLIC 

9106130141* 

XPORTLIC 

9106130145 

XPORTLIC 

9106130149* 

XPORTLIC 

9106190436* 

XPORTLIC 

9106190050* 

PR 

9106180276 

PROJ 

9106030114 

WASTE MGT 

9106030195 

WASTE MGT 

9106030207 

WASTE MGT 

9106030225 

WASTE MGT 

9106030247 

71-5797 

9106040295 

WASTE MGT 

9106060075 

WASTE MGT 

9106060082 

WASTE MGT 

9106060089 

WASTE MGT 

9106060104 

WASTE MGT 

9106060167 

71-6697 

9106060174 

WASTE MGT 

9106100400 

WASTE MGT 

9106110179 

WASTE MGT 

9106110363 

WASTE MGT 

9106110374* 

WASTE MGT 

9106110395 

WASTE MGT 

9106110402* 

WASTE MGT 

9106120327 

WASTE MGT 

9106130023 

PR 

9106130302 

PROJ 

9106130357 

PROJ 

9106130360 

PROJ 

9106130368 

PROJ 

9106130371 

PROJ 

9106170210* 

WASTE MGT 

9106170220* 

WASTE MGT 

9106170225* 

WASTE MGT 

9106180128* 

WASTE MGT 

9106180213 

WASTE MGT 

9106180214 

PROJ 

9106180312 

WASTE MGT 

9106180316 

WASTE MGT 

9106190095 

WASTE MGT 

9106190231 

WASTE MGT 

9106190239 

WASTE MGT 

9106190245* 

WASTE MGT 

9106190408 

WASTE MGT 

9106190409* 

WASTE MGT 

9106200050 

PROJ 

9106200051 

WASTE MGT 

9106200052* 

WASTE MGT 

9106200073 

WASTE MGT 

9106200193 

WASTE MGT 

9106210005 

71-9067 

9106210016 

WASTE MGT 

9106210309 

WASTE MGT 

9106260004 

WASTE MGT 

9106260005* 

WASTE MGT 

9106260232 

WASTE MGT 

9106260233* 

WASTE MGT 

9106260289 

WASTE MGT 

9106260291* 

WASTE MGT 

9106260300 

WASTE MGT 

9106260330 

WASTE MGT 

9106260336* 

WASTE MGT 

9106260340 

WASTE MGT 

9106260344* 

WASTE MGT 

9106260414 

WASTE MGT 


AUTHOR AFFILIATION 


Entergy Operations, Inc. 


Environmental & Resources Conservation 
Organization (formerly Environmental Co 


Environmental Evaluation Group 
Environmental Protection Agency 


Ernst & Young 

European Communities, Commission of 


Exxon Corp. 

FMG, Inc. (formerly Francis, Meador, 
Gellhaus, Inc.) 

FT I Industries, Inc. 

Federal Emergency Management Agency 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9106260415* 

WASTE MGT 


9106270040* 

WASTE MGT 


9106270081 

WASTE MGT 


9106270083* 

WASTE MGT 


9106270086* 

WASTE MGT 


9106270099 

WASTE MGT 


9106270119* 

WASTE MGT 


9106270139 

WASTE MGT 


9106270148 

WASTE MGT 


9106270352 

71-9134 


9106270361 

WASTE MGT 


9106270368 

WASTE MGT 


9103190195 

50-313 

F 

9103190204* 

50-313 

F 

9106030301 

50-382 

S 

9106040286 

50-416 

P 

9106040426 

50-416 

Q 

9106040431 

50-416 

S 

9106060210 

50-416 

P 

9106060214* 

50-416 

P 

9106060217* 

50-416 

P 

9106060221 

50-416 

P 

9106060223* 

50-416 

P 

9106060225* 

50-416 

P 

9106060227 

50-416 

Q 

9106070061 

71-604 


9106070090 

50-313 

S 

9106070238 

50-382 

S 

9106100404 

50-416 

R 

9106110325 

50-416 

R 

9106120214 

50-382 

S 

9106120256 

50-368 

S 

9106130099 

REGGD 


9106180445 

50-382 

R 

9106190035 

50-382 

F 

9106190230 

50-416 

S 

9106190249 

50-313 

P 

9106190252 

50-416 

J 

9106190257 

50-416 

P 

9106190259 

50-416 

F 

9106190262* 

50-416 

P 

9106190426 

50-313 

S 

9106200084 

50-416 

1 

9106200196 

50-382 

S 

9106200230 

50-313 

R 

9106200233* 

50-313 

R 

9106200238* 

50-313 

R 

9106200256 

50-368 

R 

9106210135 

50-416 

R 

9106240140 

50-382 

P 

9106240259 

50-382 

P 

9106240337 

50-382 

S 

9106270046 

50-416 

P 

9106270051 

50-416 

F 

9106270331 

50-382 

S 

9106270365 

50-382 

S 

9106140048 

50-312 

G 

9106140053* 

50-312 

G 

9106140066 

50-312 

G 

9106210210* 

50-312 

P 

9106250062 

50-312 

G 

9106280087 

50-312 

G 

9106200106 

WASTE MGT 


9106200110* 

WASTE MGT 


9106040043 

40-8584 


9106060264 

40-8905 


9106070309 

50-277 

H 

9106130364 

PROJ 


9106130366 

PROJ 


9106210296 

50-219 

P 

9106280118* 

70-28 


9106100089 

XPORTLIC 


9106100148 

XPORTLIC 


9106180193 

XPORTLIC 


9106210287 

40-8102 


9106070087* 

PR 


9106180095 

PR 


9105080190* 

50-346 

F 

9105080273* 

50-346 

F 

9105130196* 

50-261 

F 

9105150208* 

50-424 

F 

9106040102* 

50-327 

F 

9106100055* 

COMMISSIO 

N 

9106170102* 

50-456 

F 

9106170103* 

50-456 

F 

9106260197* 

50-397 

F 

9106260201* 

50-397 

F 
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AUTHOR AFFILIATION 


Ferret Exploration Co. of Nebraska, Inc. 
Florida Power & Light Co. 


Florida Power Corp. (subs, of Florida 
Progress Corp.) 


Florida, Univ. of, Gainesville, FL 


Food & Drug Administration 
France, Govt, of 
Francis Systems, Inc. 

Froehling & Robertson, Inc. 

GEC Alsthom Engineering Systems, Ltd. 

Gamma Instruments, Inc. 

Gammax, Inc. 

General Atomics (formerly GA Technologie 
s, Inc./General Atomic Co.) 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9106270013* 

50-295 

F 

9106270017* 

50-295 

F 

9106040062 

40-8943 


9106030001 

50-250 

P 

9106040011 

50-250 

P 

9106040011 

50-250 

P 

9106040012* 

50-250 

P 

9106040012* 

50-250 

P 

9106040063 

50-389 

S 

9106050286 

50-335 

F 

9106060084 

PR 


9106070197 

50-335 

P 

9106070245 

50-250 

P 

9106070245 

50-250 

P 

9106070246* 

50-250 

P 

9106070246* 

50-250 

P 

9106070317 

50-250 

F 

9106070317 

50-250 

F 

9106110013 

50-389 

P 

9106110130 

50-335 

S 

9106110346 

50-335 

F 

9106120220 

50-250 

F 

9106140226 

50-335 

F 

9106170066 

50-250 

P 

9106170077* 

50-250 

P 

9106170077* 

50-250 

P 

9106170257 

50-389 

S 

9106180147 

50-250 

F 

9106180147 

50-250 

F 

9106180362 

50-250 

P 

9106180362 

50-250 

P 

9106190258 

50-250 

P 

9106210130 

50-335 

R 

9106210300 

50-335 

S 

9106240003 

50-335 

Q 

9106250101 

50-250 

R 

9106260126 

50-251 

Q 

9106260130 

50-250 

P 

9106260130 

50-250 

P 

9106270290 

50-335 

F 

9106280106 

50-250 

P 

9106280111* 

50-250 

P 

9106280111* 

50-250 

P 

9106280190 

50-389 

P 

9106040018 

PR 


9106050246 

50-302 

P 

9106060097 

50-302 

F 

9106060206 

50-302 

F 

9106100161 

50-302 

P 

9106110381 

50-302 

R 

9106120267 

50-302 

Q 

9106120323 

50-302 

1 

9106130004 

PR 


9106130056 

50-302 

F 

9106170052* 

50-302 

Q 

9106190010 

50-302 

P 

9106190011* 

50-302 

P 

9106190018 

50-302 

P 

9106190019* 

50-302 

P 

9106200056 

50-302 

S 

9106210002 

50-302 

F 

9106210006 

50-302 

P 

9106210306 

50-302 

Q 

9106280033 

50-302 

P 

9106280036* 

50-302 

P 

9106280040 

50-302 

P 

9106280044* 

50-302 

P 

9106030002 

50-83 

F 

9106100252 

50-83 

V 

9106190223* 

CONTRACT 


9106140056* 

FOIA 


9106210101 

PR 


9106130084 

PR 


9106180428* 

50-267 

Y 

9106180262 

PR 


9106180154 

PR 


9106050343 

70-734 


9106190202 

XPORTLIC 


9106190212* 

XPORTLIC 


9106200109 

50-89 

P 

9106200264 

70-734 


9106210298 

70-734 


9106210316 

70-734 


9106260127 

70-734 


9106260208* 

XPORTLIC 



AUTHOR AFFILIATION 


General Electric Co. 


General Motors Corp. 

General Physics Corp. 

General Public Utilities Corp. - GPU 
Service Corp. 


General Services Administration 
General Technology, Inc. 

General Welding Works, Inc. 

George Mason Univ., Fairfax, VA 
Georgia Institute of Technology, Atlanta 
GA 

Georgia Power Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9106040274 

TOPREP 


9106040331* 

XPORTLIC 


9106060207 

70-1113 


9106100479* 

50-293 

P 

9106110217 

70-1113 


9106120181 

71-5971 


9106120268 

TOPREP 


9106190255 

71-5916 


9106210181 

70-1113 


9106250059 

PROJ 


9106030078 

71-438 


9106030086* 

71-438 


9106260379* 

50-277 

P 

9106040007 

50-219 

R 

9106070028 

50-219 

P 

9106070037* 

50-219 

P 

9106070169 

50-320 

P 

9106100217 

50-146 

R 

9106100281 

50-320 

V 

9106100358 

50-320 

R 

9106110098* 

50-219 

Q 

9106110120 

50-289 

P 

9106110224* 

50-289 

P 

9106110231* 

50-289 

P 

9106130275 

50-320 

Q 

9106130311 

50-320 

P 

9106140170 

50-219 

P 

9106170192* 

50-146 

Q 

9106180166 

50-219 

P 

9106180279 

50-289 

P 

9106180286* 

50-289 

P 

9106180289* 

50-289 

P 

9106180369 

50-219 

Q 

9106180432 

50-289 

R 

9106190066 

50-219 

R 

9106190196 

50-320 

P 

9106190206* 

50-320 

P 

9106190265 

50-320 

P 

9106190266* 

50-320 

P 

9106190276 

50-219 

R 

9106200187 

50-219 

Q 

9106200192 

50-289 

P 

9106210191 

50-219 

P 

9106210194* 

50-219 

P 

9106240166 

50-289 

F 

9106240280 

50-219 

P 

9106250051 

50-219 

S 

9106250071 

50-219 

S 

9106260108 

50-320 

P 

9106260112* 

50-320 

P 

9106260140 

50-219 

P 

9106260144* 

50-219 

P 

9106260155* 

50-219 

P 

9106260253 

50-219 

P 

9106260327* 

50-219 

P 

9106260391 

50-219 

F 

9106270231 

50-289 

F 

9106270285 

50-289 

S 

9106280011 

50-289 

F 

9106280088 

50-320 

G 

9106280089 

50-320 

G 

9106280184 

50-219 

P 

9106060062* 

CONTRACT 


9106040387* 

CONTRACT 


9106120081 

PR 


9106200114* 

CONTRACT 


9106140032 

50-160 

1 

9106070102 

50-366 

S 

9106070249 

50-321 

P 

9106070254 

50-366 

P 

9106070256* 

50-366 

P 

9106070304 

50-424 

P 

9106070304 

50-424 

P 

9106070308* 

50-424 

P 

9106070308* 

50-424 

P 

9106100013 

50-424 

F 

9106100013 

50-424 

F 

9106100335 

50-366 

S 

9106100342 

50-321 

S 

9106100516 

50-425 

s 

9106110041 

50-424 

Q 

9106110041 

50-424 

Q 

9106110045 

50-424 

P 

9106110094 

50-424 

S 

9106110094 

50-424 

S 
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AUTHOR AFFILIATION 


Georgians Against Nuclear Energy 
Gerard Kluyskens Co., Inc. 

Glitsch Field Services/NDE, Inc. 

(formerly Industrial Inspection 
Goldberg, Fiefdman & Letham. P.C. 

Good Samaritan Medical Center, Zanesvill 
e, OH 


Government Marketing Services, Inc. 
Grandview Hosp. & Medical Center, Dayton 
OH 

Green, Hennings & Henry 


Greenfield Community College, Greenfield 
MA 

Guernsey Memorial Hosp., Cambridge, OH 
Gulf General Atomic, Inc. 

Gulf States Utilities Co. 


H & G Inspection Co., Inc. 

HUMCO, Inc. 

HWS Technologies, Inc. 

Halliburton Services 

Hampton, NH 

Hannoch, Weisman (formerly Hannock, 
Weisman, Stem, Besser, Berkowitz & 
Harmon, Curran, Gallagher & Spielberg 
(formerly Harmon. Curran & Tousley) 


Harrison Steel Castings Co. 
Harter Corp. 

Hawaii, State of 

Hecla Mining Co. 


Herron Testing Laboratories, Inc. 
Hilti Fastening Systems 

Hoffman-La Roche, Inc. (subs, of F. 
Hoffman-La Roche & Co., Ltd.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9106120277* 

50-424 

P 

9106130201 

50-424 

R 

9106130307 

71-9233 


9106180176 

50-321 

S 

9106180299 

50-321 

S 

9106180300 

50-321 

P 

9106180300 

50-321 

P 

9106180301* 

50-321 

P 

9106180301* 

50-321 

P 

9106190103 

50-321 

R 

9106200058 

50-321 

Q 

9106240011 

50-366 

S 

9106240097 

50-425 

S 

9106240102 

50-424 

S 

9106240120 

50-424 

P 

9106240120 

50-424 

P 

9106240124 

50-424 

F 

9106240124 

50-424 

F 

9106260264 

50-321 

S 

9106260264 

50-321 

S 

9106270090 

50-424 

F 

9106270090 

50-424 

F 

9106270102 

50-424 

F 

9106270102 

50-424 

F 

9106270159 

50-321 

Q 

9106270159 

50-321 

Q 

9106270248 

50-424 

S 

9106140081 

50-424 

G 

9106040406 

XPORTLIC 


9106180066 

PR 


9106250120* 

50-346 

G 

9106140130* 

FOIA 


9106140155* 

FOIA 


9106140187* 

FOIA 


9106120064* 

CONTRACT 


9106040017 

PR 


9106140022 

70-270 


9106140077 

70-270 


9106140106 

70-270 


9106280048 

70-270 


9106280048 

70-270 


9106280059* 

70-270 


9106280059* 

70-270 


9106280064* 

70-270 


9106280064* 

70-270 


9106120096* 

CONTRACT 


9106060033 

PR 


9106180420* 

50-267 

Y 

9106060114 

50-458 

S 

9106060122 

50-458 

Q 

9106070262 

50-458 

S 


9106180389 50-458 Q 

9106190165 50-458 S 

9106190181 50-458 S 

9106240251 50-458 S 

9106250130 50-458 R 

9106260275 50-458 F 

9106190198* PR 

9106130078 PR 

9106040016 PR 

9106180231 PR 

9106250054 50-443 G 

8911070398* FOIA 

9106170095 40-8027 


9106180091* 50-443 P 

9106180091* 50-443 P 

9106250056 50-29 G 

9106250072 50-443 G 

9106250072 50-443 G 

9106270020 40-8027 

9106280009 50-443 G 

9106180069 PR 

9106120103* CONTRACT 

9106030242* COMM I SSI O N 

9106030257 40-8914 

9106040394 40-8914 

9106050145 40-8914 

9106130064 PR 

9106110185 PT21 

9106130159 50-54 I 

9106130171* 50-54 | 

9106130178* 50-54 I 


AUTHOR AFFILIATION 


Holiday Inn Timonium Plaza, Timonium, MD 

Holmes & Ellis 

Holtec International 

Holyoke, MA 

Homestake Mining Co. 


Hopkins, Sutter, Hamel & Park (formerly 
Hopkins & Sutter) 

House of Rep. 


House of Rep., Energy & Commerce 


Houston Lighting & Power Co. 


Huntington Testing 
Hunton & Williams 
HydroGeologic, Inc. 

I-NET, Inc. 

ICF, Inc. 

ICI Tracerco 
INDESERV, Inc. 


ITT Corp. 

Idaho National Engineering Laboratory 


Idaho State Univ., Pocatello, ID 
Illinois Bell Telephone Co. 
Illinois Power Co. 


Illinois Valley Community College, 

Oglesby, IL 

Illinois, State of 

Illinois, Univ. of, Chicago, IL 

Imaging & Sensing Technology Corp. 
Independent Inspection Corp. 

Indiana Michigan Power Co. (formerly 
Indiana & Michigan Electric Co.) 


Industrial Dynamics 

Industrial NOT Co. 

Industrial Radiography 
Industrial Testing International, Inc. 
Industrial Testing, Inc. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9106050183* 

CONTRACT 


9106250131 

50-443 

G 

9106140043* 

50-315 

P 

9106140219 

50-443 

M 

9106030222 

40-8903 


9106270344* 

40-8903 


9106180277* 

FOIA 


9106040090 

PR 


9106050161* 

50-309 

U 

9106170145* 

ORG 


9106170170* 

PR 


9106170176* 

PR 


9106170221* 

PR 


9106170239* 

PR 


9106170276* 

STATE PRO 

G 

9106200013 

PR 


9106200045 

PR 


9106260136* 

50-219 

H 

9106060053* 

50-443 

U 

9106130146* 

FOIA 


9106120129 

50-498 

P 

9106120129 

50-498 

P 

9106120137 

50-498 

P 

9106120243 

50-498 

P 

9106120250* 

50-498 

P 

9106180160 

50-498 

S 

9106180374 

50-499 

S 

9106180377 

50-498 

Q 

9106180377 

50-498 

Q 

9106180464 

50-498 

R 

9106240314 

50-498 

Q 

9106240314 

50-498 

Q 

9106260271 

50-499 

S 

9106270140 

50-498 

V 

9106270140 

50-498 

V 

9106280185 

50-498 

F 

9106180223 

PR 


9106060246 

50-482 

G 

9106210189* 

CONTRACT 


9106070283* 

CONTRACT 


9106050334 

WASTE RES 


9106180149 

PR 


9106130003 

PR 


9106270211 

71-9135 


9106100224 

50-10 

S 

9106100381 

PT21 


9106040264* 

ORG 


9106060018* 

50-287 

P 

9106060172* 

50-348 

P 

9106100077* 

50-369 

P 

9106140104* 

50-295 

P 

9106100002 

50-284 

R 

9106260362* 

CONTRACT 


9106060076 

50-461 

P 

9106140178 

50-461 

R 

9106250240 

50-461 

P 

9106260007* 

50-461 

P 

9106270256 

50-461 

P 

9106270258* 

50-461 

P 

9106280021 

50-331 

F 

9106060140* 

CONTRACT 


9106130062 

STATE PRO 

G 

9106210310* 

CONTRACT 


9106050190 

XPORTLIC 


9106210067 

PR 


9106030224 

50-315 

F 

9106060059 

50-315 

Q 

9106120235 

50-315 

S 

9106120269 

50-315 

F 

9106120269 

50-315 

F 

9106120292 

50-315 

F 

9106140041 

50-315 

P 

9106140041 

50-315 

P 

9106180298 

50-315 

S 

9106190113 

50-316 

R 

9106190136 

50-315 

R 

9106190143* 

50-315 

R 

9106190151* 

50-315 

R 

9106210007 

50-315 

Q 

9106260210 

50-315 

P 

9106270124 

50-315 

P 

9106270349 

PR 


9106270338 

PR 


9106130025 

PR 


9106210075 

PR 


9106210060 

PR 
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AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Information Ventures, Inc. 

Inspectech Corp. 

Inspection Services & Testing, Inc. 

(formerly Inspection Services & 

Institute for Circadium Physiology 

9106120240 

9106130063 

9106210066 

9106030189* 

FOIA 

PR 

PR 

CONTRACT 


Magnesium Elektron, Inc. (formerly 

Melberk, Inc.) 

9106050179* 

8409270044* 

8409270056* 

8409270074* 

XPORTLIC 

40-959 

40-959 

40-959 

Integrated Industrial Systems 

Intermountain Testing Co. 

International Atomic Energy Agency 
International Testing Laboratories, Inc. 
Interstate Nuclear Services Corp. dba IN 

9106270332 

9106180271 

9106100325 

9106120014 
9106040027 

PR 

PR 

XPORTLIC 

PR 

PR 



8409270090* 

8409270105* 

8409270109* 

9106170013* 

9106170016* 

40-959 

40-959 

40-959 

FOIA 

FOIA 

Corp. 

Iowa Electric Light & Power Co. 

9106040271 

9106100196 

9106180296 

9106190260 

50-331 

50-331 

50-331 

50-331 

P 

F 

S 

P 


9106170018* 

9106170022* 

9106170023* 

9106170026* 

9106170028* 

40-959 

FOIA 

40-959 

40-959 

40-959 

Ironton Iron, Inc. 

Itasca Consulting Group, Inc. 

9106210103 

9106210108* 

9106210117* 

9106130060 

9106250161 

50-331 

50-331 

50-331 

NUREG 

R 

R 

R 


9106170035* 

9106170037* 

9106170040* 

9106170045* 

9106170079* 

40-959 

40-959 

40-959 

40-959 

40-959 

J.C. Computer Services, Inc. (formerly 

J.C. Services) 

J.L. Shepherd & Associates 

JR A Associates 

9106050335* 

9106050385* 

9106210320 

9106170253 

CONTRACT 

CONTRACT 

71-6280 

FOIA 



9106170084* 

9106170094* 

9106170104* 

9106170108* 
9106170113* 

40-959 

40-959 

40-959 

40-959 

40-959 

Jacksonville Shipyards, Inc. 

James Madison Univ., Harrisonburg, VA 

Jane Phillips Episcopal Memorial Medical 
Center, Bartlesville, OK 

Japan, Govt, of 

9106180267 

9106270163 

9106040028 

9106180230 

PR 

70-874 

PR 

XPORTLIC 



9106170114* 

9106170117* 

9106170119* 

9106170124* 

9106170128* 

40-959 

40-959 

40-959 

40-959 

40-959 

Justice, Dept, of 

9106180241 

9106180268 

9106180334 

9106180392 

9106200048* 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-461 

P 


9106170130* 

9106170134* 

9106170136* 

9106170142* 

9106170149* 

40-959 

40-959 

40-959 

40-959 

40-959 

K & N Perforators, Inc. 

Kelley, J.L. 

Kenrob & Associates, Inc. 

Kerr-McGee Chemical Corp. 

Kleinfelder, Inc. 

9106180220 

9106130092 

9106030228* 

9106140013 

9106210057 

PR 

FOIA 

CONTRACT 

40-8989 

PR 



9106170150* 

9106170152* 

9106170167* 

9106170169* 

9106170178* 

40-959 

40-959 

40-959 

40-959 

40-959 

Kohn, Kohn & Colapinto, P.C. (formerly 

Kohn & Associates) 

LFE Corp. 

LIXI, Inc. 

Labor, Dept, of 

9106250070 

9106180073 

9106210056 

9106130224* 

50-528 

PR 

PR 

FOIA 

G 


9106170182* 

9106170184* 

9106170196* 

9106170200* 

9106170202* 

40-959 

40-959 

40-959 

40-959 

40-959 

Law Engineering 

9106120020 

9106130001 

9106130013 

9106130028 

9106240072 

PR 

PR 

PR 

PR 

PR 


Mahlo America, Inc. 

Maine Yankee Atomic Power Co. 

9106170205* 

9106170213* 

9106170216* 

9106120016 

9106040376 

40-959 

40-959 

40-959 

PQ 

50-309 

Lawrence Livermore National Laboratory 

9106180221* 

9106210286* 

9106210286* 

9106210307* 

9106210307* 

WASTE MGT 
50-275 

50-275 

50-275 

50-275 

P 

P 

P 

P 


9106120002 

9106120134 

9106130336 

9106140012 

9106140168 

50-309 

50-309 

50-309 

50-309 

50-309 

Leto & Friedman 

Lewis, S.J. 

Long Island Lighting Co. 

Long Island Power Authority 

8711240071* 

9106280093 

9106280103* 

9106260258 

9106180330 

FOIA 

40-672 

40-672 

50-322 

50-322 

1 

P 


9106180029 

9106190194 

9106200080 

9106210105 

9106210324 

50-309 

50-309 

50-309 

50-309 

50-309 

Longview Inspection, Inc. 

Louisiana Energy Services 

Lowenstein, Sandler, Kohl, Fisher & 

9106260118 

9106180178 

9106250077 

9106260218 

9106250111 

50-322 

PR 

70-3070 

70-3070 

FOIA 

1 


9106240130 

9106240253 
9106250086 
9106250137 
9106260259 

50-309 

50-309 

50-309 

50-309 

50-309 

Boylan 

Lukens Steel Co. 

M&T Harshaw 

M.M.P. Quality Inspections, Inc. 

9106180235 

9106040397* 

9106250004 

9106250005 

71-441 

XPORTLIC 

PR 

PR 


Manning General Hosp., Manning, IA 

Marine Biologic Laboratory 

Martin Marietta Corp. 

9106260406 

9106040022 

9106040045 

9106190312* 

9106190316* 

50-309 

PR 

PR 

FOIA 

FOIA 


9106250006 

9106250007 

9106250009 

9106250011 

9106250012 

PR 

PR 

PR 

PR 

PR 



9106200082* 

9106200088* 

9106200096* 

9106200139* 

9106200159* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9106250013 

9106250015 

9106250016 

9106250021 

9106250027 

PR 

PR 

PR 

PR 

PR 



9106200206* 

9106200208* 

9106200231* 

9106200284* 

9106210041* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

M/K Systems, Inc. 

MHB Technical Associates 

MITRE Corp. 

MQS Inspection, Inc. (formerly Magnaflux 
Corp.) 

9106180217 

9106280013* 

9106040109* 

9106130022 

PR 

70-270 

CONTRACT 

PR 



9106210047* 

9106210064* 

9106210131* 

9106210190* 

9106210224* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

MWI, Inc. 

9106130034 

9106210091 

9106240078 

9106050173* 

PR 

PR 

PR 

XPORTLIC 



9106210228* 

9106210231* 

9106210250* 

9106210260* 

FOIA 

FOIA 

FOIA 

FOIA 


ULULQ.U-I GQU-CL-CC LLULCLU-G 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Martin Marietta Ordnance Systems, Inc. 

(subs, of Martin Marietta Corp.) 

Marubeni America Corp. (subs, of Maruben 
Corp.) 

Maryland, Univ. of, College Park, MD 
Massachusetts Institute of Technology, 

Cambridge, MA 


Massachusetts, Commonwealth of 
Maynard Steel Casting Co. 

McGraw-Hill Publications Co. 
Med-Serv, Inc. 


Medi-Physics, Inc. (subs, of Hoffman-La 
Roche, Inc.) 


Medical Imaging, Inc. 

Merex, Inc. 

Michigan, Univ. of, Ann Arbor, Ml 


Mid-Missouri Nuclear Weapons Freeze, Inc 


Mission Research Corp. 

Missouri Coalition for the Environment 


Missouri Precision Castings, Inc. 
(formerly Missouri Steel Castings Co) 
Missouri, Univ. of, Columbia, MO 


Missouri, Univ. of, Rolla, MO 


Mitsubishi International Corp. (subs, of 
Mitsubishi Corp.) 


Mitsui & Co. (USA), Inc. (subs, of Mitsu 
& Co., Ltd.) 


Mitternight Boiler Works, Inc. 
Modeling & Computer Services 


9106210278* 

FOIA 

9106210283* 

FOIA 

9106210292* 

FOIA 

9106240070* 

FOIA 

9106250150 

71-594 

9106040189* 

XPORTLIC 

9106170068* 

CONTRACT 

9106060202 

71-164 

9106100509 

50-20 

9106110049 

50-20 

9106120266 

50-20 

9106270267 

50-20 

9106280009 

50-443 

9106260020 

PR 

9106260027 

PR 

9106250080 

FOIA 

9106060048 

PR 

9106170228* 

FOIA 

9106170247* 

FOIA 

9106170262* 

FOIA 

9106180274* 

FOIA 

9106180282* 

FOIA 

9106180287* 

FOIA 

9101090280* 

FOIA 

9106140149* 

CONTRACT 

9106070264 

50-2 

9106070332 

50-2 

9106140022 

70-270 

9106140077 

70-270 

9106140106 

70-270 

9106280005 

70-270 

9106280048 

70-270 

9106280048 

70-270 

9106280059* 

70-270 

9106280059* 

70-270 

9106280064* 

70-270 

9106280064* 

70-270 

9106280150* 

CONTRACT 

9106140022 

70-270 

9106140077 

70-270 

9106280005 

70-270 

9106280048 

70-270 

9106280048 

70-270 

9106280059* 

70-270 

9106280059* 

70-270 

9106280064* 

70-270 

9106280064* 

70-270 

9106130007 

PR 

9106140077 

70-270 

9106140106 

70-270 

9106250052 

70-270 

9106280048 

70-270 

9106280048 

70-270 

9106280059* 

70-270 

9106280059* 

70-270 

9106280064* 

70-270 

9106280064* 

70-270 

9106280075* 

70-270 

9106280075* 

70-270 

9106280080* 

70-270 

9106280080* 

70-270 

9106280082* 

70-270 

9106280082* 

70-270 

9106280086 

70-270 

9106250049 

70-270 

9106260255 

50-123 

9106280013* 

70-270 

9106060293 

XPORTLIC 

9106070149* 

XPORTLIC 

9106130103 

XPORTLIC 

9106130106* 

XPORTLIC 

9106130121 

XPORTLIC 

9106130124* 

XPORTLIC 

9106190419* 

XPORTLIC 

9106190425* 

XPORTLIC 

9106040384 

XPORTLIC 

9106060181 

XPORTLIC 

9106100040 

XPORTLIC 

9106190097 

XPORTLIC 

9106190187* 

XPORTLIC 

9106180151 

PR 

9106120180 

NUREG 


AUTHOR AFFILIATION 


Molycorp, Inc. (subs, of Union Oil of 
California) 


Monroe County, Ml 
NDT Laboratory 
NOVA Electronics & Software 
NUS Corp. 

National Academy of Sciences 
National Institute of Standards & 
Technology (formerly National Bureau of 
National Organization of Test, Research 
Training Reactors 

National Toxic Campaign Fund 

National Toxics Campaign 

Native Americans for a Clean Environment 

Nebraska Public Power District 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


9106240110 40-8794 


Nebraska, State of 
Network Opposing Nuclear Ecocide 
New England Coalition on Nuclear 
Pollution 


New Hampshire, State of 
New Jersey, State of 

New Mexico, State of 


New York Power Authority (formerly Power 
Authority of the State of New York) 


New York, State of 


Newman & Holtzinger 


Niagara Mohawk Power Corp. 


9106260064 

9106260069* 

9106260185 

9106260212 

9106070212* 

9106180212 

9106130053 

9106180358* 

9106140165* 

9106180248 

9106120119 


9106280093 

9106280093 

9106170095 

9106270020 

9106100118 

9106100296 

9106130222 

9106180013 

9106180016* 

9106180322 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

CONTRACT 

PR 

PR 

50-213 

CONTRACT 

70-398 

ORG 


40-672 

40-672 

40-8027 

40-8027 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 


9106260276 

50-298 

P 

9106030325* 

COMMISSIO 

N 

9106170246 

FOIA 


9106130095 

50-309 

H 

9106250056 

50-29 

G 

9106250072 

50-443 

G 

9106280009 

50-443 

G 

9106260198 

50-443 

P 

9106260206 

50-443 

P 

9105230058* 

COMMISSIO 

N 

9106120011 

PR 


9106170217* 

40-959 


9106180280 

40-7102 


9106030187 

WASTE MGT 


9106030300 

WASTE MGT 


9106030003 

50-286 

P 

9106030258 

50-333 

V 

9106040120 

50-333 

P 

9106120094 

50-333 

S 

9106120290 

50-286 

P 

9106180017 

50-286 

P 

9106180379 

50-286 

Q 

9106180413 

50-333 

R 

9106180422 

50-286 

R 

9106190160 

50-286 

S 

9106250075 

50-286 

P 

9106260002 

50-333 

Q 

9106260225 

50-286 

S 

9106260395 

50-333 

S 

9106270128 

50-333 

Q 

9106270132 

50-333 

F 

9106270299 

50-286 

P 

9106130364 

PROJ 


9106130366 

PROJ 


9106130368 

PROJ 


9106130371 

PROJ 


9106170151* 

40-959 


9106260099 

50-322 

1 

9106140054 

50-528 

G 

9106140054 

50-528 

G 

9106140054 

50-528 

G 

9106140099* 

50-528 

G 

9106140099* 

50-528 

G 

9106140099* 

50-528 

G 

9106250049 

70-270 


9106250049 

70-270 


9106250052 

70-270 


9106250052 

70-270 


9106280086 

70-270 


9106060088 

50-410 

S 

9106060127 

50-410 

Q 

9106060130* 

50-410 

Q 

9106070075 

50-410 

S 

9106070236 

50-220 

Q 

9106120350 

50-410 

S 

9106120358 

50-220 

S 

9106130015 

50-410 

S 

9106180196 

50-410 

P 

9106180201 

50-410 

P 

9106180275 

50-410 

s 

9106180404 

50-410 

R 

9106190220 

50-220 

R 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


9106190225* 

50-220 

R 


9106260003 

50-245 


9106190237* 

50-220 

R 


9106260077 

50-336 


9106190416 

50-410 

S 


9106260096 

50-245 


9106200029 

50-244 

P 


9106260096 

50-245 


9106260217 

50-410 

S 


9106260096 

50-245 


9106260392 

50-410 

s 


9106270197 

50-423 


9106280188 

50-220 

R 


9106280041 

50-213 

Nite-Site, Inc. 

7903210274* 

FOIA 



9106280105 

50-336 


7904210172* 

FOIA 


Northeast Utilities 

9106030107 

50-245 


8002070114* 

FOIA 



9106040412 

50-423 


8002110332* 

FOIA 



9106050109 

50-423 


9106170267* 

FOIA 



9106060147 

50-245 


9106170272* 

FOIA 



9106070340 

50-245 


9106170273* 

FOIA 



9106100099 

50-423 


9106170274* 

FOIA 



9106100275 

50-423 


9106190325* 

FOIA 



9106100392 

50-245 


9106190364* 

FOIA 



9106110023 

50-213 


9106190373* 

FOIA 



9106110023 

50-213 


9106190397* 

FOIA 



9106110023 

50-213 


9106190428* 

FOIA 



9106120105 

50-423 


9106200023* 

FOIA 



9106120160 

50-245 


9106200031* 

FOIA 



9106120193 

50-423 


9106200141* 

FOIA 



9106130009 

50-336 


9106200166* 

FOIA 



9106130012 

50-423 


9106200222* 

FOIA 



9106130258 

50-213 


9106200254* 

FOIA 



9106140195 

50-213 


9106200257* 

FOIA 



9106170042 

50-336 


9106200286* 

FOIA 



9106170074 

50-213 


9106200290* 

FOIA 



9106170074 

50-213 


9106200300* 

FOIA 



9106170074 

50-213 


9106210055* 

FOIA 



9106170083* 

50-213 


9106210149* 

FOIA 



9106170240 

50-213 

Norcom International Corp. (formerly 

9106060006* 

CONTRACT 



9106180130 

50-245 

Noriega Communications Corp.) 





9106180143 

50-423 


9106070137* 

CONTRACT 



9106180332 

50-213 

North Carolina, State of 

9106030288* 

COMMISSIO 

N 


9106180409 

50-245 

North Central Michigan College, Petoskey 

9106050300* 

CONTRACT 



9106190126 

50-213 

Ml 





9106190285 

50-336 

North Dakota, State of 

9106030266* 

COMMISSIO 

N 


9106190412 

50-423 

Northeast Iowa Community College, Peosta 

9106250188 

71-9147 



9106200173 

50-213 

IA 





9106200176 

50-245 


9106260326 

71-720 



9106200176 

50-245 


9106260328* 

71-720 



9106200176 

50-245 

Northeast Nuclear Energy Co. (subs, of 

9106030107 

50-245 

P 


9106210003 

50-213 

Northeast Utilities) 





9106210126 

50-423 


9106040412 

50-423 

V 


9106210150 

50-336 


9106050109 

50-423 

P 


9106210291 

50-423 


9106060102 

50-245 

s 


9106240158 

50-336 


9106060147 

50-245 

p 


9106250210 

50-245 


9106070189 

50-423 

p 


9106250215 

50-213 


9106070340 

50-245 

s 


9106250215 

50-213 


9106100099 

50-423 

s 


9106260003 

50-245 


9106100275 

50-423 

p 


9106260077 

50-336 


9106100276* 

50-423 

p 


9106260096 

50-245 


9106100392 

50-245 

p 


9106260096 

50-245 


9106110023 

50-213 

H 


9106270197 

50-423 


9106110023 

50-213 

H 


9106280029 

50-213 


9106110023 

50-213 

H 


9106280041 

50-213 


9106120105 

50-423 

S 


9106280105 

50-336 


9106120160 

50-245 

S 

Northeast Utilities Service Co. (subs, o 

9106040427 

50-213 


9106120193 

50-423 

P 

Northeast Utilities) 




9106120198* 

50-423 

P 

Northeast X-Ray Service, Inc. 

9106210097 

PR 


9106130009 

50-336 

R 

Northern States Power Co. 

9106030182 

50-263 


9106130012 

50-423 

R 


9106050346 

50-263 


9106140195 

50-213 

P 


9106060037 

50-263 


9106170042 

50-336 

P 


9106060037 

50-263 


9106170047* 

50-336 

P 


9106060037 

50-263 


9106170074 

50-213 

P 


9106060052 

50-263 


9106170074 

50-213 

P 


9106070220 

50-263 


9106170074 

50-213 

P 


9106070231 

50-282 


9106170074 

50-213 

P 


9106070231 

50-282 


9106180130 

50-245 

K 


9106100460 

50-282 


9106180143 

50-423 

P 


9106110266 

50-263 


9106180409 

50-245 

R 


9106110283 

50-282 


9106190126 

50-213 

Q 


9106120183 

50-282 


9106190285 

50-336 

Q 


9106140186 

50-282 


9106190412 

50-423 

S 


9106190071 

50-263 


9106200176 

50-245 

Q 


9106190079 

50-282 


9106200176 

50-245 

Q 


9106190191 

50-263 


9106200176 

50-245 

Q 


9106190199* 

50-263 


9106210126 

50-423 

Q 


9106190207* 

50-263 


9106210150 

50-336 

P 


9106190388 

50-263 


9106210155* 

50-336 

P 


9106200207 

50-263 


9106210291 

50-423 

Q 


9106240109 

50-282 


9106240158 

50-336 

Q 


9106240317 

50-282 


9106250210 

50-245 

P 


9106260325 

50-282 


9106250215 

50-213 

P 


9106270326 

50-263 


9106250215 

50-213 

P 


9106270380 

50-282 


9106250215 

50-213 

P 

Northwest X-Ray, Inc. 

9106180205 

PR 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


Nova Enterprises 
Nuclear Fuel Services, Inc. 


Nuclear Information & Resource Service 
Nuclear Management & Resources Council 
(NUMARC) (formerly Nuclear Utility Mana 


Nuclear Materials & Equipment Coro 
(NUMEC) H 


Nuclear Metals, Inc. 


Nuclear Transport & Storage, Inc. 
Nucletron Corp. 

Nye County, NV 

Oak Ridge Associated Universities 
Oak Ridge National Laboratory 


9106130010 

PR 


9106030037 

70-143 


9106060234 

70-143 


9106060237 

70-143 


9106060256 

70-143 


9106180313 

70-143 


9106180386* 

70-143 


9106180394* 

70-143 


9106180405* 

70-143 


9106180411* 

70-143 


9106200271 

70-143 


9106240132 

70-143 


9106260111 

70-143 


9106260131 

71-5468 


9106260308 

70-143 


9106190344 

FOIA 


9106050388 

REVIEW GR 

P 

9106120322 

REVIEW GR 

P 

9106270215 

50-321 

P 

9106270269 

REVIEW GR 

P 

9106280152 

REVIEW GR 

P 

9106200116* 

FOIA 


9106200134* 

FOIA 


9106200147* 

FOIA 


9106210180* 

FOIA 


9106210236* 

FOIA 


9106240297* 

50-310 

P 

9106250030* 

FOIA 


9106280072 

40-672 


9106280081* 

40-672 


9106280083* 

40-672 


9106180202 

XPORTLIC 


9106130223 

FOIA 


9106240022 

WASTE MGT 


9106130051* 

40-8027 


8704010130* 

FOIA 


9106030265* 

71-5797 


9106120185 

NUREG 



Pacific Nuclear Systems, Inc. 

Pacific Sierra Nuclear Associates 
Pakistan 

Palmer Tube Mills, Ltd. 

Parkview Hosp., Toledo, OH 


Oakland General Hosp. Osteopathic, 
Madison Heights, Ml (formerly Martin 
Ohio Edison Co. 


9106180425* 

9106210012 

50-267 

NUREG 

Y 

Pathfinder Mines Corp. 

9106120040 

PR 



9106070088* 

50-334 

1 

Patzig Testing Laboratories Co., Inc. 

9106250102* 

9106250102* 

50-346 

50-346 

G 

G 

Peabody & Arnold 

9106250108* 

9106250108* 

50-346 

50-346 

G 

G 

Penngraph, Inc. 

9106280053 

50-346 

M 



Ohio, State of 
Oilfield Testers, Inc. 

Omaha Public Power District 


On-Line Computer Systems, Inc. 
Optimus Corp. 

Orange County Register 

Oregon State Univ., Corvallis, OR 
PARAMETER, Inc. 

PLG, Inc. (formerly Pickard, Lowe & 
Garrick, Inc.) 


Pacific Gas A Electric Co. 


9106280065 

50-346 

9106120089 

STATE PRO 

9106180181 

PR 

9104100071 

50-285 

9104100073* 

50-285 

9106050396 

50-285 

9106100357 

50-285 

9106100393 

50-285 

9106140107 

50-285 

9106170003 

50-285 

9106170062 

50-285 

9106250125 

50-285 

9106260171 

50-285 

9106260181* 

50-285 

9106260191* 

50-285 

9106260205 

50-285 

9106280194 

50-285 

9106120109* 

CONTRACT 

9106240028 

PR 

9106170164 

FOIA 

9106280101 

50-243 

9106040144* 

CONTRACT 

9106100279 

40-8027 

9106120228 

40-8027 

9106190195 

40-8027 

9106280046 

40-8027 

9105070092 

50-275 

9106040176 

50-275 

9106070200 

50-275 

9106070200 

50-275 

9106070210 

50-275 

9106100113 

50-275 

9106100446 

50-275 

9106100446 

50-275 

9106100456* 

50-275 

9106100456* 

50-275 

9106110154 

50-275 

9106110161* 

50-275 


M 

G 

F 

F 

S 

S 

F 

S 

Q 

F 

F 

P 

P 

P 

S 

S 


F 


Q 

F 

P 

P Pennsylvania Power & Light Co. 

F 

F 

F 

F 

F 

F 

F 


ACCESSION SUBJECT 
NUMBER CATEGORY 

9106120001 50-275 

9106120015* 50-275 

9106120030* 50-528 

9106120062 50-275 

9106120062 50-275 

9106120066* 50-275 

9106120066* 50-275 

9106120069* 50-275 

9106120069* 50-275 

9106120330 50-275 

9106140163 50-275 

9106140166* 50-275 

9106180398 50-275 

9106180398 50-275 

9106180400* 50-275 


9106180400* 

50-275 

9106180418* 

50-275 

9106180418* 

50-275 

9106180424 

50-275 

9106180424 

50-275 

9106180427* 

50-275 

9106180427* 

50-275 

9106180430* 

50-275 

9106180430* 

50-275 

9106190127 

50-275 

9106240039 

50-275 

9106240041* 

50-275 

9106240321 

50-275 

9106240341 

50-275 

9106250106 

50-275 

9106250143* 

50-275 

9106250143* 

50-275 

9106250204 

50-323 

9106280179 

50-275 

9106190278 

71-9218 

9106110187 

72-1007 

9106070201* 

COMMISSIO 

9106120239 

QA999 

9106120242* 

QA999 

9106260021 

PR 

9106030170 

40-6622 

9106030233 

40-8981 

9106040373 

40-2259 

9106040395 

40-2259 

9106240012 

PR 

9106280072 

40-672 

9106280081* 

40-672 

9106250189 

XPORTLIC 

9106250192* 

XPORTLIC 

9106250224 

XPORTLIC 

9106250227* 

XPORTLIC 

9106250232 

XPORTLIC 

9106250235 

XPORTLIC 

9106250248 

XPORTLIC 

9106250249* 

XPORTLIC 


9106260033 XPORTLIC 
9106260035* XPORTLIC 
9106260043 XPORTLIC 


9106260056 

XPORTLIC 


9106260072 

XPORTLIC 


9106260074 

XPORTLIC 


9106260080 

XPORTLIC 


9106260088 

XPORTLIC 


9106260089 

XPORTLIC 


9106260102 

XPORTLIC 


9106260107 

XPORTLIC 


9106260119 

XPORTLIC 


9106260122 

XPORTLIC 


9106260213 

XPORTLIC 


9106260272 

XPORTLIC 


9106260296 

XPORTLIC 


9106260312 

XPORTLIC 


9106260320 

XPORTLIC 


9106260333 

XPORTLIC 


9106260350 

XPORTLIC 


9106260376 

XPORTLIC 


9106260388 

XPORTLIC 


9106260400 

XPORTLIC 


9106260411 

XPORTLIC 


9106280201 

XPORTLIC 


9106050162 

50-387 

P 

9106050162 

50-387 

P 

9106060055 

50-387 

Q 

9106060055 

50-387 

Q 

9106100219 

50-387 

P 

9106100219 

50-387 

P 

9106100414 

50-388 

S 

9106110153 

50-387 

P 

9106110153 

50-387 

P 
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AUTHOR AFFILIATION 


Pennsylvania Power Co. 

Pennsylvania State Univ., Harrisburg, PA 
Pennsylvania, Commonwealth of 


Pensacola Testing Laboratories, Inc. 
Permagrain Products, Inc. 


Philadelphia Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


9106140172 50-387 
9106140223 50-387 
9106140223 50-387 
9106190226 50-387 
9106210134 50-387 

9106210134 50-387 
9106260066 50-387 
9106260280 50-387 
9106270150 50-387 
9106270150 50-387 


F 

P 

P 

F Phoenix, A2 

R Physicians for Social Responsibility 

R 

P 

P 

R 

R 


9106280099 

9106060324* 

9106060120* 

9106120098 

9106120298 

9106120012 

7903140181* 

8002120387* 

8005070194* 

8306030313* 

8505170498* 

8610080191* 

8908160010* 

8908160011* 

8911080317* 

9106170005* 

9106170020* 

9106170024* 

9106170115* 

9106170254* 

9106180026* 

9106180132* 

9106180370* 

9106190052* 

9106190109* 

9106210275* 

9106240049* 

9106240060* 

9106240113* 

9106240123* 

9106240168* 

9106240192* 

9106030045 

9106030047* 

9106040112 

9106050248 

9106050277 

9106050352 

9106050353* 

9106050354* 

9106050356* 

9106050359* 

9106060057 

9106070162 

9106070162 

9106070174 

9106070174 

9106070174 

9106070174 

9106070295 

9106100227 

9106100227 

9106100347 

9106100487 

9106140068 

9106140078 

9106140180 

9106140180 

9106180419 

9106180419 

9106190185 

9106190190 

9106190218 

9106190224 

9106190264 

9106190282 

9106210321 

9106210321 

9106210322* 

9106210322* 

9106240002 

9106240008 

9106240009* 

9106240269 

9106260156 

9106260260 

9106260278 

9106260318 

9106260375 


50-387 
50-334 
CONTRACT 
STATE PRO 
FOIA 

PR 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-277 

50-277 

50-277 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

71-5805 

50-277 

50-277 

50-277 

50-277 

50-352 

50-353 

50-352 

50-352 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

50-353 

50-277 

50-277 

50-277 

50-277 

50-277 

50-278 

50-278 

50-278 

50-277 

50-277 

50-277 

50-353 

50-353 

50-277 


F 


G 


R 

R 

S 

S 

S 

R 

R 

R 

R 

R 

J 

F 

F 

P 

P 

P 

P 


F 

F 

S 

P 

S 

S 

R 

R 

R 

R 

S 

S 

s 

s 

s 

s 

F 

F 

F 

F 

S 

P 

P 

s 

s 

Q 

S 

S 

P 


Piedmont Dielectrics Corp. 

Pitt-Des Moines, Inc. (formerly 
Pittsburgh-Des Moines Steel Co.) 
Plateau Resources, Ltd. 

Pomont, Inc. 

Portage View Hosp., Hancock, MI 
Portland General Electric Co. 


Pottstown, PA 

Power Resources, Inc. (formerly Sparklin 
City Nuclear Corp.) 


President of U.S. & Executive Offices 
Princeton Gamma-Tech, Inc. 
Progress Services, Inc. 

Public Service Co. of Colorado 


Public Service Co. of New Hampshire 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9106270209 

50-277 

9106270217 

50-277 

9106280168 

50-277 

9106030254* 

CONTRACT 

9106140022 

70-270 

9106140077 

70-270 

9106140106 

70-270 

9106280005 

70-270 

9106280048 

70-270 

9106280048 

70-270 

9106280059* 

70-270 

9106280059* 

70-270 

9106280064* 

70-270 

9106280064* 

70-270 

9106100137 

50-324 

9106250207 

71-6717 

9106040068* 

40-8698 

9106180100 

PR 

9106040024 

PR 

9106030241 

50-344 

9106040459 

50-344 

9106050194 

50-344 

9106050218 

50-344 

9106050224* 

50-344 

9106050261 

50-344 

9106050340 

50-344 

9106050382 

50-344 

9106060081 

50-344 

9106070298 

50-344 

9106110290 

50-344 

9106120396 

50-344 

9106130043 

50-344 

9106130052* 

50-344 

9106130055* 

50-344 

9106140173 

50-344 

9106190201 

50-344 

9106190288 

50-344 

9106190292 

50-344 

9106250095 

50-344 

9106260377 

50-344 

9106270260 

50-344 

9106270264 

50-344 

9106280125 

50-344 

9106280153 

50-344 

9106280176 

50-344 

9106200229* 

CONTRACT 

9106030152 

40-8857 

9106030165 

40-8857 

9106030216 

40-8857 

9106030252 

40-8857 

9106040078 

40-8857 

9106040082 

40-8857 

9106060066 

40-8857 

9106170055* 

FOIA 

9106120049 

PR 

9106240037 

PR 

9106040165 

50-267 

9106040165 

50-267 

9106100005 

50-267 

9106110134 

50-267 

9106110291 

50-267 

9106110308* 

50-267 

9106180351 

50-267 

9106180403 

50-267 

9106190037 

50-267 

9106190221 

50-267 

9106200261 

50-267 

9106200276 

50-267 

9106240276 

50-267 

9106260147 

50-267 

9106260267 

50-267 

9106260397 

50-267 

9106260397 

50-267 

9106270153 

50-267 

9106270154* 

50-267 

9106040237 

50-443 

9106050226 

50-443 

9106050313 

50-443 

9106060054 

50-443 

9106070263 

50-443 

9106100388 

50-443 

9106170123 

50-443 

9106180412 

50-443 

9106190391 

50-443 

9106190395 

50-443 

9106200133 

50-443 

9106250035* 

50-443 
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AUTHOR AFFILIATION 

Public Service Electric & Gas Co. of New 
Jersey 


Q.C. Laboratories, Inc. 

Quality Systems, NDE, Ltd. 

Guivira Mining Co. 

RCG/Hagler, Baity, Inc. 

Radiation Management Carp. (RMC) 
Radiation Sterilizers, Inc. 

Radioactive Waste Management Associates 
Radiology Associates, Ire:., Zanesville, 


Readrnore, Inc. 

Reed, Smith, Shaw & McCfay 

Regulatory Group, Inc. 

Rensselaer Polytechnic Institute Troy 

Rio AJgom Msrtrtg Corp. 

Rochester Gas & Electnc Corp. 

Rockwell Engineering Co., Inc. 
Rockwell Internationa! Corp. 

Rosemount, Ire:. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9106250036* 50-443 P 
9106270118 50-443 R 
9106270377 50-443 Q 
9106030064 50-354 P 


9106040080 50-354 P 
9106060199 50-354 R 
9106060200* 50-354 R 
9106100093 50-272 S 
9106100108 50-354 S 

9106100352 50-272 H 
9106100352 50-272 H 
9106100469 50-354 S 
9106110274 50-354 S 
9106110349 50-272 Q 

9106110349 50-272 Q 
9106120218 50-272 F 
9106130295 50-272 S 
9106180393 50-272 P 
9106180393 50-272 P 


9106180399 50-354 

9106190033 50-272 

9106190033 50-272 

9106190228 50-354 

9106190232* 50-354 

9106190383 50-354 

9106200273 50-354 

9106210008 50-272 

9106210008 50-272 

9106210009* 50-272 

9106210009* 50-272 

9106210078 50-272 

9106210081 50-311 

9106240327 50-354 

9106240330 50-354 

9106250001 50-272 

9106260086 50-354 

9106260092 50-272 

9106260092 50-272 

9106260161 50-272 

9106260161 50-272 

9106260165* 50-272 

9106260165* 50-272 

9106260244 50-311 

9106260250 50-311 

9106260285 50-272 

9106260285 50-272 

9106260305* 50-272 

9106260305* 50-272 

9106040380 71-9033 

9106260234 71 -9027 

9106260242 71-9033 

9106260243 71-9056 

9106030159 40-8905 

9106030260 40-8905 

9106030262 40-8905 

9106280149* 40-8905 

9106200020* ORG 

9106140040* FOIA 

9106030234 71-5939 

9106250138 FOIA 

9106170027* FOIA 

9106170056* FOIA 

9106170090* FOIA 


P 

P 

P 

P 

P 

S 

R 

P 

P 

P 

P 

R 

R 

S 

S 

Q 

P 

Q 

Q 

P 

P 

P 

P 

S 

S 

P 

P 

P 

P 


9106190323* FOIA 
9106190340* FOIA 
9106190353* FOIA 
9106190398* FOIA 
9106200104* FOIA 


9106200112 

9106200137 

9106200209 

9106120079 

9106170002 


FOIA 

FOIA 

FOIA 

CONTRACT 

FOIA 


9106070082* 

9106210164* 

9106210205* 


CONTRACT 

CONTRACT 

CONTRACT 


9106030154 40-8964 


9106060267 40-8768 
9106060034 50-244 
9106180281 50-244 
9106180283 50-244 
9106250104 50-244 


F 

Q 

P 

R 


9106140035 50-338 
9106030149 70-25 
9106110198 50-440 
9106180185 PR 


Q 

S 


AUTHOR AFFILIATION 


Roy F. Weston, Inc. 

Royal C. Johnson Veterans Memorial Hosp. 
& Regional Office Ctr., Sioux Falls, SD 
S.K. McBryde, Inc. 

SAM-SON Inspection & Technical Services, 
Inc. 

SCITRAN Co. 


Sacramento Municipal Utility District 


Safety Light Corp. 


Sandia National Laboratories 


Sauder Custom Fabricators, Inc. 
Saxton Nuclear Experimental Corp. 


Science & Engineering Associates, Inc. 
Science Applications International Corp. 
(formerly Science Applications, Inc.) 


Scientech, Inc. 


Scientific Inspection Technology, Inc. 
Scientists & Engineers for Secure Enerav 
Seabrook, NH 

Securities & Exchange Commission 
Seismic Qualification Utility Group 

Senate 


Sbnate, Commerce, Science & Transportati 

Senate Environment & Public Works 
Senior Boiler Tube Co. 

Sensor Services, Inc 
Sequoyah Fuels Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 

8911080320’ 

* FOIA 


9106040050 

PR 


9106270372 

STATE PRO 

G 

9106120022 

PR 


9106050331 

REVIEW GR 

P 

9106060069 

REVIEW GR 

P 

9106060080 

REVIEW GR 

P 

9106060100 

REVIEW GR 

P 

9106060106 

REVIEW GR 

P 

9106060112 

REVIEW GR 

P 

9106130354 

REVIEW GR 

P 

9106030039 

50-312 

P 

9106030040* 

50-312 

P 

9106100505 

50-312 

J 

9106200226 

50-312 

R 

9106280020 

50-312 

P 

9106280084 

50-312 

G 

9106280085* 

50-312 

G 

8102050620* 

FOIA 


9106130215* 

FOIA 


9106140094* 

FOIA 


9106140154* 

FOIA 


9106070100 

50-263 

P 

9106120194 

NUREG 


9106180008 

NUREG 


9106260063* 

WASTE MGT 


9106180188 

PR 


9106100217 

50-146 

R 

9106170192* 

50-146 

Q 

9106180008 

NUREG 

9106030137 

WASTE MGT 


9106030145 

WASTE MGT 


9106030151 

WASTE MGT 


9106030166* 

CONTRACT 


9106030179 

WASTE MGT 


9106030186 

WASTE MGT 


9106040389 

WASTE MGT 


9106050345* 

CONTRACT 


9106110197 

WASTE MGT 


9106110309 

WASTE MGT 


9106120366 

WASTE MGT 


9106170220* 

WASTE MGT 


9106170227* 

FOIA 


9106180006 

NUREG 


9106180007 

NUREG 


9106180135* 

50-271 

P 

9106200065 

WASTE MGT 


9106200072 

WASTE MGT 


9106260358* 

CONTRACT 


9106270145* 

WASTE MGT 


9106040379 

NUREG 


9106040392 

NUREG 


9106120056 

PR 


9106250058 

50-322 

G 

9106250131 

50-443 

G 

9106190399* 

50-443 

P 

9106050043 

REVIEW GR 

P 

9105210236* 

50-260 

H 

9106040061 

PR 

9106040065 

PR 


9106050127* 

50-245 

P 

9106060138* 

50-309 

P 

9106070034 

PR 


9106070039 

PR 


9106070235* 

COMMISSIO 

N 

9106100258* 

COMMISSIO 

N 

9106130057 

PR 

9106170158* 

ORG 


9106170185* 

50-344 

H 

9106170206* 

ORG 

9106170211* 

ORG 


9106180182* 

50-250 

H 

9106190028 

PR 


9106190041 

PR 


9106190117 

PR 


9106190192 

PR 


9106240046 

PR 


9106070060 

PR 


9106070077 

PR 


9106140007* 

COMMISSIO 

N 

9106130005 

PR 


9106040070 

9106060204 

9106070260 

9106100262 


PR 

40-8027 

40-8027 

40-8027 




AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


9106100268 

40-8027 



9106200248* 

50-206 


9106120288* 

40-8027 



9106200252* 

50-206 


9106170131* 

40-8027 



9106210020 

50-361 


9106180167 

40-8027 



9106210020 

50-361 


9106180219 

40-8027 



9106210240 

50-206 


9106190055 

40-8027 



9106260143 

50-206 


9106200171 

40-8027 



9106260346 

50-206 


9106240255 

40-8027 



9106260347* 

50-206 


9106260059 

40-8027 



9106260348 

50-206 

Shafer Valve Co. 

9106030203 

71-600 



9106260396 

50-206 


9106030204* 

71-600 



9106270226 

50-206 


9106180243 

PR 



9106270275 

50-206 

Shaines & McEachern 

9106250054 

50-443 

G 


9106270287 

50-361 

Shaw, Pittman, Potts & Trowbridge 

9106250102* 

50-346 

G 

Southern California Public Power 

9106100032* 

50-528 


9106280053 

50-346 

M 

Authority 




9106280065 

50-346 

M 

Southern Technical Services, Inc. 

9106170059 

50-361 


9106280084 

50-312 

G 

Southwest Research Institute 

9106060269* 

CONTRACT 


9106280085* 

50-312 

G 


9106270123* 

50-445 


9106280088 

50-320 

G 

Specialized Imaging Services, Inc. 

9106120027 

PR 


9106280089 

50-320 

G 

Spokane Industries, Inc. 

9106130069 

PR 

Sheehan, Phinney, Bass & Green, 

9106050237 

50-443 

G 

Squire, Sanders & Dempsey 

9106250108* 

50-346 

Professional Association 





9106280056 

50-346 

Shoreham Wading River Central School 

9106250058 

50-322 

G 


9106280091 

50-346 

District, NY 




St. Alexis Hosp., Cleveland, OH 

9106120026 

PR 

Siemens Gammasonics, Inc. 

9106180180 

PR 


St. Charles Hosp., Oregon, OH 

9106210070 

PR 

Simkins Industries, Inc. 

9106030157* 

CONTRACT 


St. Joseph, MO 

9106060268* 

CONTRACT 

Skyline Government Services Corp. 

9106120384 

FOIA 


St. Louis Testing Laboratories, Inc. 

9106180211 

PR 

Slaughter & Allred 

9106180157 

PR 


St. Petersburg Times, St. Petersburg, FL 

9106170264 

FOIA 

Small Business Administration 

9106030228* 

CONTRACT 


Standish Community Hosp., Inc., Standish 

9106040041 

PR 


9106040127* 

CONTRACT 


Ml 




9106050335* 

CONTRACT 


State, Dept, of, Bureau of Oceans & Inti 

9106050206 

XPORTLIC 


9106050385* 

CONTRACT 


Environmental & Scientific Affairs 




9106060006* 

CONTRACT 



9106060003 

XPORTLIC 


9106060070* 

CONTRACT 



9106060272 

XPORTLIC 


9106070137* 

CONTRACT 



9106100071 

XPORTLIC 


9106120060* 

CONTRACT 



9106140088* 

XPORTLIC 


9106120063* 

CONTRACT 



9106180191 

XPORTLIC 


9106190339* 

CONTRACT 


Statistics, Inc. 

9106120063* 

CONTRACT 


9106190343* 

CONTRACT 


Stevens A Sons, Inc. 

9106120146* 

CONTRACT 


9106200235* 

CONTRACT 


Stone & Webster Engineering Corp. 

9106190006 

QA999 


9106200249* 

CONTRACT 


Sunbeam Corp. 

9106180270 

40-8724 

Source Production & Equipment Co., Inc. 

9106040322 

71-102 


System Automation Corp. 

9106120029* 

CONTRACT 

South Carolina Electric & Gas Co. 

9106070237 

50-395 

P 

TET, Inc. 

9106260018 

PR 


9106070241* 

50-395 

P 

TEXCOM, Inc. 

9106260304 

FOIA 


9106100314 

50-395 

S 

Tampa Tribune 

9106170029 

50-302 


9106180249 

50-395 

P 

T echStars 

9106170183 

FOIA 


9106180250* 

50-395 

P 

Technical Micronics Control, Inc. 

9106120021 

PR 


9106180317 

50-395 

P 

Technical Welding Laboratories, Inc. 

9106120034 

PR 


9106180320* 

50-395 

P 

Tennessee Valley Authority 

9106040367 

50-328 


9106180414 

50-395 

R 


9106040416 

50-327 


9106200010 

50-395 

P 


9106050180 

50-327 


9106200012* 

50-395 

P 


9106050180 

50-327 


9106240133 

50-395 

F 


9106050205 

50-259 


9106260382 

50-395 

R 


9106050205 

50-259 

South Carolina, State of 

9106030032 

50-238 

R 


9106050205 

50-259 


9106030033* 

50-238 

R 


9106050205 

50-259 


9106030035* 

50-238 

R 


9106050205 

50-259 

South Carolina, Univ. of, Columbia, SC 

9106260383* 

50-395 

R 


9106050272 

50-260 

Southeastern Atomic Labs 

9106260057 

PR 



9106050274 

50-327 

Southern California Edison Co. 

9106050371 

50-206 

P 


9106050378 

50-327 


9106070251 

50-206 

R 


9106070031 

50-390 


9106100331 

50-206 

P 


9106070051 

50-390 


9106100442 

50-206 

P 


9106070216 

50-259 


9106120005 

50-206 

S 


9106070216 

50-259 


9106120165 

50-206 

P 


9106070216 

50-259 


9106120259 

50-362 

S 


9106070226 

50-390 


9106140016 

50-206 

Q 


9106070226 

50-390 


9106180272 

50-206 

S 


9106070275 

50-390 


9106180290 

50-206 

F 


9106100057 

50-390 


9106190290 

50-361 

R 


9106100057 

50-390 


9106190296* 

50-361 

R 


9106100406 

50-390 


9106190299* 

50-361 

R 


9106100411* 

50-390 


9106190303* 

50-361 

R 


9106100418* 

50-390 


9106190365 

50-361 

P 


9106100427* 

50-390 


9106190365 

50-361 

P 


9106100431 

50-327 


9106190370* 

50-361 

P 


9106100431 

50-327 


9106190370* 

50-361 

P 


9106100453 

50-327 


9106190377* 

50-361 

P 


9106100453 

50-327 


9106190377* 

50-361 

P 


9106100470 

50-390 


9106190384 

50-361 

P 


9106100470 

50-390 


9106200117 

50-206 

P 


9106100480 

50-327 


9106200120* 

50-206 

P 


9106100480 

50-327 


9106200128* 

50-206 

P 


9106110271 

50-259 


9106200146 

50-361 

P 


9106110446 

50-327 


9106200178 

50-206 

P 


9106120284 

50-390 


9106200191 

50-206 

P 


9106120284 

50-390 


9106200191 

50-206 

P 


9106130220 

50-390 


9106200191 

50-206 

P 


9106130220 

50-390 


9106200245 

50-206 

R 


9106130280 

50-327 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Testco, Inc. 

Texas A&M Univ.. College Station, TX 
Texas Steel Co. 

Texas Utilities Co. 

Texas Utilities Electric Co. (TU 

Electric) 


Texas, Univ. of, Austin, TX 


Theratronics International, Ltd. 


9106130280 

50-327 

Q 

9106130349 

50-327 

Q 

9106130349 

50-327 

Q 

9106140019 

50-327 

Q 

9106140021 

50-327 

P 

9106140024 

50-259 

P 

9106140184 

50-259 

F 

9106180353 

50-259 

P 

9106180353 

50-259 

P 

9106180446 

50-259 

R 

9106190004 

50-390 

S 

9106190009 

50-260 

S 

9106190242 

50-259 

P 

9106190242 

50-259 

P 

9106190242 

50-259 

P 

9106190247* 

50-259 

P 

9106190247* 

50-259 

P 

9106190247* 

50-259 

P 

9106190267 

50-390 

R 

9106190277 

50-260 

P 

9106190280 

50-390 

A 

9106190280 

50-390 

A 

9106190374 

50-390 

A 

9106190374 

50-390 

A 

9106190380* 

50-390 

A 

9106200123 

50-260 

P 

9106200125* 

50-260 

P 

9106200138 

50-327 

S 

9106200144 

50-260 

S 

9106200151 

50-259 

S 

9106200168 

50-260 

S 

9106240273 

50-327 

P 

9106240273 

50-327 

P 

9106240312 

50-390 

s 

9106240318 

50-438 

A 

9106250112 

50-327 

R 

9106250140* 

50-327 

R 

9106250140* 

50-327 

R 

9106250141 

50-259 

Q 

9106250141 

50-259 

Q 

9106250182 

50-327 

P 

9106250182 

50-327 

P 

9106260164 

50-259 

Q 

9106260288 

50-259 

F 

9106260288 

50-259 

F 

9106260288 

50-259 

F 

9106260288 

50-259 

F 

9106260288 

50-259 

F 

9106260413 

50-390 

A 

9106270339 

50-260 

S 

9106270359 

50-260 

S 

9106270381 

50-438 

F 

9106270388 

50-327 

S 

9106280161 

50-260 

P 

9106030213 

71-6717 


9106190112 

50-128 

S 

9106260030 

PR 


9106260141 

PR 


9106070320 

50-445 

s 

9106030339 

50-445 

s 

9106040003 

50-445 

p 

9106040005* 

50-445 

p 

9106040014 

50-445 

p 

9106040015* 

50-445 

p 

9106040446 

50-445 

s 

9106050392 

50-445 

p 

9106050392 

50-445 

p 

9106050393* 

50-445 

p 

9106050393* 

50-445 

p 

9106130284 

50-445 

Q 

9106140188 

50-445 

F 

9106190021 

50-445 

Q 

9106190236 

50-446 

S 

9106270097 

50-445 

P 

9106270097 

50-445 

P 

9106270103* 

50-445 

P 

9106270103* 

50-445 

P 

9106270200 

50-446 

S 

9106270207 

50-445 

P 

9106280182 

50-445 

F 

9106280182 

50-445 

F 

9106040254 

50-602 

A 

9106050240 

50-602 

A 

9106050244* 

50-602 

A 

9106200129 

70-157 


9106200195 

71-9216 


9106260283 

70-157 


9106280147 

71-454 




9106280158* 

71-454 

Thiokol Corp. (subs, of Morton Thiokol, 

9106040001 

71-435 

Inc.) 


9106040002* 

71-435 

Thomas Memorial Hosp., South Charleston, 

9106120013 

PR 

WV (formerly Herbert J. Thomas Memorial 

Toledo Edison Co. 

9106070074* 

50-334 


9106110204 

50-346 


9106280056 

50-346 


9106280091 

50-346 

Toledo, Univ. of, Toledo, OH 

9106120093* 

CONTRACT 

Total Minerals Corp. 

9106030181 

40-8502 

9106030313 

40-8502 

Transnuclear, Inc. 

9106040219 

XPORTLIC 


9106040234* 

XPORTLIC 


9106130132 

XPORTLIC 


9106200156 

70-3051 


9106200211* 

70-3051 


9106260149 

XPORTLIC 

Triad Chemical 

9106180153 

PR 

Troxler Electronic Laboratories, Inc. 

9106040056 

PR 

Troxler International, Ltd. 

9106040056 

PR 

Turley, W., PC 

9106140059* 

50-445 

Twin Ports Testing, Inc. 

9106260071 

PR 

Two Rivers, Wl 

9106060186* 

CONTRACT 

U.S. Coast Guard, Transportation, Dept. 

9106070125* 

40-8716 

of 

U.S. Ecology, Inc. (formerly Nuclear 

9106190250 

27-48 

Engineering, Inc.) 


9106190253 

27-48 


9106190301 

27-48 


9106190308 

27-48 


9106190318 

27-48 


9106190424 

27-48 


9106280115 

27-48 

U.S. Embassies 

9106060203 

XPORTLIC 


9106060247 

XPORTLIC 


9106060249 

XPORTLIC 


9106060275 

XPORTLIC 


9106070095 

XPORTLIC 

UMETCO Minerals Corp. (subs, of Union 

9106030135 

40-8681 

Carbide Corp.) 


9106030235 

40-299 


9106030249 

40-8681 


9106040060 

40-8681 


9106060017 

40-8681 

US Radium Corp. 

9105280095* 

FOIA 

9105290073* 

FOIA 


9106240184* 

FOIA 

Union Electric Co. 

9106060030 

PR 


9106070291 

50-483 


9106120265 

50-483 


9106120365 

50-483 


9106180032 

50-483 


9106190076 

50-483 


9106200060 

50-483 


9106200063* 

50-483 


9106260273 

50-483 

Union of Concerned Scientists 

9106250056 

50-29 


9106250060* 

50-29 

Union of Soviet Socialist Republics 

9106210163* 

REVIEW GR 

United Nuclear Corp. (subs, of UNC, Inc. 

9106030208 

70-903 

9106040071 

40-8907 


9106170155 

70-371 


9106170159* 

70-371 


9106210312 

70-371 


9106210319 

70-371 


9106250037 

40-8907 


9106250068* 

40-8907 


9106260193 

70-371 

United Ships Service VA, Inc. 

9106250018 

PR 

Unitor Ships Services, Inc. 

9106210072 

PR 

9106250003 

PR 

Urenco, Inc. 

9106210065 

PR 

Utah, Univ. of, Salt Lake City, UT 

9106110017 

50-407 


9106110019* 

50-407 


9106190172 

50-72 

Valcor Engineering Corp. 

9106120336 

QA999 


9106130061 

PT21 

Vermont Yankee Nuclear Power Corp. 

9106040420 

50-271 


9106050307 

50-271 


9106100512 

50-271 


9106120315 

50-271 


9106140191 

50-271 


9106240164 

50-271 


9106260110 

50-271 

Veterans Admin. Medical Center, 

9106040013 

PR 

Newington, CT 

Virginia Power (Virginia Electric & Powe 

9106030009 

50-280 
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Co.) 


Virginia, Univ. of, Charlottesville, VA 
Voith, Inc. 

Volpe, Boskey & Lyons 
Washington Public Power Supply System 


Water, Waste & Land, Inc. 

Wayne Hosp. Co., Greenville, OH 
Welding Testing-X-Ray, Inc. 

Weldtek Testing Laboratories, Inc. 
West Valley Nuclear Services Co., Inc. 


Western Nuclear, Inc. (subs, of Phelps 
Dodge Corp.) 

Westinghouse electric Corp. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


9106040323 

50-280 

p 


9106070228 

50-280 

p 


9106070228 

50-280 

p 


9106070232* 

50-280 

P 


9106070232* 

50-280 

p 


9106070242 

50-338 

s 


9106070305 

50-280 

P 


9106100009 

50-338 

Q 


9106100010* 

50-338 

Q 


9106100011* 

50-338 

Q 


9106100133 

50-339 

s 


9106100155 

50-338 

p 


9106100162* 

50-338 

p 


9106100220 

50-250 

F 


9106100228 

50-338 

K 


9106100228 

50-338 

K 


9106100269 

50-338 

Q 


9106100272* 

9106100383 

50-338 

50-280 

Q 

S 

Westmoreland Hosp., Greensburg, PA 
Weston Geophysical Corp. 

9106110108 

50-338 

P 

White & Williams 

9106110119* 

50-338 

P 

Whittaker Corp. 

9106110238 

50-280 

P 

William Beaumont Hosp., Royal Oak, M 

9106120273 

50-280 

P 

Wilson Hewitt & Associates, Inc. 

9106120273 

50-280 

P 

Winston & Strawn 

9106130263 

50-280 

P 


9106130263 

50-280 

P 

Wisconsin Electric Power Co. 

9106130293 

50-280 

F 

9106130293 

50-280 

F 


9106130316 

50-338 

S 


9106130320 

50-339 

S 


9106180209 

50-338 

s 


9106180343 

50-338 

s 


9106180460 

50-338 

R 


9106190421 

50-281 

S 


9106210165 

50-280 

R 


9106210165 

50-280 

R 


9106260357 

50-280 

P 


9106260357 

50-280 

P 


9106260367* 

50-280 

P 


9106270008 

50-338 

P 

Wisconsin Public Service Corp. 

9106270255 

50-280 

Y 


9106170097 

50-62 

H 


9106270189 

50-62 

P 


9106240285 

71-9032 



9106250114* 

50-346 

G 


9106050251 

50-397 

R 


9106070134 

50-397 

s 


9106100517 

50-397 

P 


9106120078 

50-397 

S 


9106120176 

50-397 

S 


9106180001 

50-508 

A 


9106180002* 

50-508 

A 


9106180024 

50-397 

S 


9106180294 

50-397 

S 


9106180429 

50-397 

R 

Wisconsin, Univ. of, Madison, Wl 

9106190176 

9106190300 

50-397 

50-397 

Q 

Q 

Wolf Creek Nuclear Operating Corp. 

9106190394 

50-397 

V 


9106240263 

50-397 

P 


9106240264* 

50-397 

P 


9106260013 

50-397 

P 


9106210290* 

40-8102 



9106180258 

PR 



9106260028 

PR 



9106180225 

9106130315* 

9106130319* 

9106130321* 

9106130328* 

9106130368 

PR 

PROJ 

PROJ 

PROJ 

PROJ 


World Technical Services, Inc. 

Wylie, McBride, Jesinger, Sure & Platten 

Wyoming, State of 

PROJ 

PROJ 

40-1162 


9106130371 

9106030232 

9106030004* 

X-R-l Testing of Michigan 

X-Ray Industries, Inc. 

50-286 

P 

9106030295 

TOPREP 



9106030303* 

TOPREP 



9106040004* 

50-445 

P 


9106050022* 

70-698 


Yankee Atomic Electric Co. 

9106060071* 

50-348 

P 

9106060176* 

CONTRACT 



9106100131 

TOPREP 



9106100136* 

TOPREP 



9106100144* 

TOPREP 



9106110287 

XPORTLIC 



9106110292* 

50-344 

P 

York County, SC 

9106110301* 

50-267 

P 

Zonar Corp. 


9106130116 

9106180200* 

9106200145 

9106200153* 

9106210058 

9106260263 

9106260269 

9106260306 

9106260311* 

9106260313* 

9106260332* 

9106260337* 

9106260368 

9106260371* 

9106260374* 


XPORTLIC 

50-482 

50-395 

50-395 

70-1151 

TOPREP 

XPORTLIC 

TOPREP 

TOPREP 

TOPREP 

50-282 

50-282 

TOPREP 

TOPREP 

TOPREP 


9106260384 

9106270137* 

9106270146* 

9106040020 

9106100466* 

9106140144 

9106180307 

9106120047 

9106190251* 

9106120392 

9106250089 

9106050324 

9106050324 

9106050386* 

9106050386* 

9106100375 

9106100375 

9106120222 

9106120222 

9106130238 

9106140174 
9106140179 
9106170242 
9106170244* 
9106200077 

9106040354 

9106050309 

9106070336 

9106100004 

9106100319 

9106110144 

9106110149* 

9106180018 

9106180019* 

9106180291 

9106180407 

9106200292 

9106250061 

9106260240 

9106270246 

9106250128 

9106260245 

9106040413 

9106120111 

9106180189 

9106180204* 

9106180348 

9106180438 

9106200283 

9106240091 

9106260342 

9106270131 

9106270138* 

9106180253 

9106170186 

9106030153 

9106030214 

9106180080 

9106180247 

9106180144 

9106180236 

9106180238 

9106180242 

9106240074 

9106040008 

9106050158 

9106050336* 

9106130213 

9106130267 

9106210252 

9106260078 

9106060150* 

9106060198* 


71-5450 

50-315 

50-315 

PR 

50-440 

FOIA 

40-7455 

PR 

CONTRACT 

FOIA 

FOIA 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-156 
50-156 
50-482 
50-482 
50-482 

50-482 

50-482 

50-482 

50-482 

50-482 

50-482 

50-482 

50-482 

PQ 

50-275 

40-4492 

40-8102 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

CONTRACT 

CONTRACT 


P 

P 

R 


P 
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The subject category column in this index gives the 
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information within that docket; for example,50-233 P. 
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REPORT NUMBER 

ACCESSION 

SUB¬ 


OTHER REPORT 


NUMBER 

JECT 


NUMBER 



CATE¬ 





GORY 



12-NI-05 

9106270137* 

50-315 

P 


2523 

9106050331 

REVIEW GR 

P 


3-3-91-014 SOI R00 

9106040422* 

50-530 

S 


91-1 

9106260383* 

50-395 

R 


ANF-89-80(NP) R00 

9106070240* 

50-237 

P 


ANF-90-181 

9106180005* 

50-255 

P 


BCO 0690 

9106180295 

70-8 



CENPD-210 R06 

9106260402* 

52-2 



CNNE-1553.05-00-0011 

9106050202* 

50-413 

P 


CNWRA 91-01Q 

9106200172* 

WASTE MGT 


HLWR 

COLR 91-7 R00 

9106240264* 

50-397 

P 


COLR-3 R01 

9106050259* 

50-341 

P 


CPC-2 A R12 

9106260314* 

50-155 

P 


EC-145 R04 

9106180368* 

50-250 

P 


EEG-48 

9106200110* 

WASTE MGT 


HLWR 

EGG-HFRU-9446 

9106040264* 

ORG 



EGG-HFRU-9702 

9106060018* 

50-287 

P 


EGG-NTA-8805 

9106060172* 

50-348 

P 

TAC 71491 

EGG-NTA-9462 

9106140104* 

50-295 

P 

TAC 61855 

ER-ME-057 R00 

9106270103* 

50-445 

P 


GP-R-263103 

9106120250* 

50-498 

P 


GULF-GA-A12647 

9106180420* 

50-267 

Y 


Hi-91614 

9106140043* 

50-315 

P 


L-1170 1/91 

9106050362* 

TOPREP 


FIN L-1170 

M08-001-01 R00 

9106180341* 

50-213 

P 


M08-001-10 R00 

9106180344* 

50-213 

P 


MU-01 R01 

9106050355* 

70-734 


696-1743 

N-QA-093 R03 

9106270145* 

WASTE MGT 


HLWR 

NE-838 R00 

9106100162* 

50-338 

P 


NE-840 R00 

9106110119* 

50-338 

P 


NEDO-31960 

9106100471* 

TOPREP 



NRC 2521 

9106060106 

REVIEW GR 

P 


NRC 2524 

9106060100 

REVIEW GR 

P 


NRC 2525 

9106060069 

REVIEW GR 

P 


NRC 2526 

9106060080 

REVIEW GR 

P 


NRC 2527 

9106130354 

REVIEW GR 

P 

JCCCNRS WG-1 

NRC 2528 

9106060112 

REVIEW GR 

P 


NUREG-1302 

9106180015 

NUREG 


GL-89-01 

NUREG-1374 

9106180011 

NUREG 



NUREG-1435 V02 

9106120188 

NUREG 



NUREG/BR-0056 V07 N2 

9106120209 

NUREG 



NUREG/BR-0162 V01 N3 

9106120204 

NUREG 



NUREG/BR-0163 V01 N1 

9106120199 

NUREG 



NUREG/CR-2000 VI0 N4 

9106120185 

NUREG 


ORNL/NSIC-200 

NUREG/CR-4893 

9106040379 

NUREG 


SCIE-42-89 

NUREG/CR-5440 

9106250161 

NUREG 


CNWRA89-001 

NUREG/CR-5546 

9106120194 

NUREG 


SAND90-0696 

NUREG/CR-5565 

9106210012 

NUREG 


ORNL/TM-11548 

NUREG/CR-5655 

9106180008 

NUREG 


SAND90-2629 

NUREG/CR-5663 

9106040385 

NUREG 


EGG-2633 

NUREG/CR-5682 

9106040392 

NUREG 



NUREG/CR-5691 

9106120192 

NUREG 


EGG-2638 

NUREG/CR-5692 

9106210013 

NUREG 


BN L-NU REG-522 

NUREG/CR-5729 

9106120180 

NUREG 


MCS 910401 

NUREG/CR-5742 V01 

9106180006 

NUREG 


SAIC-90/1400 

NUREG/CR-5742 V02 

9106180007 

NUREG 


SAIC-90/1400 

OIG 89A-17 

9106170025 

ORG 



ORNL/GCR-80/7 

9106180425* 

50-267 

Y 


ORNL/TM-11656 R05 

9106030265* 

71-5797 



PMPR 91-09 

9106270205* 

WASTE MGT 


NRC-02-88-005 

RXE-91-004 

9106040015* 

50-445 

P 


RXE-91-005 

9106050393* 

50-445 

P 


SAIC-90/1373 

9106180135* 

50-271 

P 

TAC 68620 

SAND 90-1721C 

9106260063* 

WASTE MGT 



SECY-86-247 

9106130155* 

40-8027 




REPORT NUMBER 

ACCESSION 

SUB¬ 


OTHER REPORT 


NUMBER 

JECT 


NUMBER 



CATE¬ 





GORY 



SECY-90-300 

9008280021 

SECY 



SECY-90-421 

9101030294 

50-267 

P 


SECY-91-0169 

9106070194 

COMMISSIO 

N 


SECY-91-021 

9102040162 

SECY 



SECY-91-048 

9103010132 

SECY 



SECY-91-088 

9104050176 

SECY 



SECY-91-093 

9104150064 

SECY 



SECY-91-102 

9104240168 

SECY 


GL-88-20 

SECY-91-106 

9104300392 

SECY 


GL-89-07 

SECY-91-108 

9104300399 

SECY 



SECY-91-115 

9105060039 

SECY 



SECY-91-116 

9105080304 

SECY 



SECY-91-118 

9105090290 

SECY 



SECY-91-119 

9106030036 

SECY 



SECY-91-120 

9105080262 

SECY 



SECY-91-121 

9105140389 

SECY 



SECY-91-122 

9105140377 

SECY 



SECY-91-124 

9105140401 

SECY 



SECY-91-125 

9105140123 

SECY 



SECY-91-131 

9105170217 

SECY 



SECY-91-133 

9105210159 

SECY 



SECY-91-134 

9105210170 

SECY 



SECY-91-135 

9105210157 

SECY 



SECY-91-136 

9105210152 

SECY 



SECY-91-137 

9105230031 

SECY 



SECY-91-138 

9105230033 

SECY 



SECY-91-139 

9105230029 

SECY 



SECY-91-140 

9105230018 

50-309 

F 


SECY-91-143 

9105230028 

SECY 


GL-89-04 

SECY-91-144 

9105230119 

SECY 



SECY-91-145 

9105230105 

50-344 

F 


SECY-91-147 

9105280085 

SECY 



SECY-91-149 

9106070183 

SECY 



SECY-91-151 

9106040386 

COMMISSIO 

N 


SECY-91-153 

9106070166 

SECY 



SECY-91-154 

9106070258 

SECY 



SECY-91-157 

9106060141 

SECY 



SECY-91-159 

9106050214 

SECY 



SECY-91-160 

9106050171 

SECY 



SECY-91-161 

9106050174 

SECY 



SECY-91-163 

9106060314 

SECY 



SECY-91-164 

9106070096 

SECY 



SECY-91-168 

9106110397 

SECY 



SECY-91-178 

9106200293 

SECY 



SECY-91-179 

9106210245 

SECY 



SECY-91-407 

9106120378* 

FOIA 



SECY-910 

9106070330 

COMMISSIO 

N 


TER 3230-008 R09 

9106260112* 

50-320 

P 


TR-081 R00 

9106070037* 

50-219 

P 


UCID-21867 

9106180221* 

WASTE MGT 




VEP-1-5A 

WCAP-12245 ADD02 R03 
WCAP-12876 
WCAP-12935-NP 
WCAP-12951 


9106260367* 50-280 P 

9106260313* TOPREP 
9106260332* 50-282 Q 

9106100144* TOPREP 
9106260374* TOPREP 


WCG-1-397 R01 
WCG-1-811 R00 
WVNS-SAR-004 R06 ORF 
YM-SR-91-015 
YM-SR-91-017 


9106190380* 50-390 A 

9106100427* 50-390 A 

9106130315* PROJ 
9106110402* WASTE MGT HLWR 

9106110374* WASTE MGT HLWR 


YMP-91-01 

YMP-91-05 

YMP-91-06 

YMP-SR-91-016 

YMP-SR-91-018 


9106030225 WASTE MGT 

9106260291* WASTE MGT HLWR 

9106170210* WASTE MGT HLWR 

9106260005* WASTE MGT 

9106190245* WASTE MGT 


YMP-SR-91-019 


9106200052* WASTE MGT HLWR 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index¬ 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin¬ 
cipal document,the date issued, and the category en¬ 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen¬ 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL DATE 

DOCUMENT ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


7903120405 

9106170237 

91/05/09 

FOIA 

7903120411 

9106170237 

91/05/09 

FOIA 

7903140181 

9106120324 

90/11/23 

FOIA 

7903210271 

9106170237 

91/05/09 

FOIA 

7903210274 

9106170237 

91/05/09 

FOIA 

7904210154 

9106170237 

91/05/09 

FOIA 

7904210172 

9106170237 

91/05/09 

FOIA 

7905240441 

9106120219 

91/02/26 

FOIA 

7908300023 

9106140073 

91/04/30 

FOIA 

7908300115 

9106140073 

91/04/30 

FOIA 


8612220302 

9106190362 

91/05/24 

40-8027 

8704010127 

9106120324 

90/11/23 

FOIA 

8704010130 

9106120324 

90/11/23 

FOIA 

8709240159 

9106120324 

90/11/23 

FOIA 

8709240170 

9106120324 

90/11/23 

FOIA 

8711240054 

9106120324 

90/11/23 

FOIA 

8711240071 

9106120324 

90/11/23 

FOIA 

8803070081 

9106120210 

91/04/17 

40-8027 

8809060103 

9106130122 

91/04/23 

FOIA 

8810050109 

9106120219 

91/02/26 

FOIA 


7909170301 

9106120219 

91/02/26 

FOIA 

7910290382 

9106120324 

90/11/23 

FOIA 

7910290391 

9106120324 

90/11/23 

FOIA 

8002010196 

9106140073 

91/04/30 

FOIA 

8002070114 

9106170237 

91/05/09 

FOIA 


8810050115 

9106120219 

91/02/26 

FOIA 

8811290311 

9106120324 

90/11/23 

FOIA 

8905310216 

9106120324 

90/11/23 

FOIA 

8906060240 

9106120324 

90/11/23 

FOIA 

8908100152 

9106270276 

91/06/20 

50-269 


8002110332 

9106170237 

91/05/09 

FOIA 

8002120387 

9106120324 

90/11/23 

FOIA 

8004220492 

9106140073 

91/04/30 

FOIA 

8005070194 

9106120324 

90/11/23 

FOIA 

8 1 02050620 

9105020027 

91/03/06 

FOIA 


8908160008 

9106120324 

90/11/23 

FOIA 

8908160010 

9106120324 

90/11/23 

FOIA 

8908160011 

9106120324 

90/11/23 

FOIA 

8911070398 

9105020027 

91/03/06 

FOIA 

8911080315 

9106120324 

90/11/23 

FOIA 


8103200011 

9106140150 

91/05/06 

FOIA 

8 1 04290483 

9106120219 

91/02/26 

FOIA 

8 1 05080510 

9106190261 

91/05/23 

FOIA 

8 1 05080514 

9106190261 

91/05/23 

FOIA 

8 1 05080518 

9106190261 

91/05/23 

FOIA 


8911080317 

9106120324 

90/11/23 

FOIA 

8911080320 

9106120324 

90/11/23 

FOIA 

8912290088 

9106210112 

91/05/23 

FOIA 

9001300213 

9106170135 

91/05/17 

FOIA 

9001300218 

9106170135 

91/05/17 

FOIA 


8201230050 

9105020027 

91/03/06 

FOIA 

8204270436 

9106140073 

91/04/30 

FOIA 

8204270445 

9106140073 

91/04/30 

FOIA 

8210040055 

9106170237 

91/05/09 

FOIA 

8210040056 

9106170237 

91/05/09 

FOIA 


9003260537 

9007230291 

9011270238 

9011280441 

9012310145 


9106120324 

9106040319 

9106190362 

9106130235 

9106130235 


90/11/23 FOIA 

91/06/03 50-219 P 

91/05/24 40-8027 

91/04/24 FOIA 

91/04/24 FOIA 


8305240514 

9106120324 

90/11/23 

FOIA 

8305240518 

9106120324 

90/11/23 

FOIA 

8305240526 

9106120324 

90/11/23 

FOIA 

8306030306 

9106120324 

90/11/23 

FOIA 

8306030313 

9106120324 

90/11/23 

FOIA 


9101090280 

9103190204 

9103210435 

9104080154 

9104100073 


9106170135 

9103190195 

9106040125 

9106120233 

9104100071 


91/05/17 FOIA 

91/03/14 50-313 F 

91/05/17 TOPREP 

91/04/23 FOIA 

91/04/05 50-285 F 


84 09270032 

9106170007 

91/04/29 

FOIA 

84 09270040 

9106170007 

91/04/29 

40-959 

84 09270044 

9106170007 

91/04/29 

40-959 

8409270056 

9106170007 

91/04/29 

40-959 

84 09270061 

9106170007 

91/04/29 

40-959 

8409270066 

9106170007 

91/04/29 

40-959 

84 09270074 

9106170007 

91/04/29 

40-959 

8409270079 

9106170007 

91/04/29 

40-959 

8409270090 

9106170007 

91/04/29 

40-959 

8409270099 

9106170007 

91/04/29 

40-959 

8409270105 

9106170007 

91/04/29 

40-959 

8409270109 

9106170007 

91/04/29 

40-959 

8412260037 

9106120324 

90/11/23 

FOIA 

8412260042 

9106120324 

90/11/23 

FOIA 

8501090084 

9106250139 

91/06/18 

FOIA 

8505170497 

9106120324 

90/11/23 

FOIA 

8505170498 

9106120324 

90/11/23 

FOIA 

8511060261 

9105020027 

91/03/06 

FOIA 

8605300657 

9106140150 

91/05/06 

FOIA 

8607220438 

9106120324 

90/11/23 

FOIA 

8607220442 

9106120324 

90/11/23 

FOIA 

8607300453 

9106120219 

91/02/26 

FOIA 

8610080185 

9106120324 

90/11/23 

FOIA 

8610080191 

9106120324 

90/11/23 

FOIA 

8612220299 

9106190362 

91/05/24 

40-8027 


9104260031 

9106040125 

91/05/17 

TOPREP 


9104290316 

9106100177 

91/05/31 

WASTE MGT 


9105080190 

9106070002 

91/05/30 

50-346 

F 

9105080273 

9106070002 

91/05/30 

50-346 

F 

9105100042 

9106210119 

91/06/17 

50-285 

P 

9105130196 

9106270034 

91/05/14 

50-261 

F 

9105150208 

9106060094 

91/05/24 

50-424 

F 

9105200082 

9106120324 

90/11/23 

FOIA 


9105200091 

9106120324 

90/11/23 

FOIA 


9105210236 

9105210233 

91/05/13 

50-260 

H 

9105230058 

9105230053 

91/05/10 

COMMISSIO 

N 

9105280095 

9105020027 

91/03/06 

FOIA 


9105290073 

9105020027 

91/03/06 

FOIA 


9106030004 

9106030003 

91/05/24 

50-286 

P 

9106030018 

9106030013 

91/05/14 

50-528 

Q 

9106030019 

9106030017 

91/05/16 

50-443 

P 

9106030029 

9106030027 

91/05/24 

50-285 

Q 

9106030033 

9106030032 

91/03/22 

50-238 

R 

9106030035 

9106030032 

91/03/22 

50-238 

R 

9106030040 

9106030039 

91/05/20 

50-312 

P 

9106030047 

9106030045 

91/05/22 

50-277 

R 

9106030056 

9106030055 

91/05/24 

70-687 


9106030075 

9106030074 

91/05/22 

WASTE MGT 


9106030085 

9106030071 

91/05/20 

50-280 

P 

9106030086 

9106030078 

91/05/18 

71-438 
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9106030087 

9106030071 

91/05/20 

50-280 

P 

9106030092 

9106030090 

91/05/21 

50-390 

A 

9106030097 

9106030063 

91/05/10 

CONTRACT 


9106030099 

9106030098 

91/05/17 

ADVCM 


9106030111 

9106030100 

91/05/16 

50-387 

P 

9106030115 

9106030102 

91/05/13 

50-219 

P 

9106030117 

9106030100 

91/05/16 

50-387 

P 

9106030121 

9106030116 

91/05/20 

50-289 

P 

9106030123 

9106030116 

91/05/20 

50-289 

P 

9106030129 

9106030124 

91/05/20 

50-250 

P 

Q 9106030130 

9106030124 

91/05/20 

50-250 

P 

9106030157 

9106030148 

91/05/20 

CONTRACT 


9106030162 

9106030156 

91/05/15 

CONTRACT 


9106030164 

9106030161 

91/05/29 

71-592 


9106030166 

9106030158 

91/05/11 

CONTRACT 


9106030169 

9106030160 

91/05/16 

50-413 

P 

9106030171 

9106030168 

91/05/29 

71-428 


9106030174 

9106030173 

91/05/29 

71-429 


9106030178 

9106030163 

91/05/14 

CONTRACT 


9106030180 

9106030177 

91/05/29 

71-179 


9106030189 

9106030184 

91/05/15 

CONTRACT 


9106030202 

9106030197 

91/05/11 

CONTRACT 


9106030204 

9106030203 

91/05/22 

71-600 


9106030215 

9106030194 

91/05/24 

WASTE MGT 


9106030228 

9106030226 

91/05/18 

CONTRACT 


9106030231 

9106030229 

91/05/21 

50-443 

Q 

9106030239 

9106030237 

91/05/17 

50-334 

Q 

9106030242 

9106030238 

91/05/10 

COMMISSIO 

N 

9106030244 

9106030236 

91/05/22 

40-8904 


9106030245 

9106030243 

91/05/21 

50-245 

Q 

9106030250 

9106030243 

91/05/21 

50-245 

Q 

9106030254 

9106030190 

91/05/14 

CONTRACT 


9106030261 

9106030238 

91/05/10 

COMMISSIO 

N 

9106030263 

9106030256 

91/05/23 

50-454 

P 

9106030265 

9106030247 

91/05/30 

71-5797 


9106030266 

9106030238 

91/05/10 

COMMISSIO 

N 

9106030268 

9106030256 

91/05/23 

50-454 

P 

9106030271 

9106030270 

91/05/22 

50-317 

Q 

9106030277 

9106030238 

91/05/10 

COMMISSIO 

N 

9106030281 

9106030238 

91/05/10 

COMMISSIO 

N 

9106030282 

9106030273 

91/05/24 

50-317 

P 

9106030285 

9106030238 

91/05/10 

COMMISSIO 

N 

9106030288 

9106030238 

91/05/10 

COMMISSIO 

N 

9106030303 

9106030295 

91/05/22 

TOPREP 


9106030310 

9106030299 

91/05/21 

50-272 

Q 

9106030314 

9106030299 

91/05/21 

50-272 

Q 

9106030317 

9106030306 

91/05/01 

50-275 

V 

9106030325 

9106030321 

91/05/10 

COMMISSIO 

N 

9106030343 

9106030341 

91/05/24 

50-317 

P 

9106040002 

9106040001 

91/05/23 

71-435 


9106040004 

9106040003 

91/05/24 

50-445 

P 

9106040005 

9106040003 

91/05/24 

50-445 

P 

9106040010 

9106040009 

91/05/24 

50-317 

P 

9106040012 

9106040011 

91/05/28 

50-250 

P 

9106040015 

9106040014 

91/05/24 

50-445 

P 

9106040025 

9106040021 

91/05/23 

PR 


9106040032 

9106040031 

91/05/29 

50-456 

V 

9106040036 

9106040034 

91/05/22 

50-225 

Q 

9106040042 

9106040039 

91/05/21 

50-334 

Q 

9106040052 

9106040049 

91/05/21 

50-443 

Q 

9106040055 

9106040053 

91/05/21 

50-219 

Q 

9106040057 

9106040053 

91/05/21 

50-219 

Q 

9106040068 

9106040066 

91/05/20 

40-8698 


9106040084 

9106040066 

91/05/20 

40-8698 


9106040089 

9106040077 

91/05/23 

CONTRACT 


9106040091 

9106040086 

91/05/29 

50-255 

Q 

9106040095 

9106040088 

91/05/09 

40-8681 


9106040102 

9106040096 

91/05/29 

50-327 

F 

9106040103 

9106040097 

91/05/17 

40-8857 


9106040104 

9106040099 

91/05/24 

50-440 

Q 

9106040109 

9106040098 

91/05/13 

CONTRACT 


9106040116 

9106040097 

91/05/17 

40-8857 


9106040119 

9106040088 

91 /05/09 

40-8681 


9106040124 

9106040115 

91/05/23 

50-389 

P 

9106040127 

9106040117 

91/05/14 

CONTRACT 


9106040128 

9106040115 

91/05/23 

50-389 

P 

9106040131 

9106040121 

91/05/23 

50-170 

Q 

9106040138 

9106040126 

91/05/10 

40-2259 


9106040143 

9106040139 

91/05/28 

50-266 

Q 

9106040144 

9106040141 

91/05/23 

CONTRACT 


9106040147 

9106040137 

91/05/22 

50-213 

Q 

9106040148 

9106040140 

91/05/24 

50-348 

P 

9106040149 

9106040126 

91/05/10 

40-2259 


9106040161 

9106040156 

91/05/22 

50-443 

P 

9106040171 

9106040160 

91/05/23 

50-352 

Q 

9106040174 

9106040167 

91/05/24 

50-255 

Q 

9106040175 

9106040172 

91/05/21 

50-261 

P 
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9106040177 

9106040172 

91/05/21 

50-261 

P 

9106040183 

9106040182 

91/05/29 

50-445 

O 

9106040189 

9106040178 

91/05/21 

XPORTLIC 


9106040199 

9106040194 

91/05/21 

50-267 

P 

9106040204 

9106040194 

91/05/21 

50-267 

P 

9106040218 

9106040212 

91/05/28 

50-445 

Q 

9106040229 

9106040227 

91/05/29 

50-498 

Q 

9106040234 

9106040219 

91/05/07 

XPORTLIC 


9106040259 

9106040252 

91/05/23 

50-334 

Q 

9106040264 

9106040261 

91/05/24 

ORG 


9106040288 

9106040285 

91/05/28 

ORG 


9106040289 

9106040280 

91/05/23 

WASTE MGT 


9106040292 

9106040290 

91/05/30 

50-220 

P 

9106040318 

9106040315 

91/05/23 

50-445 

P 

9106040326 

9106040325 

91/05/14 

50-397 

V 

9106040330 

9106040329 

91/05/15 

50-397 

Q 

9106040331 

9106040263 

91/05/14 

XPORTLIC 


9106040332 

9106040329 

91/05/15 

50-397 

Q 

9106040345 

9106040341 

91/05/21 

50-424 

P 

9106040374 

9106040365 

91/05/22 

50-298 

P 

9106040387 

9106040381 

91/05/08 

CONTRACT 


9106040390 

9106040388 

91/05/29 

XPORTLIC 


9106040393 

9106040365 

91/05/22 

50-298 

P 

9106040397 

9106040396 

91/05/31 

XPORTLIC 


9106040401 

9106040407 

91/05/21 

XPORTLIC 


9106040408 

9106040398 

91/05/29 

50-336 

P 

9106040409 

9106040406 

91/05/15 

XPORTLIC 


9106040411 

9106040404 

91/05/14 

50-413 

P 

9106040417 

9106040402 

91/05/21 

50-155 

P 

9106040422 

9106040418 

91/05/16 

50-530 

S 

9106040428 

9106040423 

91/05/17 

50-295 

P 

9106040434 

9106040423 

91/05/17 

50-295 

P 

9106050005 

9106050002 

91/05/17 

50-498 

P 

9106050006 

9106050003 

91/05/29 

50-285 

Q 

9106050007 

9106050002 

91/05/17 

50-498 

p 

9106050009 

9106050008 

91/05/21 

50-416 

p 

9106050011 

9106050008 

91/05/21 

50-416 

p 

9106050014 

9106050010 

91/05/24 

40-8724 


9106050017 

9106050016 

91/06/03 

50-244 

p 

9106050018 

9106050016 

91/06/03 

50-244 

p 

9106050022 

9106050021 

91/05/22 

70-698 


9106050027 

9106050025 

91/05/31 

50-445 

Q 

9106050030 

9106050026 

91/05/31 

50-305 

Q 

9106050038 

9106050036 

91/05/30 

50-29 

Q 

9106050049 

9106050047 

91/05/30 

50-255 

Q 

9106050058 

9106050056 

91/05/22 

50-298 

p 

9106050059 

9106050056 

91/05/22 

50-298 

p 

9106050064 

9106050052 

91/05/23 

50-255 

Q 

9106050066 

9106050062 

91/05/22 

50-298 

P 

9106050068 

9106050062 

91/05/22 

50-298 

P 

9106050082 

9106050081 

91/05/22 

50-368 

P 

9106050092 

9106050088 

91/05/24 

50-366 

P 

9106050127 

9106050119 

91/05/24 

50-245 

P 

9106050161 

9106050155 

91/05/24 

50-309 

U 

9106050173 

9106050151 

91/05/29 

XPORTLIC 


9106050179 

9106050151 

91/05/29 

XPORTLIC 


9106050183 

9106050178 

91/05/17 

CONTRACT 


9106050186 

9106050177 

91/05/29 

50-281 

Q 

9106050199 

9106050189 

91/05/29 

50-250 

P 

9106050202 

9106050188 

91/05/28 

50-413 

P 

9106050208 

9106050189 

91/05/29 

50-250 

P 

9106050219 

9106050217 

91/05/10 

50-409 

P 

9106050220 

9106050200 

91/05/22 

CONTRACT 


9106050221 

9106050217 

91/05/10 

50-409 

P 

9106050223 

9106050215 

91/05/24 

50-155 

Q 

9106050224 

9106050218 

91/05/31 

50-344 

K 

9106050228 

9106050215 

91/05/24 

50-155 

Q 

9106050244 

9106050240 

91/05/24 

50-602 

A 

9106050259 

9106050255 

91/05/31 

50-341 

P 

9106050264 

9106050260 

91/05/30 

50-260 

Q 

9106050266 

9106040363 

91/05/22 

50-263 

P 

9106050267 

9106050262 

91/05/17 

50-324 

R 

9106050268 

9106050262 

91/05/17 

50-324 

R 

9106050279 

9106050275 

91/05/29 

50-410 

P 

9106050281 

9106050265 

91/05/20 

50-29 

Q 

9106050283 

9106050265 

91/05/20 

50-29 

Q 

9106050300 

9106050298 

91/05/17 

CONTRACT 


9106050308 

9106050293 

91/05/28 

CONTRACT 


9106050315 

9106050306 

91/05/24 

WASTE MGT 

9106050323 

9106050320 

91/05/28 

50-528 

P 

9106050335 

9106050328 

91/04/03 

CONTRACT 


9106050336 

9106050265 

91/05/20 

50-29 

Q 

9106050344 

9106050339 

91/05/31 

50-346 

P 

9106050345 

9106050338 

91/05/31 

CONTRACT 


9106050347 

9106050339 

91/05/31 

50-346 

P 

9106050353 

9106050352 

91/05/29 

50-352 

R 

9106050354 

9106050352 

91/05/29 

50-352 

R 
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ENCLOSURE 

9106050355 

9106050356 

9106050358 

9106050359 

9106050362 

9106050343 

9106050352 

9106050351 

9106050352 

9106050332 

91/05/30 

91/05/29 

91/05/24 

91/05/29 

91/05/29 

70-734 

50-352 

50-275 

50-352 

TOPREP 

R 

V 

R 

9106070005 

9106070011 

9106070023 

9106070037 

9106070038 

9106050364 

9106050367 

9106050370 

9106050375 

9106050380 

9106050360 

9106050312 

9106050366 

9106050369 

9106050377 

91/05/23 

91/05/29 

91/05/23 

91/05/23 

91/05/23 

CONTRACT 

50-529 

50-409 

50-219 

CONTRACT 

P 

P 

V 

9106070042 

9106070043 

9106070047 

9106070052 

9106070055 

9106050385 

9106050386 

9106050389 

9106050393 

9106060002 

9106050379 

9106050324 

9106050384 

9106050392 

9106060001 

91/05/28 

91/05/30 

91/05/22 

91/05/31 

91/05/28 

CONTRACT 

50-266 

50-601 

50-445 

50-410 

P 

A 

P 

P 

9106070070 

9106070073 

9106070074 

9106070079 

9106070080 

9106060006 

9106060018 

9106060022 

9106060039 

9106060053 

9106060005 

9106060016 

9106060021 

9106060029 
9106060051 

91/05/01 

91/05/29 

91/05/21 

91/05/21 

91/05/28 

CONTRACT 

50-287 

50-368 

50-254 

50-443 

P 

P 

F 

U 

9106070082 

9106070087 

9106070088 

9106070094 

9106070097 

9106060060 

9106060062 

9106060070 

9106060071 

9106060073 

9106060035 

9106060058 

9106060064 

9106060068 

9106060067 

91/05/20 

91/05/23 
91/05/03 
91/05/28 
91/05/24 

CONTRACT 

CONTRACT 

CONTRACT 

50-348 

50-272 

P 

V 

9106070098 

9106070099 

9106070107 

9106070125 

9106070137 

9106060077 

9106060078 

9106060083 

9106060096 

9106060099 

9106060072 

9106060074 

9106060074 

9106060092 

9106060098 

91/05/24 

91/05/20 

91/05/20 

91/05/24 
91/05/30 

50-482 

50-277 

50-277 

CONTRACT 

50-416 

V 

P 

P 

Q 

9106070149 

9106070156 

9106070159 

9106070160 

9106070171 

9106060105 

9106060108 

9106060111 

9106060119 

9106060120 

9106060101 

9106060091 

9106060109 

9106060107 

9106060115 

91 /05/30 
91/05/23 
91/05/30 

91/05/23 
91/05/31 

50-395 

50-373 

50-259 

50-424 

CONTRACT 

Q 

V 

Q 

V 

9106070180 

9106070184 

9106070185 

9106070186 

9106070190 

9106060121 

9106060130 

9106060132 

9106060136 

9106060137 

9106060116 

9106060127 

9106060129 

9106060117 

9106060123 

91/05/23 

91/05/30 
91/05/21 

91/05/23 
91/05/21 

50-416 

50-410 

50-348 

50-348 

CONTRACT 

Q 

Q 

Q 

P 

9106070193 

9106070196 

9106070201 

9106070203 

9106070204 

9106060138 

9106060140 

9106060150 

9106060151 

9106060159 

9106060131 

9106060133 

9106060149 

9106060144 

9106060154 

91/06/03 

91/05/21 
91/05/28 
91/05/28 

91/06/04 

50-309 

CONTRACT 

CONTRACT 

50-254 

CONTRACT 

P 

P 

9106070211 

9106070212 

9106070215 

9106070218 

9106070224 

9106060164 

9106060166 

9106060168 

9106060172 

9106060176 

9106060152 

9106060148 

9106060162 

9106060117 

9106060169 

91/05/28 

91/05/24 

91/05/24 

91/05/23 

91/05/29 

CONTRACT 

50-123 

CONTRACT 

50-348 

CONTRACT 

V 

P 

9106070225 

9106070232 

9106070235 

9106070240 

9106070241 

9106060180 

9106060184 

9106060186 

9106060191 

9106060192 

9106060178 

9106060179 
9106060182 
9106060190 
9106060183 

91/05/30 

91/05/20 

91/05/20 
91/05/10 
91/05/22 

71-437 

CONTRACT 

CONTRACT 

50-237 

50-298 

R 

P 

9106070246 

9106070247 

9106070256 

9106070268 

9106070277 

9106060195 

9106060197 

9106060198 

9106060200 

9106060213 

9106060189 

9106060183 

9106060194 

9106060199 

9106060211 

91/05/21 

91/05/22 

91/05/29 

91/05/24 

91/05/30 

CONTRACT 

50-298 

CONTRACT 

50-354 

50-413 

P 

R 

V 

9106070279 

9106070280 

9106070283 

9106070284 

9106070287 

9106060214 

9106060216 

9106060210 

9106060212 

91/05/30 

91/05/20 

50-416 

50-255 

50-416 

50-461 

50-461 

P 

P 

p 

9106070297 

9106070300 

9106070308 

9106060217 

9106060218 

9106060219 

9106060210 

9106060215 

9106060215 

91/05/30 

91/05/30 

91/05/30 

P 

P 

9106070315 

9106070322 

9106060220 

9106060223 

9106060225 

9106060235 

9106060240 

9106060215 

9106060221 

9106060221 

9106060231 

9106060238 

91/05/30 

91/05/30 

91/05/30 

91/05/30 

91/05/24 

50-461 

50-416 

50-416 

50-483 

50-369 

P 

P 

P 

Q 

Q 

9106070326 

9106070331 

9106070338 

9106070343 

9106100010 

9106060241 

9106060242 

9106060248 

9106060252 

9106060253 

9106060238 

9106060239 

9106060243 

9106060250 

9106060245 

91/05/24 

91/05/21 

91/05/23 

91/05/24 

91/05/28 

50-369 

50-305 

50-443 

50-461 

50-321 

Q 

Q 

Q 

P 

Q 

9106100011 

9106100019 

9106100032 

9106100034 

9106100035 

9106060261 

9106060262 

9106060268 

9106060269 

9106060274 

9106060255 

9106060255 

9106060265 

9106060260 

9106060270 

91/05/22 

91/05/22 

91/05/24 

91/05/30 

91/05/31 

70-143 

70-143 

CONTRACT 

CONTRACT 

50-261 P 

9106100038 
9106100043 
9106100048 
9106100052 
9106100054 

9106060281 

9106060292 

9106060297 

9106060305 

9106060321 

9106060276 

9106060283 

9106060289 

9106060301 

9106060309 

91/05/28 

91/06/03 

91/05/30 
91/05/20 
91/05/24 

50-245 Q 

50-390 A 

50-245 P 

CONTRACT 

50-424 V 

9106100055 

9106100058 

9106100063 

9106100064 

9106100067 

9106060324 

9106060338 

9106060318 

9106060336 

91/05/24 

91/05/30 

50-334 

50-225 

1 

P 

9106100072 

9106100075 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


9106070003 

91/05/23 

9106070010 

91/05/31 

9106070021 

91/05/28 

9106070028 

91/05/30 

9106070036 

91/05/23 

9106070036 

91/05/23 

9106070039 

91/05/28 

9106070033 

91/06/03 

9106070033 

91/06/03 

9106070048 

91/05/28 

9106070066 

91/05/24 

9106070062 

91/05/29 

9106060318 

91/05/24 

9106070066 

91/05/24 

9106060318 

91/05/24 

9106070081 

91/05/28 

9106070077 

91/05/27 

9106060318 

91/05/24 

9106070086 

91/05/29 

9106060318 

91/05/24 

9106070092 

91/06/04 

9106070092 

91/06/04 

9106070104 

91/05/31 

9106070117 

91/05/29 

9106070133 

91/05/29 

9106060293 

91/05/23 

9106070152 

91/05/22 

9106070153 

91/05/23 

9106070158 

91/06/03 

9106070164 

91/05/31 

9106070175 

91/06/04 

9106070181 

91/06/03 

9106070181 

91/06/03 

9106070175 

91/06/04 

9106070167 

91/05/23 

9106070177 

91/05/31 

9106070167 

91/05/23 

9106070199 

91/05/21 

9106070198 

91/05/31 

9106070198 

91/05/31 

9106070202 

91/06/03 

9106070207 

91/05/31 

9106070202 

91/06/03 

9106070214 

91/05/29 

9106070221 

91/05/31 

9106070223 

91/05/23 

9106070228 

91/05/31 

9106070234 

91/05/09 

9106070239 

91/06/04 

9106070237 

91/06/03 

9106070245 

91/06/03 

9106070221 

91/05/31 

9106070254 

91/06/03 

9106070267 

91/06/05 

9106070269 

91/06/04 

9106070274 

91/06/04 

9106070269 

91/06/04 

9106070273 

91/05/31 

9106070281 

91/06/05 

9106070285 

91/06/05 

9106070293 

91/06/04 

9106070293 

91/06/04 

9106070304 

91/06/03 

9106070313 

91/06/01 

9106070318 

91/06/03 

9106070318 

91/06/03 

9106070324 

91/05/28 

9106070157 

91/05/30 

9106250076 

91/06/06 

9106100009 

91/05/31 

9106100009 

91/05/31 

9106100017 

91/06/03 

9106100031 

91/05/30 

9106100027 

91/05/22 

9106060336 

91/05/30 

9106100025 

91/06/04 

9106100042 

91/05/28 

9106100046 

91/06/04 

9106100046 

91/06/04 

9106100047 

91/06/04 

9106100045 

91/05/31 

9106100049 

91/05/31 

9106100049 

91/05/31 

9106100061 

91/05/28 

9106100060 

91/05/31 

9106100062 

91/05/28 

9106100060 

91/05/31 


SUBJECT 

CATEGORY 

50-317 

50-237 

50-458 

50-219 

50-277 

50-277 

PR 

50-361 

50-361 

CONTRACT 

50-289 

50-341 

50-334 

50-289 

50-334 

CONTRACT 

PR 

50-334 

50-282 

50-334 

50-346 

50-346 

50-456 

40-8716 

CONTRACT 

XPORTLIC 

50-410 

COMMISSIO 

50-334 

CONTRACT 

50-397 

50-397 

50-397 

50-397 

50-275 

50-331 

50-275 

COMMISSIO 

50-413 

50-413 

50-361 

CONTRACT 

50-361 

50-317 

50-482 

50-293 

50-280 

COMMISSIO 

50-237 

50-395 

50-250 

50-482 

50-366 

71-4986 

50-348 

71-9205 

50-348 

CONTRACT 

71-603 

71-602 

50-244 

50-244 

50-424 

50-325 

QA999 

QA999 

50-424 

50-341 

70-270 

50-338 

50-338 

50-254 

50-528 

40-8904 

50-225 


COMMISSIO N 

70-734 

70-734 

50-341 P 

50-445 Q 
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268 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


9106100077 

9106100062 

91/05/28 

50-369 

P 

9106100084 

9106100078 

91/05/24 

50-312 

Q 

9106100085 

9106100080 

91/05/31 

50-255 

P 

9106100088 

9106100080 

91/05/31 

50-255 

P 

9106100097 

9106100090 

91/05/31 

50-458 

P 

9106100100 

9106100090 

91/05/31 

50-458 

P 

9106100101 

9106100087 

91/05/28 

50-400 

V 

9106100102 

9106100091 

91/05/22 

50-206 

Q 

9106100111 

9106100105 

91/06/06 

50-324 

P 

9106100123 

9106100112 

91/05/24 

50-528 

Q 

9106100125 

9106100119 

91/06/06 

50-390 

A 

9106100127 

9106100121 

91/05/20 

50-206 

P 

9106100136 

9106100131 

91/05/22 

TOPREP 


9106100144 

9106100131 

91/05/22 

TOPREP 


9106100162 

9106100155 

91/06/04 

50-338 

P 

9106100166 

9106100142 

91/03/22 

50-320 

P 

9106100190 

9106100185 

91/05/10 

50-346 

P 

9106100195 

9106100185 

91/05/10 

50-346 

P 

9106100211 

9106100204 

91/05/31 

XPORTLIC 


9106100258 

9106100255 

91/06/03 

COMMISSIO 

N 

9106100272 

9106100269 

91/06/03 

50-338 

Q 

9106100274 

9106100271 

91/06/06 

71-9225 


9106100276 

9106100275 

91/05/31 

50-423 

P 

9106100287 

9106100242 

91/05/30 

50-338 

P 

9106100298 

9106100242 

91/05/30 

50-338 

P 

9106100411 

9106100406 

91/06/06 

50-390 

A 

9106100418 

9106100406 

91/06/06 

50-390 

A 

9106100425 

9106100419 

91/06/04 

50-346 

P 

9106100427 

9106100406 

91/06/06 

50-390 

A 

9106100433 

9106100419 

91/06/04 

50-346 

P 

9106100456 

9106100446 

91/05/06 

50-275 

F 

9106100462 

9106070276 

91/05/29 

50-219 

P 

9106100466 

9106100454 

91/06/04 

50-440 

R 

9106100471 

9106100443 

91/05/31 

TOPREP 


9106100479 

9106100473 

91/06/03 

50-293 

P 

9106100510 

9106100507 

91 /06/04 

50-373 

P 

9106110002 

9106110001 

91/05/29 

50-245 

Q 

9106110004 

9106110003 

91/06/04 

50-382 

Q 

9106110007 

9106110005 

91/06/03 

50-263 

Q 

9106110016 

9106110010 

91/05/30 

50-354 

Q 

9106110019 

9106110017 

91/06/05 

50-407 

V 

9106110026 

9106110021 

91/05/28 

50-335 

V 

9106110027 

9106110024 

91/05/31 

50-266 

V 

9106110032 

9106110029 

91/05/31 

50-348 

V 

9106110040 

9106110037 

91/05/24 

50-400 

Q 

9106110044 

9106110037 

91/05/24 

50-400 

Q 

9106110050 

9106110043 

91/05/23 

50-390 

Q 

9106110052 

9106110051 

91/05/29 

50-327 

Q 

9106110054 

9106110046 

91/05/30 

50-286 

Q 

9106110061 

9106110053 

91/05/28 

50-348 

Q 

9106110064 

9106110062 

91/05/28 

50-390 

Q 

9106110066 

9106110053 

91/05/28 

50-348 

Q 

9106110072 

9106110068 

91/05/29 

50-247 

Q 

9106110075 

9106110065 

91/05/31 

50-424 

Q 

9106110097 

9106110087 

91/05/22 

70-143 


9106110098 

9106110091 

91/05/31 

50-219 

Q 

9106110104 

9106110101 

91/05/23 

50-280 

Q 

9106110113 

9106110109 

91/05/30 

50-390 

Q 

9106110115 

9106110111 

91/06/03 

50-321 

Q 

9106110119 

9106110108 

91/06/04 

50-338 

P 

9106110149 

9106110144 

91/06/04 

50-305 

P 

9106110152 

9106110150 

91/05/30 

50-334 

P 

9106110159 

9106110157 

91/06/06 

50-445 

Q 

9106110161 

9106110154 

91/05/08 

50-275 

F 

9106110174 

9106110166 

91/05/31 

50-259 

Q 

9106110176 

9106110173 

91/06/05 

50-400 

Q 

9106110178 

9106110167 

91/06/04 

50-348 

Q 

9106110188 

9106110172 

91/06/06 

ADVCM 


9106110190 

9106110184 

91/05/31 

50-390 

Q 

9106110195 

9106110192 

91 /06/03 

50-346 

Q 

9106110211 

9106110205 

91/05/16 

50-397 

V 

9106110214 

9106110210 

91/05/24 

STATE PRO 

G 

9106110222 

9106110221 

91/06/04 

50-263 

Q 

9106110224 

9106110120 

91/06/06 

50-289 

P 

9106110231 

9106110120 

91/06/06 

50-289 

P 

9106110234 

9106110229 

91/06/05 

50-370 

P 

9106110244 

9106110240 

91/06/04 

50-321 

P 

9106110252 

9106110247 

91/06/07 

50-528 

P 

9106110264 

9106110263 

91/04/16 

WASTE MGT 


9106110272 

9106110268 

91/06/05 

50-395 

P 

9106110275 

9106110269 

91/06/05 

50-245 

P 

9106110278 

9106110268 

91/06/05 

50-395 

P 

9106110280 

9106110269 

91 /06/05 

50-245 

P 

9106110292 

9106110290 

91/06/06 

50-344 

P 

9106110301 

9106110291 

91/06/06 

50-267 

P 

9106110306 

9106110303 

91/06/05 

50-219 

P 

9106110307 

9106110303 

91/06/05 

50-219 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


9106110308 

9106110291 

91/06/06 

50-267 

P 

9106110312 

9106110303 

91/06/05 

50-219 

P 

9106110329 

9106110322 

91/05/31 

50-333 

Q 

9106110336 

9106110302 

91/05/22 

50-369 

P 

9106110341 

9106110302 

91/05/22 

50-369 

P 

9106110357 

9106110355 

91/06/04 

50-338 

P 

9106110358 

9106110355 

91/06/04 

50-338 

P 

9106110359 

9106110352 

91/05/31 

70-1151 


9106110371 

9106110366 

91/06/03 

70-1100 


9106110374 

9106110363 

91/06/04 

WASTE MGT 


9106110392 

9106110389 

91/06/10 

50-206 

P 

9106110402 

9106110395 

91/06/04 

WASTE MGT 


9106110436 

9106110433 

91/05/31 

50-271 

V 

9106120004 

9106120003 

91/05/31 

50-334 

P 

9106120008 

9106120006 

91/06/05 

50-263 

Q 

9106120009 

9106120006 

91/06/05 

50-263 

Q 

9106120010 

9106120007 

91/06/06 

50-461 

Q 

9106120015 

9106100113 

91/05/14 

50-275 

F 

9106120023 

9106120017 

91/06/04 

CONTRACT 


9106120029 

9106120025 

91/06/10 

CONTRACT 


9106120030 

9106100094 

91/05/17 

50-528 

F 

9106120038 

9106120031 

91/06/10 

CONTRACT 


9106120039 

9106120033 

91/06/04 

CONTRACT 


9106120046 

9106120043 

91/06/10 

CONTRACT 


9106120051 

9106120036 

91/06/10 

CONTRACT 


9106120052 

9106120048 

91/05/31 

CONTRACT 


9106120057 

9106120042 

91/06/05 

50-10 

Q 

9106120060 

9106120058 

91/06/10 

CONTRACT 


9106120063 

9106120055 

91/06/05 

CONTRACT 


9106120064 

9106120045 

91/06/10 

CONTRACT 


9106120066 

9106120062 

91/05/23 

50-275 

P 

9106120067 

9106120061 

91/06/05 

50-305 

Q 

9106120069 

9106120062 

91/05/23 

50-275 

P 

9106120077 

9106120073 

91/06/10 

CONTRACT 


9106120079 

9106120070 

91/06/10 

CONTRACT 


9106120092 

9106120083 

91/05/31 

CONTRACT 


9106120093 

9106120085 

91/05/31 

CONTRACT 


9106120096 

9106120090 

91/06/04 

CONTRACT 


9106120101 

9106120099 

91/05/28 

CONTRACT 


9106120103 

9106120097 

91/06/10 

CONTRACT 


9106120107 

9106120102 

91/05/31 

CONTRACT 


9106120109 

9106120104 

91/06/03 

CONTRACT 


9106120122 

9106120115 

91/05/28 

CONTRACT 


9106120146 

9106120136 

91/05/25 

CONTRACT 


9106120147 

9106120138 

91/05/30 

50-369 

F 

9106120179 

9106120175 

91/06/05 

50-324 

P 

9106120198 

9106120193 

91/06/06 

50-423 

P 

9106120201 

9106120200 

91/06/04 

50-287 

Q 

9106120205 

9106120200 

91/06/04 

50-287 

Q 

9106120208 

9106120206 

91/06/10 

71-438 


9106120223 

9106120217 

91/06/11 

71-9196 


9106120226 

9106120219 

91/02/26 

FOIA 


9106120234 

9106120232 

91/06/11 

71-4909 


9106120241 

9106120237 

91/06/11 

71-9234 


9106120242 

9106120239 

91/04/02 

QA999 


9106120245 

9106120219 

91/02/26 

FOIA 


9106120248 

9106120219 

91/02/26 

FOIA 


9106120250 

9106120243 

91/06/03 

50-498 

P 

9106120251 

9106120219 

91/02/26 

FOIA 


9106120253 

9106120249 

91/06/10 

71-435 


9106120255 

9106120233 

91/04/23 

50-322 

P 

9106120272 

9106120233 

91/04/23 

50-322 

P 

9106120277 

9106120276 

91/06/07 

50-424 

P 

9106120279 

9106120210 

91/04/17 

40-8027 


9106120280 

9106120233 

91/04/23 

FOIA 


9106120283 

9106120210 

91/04/17 

40-8027 


9106120286 

9106120233 

91/04/23 

50-312 

P 

9106120287 

9106120285 

91/06/03 

50-352 

P 

9106120288 

9106120210 

91/04/17 

40-8027 


9106120295 

9106120210 

91/04/17 

40-8027 


9106120300 

9106120219 

91/02/26 

FOIA 


9106120302 

9106120219 

91/02/26 

FOIA 


9106120303 

9106120210 

91/04/17 

FOIA 


9106120304 

9106120233 

91/04/23 

50-267 

P 

9106120308 

9106120219 

91/02/26 

FOIA 


9106120311 

9106120219 

91/02/26 

FOIA 


9106120314 

9106120313 

91/06/06 

50-382 

Q 

9106120317 

9106120233 

91/04/23 

FOIA 


9106120318 

9106120313 

91/06/06 

50-382 

Q 

9106120320 

9106120312 

91/04/29 

40-8027 


9106120325 

9106120210 

91/04/17 

40-8027 


9106120326 

9106120312 

91/04/29 

40-8027 


9106120328 

9106120219 

91/02/26 

FOIA 


9106120331 

9106120219 

91/02/26 

FOIA 


9106120334 

9106120219 

91/02/26 

FOIA 


9106120338 

9106120219 

91/02/26 

FOIA 


9106120341 

9106120219 

91/02/26 

FOIA 
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DATE 

ISSUED 
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9106120344 

9106120345 

9106120356 

9106120360 

9106120364 

9106120233 

9106120219 

9106120233 

9106120233 

9106120219 

91/04/23 

91/02/26 

91/04/23 

91/04/23 

91/02/26 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9106140004 

9106140005 

9106140007 

9106140015 

9106140017 

9106140003 

9106140003 

9106140006 

9106140014 

9106120324 

91/06/10 

91/06/10 

91/06/04 

91/06/10 

90/11/23 

50-317 

50-317 

COMMISSIO 

50-324 

FOIA 

9106120367 

9106120370 

9106120372 

9106120375 

9106120376 

9106120219 

9106120368 

9106120219 

9106120368 

9106120219 

91/02/26 

91/06/06 

91/02/26 

91/06/06 

91/02/26 

FOIA 

50-220 

FOIA 

50-220 

FOIA 

P 

P 

9106140018 

9106140027 

9106140029 

9106140031 

9106140033 

9106120219 

9106120219 

9106120324 

9106120219 

9106140026 

91/02/26 

91/02/26 

90/11/23 

91/02/26 

91/06/03 

FOIA 

FOIA 

FOIA 

FOIA 

CONTRACT 

9106120378 

9106120379 

9106120380 

9106120387 

9106120390 

9106120233 

9106120219 

9106120324 

9106120219 

9106120219 

91/04/23 

91/02/26 

90/11/23 

91/02/26 

91/02/26 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9106140034 

9106140040 

9106140042 

9106140043 

9106140049 

9106120324 

9106120219 

9106140038 

9106140041 

9106140045 

90/11/23 

91/02/26 

91/06/11 

91/06/07 

91/06/07 

FOIA 

FOIA 

CONTRACT 

50-315 

CONTRACT 

9106120391 

9106130051 

9106130052 

9106130055 

9106130085 

9106120219 

9106130045 

9106130043 

9106130043 

9106130080 

91/02/26 

51/04/04 

91/06/07 

91/06/07 

91/06/03 

FOIA 

40-8027 

50-344 

50-344 

XPORTLIC 

P 

P 

9106140051 

9106140053 

9106140056 

9106140058 

9106140059 

9106140046 

9106140048 

9106140055 

9106140052 

9106140057 

91/06/06 

91/05/24 

91/05/01 

91/05/31 

91/05/31 

50-271 

50-312 

FOIA 

50-498 

50-445 

9106130096 

9106130098 

9106130102 

9106130104 

9106130106 

9106130089 

9106130090 

9106130090 

9106120219 

9106130103 

91/06/03 

91/06/03 

91/06/03 

91/02/26 

91/06/04 

XPORTLIC 

50-458 

50-458 

FOIA 

XPORTLIC 

P 

P 

9106140064 

9106140067 

9106140074 

9106140082 

9106140088 

9106120324 

9106140061 

9106120324 

9106140080 

9106140086 

90/11/23 

91/05/31 

90/11/23 

91/06/07 

91/06/07 

FOIA 

50-445 

FOIA 

70-143 

XPORTLIC 

9106130110 

9106130111 

9106130115 

9106130123 

9106130124 

9106130108 

9106120219 

9106120219 

9106120219 

9106130121 

91/04/25 

91/02/26 

91/02/26 

91/02/26 

91/06/04 

FOIA 

FOIA 

FOIA 

FOIA 

XPORTLIC 


9106140094 

9106140099 
9106140102 
9106140103 
9106140104 

9106120219 

9106140054 

9106140096 

9106120324 

9106140096 

91/02/26 

91/05/28 

91/06/04 

90/11/23 

91/06/04 

FOIA 

50-528 

50-295 

FOIA 

50-295 

9106130127 

9106130128 

9106130138 

9106130139 

9106130140 

9106130119 

9106130122 

9106120219 

9106130131 

9106130119 

91/06/10 

91/04/23 

91/02/26 

91/06/06 

91/06/10 

50-220 

FOIA 

FOIA 

50-237 

50-220 

P 

P 

P 

9106140110 

9106140113 

9106140128 

9106140130 

9106140133 

9106140106 

9106140073 

9106140122 

9106140073 

9106140122 

91/05/30 

91/04/30 

91/06/11 

91/04/30 

91/06/11 

70-270 

FOIA 

50-245 

FOIA 

50-245 

9106130141 

9106130142 

9106130146 

9106130149 

9106130155 

9106130134 

9106120219 

9106130137 

9106130145 

9106130137 

91/06/05 

91/02/26 

91/04/24 

91/06/03 

91/04/24 

XPORTLIC 

FOIA 

FOIA 

XPORTLIC 

40-8027 


9106140135 

9106140136 

9106140142 

9106140145 

9106140146 

9106140127 

9106140127 

9106120219 

9106120219 

9106120219 

91/05/30 

91/05/30 

91/02/26 

91/02/26 

91/02/26 

COMMISSIO 

COMMISSIO 

FOIA 

FOIA 

FOIA 

9106130164 

9106130171 

9106130172 

9106130174 

9106130176 

9106130137 

9106130159 

9106120219 

9106120219 

9106120219 

91/04/24 

91/05/21 

91/02/26 

91/02/26 

91/02/26 

40-8027 

50-54 

FOIA 

FOIA 

FOIA 

1 

9106140147 

9106140148 

9106140149 

9106140151 

9106140152 

9106120324 

9106120219 

9106140125 

9106120219 

9106120219 

90/11/23 

91/02/26 

91/06/07 

91/02/26 

91/02/26 

FOIA 

FOIA 

CONTRACT 

FOIA 

FOIA 

9106130178 

9106130180 

9106130182 

9106130188 

9106130196 

9106130159 

9106120219 

9106120219 

9106120219 

9106120219 

91/05/21 

91/02/26 

91/02/26 

91/02/26 

91/02/26 

50-54 

FOIA 

FOIA 

FOIA 

FOIA 

1 

9106140154 

9106140155 

9106140160 

9106140165 

9106140166 

9106120219 

9106140073 

9106140150 

9106140162 

9106140163 

91/02/26 

91/04/30 

91/05/06 

91/05/31 

91/05/28 

FOIA 

FOIA 

FOIA 

CONTRACT 

50-275 

9106130200 

9106130207 

9106130210 

9106130215 

9106130216 

9106120219 

9106120219 

9106120219 

9106130209 

9106120219 

91/02/26 

91/02/26 

91/02/26 

91/04/24 

91/02/26 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9106140185 

9106140187 

9106140193 

9106140200 

9106140201 

9106140181 

9106140073 

9106120324 

9106140073 

9106140199 

91/06/10 

91/04/30 

90/11/23 

91/04/30 

91/06/06 

50-445 

FOIA 

FOIA 

FOIA 

50-245 

9106130219 

9106130224 

9106130241 

9106130252 

9106130256 

9106120219 

9106130214 

9106130235 

9106120324 

9106130253 

91/02/26 

91/04/29 

91/04/24 

90/11/23 

91/06/12 

FOIA 

FOIA 

FOIA 

FOIA 

50-327 

P 

9106140204 
9106140216 
9106140217 
9106140222 
9106140227 

9106140202 

9106140212 

9106140214 

9106140214 

9106140224 

91/06/06 

91/06/07 

91/06/05 

91/06/05 

91/06/04 

50-220 

50-255 

50-352 

50-352 

50-29 

9106130257 

9106130261 

9106130271 

9106130291 

9106130294 

9106120324 

9106130258 

9106120324 

9106120219 

9106120219 

90/11/23 

91/06/07 

90/11/23 

91/02/26 
91/02/26 

FOIA 

50-213 

FOIA 

FOIA 

FOIA 

P 

9106140232 

9106170004 

9106170005 

9106170012 

9106170013 

9106140231 

9106140073 

9106120324 

9106140073 

9106170007 

91/06/11 

91/04/30 

90/11/23 

91/04/30 

91/04/29 

50-317 

FOIA 

FOIA 

FOIA 

FOIA 

9106130297 

9106130304 

9106130308 

9106130309 

9106130312 

9106120219 

9106130300 

9106120219 

9106120324 

9106130299 

91/02/26 

91/05/31 

91/02/26 

90/11/23 

91/04/26 

FOIA 

50-423 

FOIA 

50-310 

FOIA 

Q 

P 

9106170015 

9106170016 

9106170017 

9106170018 

9106170019 

9106120324 

9106170007 

9106170010 

9106170007 

9106140073 

90/11/23 

91/04/29 

91/05/01 

91/04/29 

91 /04/30 

FOIA 

FOIA 

50-285 

40-959 

FOIA 

9106130315 

9106130319 

9106130321 

9106130322 

9106130327 

9106130302 

9106130302 

9106130302 

9106120324 

9106120324 

91/06/10 

91/06/10 

91/06/10 

90/11/23 

90/11/23 

PROJ 

PROJ 

PROJ 

FOIA 

FOIA 


9106170020 

9106170022 

9106170023 

9106170024 

9106170026 

9106120324 

9106170007 

9106170007 

9106120324 

9106170007 

90/11/23 

91/04/29 

91/04/29 

90/11/23 

91/04/29 

FOIA 

FOIA 

40-959 

FOIA 

40-959 

9106130328 

9106130332 

9106130340 

9106130343 

9106130346 

9106130302 

9106120324 

9106120324 

9106130338 

9106120219 

91/06/10 

90/11/23 

90/11/23 

91/06/05 
91/02/26 

PROJ 

FOIA 

FOIA 

50-134 

FOIA 

Q 

9106170027 

9106170028 

9106170031 

9106170032 

9106170034 

9106140073 

9106170007 

9106170007 

9106170007 

9106170007 

91/04/30 

91/04/29 
91/04/29 
91/04/29 

91/04/29 

FOIA 

40-959 

40-959 

40-959 

40-959 

9106130351 

9106130356 

9106130361 

9106130369 

9106130373 

9106120324 

9106130353 

9106130359 

9106130362 

9106120219 

90/11/23 

91/05/22 
91/06/10 
91/06/03 
91/02/26 

FOIA 

50-293 

50-309 

50-219 

FOIA 

Q 

Q 

Q 

9106170035 

9106170037 

9106170038 

9106170040 

9106170044 

9106170007 

9106170007 

9106120324 

9106170007 
9106170007 

91/04/29 

91/04/29 
90/11/23 
91/04/29 
91/04/29 

40-959 

40-959 

FOIA 

40-959 

40-959 

9106130374 

9106130375 

9106120219 

9106120219 

91/02/26 

91/02/26 

FOIA 

FOIA 


9106170045 

9106170047 

9106170007 

9106170042 

91/04/29 

91/06/10 

40-959 

50-336 
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9106170048 

9106170041 

91/06/07 

50-206 

P 

9106170197 

9106120324 

90/11/23 

FOIA 


9106170051 

9106170007 

91/04/29 

40-959 


9106170198 

9106170195 

91/05/16 

50-275 

P 

9106170052 

9106170043 

91/05/09 

50-302 

Q 

9106170199 

9106170118 

91/05/14 

50-146 

Q 

9106170055 

9106170053 

91/05/09 

FOIA 


9106170200 

9106170007 

91/04/29 

40-959 


9106170056 

9106140073 

91/04/30 

FOIA 


9106170201 

9106140073 

91/04/30 

FOIA 


9106170058 

9106170054 

91/06/07 

CONTRACT 


9106170202 

9106170007 

91/04/29 

40-959 


9106170063 

9106170007 

91/04/29 

40-959 


9106170204 

9106170007 

91/04/29 

40-959 


9106170068 

9106170065 

91/06/11 

CONTRACT 


9106170205 

9106170007 

91/04/29 

40-959 


9106170069 

9106170007 

91/04/29 

40-959 


9106170206 

9106170203 

91/05/01 

ORG 


9106170070 

9106140073 

91/04/30 

FOIA 


9106170207 

9106170135 

91/05/17 

FOIA 


9106170073 

9106170007 

91/04/29 

40-959 


9106170208 

9106170007 

91/04/29 

40-959 


9106170075 

9106170007 

91/04/29 

40-959 


9106170210 

9106030114 

91/05/22 

WASTE MGT 


9106170077 

9106170066 

91/06/10 

50-250 

P 

9106170211 

9106170209 

91/05/31 

ORG 


9106170079 

9106170007 

91/04/29 

40-959 


9106170213 

9106170007 

91/04/29 

40-959 


9106170080 

9100170071 

91/06/13 

50-113 

V 

9106170214 

9106170135 

91/05/17 

FOIA 


9106170081 

9106170007 

91/04/29 

40-959 


9106170216 

9106170007 

91/04/29 

40-959 


9106170083 

9106170074 

91/06/06 

50-213 

P 

9106170217 

9106170007 

91/04/29 

40-959 


9106170084 

9106170007 

91/04/29 

40-959 


9106170219 

9106170135 

91/05/17 

FOIA 


9106170085 

9106170064 

91/06/12 

50-361 

Q 

9106170220 

9106030114 

91/05/22 

WASTE MGT 


9106170088 

9106170007 

91/04/29 

40-959 


9106170221 

9106170215 

91/05/30 

PR 


9106170090 

9106140073 

91/04/30 

FOIA 


9106170223 

9106170007 

91/04/29 

40-959 


9106170091 

9106170071 

91/06/13 

50-113 

V 

9106170224 

9106120324 

90/11/23 

FOIA 


9106170094 

9106170007 

91/04/29 

40-959 


9106170225 

9106030114 

91/05/22 

WASTE MGT 


9106170102 

9106270129 

91/06/19 

50-456 

F 

9106170226 

9106140073 

91/04/30 

FOIA 


9106170103 

9106270129 

91/06/19 

50-456 

F 

9106170227 

9106170222 

91/05/20 

FOIA 


9106170104 

9106170007 

91/04/29 

40-959 


9106170228 

9106170135 

91/05/17 

FOIA 


9106170106 

9106170101 

91/06/10 

50-445 

Q 

9106170229 

9106170007 

91/04/29 

40-959 


9106170107 

9106170007 

91/04/29 

40-959 


9106170232 

9106170007 

91/04/29 

40-959 


9106170108 

9106170007 

91/04/29 

40-959 


9106170233 

9106120324 

90/11/23 

FOIA 


9106170113 

9106170007 

91/04/29 

40-959 


9106170234 

9106140073 

91/04/30 

FOIA 


9106170114 

9106170007 

91/04/29 

40-959 


9106170235 

9106170135 

91/05/17 

FOIA 


9106170115 

9106120324 

90/11/23 

FOIA 


9106170236 

9106170007 

91/04/29 

40-959 


9106170117 

9106170007 

91/04/29 

40-959 


9106170238 

9106170007 

91/04/29 

40-959 


9106170119 

9106170007 

91/04/29 

40-959 


9106170239 

9106170230 

91/05/30 

PR 


9106170120 

9106140073 

91/04/30 

FOIA 


9106170241 

9106170007 

91/04/29 

40-959 


9106170122 

9106170007 

91/04/29 

40-959 


9106170243 

9106170007 

91/04/29 

40-959 


9106170124 

9106170007 

91/04/29 

40-959 


9106170244 

9106170242 

91/06/10 

50-266 

P 

9106170125 

9101090280 

90/12/17 

FOIA 


9106170247 

9106170135 

91/05/17 

FOIA 


9106170126 

9106170007 

91/04/29 

40-959 


9106170248 

9106140073 

91/04/30 

FOIA 


9106170127 

9106120324 

90/11/23 

FOIA 


9106170249 

9106170237 

91/05/09 

FOIA 


9106170128 

9106170007 

91/04/29 

40-959 


9106170251 

9106170237 

91/05/09 

FOIA 


9106170129 

9106140073 

91/04/30 

FOIA 


9106170254 

9106120324 

90/11/23 

FOIA 


9106170130 

9106170007 

91/04/29 

40-959 


9106170255 

9106170135 

91/05/17 

FOIA 


9106170131 

9106170109 

91/05/14 

40-8027 


9106170256 

9106140073 

91/04/30 

FOIA 


9106170134 

9106170007 

91/04/29 

40-959 


9106170259 

9106170237 

91/05/09 

FOIA 


9106170136 

9106170007 

91/04/29 

40-959 


9106170261 

9106170237 

91/05/09 

FOIA 


9106170137 

9106120324 

90/11/23 

FOIA 


9106170262 

9106170135 

91/05/17 

FOIA 


9106170138 

9106170133 

91/06/12 

50-341 

P 

9106170263 

9106170258 

91/05/23 

FOIA 


9106170139 

9106170007 

91/04/29 

40-959 


9106170265 

9106170237 

91/05/09 

FOIA 


9106170140 

9106170135 

91/05/17 

FOIA 


9106170266 

9106170135 

91/05/17 

FOIA 


9106170142 

9106170007 

91/04/29 

40-959 


9106170267 

9106170237 

91/05/09 

FOIA 


9106170143 

9106170135 

91/05/17 

FOIA 


9106170268 

9106140073 

91/04/30 

FOIA 


9106170145 

9106170141 

91/05/15 

ORG 


9106170270 

9106170237 

91/05/09 

FOIA 


9106170146 

9106170141 

91/05/15 

ORG 


9106170271 

9106170007 

91/04/29 

40-959 


9106170148 

9106170007 

91/04/29 

40-959 


9106170272 

9106170237 

91/05/09 

FOIA 


9106170149 

9106170007 

91/04/29 

40-959 


9106170273 

9106170237 

91/05/09 

FOIA 


9106170150 

9106170007 

91/04/29 

40-959 


9106170274 

9106170237 

91/05/09 

FOIA 


9106170151 

9106170007 

91/04/29 

40-959 


9106170275 

9106170135 

91/05/17 

FOIA 


9106170152 

9106170007 

91/04/29 

40-959 


9106170276 

9106030079 

91/05/17 

STATE PRO 

G 

9106170153 

9106170007 

91/04/29 

40-959 


9106170277 

9106170260 

91/04/25 

50-322 

P 

9106170154 

9106170118 

91/05/14 

50-146 

Q 

9106170279 

9106170278 

91/06/13 

50-304 

P 

9106170157 

9106170007 

91/04/29 

40-959 


9106180002 

9106180001 

91/06/07 

50-508 

A 

9106170158 

9106170156 

91/05/10 

ORG 


9106180004 

9106180003 

91/05/30 

50-255 

P 

9106170159 

9106170155 

91/06/10 

70-371 


9106180005 

9106180003 

91/05/30 

50-255 

P 

9106170160 

9106170007 

91/04/29 

40-959 


9106180016 

9106180013 

91/06/07 

50-298 

P 

9106170161 

9106170118 

91/05/14 

50-146 

Q 

9106180019 

9106180018 

91/06/10 

50-305 

P 

9106170162 

9106170007 

91/04/29 

40-959 


9106180026 

9106120324 

90/11/23 

FOIA 


9106170165 

9106170007 

91 /04/29 

40-959 


9106180030 

9106180023 

91/05/30 

50-528 

Q 

9106170167 

9106170007 

91/04/29 

40-959 


9106180033 

9106180028 

91/06/11 

50-331 

Q 

9106170168 

9106170118 

91/05/14 

50-146 

Q 

9106180036 

9106120324 

90/11/23 

FOIA 


9106170169 

9106170007 

91/04/29 

40-959 


9106180045 

9106120324 

90/11/23 

FOIA 


9106170170 

9106170166 

91/05/30 

PR 


9106180050 

9106180046 

91/05/30 

50-344 

Q 

9106170172 

9106170007 

91/04/29 

40-959 


9106180054 

9106180046 

91/05/30 

50-344 

Q 

9106170175 

9106170118 

91/05/14 

50-146 

Q 

9106180068 

9106180060 

91/06/13 

50-266 

Q 

9106170176 

9106170173 

91/05/30 

PR 


9106180076 

9106180067 

91/06/04 

50-286 

Q 

9106170178 

9106170007 

91/04/29 

40-959 


9106180082 

9106180078 

91/06/05 

50-244 

Q 

9106170179 

9106120324 

90/11/23 

FOIA 


9106180091 

9106180075 

91/06/12 

50-443 

P 

9106170182 

9106170007 

91/04/29 

40-959 


9106180094 

9106180087 

91/06/11 

70-1308 


9106170184 

9106170007 

91/04/29 

40-959 


9106180108 

9106180106 

91/06/06 

50-293 

Q 

9106170185 

9106170181 

91/05/29 

50-344 

H 

9106180117 

9106180104 

91/05/31 

50-275 

Q 

9106170187 

9106140073 

91/04/30 

FOIA 


9106180125 

9106180119 

91/06/05 

50-271 

P 

9106170188 

9106170007 

91/04/29 

40-959 


9106180127 

9106180121 

91/06/04 

50-277 

Q 

9106170190 

9106120324 

90/11/23 

FOIA 


9106180128 

9106030114 

91/05/22 

WASTE MGT 


9106170192 

9106170118 

91/05/14 

50-146 

Q 

9106180132 

9106120324 

90/11/23 

FOIA 


9106170193 

9106170007 

91/04/29 

40-959 


9106180133 

9106180055 

91/06/11 

50-346 

Q 

9106170194 

9106170189 

91/05/20 

FOIA 


9106180135 

9106180119 

91/06/05 

50-271 

P 

9106170196 

9106170007 

91/04/29 

40-959 


9106180182 

9106180039 

91/06/11 

50-250 

H 
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ACCESSION NUMBER 


ENCLOSURE 


9106180192 

9106180200 

9106180203 

9106180204 

9106180210 

9106180221 

9106180250 

9106180256 

9106180259 

9106180260 

9106180261 

9106180273 

9106180274 

9106180277 

9106180282 

9106180284 

9106180286 

9106180287 

9106180289 

9106180292 

9106180301 

9106180320 

9106180328 

9106180336 

9106180339 

9106180341 

9106180344 

9106180346 

9106180349 

9106180358 

9106180363 
9106180368 
9106180370 
9106180375 
9106180386 

9106180390 

9106180394 

9106180395 

9106180396 

9106180400 

9106180402 

9106180405 

9106180410 

9106180411 

9106180418 

9106180420 

9106180421 

9106180425 

9106180427 

9106180428 

9106180430 

9106180431 

9106180437 

9106190011 

9106190019 

9106190020 

9106190027 

9106190030 

9106190031 

9106190036 

9106190045 

9106190046 

9106190050 

9106190051 

9106190052 

9106190077 

9106190085 

9106190094 

9106190098 

9106190100 

9106190109 
9106190115 
9106190119 
9106190123 
9106190128 

9106190130 

9106190140 

9106190143 

9106190145 

9106190148 

9106190151 

9106190152 

9106190153 

9106190184 

9106190187 

9106190198 

9106190199 


PRINCIPAL 

DOCUMENT 


9106180175 

9106180189 

9106180175 

9106180189 

9106180199 

9106180213 

9106180249 

9106180251 

9106180251 

9106170135 

9106170135 

9106180269 

9106170135 

9106170135 

9106170135 

9106180278 

9106180279 

9106170135 

9106180279 

9106170135 

9106180300 

9106180317 

9106120324 

9106180332 

9106180332 

9106180332 

9106180332 

9106140073 

9106120324 

9106180332 

9106180360 

9106180362 

9106120324 

9106140073 

9106180313 

9106180360 

9106180313 

9106120324 

9106180360 

9106180398 

9106140073 

9106180313 

9106180388 

9106180313 

9106180398 

9106180403 

9106140073 

9106180403 

9106180424 

9106180403 

9106180424 

9106180423 

9106180423 

9106190010 

9106190018 

9106190015 

9106190024 

9106190022 

9106190024 

9106190022 

9106190039 

9106190042 

9106190041 

9106190048 

9106120324 

9106190072 

9106120324 

9106120324 

9106120324 

9106190089 

9106120324 

9106190110 

9106190107 

9106190118 

9106190121 

9106190118 

9106190134 

9106190136 

9106190138 

9106190142 

9106190136 

9106120324 

9106190142 

9106190169 

9106190173 

9106190192 

9106190191 


ACCESSION NUMBER 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


91/05/30 

91/06/11 

91/05/30 

91/06/11 

91/06/05 

91/06/07 

91/06/11 

91/06/11 

91/06/11 

91/05/17 

91/05/17 

91/06/12 

91/05/17 

91/05/17 

91/05/17 

91/06/11 

91/06/12 

91/05/17 

91/06/12 

91/05/17 

91/06/13 

91/06/11 

90/11/23 

91/06/06 

91/06/06 

91/06/06 

91/06/06 

91/04/30 

90/11/23 

91/06/06 

91/06/10 

91/06/12 

90/11/23 

91/04/30 

91/06/11 

91/06/10 

91/06/11 

90/11/23 

91/06/10 

91/06/05 

91/04/30 

91/06/11 

91/06/12 

91/06/11 

91/06/05 

91/05/24 

91/04/30 

91/05/24 

91/06/05 

91/05/24 

91/06/05 

91/06/12 

91/06/12 

91/06/13 

91/06/13 

91/06/14 

91/06/14 

91/06/12 

91/06/14 

91/06/12 

91/06/07 

91/06/14 

91/06/02 

91/06/07 

90/11/23 

91/06/14 

90/11/23 

90/11/23 

90/11/23 

91/06/10 

90/11/23 

91/06/12 

91/06/07 

91/06/06 

91/06/14 

91/06/06 

91/06/13 

91/06/05 

91/06/14 

91/06/06 

91/06/05 
90/11/23 
91/06/06 
91/06/07 
91/06/14 

91/06/05 
91/06/13 


50-206 

Q 

9106190200 

50-482 

P 

9106190206 

50-206 

Q 

9106190207 

50-482 

P 

9106190212 

50-387 

WASTE MGT 

Q 

9106190223 

9106190225 

50-395 

40-8027 

40-8027 

FOIA 

FOIA 

P 

9106190232 

9106190237 

9106190243 

9106190245 

9106190246 

50-373 

FOIA 

FOIA 

FOIA 

P 

9106190247 

9106190251 

9106190262 

9106190266 

50-458 

Q 

9106190271 

50-289 

FOIA 

P 

9106190272 

9106190275 

50-289 

FOIA 

P 

9106190286 

9106190296 

50-321 

P 

9106190298 

50-395 

FOIA 

P 

9106190299 

9106190303 

50-213 

P 

9106190306 

50-213 

P 

9106190311 

50-213 

P 

9106190312 

50-213 

FOIA 

FOIA 

P 

9106190316 

9106190323 

9106190324 

50-213 

P 

9106190325 

50-225 

P 

9106190333 

50-250 

FOIA 

FOIA 

70-143 

P 

9106190339 

9106190340 

9106190343 

9106190345 

50-225 

70-143 

FOIA 

P 

9106190351 

9106190353 

9106190364 

50-225 

P 

9106190368 

50-275 

FOIA 

70-143 

P 

9106190369 

9106190370 

9106190371 

50-155 

70-143 

P 

9106190372 

9106190373 

50-275 

P 

9106190377 

50-267 

FOIA 

Y 

9106190380 
9106190382 

50-267 

Y 

9106190392 

50-275 

P 

9106190396 

50-267 

Y 

9106190397 

50-275 

P 

9106190398 

50-213 

P 

9106190399 

50-213 

P 

9106190403 

50-302 

P 

9106190404 

50-302 

P 

9106190407 

50-498 

Q 

9106190409 

50-445 

Q 

9106190410 

50-498 

Q 

9106190414 

50-445 

Q 

9106190419 

50-498 

Q 

9106190425 

50-263 

Q 

9106190428 

50-445 

PR 

Q 

9106190432 

9106190436 

50-454 

FOIA 

Q 

9106200012 

9106200017 


9106190193 

9106190196 

9106190191 

9106190202 

9106190219 

9106190220 

9106190228 

9106190220 

9106190235 

9106190239 

9106190235 

9106190242 

9106190248 

9106190257 

9106190265 

9106140073 

9106190263 

9106190274 

9106190263 

9106190290 

9106190294 

9106190290 

9106190290 

9106190302 

9106140073 

9106120324 

9106120324 

9106140073 

9106190321 

9106170237 

9106140073 

9106190335 

9106140073 

9106190305 

9106190341 

9106190330 

9106140073 

9106170237 

9106190362 

9106140073 

9106190365 

9106170237 

9106190362 

9106190261 

9106190365 

9106190374 
9106190362 
9106190362 
9106190393 
9106190261 

9106140073 

9106190395 

9106190362 

9106190362 

9106190261 

9106190408 

9106190362 

9106190362 

9106190401 

9106190422 

9106190261 

9106190427 

9106190433 

9106200010 

9106200015 


50-445 

Q 

9106200020 

FOIA 


9106200022 

FOIA 


9106200023 

FOIA 


9106200024 

50-458 

Q 

9106200028 


9106200014 

9106120324 

9106190261 

9106200016 

9106190261 


FOIA 

50-498 Q 

50-295 Q 

50-266 Q 

50-313 P 


9106200031 

9106200033 

9106200034 

9106200037 

9106200040 


9106190261 

9106200027 

9106200030 

9106200035 

9106200036 


50-266 Q 

50-498 Q 

50-315 R 

50-313 Q 

40-8027 


9106200043 

9106200047 

9106200048 

9106200052 

9106200053 


9106200027 

9106120324 

9106200027 

9106200051 

9106120324 


50-315 R 

FOIA 

40-8027 

50-331 Q 

XPORTLIC 


9106200055 

9106200061 

9106200063 

9106200064 

9106200068 


9106200044 

9106120324 

9106200060 

9106200059 

9106200059 


PR 

50-263 P 


9106200070 

9106200074 


9106120324 

9106170237 


91/06/10 

91/06/07 

91/06/13 

91/06/10 

91/06/12 


CONTRACT 

50-320 

50-263 

XPORTLIC 

CONTRACT 


91/06/11 

91/06/12 

91/06/11 

91/06/05 

91/06/10 


50-220 
50-354 
50-220 
50-272 
WASTE MGT 


91/06/05 

91/06/12 

91/06/17 

91/06/10 

91/06/14 


50-272 

50-259 

CONTRACT 

50-416 

50-320 


91/04/30 

91/06/13 

91/06/11 

91/06/13 

91/06/13 

91/06/17 

91/06/13 

91/06/13 

91/06/17 

91/04/30 


FOIA 

50-324 

50-293 

50-324 

50-361 

CONTRACT 

50-361 

50-361 

71-437 

FOIA 


90/11/23 

90/11/23 

91/04/30 

91/06/14 

91/05/09 


FOIA 

FOIA 

FOIA 

50-461 

FOIA 


P 


91/04/30 

91/06/14 

91/04/30 

91/06/14 

91/06/14 


FOIA 

CONTRACT 

FOIA 

CONTRACT 
WASTE MGT 


91/06/06 

91/04/30 

91/05/09 

91/05/24 

91/04/30 


91/06/17 

91/05/09 

91/05/24 

91/05/23 

91/06/17 


91/06/13 

91/05/24 

91/05/24 

91/06/10 

91/05/23 


50-295 

FOIA 

FOIA 

40-8027 

FOIA 


50-361 

FOIA 

40-8027 

FOIA 

50-361 


50-390 

40-8027 

40-8027 


40-8027 




91/04/30 FOIA 

91/06/12 50-443 

91/05/24 40-8027 

91 /05/24 40-8027 

91/05/23 FOIA 


91/06/12 

91/05/24 

91/05/24 

91/06/12 

91/06/12 


WASTE MGT 

40-8027 

FOIA 

XPORTLIC 

XPORTLIC 


91/05/23 
91/06/10 
91/06/12 
91/06/12 
91/06/11 


FOIA 

50-369 I 

XPORTLIC 
50-395 I 

50-269 I 


91/06/17 ORG 
90/11/23 FOIA 
91/05/23 FOIA 
91/06/14 50-16 
91/05/23 FOIA 


91/05/23 FOIA 

91/06/13 50-461 

91/06/14 50-373 

91/06/06 50-387 

91/06/12 50-254 


91/06/13 

90/11/23 

91/06/13 

91/06/12 

90/11/23 


50-461 

FOIA 

50-461 

WASTE MGT 
FOIA 


91/06/18 STATE PRO 

90/11/23 FOIA 

91/06/11 50-483 

91/06/14 50-305 

91/06/14 50-305 


90/11/23 FOIA 

91/05/09 FOIA 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9106200076 

9106200081 

9106200082 

9106200088 

9106200090 

9106190189 

9106200078 

9106120324 

9106120324 

9106170237 

91/06/07 

91/06/13 

90/11/23 

90/11/23 

91/05/09 

50-443 

50-461 

FOIA 

FOIA 

FOIA 

P 

Q 

9106200092 

9106200094 

9106200096 

9106200100 

9106200104 

9106140073 

9106170237 

9106120324 

9106170237 

9106140073 

91/04/30 

91/05/09 

90/11/23 

91/05/09 

91/04/30 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9106200108 

9106200110 

9106200112 

9106200114 

9106200115 

9106120324 

9106200106 

9106140073 

9106200107 

9106170237 

90/11/23 
91/06/10 
91/04/30 
91/06/14 
91/05/09 

FOIA 

WASTE MGT 
FOIA 

CONTRACT 

FOIA 

9106200116 

9106200118 

9106200120 

9106200124 

9106200125 

9106120324 

9106170237 

9106200117 

9106140073 

9106200123 

90/11/23 

91/05/09 

91/06/18 

91/04/30 

91/06/17 

FOIA 

FOIA 

50-206 

FOIA 

50-260 

P 

P 

9106200126 

9106200128 

9106200132 

9106200134 

9106200137 

9106120324 

9106200117 

9106200130 

9106120324 

9106140073 

90/11/23 

91/06/18 

91/06/14 

90/11/23 

91/04/30 

FOIA 

50-206 

50-285 

FOIA 

FOIA 

P 

Q 

9106200139 

9106200141 

9106200147 

9106200149 

9106200153 

9106120324 

9106170237 

9106120324 

9106170237 

9106200145 

90/11/23 

91/05/09 

90/11/23 

91/05/09 

91/06/13 

FOIA 

FOIA 

FOIA 

FOIA 

50-395 

P 

9106200154 

9106200159 

9106200161 

9106200164 

9106200166 

9106120324 
9106120324 
9106140073 
9106120324 
9106170237 

90/11/23 

90/11/23 

91/04/30 

90/11/23 

91/05/09 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9106200167 

9106200172 

9106200202 

9106200204 

9106200206 

9106120324 

9106200170 

9106120324 

9106140073 

9106120324 

90/11/23 

91/05/31 

90/11/23 

91/04/30 

90/11/23 

FOIA 

WASTE MGT 

FOIA 

FOIA 

FOIA 

9106200208 

9106200209 

9106200211 

9106200219 

9106200220 

9106120324 

9106140073 

9106200156 

9106120324 

9106200216 

90/11/23 

91/04/30 

91/06/10 

90/11/23 

91/06/14 

FOIA 

FOIA 

70-3051 

FOIA 

50-220 

Q 

9106200222 

9106200223 

9106200225 

9106200228 

9106200229 

9106170237 

9106120324 

9106140073 

9106170237 

9106200224 

91/05/09 

90/11/23 

91/04/30 

91/05/09 

91/06/13 

FOIA 

FOIA 

FOIA 

FOIA 

CONTRACT 


9106200231 

9106200233 

9106200234 

9106200235 

9106200237 

9106120324 

9106200230 

9106140073 

9106200227 

9106170237 

90/11/23 

91/06/17 

91/04/30 

91/06/14 

91/05/09 

FOIA 

50-313 

FOIA 

CONTRACT 

FOIA 

R 

9106200238 

9106200240 

9106200243 

9106200247 

9106200248 

9106200230 

9106170237 

9106170237 

9106170237 

9106200245 

91/06/17 

91/05/09 

91/05/09 

91/05/09 

91/06/18 

50-313 

FOIA 

FOIA 

FOIA 

50-206 

R 

R 

9106200249 

9106200250 

9106200251 

9106200252 

9106200253 

9106200241 

9106140073 

9106200244 

9106200245 

9106170237 

91/06/14 

91/04/30 

91/06/06 

91/06/18 

91/05/09 

CONTRACT 

FOIA 

50-244 

50-206 

FOIA 

Q 

R 

9106200254 

9106200257 

9106200262 

9106200267 

9106200269 

9106170237 

9106170237 

9106170237 

9106200263 

9106200263 

91/05/09 

91/05/09 

91/05/09 

91/06/13 

91/06/13 

FOIA 

FOIA 

FOIA 

50-424 

50-424 

P 

P 

9106200272 

9106200275 

9106200277 

9106200279 

9106200280 

9106200266 

9106140073 

9106120324 

9106200274 

9106170237 

91/06/10 

91/04/30 

90/11/23 

91/06/11 

91/05/09 

50-219 

FOIA 

FOIA 

50-346 

FOIA 

Q 

Q 

9106200284 

9106200286 

9106200290 

9106200291 

9106200294 

9106120324 

9106170237 

9106170237 

9106200270 

9106140073 

90/11/23 

91/05/09 

91/05/09 

91/06/12 

91/04/30 

FOIA 

FOIA 

FOIA 

50-245 

FOIA 

Q 

9106200295 

9106200299 
9106200300 
9106200303 
9106200304 

9106120324 

9106170237 

9106170237 

9106200298 

9106170237 

90/11/23 

91/05/09 
91/05/09 
91/06/17 
91/05/09 

FOIA 

FOIA 

FOIA 

50-410 

FOIA 

P 

9106200305 

9106200306 

9106200302 

9106200301 

91/06/18 

91/06/17 

40-1341 

50-313 

Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9106200307 

9106210004 

9106210009 

9106210011 

9106210022 

9106200301 

9106210003 

9106210008 

9106120324 

9106120324 

91/06/17 

91/06/14 

91/06/14 

90/11/23 

90/11/23 

50-313 

50-213 

50-272 

FOIA 

FOIA 

Q 

P 

P 

9106210023 

9106210027 

9106210029 

9106210034 

9106210041 

9106170237 

9106190390 

9106170237 

9106210025 

9106120324 

91/05/09 

91/06/05 

91/05/09 

91/05/23 

90/11/23 

FOIA 

50-272 

FOIA 

FOIA 

FOIA 

Q 

9106210045 

9106210047 

9106210048 

9106210052 

9106210055 

9106170237 

9106120324 

9106120324 

9106120324 

9106170237 

91/05/09 

90/11/23 

90/11/23 

90/11/23 

91/05/09 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9106210064 

9106210086 

9106210087 

9106210092 

9106210108 

9106120324 

9106170237 

9106120324 

9106120324 

9106210103 

90/11/23 

91/05/09 

90/11/23 

90/11/23 

91/06/15 

FOIA 

FOIA 

FOIA 

FOIA 

50-331 

R 

9106210111 

9106210114 

9106210115 

9106210117 

9106210121 

9106210109 

9106210109 

9106210109 

9106210103 

9106210119 

91/06/18 

91/06/18 

91/06/18 

91/06/15 

91/06/17 

50-460 

50-460 

50-460 

50-331 

50-285 

A 

A 

A 

R 

P 

9106210122 

9106210125 

9106210127 

9106210129 

9106210131 

9106120324 

9106120324 

9106210123 

9106210128 

9106120324 

90/11/23 

90/11/23 

91/06/14 

91/06/06 

90/11/23 

FOIA 

FOIA 

50-295 

50-387 

FOIA 

F 

P 

9106210132 

9106210143 

9106210145 

9106210147 

9106210149 

9106210128 

9106210140 

9106210112 

9106120324 

9106170237 

91/06/06 

91/06/18 

91/05/23 

90/11/23 

91/05/09 

50-387 

50-390 

50-267 

FOIA 

FOIA 

P 

A 

P 

9106210152 

9106210155 

9106210160 

9106210163 

9106210164 

9106120324 

9106210150 

9106210157 

9106210158 

9106210156 

90/11/23 

91/06/14 

91/06/17 

91/05/31 

91/06/13 

FOIA 

50-336 
50-324 
REVIEW GR 
CONTRACT 

P 

P 

P 

9106210167 

9106210170 

9106210177 

9106210180 

9106210183 

9106120324 

9106210162 

9106120324 

9106120324 

9106210174 

90/11/23 

91/06/13 

90/11/23 

90/11/23 

91/06/12 

FOIA 

CONTRACT 

FOIA 

FOIA 

CONTRACT 


9106210187 

9106210188 

9106210189 

9106210190 

9106210192 

9106210175 

9106210184 

9106210185 

9106120324 

9106210186 

91/06/14 

91/06/14 

91/06/12 

90/11/23 

91/06/12 

CONTRACT 

50-413 

CONTRACT 

FOIA 

50-369 

R 

P 

9106210193 

9106210194 

9106210196 

9106210197 

9106210199 

9106210184 

9106210191 

9106210186 

9106210112 

9106120324 

91/06/14 

91/06/11 

91/06/12 

91/05/23 

90/11/23 

50-413 

50-219 

50-369 

50-322 

50-39 

R 

P 

P 

P 

P 

9106210203 

9106210205 

9106210207 

9106210210 

9106210211 

9106120324 

9106210202 

9106120324 

9106210112 

9106120324 

90/11/23 

91/06/14 

90/11/23 

91/05/23 

90/11/23 

50-39 

CONTRACT 

50-39 

50-312 

50-39 

P 

P 

P 

P 

9106210217 

9106210218 

9106210221 

9106210224 

9106210225 

9106210216 

9106120324 

9106120324 

9106120324 

9106120324 

91/06/19 

90/11/23 

90/11/23 

90/11/23 

90/11/23 

50-219 

FOIA 

FOIA 

FOIA 

FOIA 

P 

9106210227 

9106210228 

9106210231 

9106210233 

9106210234 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

90/11/23 

90/11/23 

90/11/23 

90/11/23 

90/11/23 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9106210236 

9106210237 

9106210238 

9106210242 

9106210250 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

90/11/23 

90/11/23 

90/11/23 

90/11/23 

90/11/23 

FOIA 

40-577 

FOIA 

FOIA 

FOIA 


9106210258 

9106210260 

9106210263 

9106210265 

9106210266 

9106120324 

9106120324 

9106210112 

9106210264 

9106120324 

90/11/23 

90/11/23 

91/05/23 

91/06/17 

90/11/23 

FOIA 

FOIA 

50-267 

71-600 

50-39 

P 

P 

9106210267 

9106210270 

9106210272 

9106210275 

9106210276 

9106120324 

9106120324 

9106210112 

9106120324 

9106120324 

90/11/23 

90/11/23 

91/05/23 

90/11/23 

90/11/23 

FOIA 

FOIA 

50-267 

FOIA 

FOIA 

P 

9106210278 

9106210279 

9106120324 

9106120324 

90/11/23 

90/11/23 

FOIA 

50-39 

P 



ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


9106210280 

9106210281 

9106210283 

9106210284 

9106210286 

9106210288 

9106210290 

9106210292 

9106210295 

9106210297 

9106210302 

9106210303 

9106210307 

9106210308 

9106210310 

9106210311 

9106210313 

9106210315 

9106210317 

9106210322 

9106210326 

9106240009 

9106240019 

9106240029 

9106240030 

9106240034 

9106240036 

9106240040 

9106240041 

9106240042 

9106240049 

9106240054 

9106240056 

9106240057 

9106240060 

9106240061 

9106240062 

9106240064 

9106240066 

9106240067 

9106240069 

9106240070 

9106240071 

9106240075 

9106240076 

9106240077 

9106240081 

9106240082 

9106240083 

9106240085 

9106240086 

9106240090 

9106240093 

9106240094 

9106240095 

9106240098 

9106240099 

9106240104 

9106240113 

9106240114 

9106240119 

9106240123 

9106240125 

9106240126 

9106240127 

9106240129 

9106240134 

9106240136 

9106240138 

9106240139 

9106240141 

9106240145 

9106240146 

9106240147 

9106240149 

9106240151 

9106240152 

9106240154 

9106240155 

9106240157 

9106240159 

9106240162 

9106240163 

9106240168 

9106240169 

9106240175 

9106240176 


PRINCIPAL DATE 

DOCUMENT ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106210112 

91/05/23 

9106210261 

91/06/06 

9106210112 

91/05/23 

9106210287 

91/05/02 

9106120324 

90/11/23 

9106210112 

91/05/23 

9106210261 

91/06/06 

9106210261 

91/06/06 

9106120324 

90/11/23 

9106210261 

91/06/06 

9106120324 

90/11/23 

9106210301 

91/06/07 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106210261 

91/06/06 

9106210321 

91/05/28 

9106210325 

91/06/14 

9106240008 

91/06/14 

9106240017 

91/06/14 

9106240027 

91/06/11 

9106240027 

91/06/11 

9106120324 

90/11/23 

9106240032 

91/06/17 

9106240021 

91/06/14 

9106240039 

91/06/13 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106240096 

91/06/14 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106240111 

91/06/18 

9106240116 

91/06/17 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106240117 

91/06/20 

9106120324 

90/11/23 

9106240117 

91/06/20 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 

9106120324 

90/11/23 


FOIA 


9106240179 

FOIA 


9106240180 

FOIA 


9106240182 

50-267 

P 

9106240183 

50-275 

P 

9106240184 

50-267 

P 

9106240187 

40-8102 


9106240190 

FOIA 


9106240191 

50-322 

T 

9106240192 

50-275 

P 

9106240193 

50-275 

P 

9106240195 

FOIA 


9106240199 

50-275 

P 

9106240200 

FOIA 


9106240202 

CONTRACT 


9106240204 

FOIA 


9106240205 

FOIA 


9106240210 

FOIA 


9106240214 

50-275 

P 

9106240216 

50-277 

F 

9106240225 

CONTRACT 


9106240228 

50-278 

P 

9106240230 

50-295 

Q 

9106240234 

50-160 

P 

9106240236 

50-160 

P 

9106240237 

FOIA 


9106240239 

50-213 

P 

9106240242 

50-483 

Q 

9106240243 

50-275 

P 

9106240245 

FOIA 


9106240248 

FOIA 


9106240249 

FOIA 


9106240264 

FOIA 


9106240278 

FOIA 


9106240295 

FOIA 


9106240297 

FOIA 


9106240319 

FOIA 


9106240334 

FOIA 


9106240339 

FOIA 


9106240340 

FOIA 


9106240343 

FOIA 


9106250017 

FOIA 


9106250020 

FOIA 


9106250023 

FOIA 


9106250024 

FOIA 


9106250030 

FOIA 


9106250035 

FOIA 


9106250036 

FOIA 


9106250038 

FOIA 


9106250042 

FOIA 


9106250050 

FOIA 


9106250060 

FOIA 


9106250068 

FOIA 


9106250082 

FOIA 


9106250085 

FOIA 


9106250096 

FOIA 


9106250100 

50-456 

Q 

9106250102 

FOIA 


9106250105 

FOIA 


9106250107 

CONTRACT 


9106250108 

40-8724 


9106250114 

FOIA 


9106250117 

50-39 

P 

9106250120 

FOIA 


9106250127 

FOIA 


9106250133 

71-496 


9106250140 

FOIA 


9106250143 

71-496 


9106250154 

FOIA 


9106250155 

FOIA 


9106250165 

FOIA 


9106250167 

FOIA 


9106250169 

FOIA 


9106250178 

50-39 

P 

9106250186 

FOIA 


9106250192 

FOIA 


9106250196 

FOIA 


9106250205 

FOIA 


9106250223 

FOIA 


9106250227 

FOIA 


9106250237 

FOIA 


9106250238 

FOIA 


9106250239 

FOIA 


9106250244 

FOIA 


9106250249 

50-39 

P 

9106260005 

FOIA 


9106260007 

FOIA 


9106260011 


9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106210261 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106120324 

9106240238 

9106120324 

9106120324 

9106120324 

9106120324 

9106240263 

9106120324 

9106120324 

9106120324 

9106240311 

9106240244 

9106240336 

9106240336 

9106240244 


90/11/23 

50-174 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

50-174 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

50-310 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

91/06/06 

50-275 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

FOIA 

90/11/23 

50-310 

90/11/23 

FOIA 

91/06/20 

71-9208 

90/11/23 

FOIA 

90/11/23 

50-310 

90/11/23 

FOIA 

90/11/23 

50-310 

91/06/17 

50-397 

90/11/23 

50-310 

90/11/23 

FOIA 

90/11/23 

50-310 

91/04/29 

FOIA 

91/06/17 

50-269 

91/06/17 

50-309 

91/06/17 

50-309 

91/06/17 

50-269 


P 


P 


P 


P 


P 


P 


9106250014 

91/06/18 

WASTE MG 

9106250019 

91/06/19 

50-54 

9106250022 

91/06/14 

50-443 

9106250022 

91/06/14 

50-443 

9106120324 

90/11/23 

FOIA 

9106250032 

91/06/14 

50-443 

9106250032 

91/06/14 

50-443 

9106120324 

90/11/23 

FOIA 

9106250040 

91/06/13 

50-255 

9106250047 

91/05/29 

FOIA 

9106250056 

91/06/04 

50-29 

9106250037 

91/04/04 

40-8907 

9106250079 

91/06/14 

50-309 

9106250079 

91/06/14 

50-309 

9106250087 

91/06/11 

50-443 

9106250099 

91/06/07 

50-336 

9106250081 

91/06/07 

50-346 

9106250103 

91/06/13 

50-272 

9106250103 

91/06/13 

50-272 

9106250081 

91/06/07 

50-346 

9106250081 

91/06/07 

50-346 

9106250113 

91/06/14 

FOIA 

9106250081 

91/06/07 

50-346 

9106250123 

91/06/18 

50-267 

9106250129 

91/06/12 

50-213 

9106250112 

91/06/17 

50-327 

9106250106 

91/06/15 

50-275 

9106250152 

91/06/14 

50-245 

9106250153 

91/06/21 

70-3070 

9106250163 

91/06/18 

50-346 

9106120324 

90/11/23 

FOIA 

9106120324 

90/11/23 

FOIA 

9106250174 

91/06/13 

50-443 

9106250181 

91/06/12 

50-277 

9106250189 

91/06/13 

XPORTLIC 

9106250195 

91/06/18 

50-295 

9106250201 

91/06/17 

50-305 

9106250209 

91/06/11 

FOIA 

9106250224 

91/06/13 

XPORTLIC 

9106250209 

91/06/11 

FOIA 

9106250236 

91/06/17 

50-361 

9106250236 

91/06/17 

50-361 

9106250243 

90/07/23 

50-315 

9106250248 

91/06/18 

XPORTLIC 

9106260004 

91/06/17 

WASTE MGT 

9106250240 

91/06/17 

50-461 

9106260009 

91/06/17 

50-382 


< 

< 

< 


Q 

Q 

Q 

Q 

G 

Q 

Q 

G 


G 

Q 

Q 

R 

R 

Q 

Q 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


9106260023 

9106260026 

9106260035 

9106260037 

9106260041 

9106260053 

9106260054 

9106260063 

9106260069 

9106260079 

9106260081 

9106260087 

9106260097 

9106260112 

9106260113 

9106260115 

9106260136 

9106260144 

9106260152 

9106260155 

9106260158 

9106260160 

9106260165 

9106260181 

9106260182 

9106260191 

9106260194 

9106260197 

9106260201 

9106260208 

9106260211 
9106260233 
9106260237 
9106260247 
9106260277 

9106260287 

9106260291 

9106260292 

9106260293 

9106260305 

9106260311 

9106260313 

9106260314 

9106260319 

9106260327 

9106260328 

9106260331 

9106260332 

9106260335 

9106260336 

9106260337 

9106260344 

9106260347 

9106260358 

9106260360 

9106260362 

9106260365 

9106260367 

9106260371 

9106260374 

9106260378 

9106260379 

9106260383 

9106260402 


PRINCIPAL 

DOCUMENT 


9106250191 

9106260025 

9106260033 

9106260034 

9106260034 

9106260050 

9106260048 

9106260062 

9106260064 

9106260076 

9106260076 

9106260082 

9106260082 

9106260108 

9106260106 

9106260106 

9106260121 

9106260140 

9106260150 

9106260140 

9106260154 

9106260154 

9106260161 

9106260171 

9106260166 

9106260171 

9106260190 

9106260195 

9106260195 

9106260203 

9106260203 
9106260232 
9106260231 
9106260246 
9106260269 

9106250209 
9106260289 
9106260286 
9106260286 
9106260285 

9106260306 
9106260306 
9106260307 
9106260309 
9106260253 

9106260326 
9106250209 
9106260325 
9106260334 
9106260330 

9106260325 
9106260340 
9106260346 
9106260354 
9106260355 

9106260352 

9106260355 

9106260357 

9106260368 

9106260368 

9106260372 

9106260375 

9106260382 

9106260398 

9106260404 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


91/06/13 

50-293 

P 

91/06/21 

40-8502 


91/06/18 

XPORTLIC 


91/06/21 

40-8027 


91/06/21 

40-8027 


91/06/19 

50-458 

Q 

91/06/20 

50-334 

Q 

91/06/18 

WASTE MGT 

91/06/13 

XPORTLIC 


91/06/20 

50-445 

Q 

91/06/20 

50-445 

Q 

91/06/13 

50-274 

P 

91/06/13 

50-274 

P 

91/06/18 

50-320 

P 

91/06/11 

50-344 

Q 

91/06/11 

50-344 

Q 

91/06/18 

50-219 

H 

91/06/18 

50-219 

P 

91/06/20 

50-254 

P 

91/06/18 

50-219 

P 

91/06/13 

50-272 

P 

91/06/13 

50-272 

P 

91/06/20 

50-272 

P 

91/06/21 

50-285 

P 

91/03/04 

COMMISSIO 

N 

91/06/21 

50-285 

P 

91/05/22 

CONTRACT 


91/06/14 

50-397 

F 

91/06/14 

50-397 

F 

91/06/18 

XPORTLIC 


91/06/18 

XPORTLIC 


91/06/17 

WASTE MGT 


91/06/17 

CONTRACT 


91/06/25 

71-721 


91/05/31 

XPORTLIC 


91/06/11 

FOIA 


91/06/14 

WASTE MGT 


91/06/19 

50-213 

P 

91/06/19 

50-213 

P 

91 /06/20 

50-272 

P 

91/05/31 

TOPREP 


91/05/31 

TOPREP 


91/06/14 

50-155 

P 

91/06/20 

FOIA 


91/06/18 

50-219 

P 

91/06/17 

71 -720 


91/06/11 

FOIA 


91/06/17 

50-282 

Q 

91/06/12 

50-219 

V 

91/06/24 

WASTE MGT 


91/06/17 

50-282 

Q 

91/06/21 

WASTE MGT 


91/06/20 

50-206 

Q 

91/06/13 

CONTRACT 


91/06/12 

50-277 

P 

91/06/20 

CONTRACT 


91/06/12 

50-277 

P 

91/06/20 

50-280 

P 

91/05/23 

TOPREP 


91/05/23 

TOPREP 


91/06/12 

CONTRACT 


91/06/20 

50-277 

P 

91/06/21 

50-395 

R 

91/06/13 

52-2 


91/06/12 

50-390 

Q 

91/06/24 

WASTE MGT 


91/06/11 

50-348 

Q 

91/06/19 

50-295 

F 

91/06/19 

50-295 

F 

91/06/12 

50-369 

Q 

91/06/20 

40-8724 


91/06/12 

50-250 

Q 

91/06/07 

50-160 

Q 

91/06/18 

WASTE MGT 


91/06/12 

50-302 

Q 

91/06/25 

FOIA 


91/06/06 

STATE PRO 

G 

91/06/25 

FOIA 


91/06/12 

50-400 

Q 

91/06/11 

50-259 

Q 

91/06/17 

50-321 

Q 

91/06/11 

50-259 

Q 

91/06/17 

50-321 

Q 


9106270082 

9106270083 

9106270086 

9106270091 

9106270103 

9106270111 

9106270112 

9106270114 

9106270119 

9106270122 

9106270123 

9106270136 

9106270137 

9106270138 

9106270144 

9106270145 

9106270146 

9106270154 

9106270161 

9106270167 

9106270175 

9106270176 

9106270191 

9106270196 

9106270198 

9106270201 

9106270205 

9106270208 

9106270213 

9106270214 

9106270223 

9106270230 

9106270244 

9106270258 

9106270266 

9106270283 

9106270300 

9106270308 

9106270336 

9106270337 

9106270341 

9106270343 

9106270344 

9106270376 

9106270393 

9106270396 

9106280002 

9106280013 

9106280036 

9106280044 

9106280057 

9106280059 

9106280060 

9106280064 

9106280067 

9106280073 

9106280075 

9106280076 

9106280079 

9106280080 

9106280081 
9106280082 
9106280083 
9106280085 
9106280098 

9106280102 
9106280103 
9106280108 
9106280111 
9106280114 

9106280116 

9106280117 

9106280118 

9106280133 

9106280139 

9106280149 

9106280150 

9106280157 

9106280158 

9106280174 

9106280180 

9106280187 

9106280192 

9106280199 

9107100320 


9106270077 

9106270081 

9106270081 

9106270087 

9106270097 

9106270101 

9106270107 

9106270108 

9106270099 

9106270115 

9106270097 

9106270134 

9106270124 

9106270131 

9106270115 

9106270139 

9106270124 

9106270153 

9106270158 

9106270158 

9106270158 

9106120324 

9106270182 

9106270186 

9106270190 

9106270190 

9106270186 

9106270193 

9106270202 

9106270193 

9106270220 

9106270219 

9106120324 

9106270256 

9106270193 

9106270193 

9106270193 

9106270193 

9106270329 

9106270193 

9106270328 
9106270329 
9106270340 
9106270356 
9106270387 

9106270387 

9106280001 

9106280005 

9106280033 

9106280040 

9106280049 

9106280048 

9106280049 

9106280048 

9106280054 

9106280071 

9106280048 

9106280071 

9106280077 

9106280048 


91/06/10 
91/04/04 
91/04/04 
91/06/12 
91/06/21 

91/06/20 

91/06/13 

91/06/10 

91/06/21 

91/06/11 

91/06/21 

91/06/17 

91/06/18 

91/06/21 

91/06/11 

91/06/19 

91/06/18 

91/06/18 

91/06/21 

91/06/21 

91/06/21 
90/11/23 
91/06/14 
91/06/21 
91/06/21 

91/06/21 

91/06/21 

91/06/18 

91/06/17 

91/06/18 

91/06/12 

91/06/19 

90/11/23 

91/06/25 

91/06/18 

91/06/18 

91/06/18 

91/06/18 

91/06/12 

91/06/18 

91/06/20 

91/06/12 

91/06/21 

91/06/07 

91/06/11 

91/06/11 

91/06/20 

91/06/11 

91/06/20 

91/06/20 

91/06/18 

91/06/13 

91/06/18 

91/06/13 

91/06/21 

91/06/19 
91/06/10 
91/06/19 
91/06/21 
91/06/10 


50-280 
WASTE MGT 
WASTE MGT 
50-324 
50-445 

50-302 
50-254 
50-250 
WASTE MGT 
70-143 

50-445 

50-324 

50-315 

50-482 

70-143 

WASTE MGT 

50-315 

50-267 

40-8027 

40-8027 

40-8027 
FOIA 
50-333 
WASTE MGT 
50-333 

50-333 
WASTE MGT 
PR 

50-277 

PR 

50-400 

50-254 

FOIA 

50-461 

PR 

PR 

PR 

PR 

50-424 

PR 

50-400 

50-424 

40-8903 

50-321 

50-259 

50-259 

50-440 

70-270 

50-302 

50-302 

50-277 

70-270 

50-277 

70-270 

50-206 

50-293 

70-270 

50-293 

50-361 

70-270 


Q 


V 

Q 

Q 

Q 

Q 

Q 

P 


Q 

Q 

Q 

Q 

Q 

Q 

Q 

P 

P 

P 

P 

P 

P 

P 

P 


9106280072 

9106280048 

9106280072 

9106280084 

9106280096 


91/06/14 

40-672 


91/06/13 

70-270 


91/06/14 

40-672 


91/06/17 

50-312 

G 

91/06/18 

50-413 

P 


9106280096 

9106280093 

9106280093 

9106280106 

9106280104 


91/06/18 

50-413 

P 

91/06/06 

40-672 


91/06/06 

40-672 


91/06/25 

50-250 

P 

91/06/26 

70-28 



9106280104 

9106280093 

9106280104 

9106280121 

9106280131 


91/06/26 

91/06/06 

91/06/26 

91/06/13 

91/05/23 


70-28 

40-672 

70-28 

50-321 Q 

40-3453 


9106280145 

9106280122 

9106280146 

9106280147 

9106280166 


91/05/23 
91/06/14 
91/06/21 
91/06/25 
91/06/24 


40-8905 

CONTRACT 

40-8027 

71-454 

50-254 Q 


9106280166 

9106280166 

9106280188 

9106280198 

9106120324 


91/06/24 

50-254 

Q 

91/06/24 

50-254 

Q 

91/06/21 

50-220 

R 

91/06/21 

50-454 

Q 

90/11/23 

FOIA 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 


This category follows the application from submission to 
the day preceding the issuance of an operating license. It 
includes all correspondence and documents with sub¬ 
stantive technical content that do not fall into other spe¬ 
cific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction 
permit application. 

3. Amendments and changes submitted by applicants 
and licensees. 

4. NRC questions, requests for additional informa¬ 
tion, and applicant responses. 

5. Early site review. 

6. Correspondence and documents relating to unre¬ 
solved design and construction issues. 

7. Meeting announcements and summaries of meet¬ 
ing discussions on issues of item 6. 

8. Correspondence regarding the utility Preliminary 
Safety Analysis Report (PSAR). 

9. Information on laws and changes in regulations or 
policy that affect the status of the application (Na¬ 
tional Environmental Policy Act (NEPA), Water 
Quality Improvement Act, Water Pollution Con¬ 
trol Act, etc.). 


10. Construction Permit, amendments, and corre¬ 
spondence relating to the construction permit and 
related orders issued by the Office of Nuclear Re¬ 
actor Regulation (NRR show cause and modifica¬ 
tions) not involving the Atomic Safety Licensing 
and Appeal Board. 

11. Scheduling of license application submission or re¬ 
view. 

12. Environmental review information (other environ¬ 
mental documents are filed in Categories C, D, P, 
or R). 

13. Seismic qualification review teams (SQRT) reports 
arid related correspondence. 

14. Application for operating license. 

15. General Information submitted with operating li¬ 
cense application. 

16. Amendments and changes submitted by applicants 
and licensees. 

17. Correspondence regarding the utility Final Safety 
Analysis Report (FSAR) and the Updated Final 
Safety Analysis Report (USAR). 

18. Correspondence and documentation on generic 
technical matters highlighted by an event at an¬ 
other facility which may affect the subject facility; 
not covered by an IE Bulletin. 
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19. Safety Evaluation Reports (SERs) on specific 21. Backup technical documents (e.g., topical reports) 
generic issues. submitted in support of the application. 


22. Proposed equipment failure/instructions. 

23. NRC’s changes in internal organizational struc- 

20. Reports of site visits. ture. 


R. UTILITY PRELIMINARY SAFETY ANALYSIS REPORTS (PSAR) AND AMENDMENTS 


All related correspondence is filed in Category A. 2. Amendments and changes to the PSAR. 

- n t . or^ a , - a \ 3. Transmittal and acknowledgment letters. 

1. Preliminary Safety Analysis Report (PSAR) sub- 

mitted by utility (formerly called Hazards Sum¬ 
mary Report or Safety Analysis Report). 4. Certificates of service to the PSAR. 

\ 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND 

CORRESPONDENCE 


1. Environmental Report (ER) submitted by the 
utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgment letters. 

4. Information on scheduling of submittal or review 
of ER. 


5. NRC questions, requests for additional informa¬ 
tion, and applicant responses. 


6. Federal Register notices citing the availability of 
items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings 
where the primary subject of discussion is the ER. 

9. Correspondence relating to certification of pollu¬ 
tion control devices. 

NOTE: Other environmental documents are filed in 
Categories A, D, P, or R. 
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D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND 

FES), SUPPLEMENTS AND CORRESPONDENCE 


1. Draft and Final Environmental (Impact) State¬ 
ments (DES and FES) prepared by NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other Federal, State, and local 
government agencies; organizations; and inter¬ 
ested individuals. 

5. Transmittal and acknowledgment letters. 

6. Documents related to NRC review of environ¬ 
mental issues or of the ER obtained for purposes of 
writing the environmental statements. 


7. Backup technical documents submitted in connec¬ 
tion with above. 


8. Federal Register notices citing availability of items 
1 and 2. 


9. Reports of site visits to obtain information for the 
DES or FES. 


10. Meeting announcements or reports of meetings 
where the primary subject of discussion is the DES 
or FES. 


NOTE: Other environmental documents and corre¬ 
spondence are filed in Categories A, C, P, or R. 


E. NRC SAFETY EVALUATION REPORTS (SER), SUPPLEMENTS AND 

CORRESPONDENCE 


1. Formal Safety Evaluation Report (SER) prepared 
by NRC (formerly called NRC-AEC Hazard 
Analysis Report) in review of PSAR. 

2. Supplements to the SER. 

3. Correspondence relating to the SER and supple¬ 
ments. 

4. Federal Register notices citing availability of items 
1 and 2. 

5. Information on scheduling of SER submittals and 
review. 


6. Requests for additional information for use in pre¬ 

paring SER; responses to such requests. 


7. Meeting announcements or reports of meetings 
where the primary subject of discussion is the SER. 


8. Transmittal and acknowledgment letters. 


NOTE: Other documents dealing with specific safety- 
related issues are filed in Categories A,P, orW, 
depending on the phase of the licensing 
process. 


A-l 
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F. SECURITY, MEDICAL, EMERGENCY, AND FIRE PROTECTION PLANS 


All plans in this category are individual submissions. 
Emergency and Fire Protection Plans submitted as part 
of the licensing application are filed in this category. 

1. Fire Hazard Protection Plans and surveys. 


2. Plant evacuation correspondence. 


3. Safeguards Contingency Plans. 


4. Health Physics Program and its review. 


5. Emergency Plans. 


6. Correspondence relating to aforementioned plans. 

7. Supplements, changes, and revisions to plans. 

8. Correspondence and documentation relating to 
Appendix R of 10 CFR Part 50 (fire protection), 
guard training, emergency response centers, and 
emergency preparedness. 

9. Transmittal and acknowledgment letters. 

10. Meeting announcements and reports of meetings 
where the primary subject of discussion is related 
to the aforementioned plans and topics covered in 
item 8. 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 


This category contains all non-antitrust legal and ad¬ 
judicatory documentation, except for transcripts, brief¬ 
ings, and testimony, which are filed in Category T. Show- 
cause orders and modification orders issued by the 
Office of Nuclear Reactor Regulation (NRR) (not be¬ 
fore the Board) are filed in Categories A and P. Exhibits 
to the proceedings (Hearings) are located in the PDR 
but are available upon request to the PDR from the 
Docketing and Service Branch, Office of the Secretary. 


1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing-related documents. 


2. Federal Register notices regarding hearings. 


3. Requests to make appearances at hearings. 


4. Motions, briefs, arguments, statements, and re¬ 
lated correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, 
FES) to the Boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions 
resulting from item 8. % 

NOTE: Since 1982, letters of concern, support, or op¬ 
position for all plants are filed in a General 
Public Comments folder. 
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DEFINITIONS OF DOCKET 50 CATEGORIES 


H. GENERAL CORRESPONDENCE 


'Riis category includes documents with little or no bear¬ 
ing on the status of the application or license. Items that 
have no substantive technical content and administra¬ 
tive documents are included. 

1. Change of address notifications (external only). 

2. Changes in structure of organization (external 
only). 

3. Changes in service lists. 

4. NRC requests to applicants for additional copies of 
documents. 

5. Correspondence from the public requesting infor¬ 
mation about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 


7. Letters of support, concern, or opposition to the 
facility. 

8. Correspondence regarding the Local Public Docu¬ 
ment Rooms (LPDRs). 

9. Professional qualification statements not pertain¬ 
ing to the hearing process. 

10. Constituent, organizational, or utility correspon¬ 
dence forwarded by Congressman to NRC for re¬ 
sponse. 

11. Resolutions passed by State and local governing 
bodies (e.g., town councils). 

NOTE: Since 1982, letters of concern, support, or op¬ 
position for all plants are tiled in a General 
Public Comments folder. 


L FINANCIAL INFORMATION 


This category contains all financial information except 
that submitted as part of the application or its amend¬ 
ments or relating to the imposition of civil penalties. 

1. Company annual reports, auditor statements, and 
stock prospectuses for all companies holding own¬ 
ership. 


2. Separately submitted financial information and re¬ 
lated correspondence. 

3. Transcripts and testimony before State commis¬ 
sions pertinent to financial information requested 
by NRC. 


J. INSURANCE AND INDEMNITY INFORMATION 


1. Indemnity agreements and amendments. 

2. Endorsements of insurance policies. 


3. Other correspondence regarding indemnity and in¬ 
surance matters. 
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K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR), UPDATED FINAL SAFETY 

ANALYSIS REPORTS (USAR), AND AMENDMENTS 


.. F inal Safety Analysis Report (FSAR), (formerly 
called Final Hazards Summary Report), submitted 
by the utility. 

t. Updated Final Safety Analysis Report (USAR) 
submitted by the utility and periodically updated to 
incorporate new information or modifications to 
the facility. 


Amendments and changes to the FSAR and 
USAR. 


4. Federal Register notices citing availability of the 
FSAR and amendments. 


5. Transmittal and acknowledgment letters. 

6. Certificates of service to the FSAR and USAR. 

NOTE: All related correspondence falls in Category A 
or P. Emergency and Fire Protection Plans sub¬ 
mitted as part of the licensing application are 
filed in Category F. 


L. LIMITED WORK AUTHORIZATIONS (LWA) AND RELATED CORRESPONDENCE 

\ 


Qiis category is limited to documents pertaining to Lim¬ 
ed Work Authorizations (LWAs) whereby applicants 
ran carry out limited site preparation and construction 
:>rior to the granting of a Construction Permit. 


1. Limited Work Authorizations (LWAs) and 
amendments 

2. Correspondence pertaining to work performed un¬ 
der LWAs. 


M. ANTITRUST REVIEWS AND ANTITRUST CORRESPONDENCE 


L. Documents submitted as part of the application for sion is antitrust matters, 

a Construction Permit and Operating License 
entitled “Information Requested by the Attorney 
General for Antitrust Review”. 

3. All antitrust proceeding documents, except for 
hearing transcripts, testimony, and briefings, which 
L Correspondence where the primary topic of discus- are filed in Category N. 


N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY, AND BRIEFINGS 


rhis category contains word-for-word transcripts of hearings, testimony, and briefings in antitrust matters. Related 
correspondence falls in Category M. 
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O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 

CORRESPONDENCE 


This category contains plant-specific documents per¬ 
taining to ACRS safety reviews. 

1. ACRS reports relating to facility license applica¬ 
tions. 


2. Announcement of ACRS meetings relating to fa¬ 
cility license applications, including description of 
meeting agendas. 


3. Statements and written testimony of ACRS mem¬ 
bers or presented by individuals at ACRS proceed¬ 


ings, relating to both facility license applications 
and safety-related matters. 

4. Technical correspondence, and memoranda to and 
from ACRS, including transmittal and acknowl¬ 
edgment letters relating to facility license applica¬ 
tions. 

NOTE: For generic and document-specific safety- 
related material, transcripts of ACRS subcom¬ 
mittee and full committee meetings, minutes, 
and ACRS reports (consultant, contract, and 
letter), see ACRS file category. 


P. OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Application/Con¬ 
struction Stage (Category A) file for general technical 
items dated from the issuance of the operating license to 
the application for termination of the license. 

1. Operating license, amendments, proposed amend¬ 
ments, changes, and related correspondence. 

2. Show-cause and modification orders issued by 
NRR (not before the Board) for the operating li¬ 
cense. 

3. Technical specifications and changes. 

4. Backup technical documents (e.g., topical reports) 
submitted in support of items 1 and 2. 

5. Federal Register notices citing availability of item 1 
and the FSAR. 

6. Correspondence regarding the utility Final Safety 
Analysis Report (FSAR) and/or the Updated Final 
Safety Analysis Report (USAR). 


7. All general technical correspondence, meeting an¬ 
nouncements or meeting summaries relating to 
Technical Specifications, the Operating License or 
technical issues arising after the issuance of the 
Operating license. 


8. Correspondence regarding codes (e.g., American 
Society of Mechanical Engineers), regulations, 
laws, or changes in policy that may affect plant op¬ 
eration or bear on the Operating license. 


9. Information on the Standard Review Plan (STP). 


10. Results of surveys or tests conducted in accordance 
with the Technical Specifications (not periodic re¬ 
ports, which fall in Category R). 


11. Correspondence relating to NRCs Systematic 
Evaluation Program (SEP). 
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12. Owner’s group meeting announcements and re¬ 
ports. 

13. Quality assurance information. 

14. Environmental matters (technical). 

15. Seismic qualification review team (SQRT) reports 
and related correspondence. 

16. Emergency core cooling system documents. 

17. Radioactive waste information excluding onsite 
storage of low-level waste, filed in Category X, and 
independent spent fuel installations of high-level 
waste, filed in Category Y. 

18. Correspondence regarding expansion of spent fuel 
storage pool. 


19. Start-up test reports. 

20. Correspondence and documentation on generic 
technical matters highlighted by an event at an¬ 
other facility which may affect the subject facility; 
not covered by an IE Bulletin. 

21. SERs on specific generic issues. 

22. Proposed equipment failure/instructions. 

23. Inservice testing (not inspections). 

24. Reports of site visits. 

25. Application to voluntarily surrender license, dis¬ 
mantle, and dispose of component parts. 

26. Changes in NRC’s internal organizational struc¬ 
ture. \ 


Q. INSPECTION REPORTS; OFFICE OF INSPECTION AND ENFORCEMENT 
RESPONSE TO BULLETINS, CIRCULARS AND INFORMATION NOTICES, CIVIL 

PENALTIES, AND RELATED CORRESPONDENCE 


1. Inspection reports. 


2. Responses to IE Bulletins (formerly called Regula¬ 

tory Operations (RO) Bulletins), Circulars (not 
published since 1981) and Information Notices. 


3. Responses by applicant to IE correspondence. 


4. Applicant’s determination of proprietary nature of 
Inspection Reports. 


5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and proce¬ 
dures. 


7. Correspondence and orders relating to imposition 
and payment of civil penalties, including Notifica¬ 
tion of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and en¬ 
forcements that does not specifically relate to inci¬ 
dents or events as defined in Category S. 

9. Health physics inspections/appraisals. 

10. Emergency preparedness inspections/appraisals. 

11. Inspections and related correspondence from the 
International Atomic Energy Agency. 

12. Systematic Assessment of Licensee Performance 
(SALP). 
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13.. Construction Appraisal Team/Construction As¬ 
sessment Team (CAT) reports. 

A. Integrated Design Inspection (IDI) reports. 

B. Independent Design Verification Program 
(IDVP) reports. 

14. Notice of significant licensee meetings. 


15. Performance Appraisal Team (PAT) reports. 

16. Licensee/Vendor interface inspections. 

17. Correspondence relating to items 12,13,14,15 and 
16. 

NOTE: For IE Bulletins and Information Notices, see 
I&E file series. 


R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


This category includes periodic reports of a routine na¬ 
ture. 

1. Monthly, semiannual, or annual operating reports 
(other than financial) for construction and operat¬ 
ing stages. 

2. Periodic environmental monitoring, effluent test¬ 
ing, or similar reports. 

3. Periodic personnel exposure reports. 


4. Periodic nonconformance reports (issued pursuant 
to Board orders). 


5. Operational Logbooks on Environmental Data, 
Radiological Data, operating log on plant systems 
core, plant status summary sheets. 


6. Correspondence or other documents relating to 
the items listed. 


S. REPORTABLE OCCURRENCES, PNOs, PNSs, AND RELATED CORRESPONDENCE 


This category contains all materials relating to abnor¬ 
mal, unusual, reportable, or nonroutine occurrences or 
events. These include: 

1. All 24-hour, 10-day, 30-day, interim and final Li¬ 
censee Event Reports (LERs) and follow-up corre¬ 
spondence (also called Incident Reports, Abnor¬ 
mal Occurrence Reports and Reportable 
Occurrences). 


2. Potential or possible reportable Deficiency Re¬ 
ports and related correspondence. 


3. Individual Personnel Exposure Reports. 


4. Construction Deficiency Reports submitted under 
10 CFR 50.55(e). 

5. Preliminary Notification of Occurrence (PNOs) 
and Preliminary Notification of Safeguards Events 
OPNs). 

6. Environmental Technical Specifications Violation 
Reports and Environmental Event Reports. 

7. Part 21 Reports or Defects and Noncompliance. 

8. Correspondence or other documents relating to 
items 1-7. 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


NOTE: For PNOs and PNSs, see I&E fiie series. 


T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 


This category contains all word-for-word transcripts, 
testimony, and briefings, except for congressional mat¬ 
ters (Category V), and antitrust matters (Category N). 

1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and 
ASLAB. 

3. Commission meeting transcripts. 


4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at 
Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Corrections to above items. 

NOTE: Transcripts on specific dockets are also filed on 
ACRS and 9.21 files series. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


1. Statements and testimony before Congress or be¬ 
fore bodies/committees appointed by the Execu¬ 
tive or Legislative Branches. 

2. Information supplied for the record of Congres¬ 
sional hearings. 

3. Correspondence to and from Congress and the Ex¬ 
ecutive Branch on other than constituent response 
matters. 


4. Correspondence to or from State Legislative bod¬ 
ies. 


NOTE: This category contains correspondence on sub¬ 
stantive matters. Routine responses to con¬ 
stituent inquiries are filed in Category H. 


V. LICENSING OF OPERATORS AND RELATED CORRESPONDENCE 


1. Information bearing on licensing operators and 3. Correspondence pertaining to operator examina- 

shift engineers. tions. 

2. Power plant examination summary sheet. 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


W. DECOMMISSIONING DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Operating license 
Stage (Category P) file for general technical items from 
the order for termination of the operating license on¬ 
ward. 


1. Order granting authority to dismantle/decommis¬ 
sion. 


2. Technical documents submitted, such as: Decom¬ 
missioning Plan, Dismantling Plan, Environmental 


Report on Dismantling, Safety Analysis Report on 
Decommissioning. 

3. Documents relating to disposal of radioactive ma¬ 
terial and decontamination of the site. 

4. Other correspondence relating to decommission¬ 
ing. 

5. All documentation relating to the ongoing opera¬ 
tion of the plant, formerly filed in Category P. 


X. ONSITE STORAGE OF LOW-LEVEL WASTE 


1. License application, license, proposed amend¬ 
ments and amendments to store low-level waste at 
a commercial reactor. 

2. All related correspondence and reports. 


NOTE: These documents will also Imve a Nuclear Ma¬ 
terials Safety and Safeguards (NMSS) license 
or Docket-30 number associated with the 
Docket-50 number. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 


1. License applications, licenses, amendments and 
proposed amendments to possess power reactor 
spent fuel and other radioactive materials associ¬ 
ated with spent storage in an independent spent 
fuel storage installation. (Such spent fuel storage 
installations may be on a reactor site or at a sepa¬ 
rate site.) 


2. All related correspondence and reports to the 
above. 

NOTE: These documents will have an NMSS license 
and/or a Docket-72 number. For these instal¬ 
lations on a reactor site, the associated 
Docket-50 number also has been identified. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


10 CFR 9.21 —Commission Meeting Records 


"ontains documentation pertaining to open and closed 
‘ommission meetings. 

Sunshine Act Federal Register notices. 

Full, written explanation of closed meetings. 

Certification by the General Counsel on closed 
meetings. 

Commission Determination Statements signed by 
the Secretary regarding the public disclosure of 
transcripts of Commission meetings. 


5. Verbatim unofficial and official transcripts or por¬ 
tions of transcripts of open and closed Commission 
meetings made publicly available in accordance 
with provisions of 10 CFR Part 9, the Sunshine Act, 
and Commission policies. 

6. Enclosures to released transcripts, including appli¬ 
cable viewgraphs, staff papers, and staff correspon¬ 
dence. 

\ 

7. Staff Requirements Memoranda for open meet¬ 
ings; memoranda of record; record of votes of 
Commissioners on items under consideration at 
meetings. 


ACRS—Advisory Committee on Reactor Safeguards 


his category contains documents pertaining to safety- 
dated areas reviewed by ACRS. ACRS serves as an in- 
ependent advisory committee to the Commission. 

L. ACRS reports relating to safety-related matters. 

L Announcements of ACRS meetings relating to 
safety-related matters, including description of 
meeting agendas. 

k Transcripts of ACRS subcommittee and full com¬ 
mittee meetings relating to both facility license ap¬ 
plications and safety-related matters. 

k Statements and written testimony of ACRS mem¬ 
bers or presented by individuals at ACRS proceed¬ 


ings related to both facility license applications and 
safety-related matters. 

5. Minutes of ACRS subcommittee and full commit¬ 
tee meetings relating to both facility license appli¬ 
cation and safety-related matters. 

6. ACRS consultant reports, comments and related 
correspondence relating to both facility license ap¬ 
plications and safety-related matters. 

7. Technical correspondence, and memoranda to and 
from ACRS pertaining to safety-related matters. 

8. General correspondence and related material 
about ACRS, but not authored by ACRS or its con¬ 
sultants. 
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DEFINITIONS OF NONDOCKETED CATEGORIES 


NOTE: For Docket-specific technical correspondence, 
memoranda and announcements of ACRS 
meetings, see category O of Docket 50 series. 


ADVCM—NRC Advisory Committees 


This category contains documentation pertaining to the 
responsibilities of all NRC advisory committees other 
than the Advisory Committee on Reactor Safeguards. 
Documents in this category include: 

1. Charters of each advisory committee. 

2. Meeting announcements; description of meeting 
agenda. 


3. Minutes and verbatim transcripts of committee 
meetings. 


4. Committee-generated reports, memoranda, and 
correspondence that are publicly available. 


5. Committee-related correspondence. 


COMMISSION—NRC Commissioner Correspondence 

-V 


Contains documentation pertaining to the daily conduct 
of Commission business in the Office of the Commis¬ 
sion. 


1. Incoming and outgoing Commission-level corre¬ 
spondence to and from the Commissioners relating 
to official NRC business, including reports and 
other enclosures to the aforementioned. 


2. Travel vouchers, telephone logs and official ap¬ 
pointment calendars of participating Commis¬ 
sioner (placed in the PDR at the discretion of indi¬ 
vidual Commissioners). 


3. Speeches, interviews, and testimony given by Com¬ 
missioners at meetings, symposia, and Congres¬ 
sional hearings. 

4. Weekly Information Reports (SECY series num¬ 
ber) prepared by the Executive Director for Op¬ 
erations (EDO) for the Commissioners, providing 
a summary of key events and items of interest un¬ 
dertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10 
CFR 9.21. For all other staff papers with a 
SECY series designation prepared for Com¬ 
mission review, see SECY file category. 


CONTRACT—NRC Contracts and Modifications 


Contains documentation pertaining to AEC and NRC 
contracts, grants, and Interagency Agreements. 
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DEFINITIONS OF NONDOCKETED CATEGORIES 


1. Notification of contracts and grant execution, 2. Contractual documents and modifications to con- 
specifying contract number; project title; contrac- tracts, 

tor name; contract type; funding and period of per¬ 
formance. 


DISCLOSURE—Financial Disclosure Information 


Contains financial disclosure and conflict of interest information submitted by certain NRC employees in accordance 
with the Ethics in Government Act of 1978. 


FOIA—Freedom of Information Act Requests and Appeals 


Contains requests for agency records and information 
about records released in accordance with the provisions 
of the Freedom of Information Act (FOIA), or denial. 

1. Requests made under the FOIA for NRC records 
(each is assigned a sequential identification num¬ 
ber based on the year that the request is made, so 
that 89-100 refers to the 100th FOIA request 
made in 1989). 


2. Correspondence between the NRC and the re¬ 
quester relevant to the processing, appeal, denial 
or granting of an FOIA request, and appeal of a 
denial. 


3. Records or portions thereof released in response 
to FOIA requests made under FOIA appeals. 


GEN TECH IS-Generic Technical Issues 


Contains records pertaining to unresolved safety issues 
of a generic nature that are being analyzed by the NRC 
Office of Nuclear Reactor Regulation (NRR). 

1. Draft reports of action plans to accomplish generic 

tasks in the NRR program. 


2. Correspondence with industry and within NRC dis¬ 


cussing methodologies, analyses, the program and 
technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks 
addressing related aspects of GenericTechnical Is¬ 
sues. 


I&E—Inspection and Enforcement Issuances 


Contains bulletins, circulars and information notices 
that are issued by the NRC Office of Inspection and En¬ 
forcement. These issuances describe some event that 
has occurred at a facility that may require some follow¬ 


up action by the licensee. Also included in this category 
are draft bulletins and information notices (I&E Misc), 
Preliminary Notifications of Events or Unusual Occur¬ 
rences (PNOs), Preliminary Notifications of Safeguards 
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DEFINITIONS OF NONDOCKETED CATEGORIES 


Events or Unusual Occurrences (PNSs), and Notifica¬ 
tions of Significant Enforcement Actions (ENs). 

1. I&E Circulars, which describe an event at a li¬ 
censed facility and are informational in nature (dis¬ 
continued in 1981). 

2. I&E Information Notices, which are similar to cir¬ 
culars but are preliminary in nature and issued 
shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a li¬ 
censed facility and request all recipients to perform 
certain actions as a result of that event. 

4. Draft I&E Bulletins and Information Notices 
which are being considered for issuance, and re¬ 
lated comments and evaluations. 


5. Preliminary Notifications of Events or Unusual 
Occurrences (PNOs), which provide updated in¬ 
formation of an event of safety or public interest. 


6. Preliminary Notifications of Safeguards Events or 
Unusual Occurrences (PNSs), which provide early 
notice of events of possible safety significance. 


7. Notification of Significant Enforcement Actions 
(ENs), which provide information on a Notice of 
Violation and Proposed Imposition of Civil Penal¬ 
ties. 


NOTE: For utility responses to such issuances and re¬ 
lated correspondence, see Categories Q and S 
of file. 


MISC—Public Document Miscellaneous 


Contains documents about topics not included in the scope of the other non-docketed categories. 


NUREG—Staff and Contractor Formal Reports, Conference Proceedings, Brochures, and 

Related Correspondence 


Formal reports on regulatory, technical, and administra¬ 
tive issues of interest to staff, industry, other Govern¬ 
mental entities, and the public are published in the 
NUREG series. 


1. Results of licensing studies of specific plants or fa¬ 

cilities preliminary to licensing actions. 


2. Results of analyses of general or specific problems 
of a regulatory or technical nature that are of inter¬ 
est to a major segment of the industry. 


3. Action and review plans, as well as guidance, for 
meeting NRC requirements. 


4. Task force reports on specific topics. 

5. Proceeding of conferences and workshops. 

6. Management and program analysis reports. 

7. Statistical analyses that are of interest to the staff, 
the industry, and the public. 

8. Administrative reports that are of interest to the 
staff, the industry, and the public. 

9. Correspondence from industry, government, and 
the public commenting on reports. 
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10. Internal NRC memoranda summarizing meetings NOTE: NUREG reports on specific plants or facilities 
or discussions pertaining to the contents of the re- are filed in Docket 50 Categories A, P, E, or D. 

ports. 


ORG—Organization File 


Contains correspondence with professional organiza¬ 
tions, Government agencies, and associations with 
which NRC is in contact; records other than Regulatory 
Guides that pertain to NRC’s activities in standards de¬ 
velopment; records pertaining to specific NRC offices; 
and emergency petitions not assigned Petition for 
Rulemaking (PRM) numbers that request the Commis¬ 
sion to take immediate action on some issue. 


1. Meeting summaries and technical correspondence 
between NRC and professional associations and 
international bodies, such as the Atomic Industrial 
Forum and the International Atomic Energy 
Agency. 

2. Correspondence between NRC’s Office of Nu¬ 
clear Regulatory Research and other Government 


agencies in which both parties have joint regulatory 
responsibility; e.g., EPA has authority to control all 
radioactive pollutants emitted into the air. 


3. Internal memoranda, correspondence between 
NRC and Congress, and other technical corre¬ 
spondence dealing with the role and activities of 
the Office of Nuclear Regulatory Research in de¬ 
veloping standards. 


NOTE: For Regulatory Guides and comments on 
Regulatory Guides issued by the NRC Office of 
Nuclear Regulatory Research, see the 
REGGD file category. For petitions for 
rulemaking filed by the public to amend, re¬ 
scind or change an NRC regulation, see the 
PRM file category. 


PR—Proposed Rule 


Contains records dealing with NRC staff proposals to 
adopt, amend, or repeal a Commission regulation. Pro¬ 
posed Rules (PRs) can be initiated as a result of a Com¬ 
mission directive; a staff proposal; or as a result of a 
Commission determination that sufficient grounds exist 
for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. 

1. Federal Register notice stating the terms or sub¬ 
stance of the proposed rule, or a specification of 
the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Draft and generic proposed rules and Federal Reg¬ 
ister notices (PR Misc.). 


4. Comments, statements, information, opinions, or 
arguments on the proposed change to a part of the 
Code of Federal Regulations, Title 10. 


5. Requests from the nuclear industiy, organizations, 

and other parties for written interpretation of the 
PR. 


NOTE: For staff recommendations to the Commission 
on whether a PR should be adopted, see the 
SECY file category. For Commission review of 
staff recommendations, see the 10 CFR 9.21 
file category. 
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PRM—Petition for Rulemaking 


Contains records dealing with petitions filed with the 
Commission by an outside party to issue, amend or re¬ 
scind an NRC regulation. 


1. Petitions filed by any interested person or party to 

issue, amend, or rescind an NRC regulation. 


2. Federal Register notice of the filing of the petition. 


3. Correspondence between NRC and the Petitioner 
relevant to the status and substance of the petition. 


4. Comments from the nuclear industry, professional 
associations, public interest groups, and others in 
favor of or in opposition to the PRM. 

5. Statements, motions, orders, and correspondence 
dealing with emergency petitions filed by parties 
on such topics as fire protection and a reanalysis of 
the capacity of operating U.S. plants to withstand 
earthquakes. 

NOTE: For staff recommendations to the Commission¬ 
ers on whether the PRM should be denied or 
issued as a Proposed Rule, see the SECY file 
category. For Commission review of staff rec¬ 
ommendations, see the 10 CFR 9.21 file cate¬ 
gory. 


PRO J—Projects 


Contains records pertaining to two classes of projects: 
(1) commercial nuclear power plants for which NRC has 
full licensing responsibilities; and (2) Government- 
owned reactors for which NRC provides technical ex¬ 
pertise and occasional review. Both classes are identi¬ 
fied with a “P” prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

These files contain all documentation up until the time 
that the NRC considers the application and the Safety 
Analysis Report (PSAR) is submitted by the utility com¬ 
plete enough for staff review. The unit is then assigned a 
docket number and the file transferred to the 
Docket-50 series category. 

The documents are grouped together in categories, des¬ 
ignated by alphabetic characters. These are the same 
categories as those used for the Docket-50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 


2. Meeting notices, summaries and correspon¬ 
dence discussing the completeness and ade¬ 
quacy of the Preliminary Safety Analysis Re¬ 
port (PSAR). 

3. Applicant Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in 
support of the application. 

6. Early site visits. 

B. Utility Preliminary Safety Analysis Report 

(PSAR) and Amendments 

1. PSAR submitted by the utility. 

2. Amendments and change to the PSAR. 

3. Transmittal and acknowledgment letters. 
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G. Adjudicatory Correspondence 

1. Motions, briefs, orders, etc., pertaining to 
pre-hearing conferences, if any. 

ML Antitrust Correspondence 

1. Submittals and related materials pertaining 
to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant quality as¬ 
surance program. 


2. Notices of deviations. 

3. Follow-up correspondence resolving devia¬ 
tions cited. 

2. Government-owned reactors 


Meeting summaries and technical correspondence be¬ 
tween NRC and other Government technical people re¬ 
lating to test reactors, critical experiments, and Depart¬ 
ment of Defense (DOD) reactors on U.S. Naval ships 
and other sites. 


PT 21 — 10 CFR Part 21 Deficiency Reports 


Deficiency reports submitted in compliance with Part 21 
of Title 10 of the Code of Federal Regulations. 


1. Reports by firms involved in the nuclear industry 
reporting noncompliance with NRC regulations or 
the existence of defects which could create a sub¬ 
stantial safety hazard. 


2. Correspondence pertaining to the NRC review of 
reports to assess the possibility of generic defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up 
actions taken by the Agency. 


QA 999—Quality Assurance Inspections 


Contains inspection reports of vendor licensee interface 
from vendor’s view, vendor products, vendor programs 
including equipment environmental qualification test¬ 
ing, and follow-up correspondence. Each vendor is as¬ 
signed a docket number and is a part of the QA 999 se¬ 
ries. 

Vendors are defined as companies, both U.S. and for¬ 
eign, that are engaged in the design, manufacture, or 
testing of both nuclear components, or supplying serv¬ 
ices to the nuclear industry. The controlling criteria are 
found in 10 CFR Part 21, 10 CFR Part 50, PSAR and 
FSAR submitted by utilities for specific facilities, and 
vendor QA Topical Reports. 


1. NRC inspection reports of vendor facilities that 
cover the design, fabrication and testing of compo¬ 
nents for use in nuclear facilities and vendor/licen¬ 
see interface. 

2. Notices of deviation. 

3. Vendor corrective actions and other follow-up cor¬ 
respondence associated with resolution of inspec¬ 
tion findings. 

NOTE: For vendor licensee interface inspection from 
licensee’s view, see Docket 50 Category Q. 
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REGGD—Regulatory Guides 


Contains new and revised Regulatory Guides and re¬ 
lated correspondence. These guides describe to the in¬ 
dustry and to the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC regula¬ 
tions. They also delineate techniques used by the staff in 
evaluating specific problems or postulated accidents or 
provide guidance to applicants. 

1. Federal Register notices announcing the issuance 
and availability of a proposed Regulatory Guide. 

2. Revised or newly issued Regulatory Guides. 


3. NRC value/impact assessment. 


4. Comments submitted by the nuclear industry and 
interested members of the public regarding a pro¬ 
posed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss 
proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work 
products and activities of the NRC Office of 
Nuclear Regulatory Research, which is respon¬ 
sible for standards development, see the Or¬ 
ganization (ORG) file category. Industry codes 
and standards cited in Regulatory Guides are 
available for reference use only in the NRC Li¬ 
brary. 


RES—Research and Technical Assistance Reports 


Contains reports, generally interim, submitted by NRC 
contractors providing research and technical assistance 
to the Commission. It also includes documentation per¬ 
taining to research activities of the Commission. 


1. Technical letter reports provide information on the 
technical aspects of work by contractors or other 
government agencies and their contractors. These 
letter reports may consist of transmittal letters 
with interim or final informal reports attached, or 
the technical information may be incorporated in 
the body of the letter. The form and frequency of 
reporting is specified in the Contract Statement of 
Work. 


a. Interim technical letter reports provide infor¬ 
mation on the technical aspects of the work at 
various stages and form a basis for develop¬ 
ment of the formal reports required by the 
contract. Interim technical letter reports may 
include, but are not limited to, informal (in¬ 
terim) progress reports, “quick-look” reports, 
data reports, project descriptions, pretest 


predictions, model verifications, experiment 
safety analyses, experiment operating proce¬ 
dures, facility certification reports, and test 
results. 

b. Final technical letter reports are prepared to 
record the results of contract work that com¬ 
prises review and evaluation of the work of 
others or work to be used by the staff in the 
licensing and regulation process. These tech¬ 
nical letter reports are not followed by a for¬ 
mal report. 

2. Formal technical reports, which may be periodic pro¬ 
gress reports on long-term projects of final reports, 
are published in the NUREG/CR series. These re¬ 
ports are final products of research, original inves¬ 
tigations, or significant compilations of informa¬ 
tion, or they may be progress reports. 

3. Research Information Letters (RILs) summarize re¬ 
search information for staff use. They are prepared 
in the NRC Office of Nuclear Regulatory Re¬ 
search (RES). 
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4. Conference Proceedings report the information pre¬ 

sented at conferences sponsored or co-sponsored 
by NRC. Sponsorship or co-sponsorship by NRC 
requires that the subjects covered be of interest 
and value to NRC. 


NOTE: For final reports of research conducted by con¬ 
tractors and conference proceedings, see 
NUREG reports series file. See also the 
WMRES file for research reports on disposal 
of high level waste. 


REVIEW GRP-Research Review Groups 


Contains records pertaining to the activities of internal 
and external Research Review Groups. Such groups 
provide a broad base of technical expertise to aid man¬ 
agement in reviewing research in defined technical ar¬ 
eas. They review and comment on research plans and 
predicted results of major experiments, the validity and 
applicability of research results; possible redirection of 
research projects; new research projects; and priorities 
within the technical areas covered by the Research Pre¬ 
view Group. 

1. Agendas for quarterly Review Group meetings. 

2. Summary minutes of Review Group meetings rep¬ 
resenting views expressed, including dissenting 
views. 


3. Research plans and predicted results of major ex¬ 
periments and presentations by research contrac¬ 
tors. 


4. Comments on meetings from attendees, including 
representatives from contractors, universities, ven¬ 
dors, and other agencies. 


5. Internal memoranda relating to topics under dis¬ 
cussion. 


6. Correspondence related to items 1 through 5. 


RM—Rulemakings 


Contains records pertaining to public hearings held on 
proposed changes to the Commission’s regulations. 
Hearings are instituted at the discretion of the Commis¬ 
sion based on the importance and the magnitude of the 
subject under consideration. 

1. Designations of the presiding officer and any spe¬ 
cial directions for the conduct of the hearing. 

2. Notifications of Hearing Board meetings. 


3. Petitions, motions, testimony, and statements sub¬ 
mitted by parties to the hearings. 

4. Hearing Board orders and rulings. 

5. Technical reports submitted as evidence in the pro¬ 
ceedings. 

6. Reports, if any, of the special Board to the Com¬ 
mission regarding the subject proceeding. 


SECY — Staff Papers (Generally Referred to as SECY Papers) Before the Commission 


Includes staff papers prepared for the information or 1. Policy Issue Papers are used to present matters re¬ 
approval of the Commission. They are assigned a SECY lating to policy formulation, 

report series code. 
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2. Rulemaking Issue Papers are used to present 
rulemaking activities of the Commission. 

3. Adjudicatory Issue Papers are used to present mat¬ 
ters relating to the granting, suspending, revoking 
or amending of licenses, or construction permits 
for nuclear power plants, and activities in which the 
Commission has an interest. 


4. Information Papers are used to provide informa¬ 
tion to the Commission. Some (e.g., the weekly re¬ 
port of the Executive Director for Operations) pro¬ 
vide general information about agency activities 
without specific reference to policy formulation, 
rulemaking, or adjudication. 

These categories of staff papers may be issued as one of 
the following: (a) a Commission Meeting paper to be 
discussed at a Commission meeting; (b) an Affirmation 
paper which does not require interactive discussion 
among the Commissioners in a Commission meeting, 
but by law must be voted upon by the Commissioners in 


the presence of each other; (c) a Notation Vote paper 
which does not require interactive discussion among all 
Commissioners or formal vote in a meeting, thereby 
lending itself to a written notation process; (d) a Nega¬ 
tive Consent paper which contains issues which the 
Commission would like brought to its attention before 
action is taken but which do not require the formality of 
a Commission vote, and (e) Information Papers which 
provide information to the Commission and do not call 
for any action by the Commission. 

As a general practice, papers that are regularly released 
to the public include those that are the subject of discus¬ 
sion at a public meeting of the Commission and those 
that address unclassified matters pertaining to the ex¬ 
port and import of nuclear equipment and material. 

NOTE: For Weekly Information Reports prepared by 
the NRC Office of the Executive Director for 
Operations to the Commission providing a 
summary of key events and items of interest un¬ 
dertaken by staff and program offices, see the 
Commission Correspondence file. 


STATE PROG—State Programs 


Contains records that pertain to the Commission’s rela¬ 
tions with State Governments. Areas covered include: 
(1) the State Agreements Program, whereby States may 
assume certain of the NRC’s regulatory authority over 
nuclear materials; and (2) a wide range of liaison and co¬ 
operative activities regarding such functions as licensing 
and siting. 

1. Correspondence between and among NRC Office 
of Governmental and Public Affairs and State offi¬ 
cials, mostly State liaison officers and radiation 
control management health officials, regarding: 

a. Cooperative programs in such technical areas 
as radiological incidents, water quality, radio¬ 
active waste disposal, and transportation sur¬ 
veillance. 

b. NRC review of Agreement State radiation 
control program. 


c. Technical assistance to Agreement States in 
reviewing applications, compliance actions, 
developing regulations, and in other areas. 

2. Agendas, reports, and transcripts of regional work¬ 
shops and training programs on current matters of 
policy and regulations, i.e., decommissioning and 
radioactive waste disposal. 

3. State Legislative Reports (discontinued as of De¬ 
cember 1984). 

4. Agreement State Licensing Statistics Reports (dis¬ 
continued as of December 1984). 

NOTE: For specific uranium milling and mining pro¬ 
jects in which the Agency is providing technical 
assistance to States, see the Projects series file 
category. 
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Contains Topical Reports, generally of a technical ge¬ 
neric nature, submitted by vendors, and correspondence 
pertaining to the NRC review of these reports. Vendor- 
related correspondence that is not docket-specific and 
documents generated by vendor-related Owner’s 
Groups are also included in this category. 


1. Topical reports, dealing with such technical mat¬ 
ters as specifications, testing, and safety that are 
submitted by architects, engineers and other ven¬ 
dors. 


2. Revisions, modifications, and amendments to 
Topical Reports. 


3. Correspondence between NRC and vendors per¬ 
taining to the review of submittals. 

4. Meeting agendas, summaries, minutes and corre¬ 
spondence pertinent to vendor activities, pro¬ 
grams, methodologies, and design criteria. 

5. Vendor-related Owner’s Group meeting an¬ 
nouncements, agendas, summaries, reports, and 
correspondence. 

NOTE: For reports submitted by utilities that are writ¬ 
ten by vendors on their behalf and that relate to 
docketed cases, see the categories for the dock¬ 
et series. 


WASH—AEC-Issued Formal Reports and Correspondence 


Formal reports that were issued by the U.S. Atomic En¬ 
ergy Commission (AEC) Headquarters staff which carry 
the WASH series code and correspondence pertaining 
to those reports. The WASH series, which consisted of 


administrative, scientific, and technical reports, ended 
in 1975 but correspondence is occasionally generated 
which refers to WASH reports. Post-1975 NRC-issued 
formal reports cany the NUREG series designation. 


WM—Waste Management Documents 


Contains records dealing with the activities of the NRC 
Division of High-Level Waste Management Each topic 
has been assigned a unique number, prefixed by the let¬ 
ters “WM.” Documents in these files include: 

1. NRC and DOE prelicensing activities regarding 
the disposal of high-level waste in geologic reposi¬ 
tories, pursuant to the Nuclear Waste Policy Act of 
1982. 

a. Technical high-level waste site prelicensing 
documentation. 


b. Meeting agendas, minutes, and backup docu¬ 
ments of DOE/NRC meetings in which DOE 
presents information on its geologic explora¬ 
tion program to identify sites for nuclear 
waste repositories. 

c. Briefings by DOE on research being con¬ 
ducted on nuclear waste management. 

2. NRC reviews of the site-by-site implementation of 
DOE’s program for uranium mill tailings remedial 
actions, pursuant to the Uranium Mill Tailings Ra¬ 
diation Control Act of 1978. 
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3. Correspondence and comments between NRC and 
the Environmental Protection Agency (EPA) per¬ 
taining to the high-level waste standard. 

4. NRC topical report reviews and associated corre¬ 
spondence. 


5. Correspondence from citizens and other non-gov¬ 
ernment organizations for the above items. 


NOTE: For contractor research on waste management 
activities, see the WMRES category. 


WMRES—Waste Management and Research Reports 


Contains interim and final reports, and correspondence 
between NRC and its contractors regarding prelicensing 
activities in the area of high-level disposal in geologic re¬ 
positories, including: 

1. Periodic contractor progress reports. 

2. Trip reports. 


3. Draft and final reports submitted for NRC review 
or information. 


4. Correspondence between NRC staff and contrac¬ 
tors related to technical questions or issues to be 
resolved. 


XPORTLIC—Export and Import Licenses 


Contains records relating to the issuance of licenses to 

Export or import nuclear facilities and materials. 

1. license applications and amendments to export or 
import special nuclear material, source material, 
byproduct material, reactors, nuclear facility com¬ 
ponents, or reactor materials. 

2. Correspondence between NRC and applicant or li¬ 
censee pertaining to the review or status of a pend¬ 
ing application or license amendment. 

3. Commission letters requesting Executive Branch 
(e.g., U.S. Department of State) views. 

4. Review and findings of the Executive Branch on 
whether issuance of a license would be inimical to 
the common defense and security of the United 
States. 


5. Correspondence to and from foreign governments, 
international organizations, and members of the 
public. 

6. Hearing records and decisions. 

7. Memoranda from the office of the Secretary to the 
Executive Director for Operations (EDO) regard¬ 
ing the Commission decision on issuance of a pro- 
posed license. 


8. Licenses, license amendments, and license renew¬ 
als for types specified in item 1. 

NOTE: For transcripts of Commission meetings and 
papers submitted for Commissioner considera¬ 
tion or information, see the 10 CFR 9.21 and 
SECY-series files. 
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